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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS. 

U.S. GOVERNMENT PRINTING OFFICE, WASHINGTON, D.C. 20402. 
SUBSCRIPTION PRICE $55.00 PER YEAR INCLUDES 12 ISSUES OF 
MONTHLY CATALOG, SERIALS SUPPLEMENT, SEMIANNUAL INDEX, AND 
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$13.75 ADDITIONAL FOR FOREIGN MAILING. 


Domestic Foreign 
MONTHLY CATALOG SINGLE COPIES $3.50 $4.40 
SERIALS SUPPLEMENT $2.50 $3.15 
SEMIANNUAL INDEX $4.50 $5.65 
CUMULATIVE INDEX $8.75 $11.00 
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ABBREVIATIONS 





Amdt., amdts 
app 


amendment, amendments. 
appendix, appendixes. 








bk., bks 
chap 


book, books. 
chapter, chapters. 





Congress. 








Department. 
document. 





facsimile, facsimiles. 








fiscal year. 
Greenwich hour angle. 





House. 





House concurrent resolution. 
House document. 





House executive document. 








House joint resolution. 
House of Representatives, 





House bill. 
House resolution. 





House report. 





illustration, illustrations. 





inch, inches. 





addition, addendum, addenda. 
































number, numbers. 

page, pages. 

plate, plates. 

portrait, portraits. 

part, parts. 

report. 

Senate, Senate bill. 

Senate concurrent resolution. 
Senate document. 

Senate executive document. 
Senate executive report. 





























Senate joint resolution. 
Senate resolution. 
Senate report. 


.. section, sections. 


session, sessions. 
supplement. 
volume, volumes. 
versus. 


Common abbreviations for the names of States, months, etc., are also used. 


CUMULATIVE INDEX 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 


conferences. 


Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 
Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 
Series/report index: An alphabetical list of report numbers and series statements. 


A margin index on the back cover locates the four listings. Cumulative indexes are published semi- 
annually and annually. Titles in all indexes are followed by the text entry number where more detailed 


information is available. 





General Information 


The Superintendent of Documents, U.S. Government Printing Office. Washington, D.C., 20402, is 
authorized by law to sell copies of Government publications. A 25 percent discount is allowed to purcha- 
sers of 100 or more copies of a single publication mailed to one address. Bookdealers, buying for the purpose 
of resale. may receive the same discount regardless of quantity if the publications are mailed to their place 
of business. No discount is allowed when the publications are mailed to a third party unless in quantities 
of 100 or more, or on several periodicals or groups of publications which fall into a special pricing category. 


PRICES 


The prices of all U.S. Government publications sold by the Superintendent of Documents are estab- 
lished by the Public Printer in accordance with Title 44 of the United States Code. 

Prices are subject to change and the prices charged on your order will be those in effect at the time 
your order is processed. As it is not feasible to manually correct the prices in the publications affected by 
price changes, the prices charged on your order may differ from those printed in the publications. 

Although the issuing agencies generally know about price changes, some agencies inadvertently con- 
tinue to publish announcements, order forms, and catalogs which contain erroneous prices. Frequently, the 
news media publish articles with erroneous or outdated prices. 


PRICE LIST 


There is no general price list of public documents. but numerous bibliographies have been prepared on 
special subjects and these will be furnished. on application. by subject or subjects concerning which infor- 
mation is desired. It will also be noted that current publications which are for sale are listed in this catalog. 


LIST OF SELECTED PUBLICATIONS 


In addition to the subject bibliographies. the Office of the Superintendent of Documents issues a 
monthly list of Selected United States Government Publications for sale by the Superintendent of Docu- 
ments. Each list contains annotations and prices, and may be obtained free upon application to the Super- 
intendent of Documents. 


CONGRESSIONAL PUBLICATIONS 


Subscription service has been implemented for the following groups of Congressional publications: 
House and Senate Documents; House and Senate Hearings; House and Senate Reports on Public Bills; 
House and Senate Reports on Private Bills; Public Bills; Private Bills; Public Laws; and Private Laws. 
In most cases, single copies of publications in these groups of Congressional publications are not sold. 
Sales copies of a few of the more important ones are printed, and you will find the sales prices listed in the 
individual entries. The current subscription prices may be obtained from the Superintendent of Documents. 








A 1.120:date 





A 13.65/16:CT 





A 13.100:nos 





A 57.64/3:CT 





A 68.6/6:CT 





A 103.11/4:date 





A 103.14:nos 





A 103.15:CT 





A 105.10/3:nos 





A 105.10/3-2:supp.nos./date 
A 105.12/6:date 


A 105.19/3:nos 





A 105.24/2-2:date 





A 105.35/2:date 


A 105.40/2:date 
A 105.41/2:date 


A 105.51:v.nos.&nos 
A 106.14/2:date 

A 106.19:CT 

A 106.21:v.nos.&nos 
A 106.22:nos 

A 106.23:letters&nos 
A 106.24:letters&nos 
A 106.25:date 


A 106.25/2:date 


AA 1.9/3:v.nos.&nos 
AA 1.16:v.nos.&nos 


New Classification Numbers 


Assigned January-December 1979 


Agriculture Department. 

Horse protection enforcement, annual report of the Secretary of Agriculture to the 
President of the United States Senate and the Speaker of the House of Representa- 
tives. 

Forest Service. 
Intermountain Forest and Range Experiment Station: Maps. @Item 80-G 
Field identification cards. 
Nore.—Issued by Southeastern Area State and Private Forestry, Atlanta, Ga. 
Soil Conservation Service. 
Flood hazard studies [various rivers, creeks and areas.] 
Rural Electrification Administration. 
Handbooks, manuals, and guides. @ltem 116-A 
Food Safety and Quality Service. 

FSQS food purchases (quarterly). 

FSQS (series). @lItem 21-T-2 

Institutional meat purchase specifications. @Item 24-N 
Note.—See, for earlier class, A 88.17/4:(CT). 

Economics, Statistics, & Cooperatives Service. 

World agricultural situation (irregular). @lItem 78-A 
Note.—See, for earlier class, A 93.29/2:(nos.). 

[World agriculture situation] supplements. @Item 78-A (Rev.) 
Note.—Annual reviews for seven regions issued as supplements to Dec. issue of World Agriculture Situation. 

Poultry production, disposition & income. @lItem 21-F 
NoTe.—See, for earlier class, A 92.9/3:(date). 

Agricultural finance outlook, AFO series. @Item 42-D 
NoTe.—See, for earlier class, A 93.9/8:(nos.). 

Vegetables (monthly). 

NOTE.—Designated Vg 3-1. See, for earlier class, A 92.11:(date.). 

Farm production expenditures (annual). @Item 18-A 
NoTE.—Designated SpSy 5. See, for earlier class, A 92.2:F 22/2/(date). 

Rural development perspectives (irregular). @lItem 21-N-6 

Commercial fertilizers, consumption for year ended. @lItem 122-A-2 
NoTE.—See, for earlier class, A 92.37:(date). Designated SpCr.7. 

EEO newsletter. 

Science and Education Administration. 

Soil, water, air sciences directory (annual). @lItem 22-A-6 
NoTE.—See, for earlier publications classed in A 77.2: 

Catalog of seed and vegetative stock available from the Southern Regional Plant 
Introduction Station [for various plants]. 

Plant disease reporter (monthly). @lItem 100-B 
NoTE.—See, for earlier class, A 77.511:(v.nos.&nos.). 

National poultry improvement plan reports. 

Norte.—See, for earlier editions, A 77.15:NE-(nos.). 

Correspondence aids, CA (series). @lItem 22-A-1 
Note.—See, for earlier class, A 77.18:(letters and numbers). 

Advances in agricultural technology AAT (series). @lItem 25-B 

Crop production, annual report of the national research programs. 

Crop production, annual report of the national research programs. 

ACTION. 
Vista currents (irregular). 
Reconnection (bimonthly). 
Commerce Department. 





C 1.24/2:date Recent Commerce publications (bi-weekly). @lItem 127 
Note.—Replaces Business service checklist classed C 1.24:(date). 
Census Bureau. 
C 3.233/S:letters&nos Census of transportaticn: Final reports. 
NOTE.—See, for earlier classes, C 56.246/2:(nos.), C 3.233/2: and C3.233/3:(nos.). These are paperbound reports. 
C 3.253/2:nos Economic censuses of outlying areas, OAC (series). @lItem 147-A-1 
Nore.—See, for earlier class, C 56.259:(nos.). 
C 3.254:nos Series FOF. @lItem 131-J 
C 3.255:CT Census of retail trade: General publications. 
Nore.—See, for earlier class, C 56.251:(CT). 
C 3.255/2:letters&nos Census of retail trade: Geographic area statistics. @lItem 132-A-1to @ltem 132-A-54 
NoTe.—See, for earlier class, C 56.251/2:(date/nos.). 
C 3.255/2-2:letters&nos Census of retail trade: Geographic area statistics, advance reports. @lItem 132-A-1 to 
@ltem 132-A-54 
C 3.255/3:letters&nos Census of retail trade: Subject reports. @Item 133 
NoTE.—See, for earlier class, C 56.251/3:(date/nos.). 
C 3.255/4:letters&nos Census of retail trade: Retail merchandise lines service. @lItem 133 
NoTeE.—See, for earlier class, C 56.251/4:(date/letters). 
C 3.255/5:letters&nos Census of retail trade: Major retail centers statistics. @lItem 132-A-1 to @Item 
132-A-54 
NoTeE.—See, for earlier class, C 56.251/5:(date&nos.). 
C 3.255/6:letters&nos Census of retail trade: Final volumes. @lItem 132 
NoTeE.—See, for earlier class, C 56.251/6:(date/v.nos.). 
C 3.256:CT Census of wholesale trade: General publications. @lItem 133 
NoTE.—See, for earlier class, C 56.252:(CT). 
C 3.256/2:letters&nos Census of wholesale trade: Geographic area series. @lItem 132-A-1 to @Item 132-A-54 
Ncre.—See, for earlier class, C 56.252/3:(date/nos.). 
C 3.256/2-2:letters&nos Census of wholesale trade: Geographic area series, advance reports. @lItem 132-A-1 to 
@ltem 132-A-54 
C 3.256/3:letters&nos Census of wholesale trade: Subject series. @lItem 133 
NoTE.—See, for earlier class, C 56.252/4:(date&nos.). 
C 3.256/4:date Census of wholesale trade: Final reports (clothbound). @lItem 132 
NoTe.—See, for earlier class, C 56.252/5:(date/v.nos.). 
C 3.256/5:letters&nos Census of wholesale trade: Wholesale commodity line sales. @lItem 133 
C 3.257:CT Census of service industries: General publications. @lItem 133 
NoTe.—See, for earlier class, C 56.253:(CT). 
C 3.257/2:letters&nos Census of service industries: Geographic area series. @lItem 132-A-1 to @lItem 
132-A-54 
Nore.—See, for earlier class, C 56.253/3:(date/nos.). 
C 3.257/2-2:letters&n0. .........sccscseseseseeees Census of service industries; Geographic area series, advance reports. @Items 132-A-1 to 
@ltem 132-A-54 
C 3.257/3:letters&nos Census of service industries: Subject series. @lItem 133 
NoTE.—See, for earlier class, C 56.253/4:(date/nos.). 
C 3.257/4:date Census of service industries: Final reports (clothbound). @lItem 132 
Note.—See, for earlier class, C 56.253/5:(date/v.nos.). 
C 3.258:nos Survey of minority-owned business enterprises, MB (series). @lItem 160-E 
Note.—See, for earlier class, C 56.250:(nos.). 
C. 3.260:nos Boundary and annexation survey, GA-30 (series). @lItem148-D 
NoTE.—See, for earlier class, C56.249:(nos.). 
National Ocean Survey. 
C 55.8/3:letters&nos NOAA Manuals (numbered). @lItem 250-E-15 
National Oceanic and Atmospheric Administration. 
C 55.27/3:date Weather modification reporting program. @lItem 834-R 
Environmental Data and Information Service. 
C 55.214/a:CT Climatological data, National summary (separates). 
National Climatic Center. 
C $5.281/2:v.nos.&nos Five day final (weekly?). 
C 55.286/3:CT Climatography of the United States no. 90 (1965-1975): Aiport climatological summary. 
C 55.286/4:CT Climatography of the United States no. 20 [by city]. 
NoTe.—See, for earlier class, C30.71: 
C 55.289:v.nos.&nos. Monthly Summary solar radiation data. 
National Marine Fisheries Service. 



















































































C 55.305:CT Laws. 
National Ocean Survey. 
C 55.416/2:letters/date Flight information publication, airport/facility directory. 
NoTE.—Seven regions for this class. 
C 55.430: Horizontal control data. 
C 55.430/2:date Alphabetical index to horizontal control data. 
Industry and Trade Administration. 
C 57.29:CT State export series. @lItem 231-M-(nos.) 
C 57.117/3:CT International marketing events: Export Market guides. 
U.S. Fire Administration. 
C 58.13:date Fire in the United States, deaths, injuries, dollar loss, and incidents at the national, state, 
and local levels (annual). @lItem 216-A-2 
Economic Analysis Bureau. 
C 59.16/52:date State quarterly economic developments. 
Nore.—Replaces individual State reports, C 59.16/1: thru C 59.16/51. 
National Telecommunication and Information Administration. 
C 60.14:date Institute for Telecommunication Sciences: Annual technical progress report. 
Civil Aeronautics Board. 
CAB 1.25:CT Laws. @lItem 184 
Norte.—See, for earlier class, C 31.205:(date). 
CAB 1.25:CT Addresses. 
NoTE.—See, for earlier class, C 31.215(CT). 
CAB 1.26:date . List of U.S. air carriers. @lItem 177-A-15 
NoTE.—See, for earlier class, C 31.254:(date). 
Civil Rights Commission. 
CR 1.14:CT School desegregation in [various localities]. @lItem 288-A 
NoTE.—See, for earlier publications, CR 1.2(CT). 
CR 1.15:date Civil rights update (monthly). 
Community Services Administration. 
CSA 1.8/3:nos CSA guidance (series). @lItem 857-H-2 
Armed Forces Information Service. 
D 2.18:nos Civilian Health and Medical Program of the Uniformed Services [fact sheets] CHAMPUS 
FS (series). 
Nore.—Earlier publications classified in D 2.2: class. 
Defense Mapping Agency. 
D 5.319:CT Gazetteers. @Item 617 
Nore.—See, for earlier class, I 33.8(CT). 
D 5.320:v.nos.&nos Surf n’turf. 
NorTe.—Published by and for Personnel of the DMA Hydrographic/Topographic Center. 
Defense Logistics Agency. 
D 7.6/16:date MILSTRIP: Routing identifier codes. @lItem 314-A 
NoTE.—Designated DoD 4140.17-M, Supplement No. 1. See, for earlier class, D 7.6/4:M 59/Supp.1. 
Engineers Corps (Army). 
D 103.53/7:letters&nos Construction Engineering Research laboratory: Special reports. @lItem 335-A 
D 103.66/5:CT Navigation charts: Tennessee River. 
D 103.69:v.nos.&nos Engineer update (monthly). 
Army Department. 
D 105.17/4:nos : Frankford Arsenal technical reports. 
D 111.9/5:nos Atmospheric Sciences Laboratory: Technical reports, ASL-TR (series). 
D 111.9/6:nos s Atmospheric Sciences Laboratory: Contractor reports, ASL-CR (series). 
Air Force Department. 
D301.45/56:v.nos.&nos FEEDBACK (quarter). 
NoTe.—Published by Deputy for Avionics Control. 
D 301.91:v.nos.&nos Pipeline (quarterly). 
D 305.16:date Contrails, Air Force cadet handbook (annual). @lItem 425-A-2 
Energy Department. 
E 1.6:CT Regulations, rules, instructions. @lItem 429-V-7 
E 1.7/2:v.nos.&n0os .... Department of Energy information: Weekly announcements. 
NorTe.—See, for earlier class, ER 1.12:(v.nos&nos.). 
E 1.7/3:date Department of Energy Information: DOE petroleum demand watch (weekly). 
NoTE.—Designated DOE/EIA-0161-date. 
E 1.13/3:nos DOE translation list. 

























































































E 1.13/4:nos Selected DOE headquarters publications (quarterly). @lItem 429-G 
NoTE.—See, for earlier publications, E 1.32:0010/nos. 
E 1.16/2:nos Environmental readiness documents, DOE/ERD (series). @Item 429-H 
E 1.28/2:date Quarterly progress report on fission product behavior in LWRs. @lItem 429-T-4 
E 1.28/7:date High-temperature gas-cooled reactor safety studies for the division of reactor safety 
research quarterly progress report. @lItem 429-T-4 
E 1.28/10:date Noise diagnostics for safety assessment, standards, and regulation quarterly progress 
report. @lItem 429-T-4 
E 1.29/2:v.nos.&nos Energy consumer (monthly). @lItem 429-T-5 
Note.—Formerly entitled: Consumer breifing summary, E 1.29:(date/nos.). 
E 1.38/2:date < Solar thermal power systems: Annual technical progress report. @lItem 429-P 
E 1.38/2-2:date Solar thermal power systems: Program summary. 
Norte.—See, for earlier editions, E 1.18:0018/1. 
E 1.38/3:CT we Science activities in energy (series). 
E 1.38/4:v.nos.&nos Sloar law reporter (bimonthly). 
E 1.61:date Energy history report (monthly). 
E 1.62:date National energy plan (biennial). @lItem 429-T-57 
Norte.—See, for earlier publication, PrEx 1.2:En 2/2. 
E 1.63:date Weekly petroleum status report, DOE/EPC (series). @lItem 429-T-58 
Note.—EPC-Energy policy committee. 
E 1.65:date ee Damage analysis and fundamental studies (quarterly). @lItem 429-P 
Note.—Designated DOE/ET-0065/(nos.). 
Alloy development for irradiation performance (quarterly). @lItem 429-P 
Note.—Designated DOE/ET-0058/(nos.). 
Geothermal energy update (monthly). 
Federal Energy Regulatory Commission. 
Handbooks, manuals, and guides. 
Hearing process status report (white book), (monthly). @lItem 429-V-6 
Energy Information Administration. 
Sales, revenue and income for electric utilities (monthly). 
Note.—Later data to be included in ‘Financial Statistics of Electric Utilities and Interstate Natural Gas Pipeline 
Companies,” E.11/2-8:(date). 
Interstate gas prices and financial data (monthly). 


Note.—Later data to be included in ‘Financial Statistics of Electric Utilities and Interstate Natural Gas Pipeline 
Companies,’ E 3.11/2-8:(date). 


Financial statistics of electric utilities and interstate natural gas pipeline companies 
(monthly). 


Note.—See, for earlier publications, E 3.11/2-6:(date), Sales, revenue and income for electric utilities and E 
3.11/2-7:(date), Interstate gas prices and financial data. 


E 3.11/3-2:date Energy data report: Coal, Pennsylvania anthracite (annual). 
Note.—See, for earlier class, I 28.50/4:(date). 
E 3.11/3-3:date Energy data report: Pennsylvania anthracite distribution (annual). 
Norte.—See, for earlier class, I 28.50/3:(date). 
E 3.11/5-4:date Energy data report: Petroleum refineries in the United States and Puerto Rico (annual). 
Norte.—See, for earlier class, | 28.17/2:(date). 
E 3.11/7-2:date Coal—Bituminous and Lignite (annual). 
NoTe.—See, for earlier class, I 28.42/3:(date). 
E 3.11/10-2:date Energy data reports: Carbon black (annual). 
Nore.—See, for earlier class, I 28.88/2:(date). 
E 3.11/11-2:date Energy data reports: Heating oil prices and margins (advance release) (monthly). 
NorTe.—Designated DOE/EIA-0013/nos 
E 3.11/16:date Coke distribution (annual). 
Nore.—See, for earlier class, I 28.30/3:(date). 
E 3.11/16-2:date Energy data reports: Coke producers (annual). 
Nore.—See, for earlier class, I 28.30/2:(date). 
E 3.11/17:date Energy data reports: National Trends in Electric Energy Resource Use (quarterly). 
@ltem 435-E 
Note.—Designated DOR/EIA-0041/nos. 
E 3.11/17-2:date Energy data reports: Residential electric bills in major cities—500 kWh (monthly). 
NoTe.—Designated DOE/EIA-0004/nos. 
E 3.11/17-3:date Energy data reports: Energy and peak load data (monthly). 
Note.—Designated DOE/EIA-0050/nos 
































E 3.11/17-4:date 





E 3.11/17-5:date 





E 3.11/17-6:date 





E 3.11/18:date 





E 3.11/19:date 





E 3.18/3:date 





E 3.19/2:date 





E 3.25/2:date 





E 3.26/3:nos 





E 3.26/4:nos 





E 3.26/5:nos 





E 3.27:date 





E 3.27/2:date 





E 3.28:date 








E 3.29:date 


EP 1.17/4:date 





EP 1.21/7-3:date 





EP 1.21/10:date 





EP 1.35/2:nos 
EP 1.46/8:v.nos 





EP 1.79/2:nos 





EP 1.83:date.... 





EP 1.84:date 





EP 1.85:date .. 





EP 1.86:date 





EP 2.28/2:nos 


EP 7.12:nos 





FEM 1.1:date 





FEM 1.2:CT 


FEM 1.101:date 





FEM 1.102:CT 


FEM 1.103-108: Reserved 
FEM 1.109:v.nos.&nos 


FEM 1.110:date 





FEM 1.110/2:date 





FEM 1.201:date 





Energy data reports: Power production, consumption and capacity, annual. 
NoTE.—Designated DOE/EIA-0049. 

Energy data reports: Comparisons of peak demands and energy for load (annual). 

Power production consumption and capacity (monthly). 

Energy data report: Asphalt sales (annual). 
NoTE.—See, for earlier class, I 28.110/2:(date). 

Energy data report: Gasoline prices (preliminary release) (monthly). 
NoTe.—Designated DOE/EIA-0043/nos. 

Statistics of publicly owned electric utilities in the United States (annual). @Item 
435-E-1 
Nore.—Earlier publications classified in FP 1.21: class. Disignated DOE/EIA-0146 series. 

Solar collector manufacturing activity (annual). 
NoTE.—Designated DOE/EIA-0174. 

Gas supplies of interstate natural gas pipeline companies (annual). @lItem 438-B-1 
NoTE.—See, for 1976 edition, E 2.12:0013, and editions prior to 1976, FP 1.2:G 21/2/(date). 

Technical report (series). @lItem 429-T-43 
NoTe.—Designated DOE/EIA-0183/(nos.). Replaces Analysis Memorandum, DOE/EIA-0102/nos., (E 3.26/2); 
and Technical Memorandum DOE/EIA-0103/nos., (E 3.26:). 

Analysis reports. @Item 429-T-44 
NoTE.—Designated DOE/EIA-0184/nos. 

Service reports. 
NoTE.—Designated DOE/EIA-0i 6/nos. 

EIA publications directory (annual). 

[Energy Information Administration’s publications issued in Fiscal Year, compilation] 
(annual). 
NoTe.—Includes text of all reports issued during the year. 

Winter energy data bulletin (monthly from Oct.-Feb.). 

Inventory of power plants in the United States (annual). 
NoTE.—This title will be published again in December 1979 and from that time will be issued each year in 
December. 


Environmental Protection Agency. 


Municipal Environmental Research Laboratory: Solid waste news brief. @lItem 431-I-7 
Publications . . . A quarterly guide. @lItem 431-I-39 
Online literature searching and data bases (annual). @lItem 731-I-9 
State and local grant awards. 
FGD quarterly report. @lItem 431-I-57 
NoTe.—FGD-Flue gas desulfurization. 
Toxis integration information series. 
NoTE.—Designated EPA 560/13. 
Solid and Hazardous Waste Research Division: Annual research Symposium. @Item 
431-I-1 
Women/consumer calendar of events (irregular). 
EPA annual report to pollution engineers. 
State-EPA agreements, annual report. 


Water Program Operations Office. 


FRD [Facilities Requirement Division] (series). 


Technology Transfer. 


Sulfur oxides control technology series. 


Federal Emergency Management Agency. 


Annual report. 
General publications. 


United States Fire Administration. 


Annual report. @Item 216-A-2 
NoTE.—See, for earlier class, C 58.1:(date). 

General publications. @Item 216-A-1 
Note.—See, for earlier class, C 58.2(CT). 


Fire technology abstracts (bimonthly). @lItem 215-L-2 
NoTte.—See, for earlier class, C 58.11:(v.nos.&nos.). 

Resource exchange bulletin (irregular). 

Arson resource bulletin (irregular). @lItem 215-L-4 

Federal Insurance and Hazard Mitigation Office. 

Annual report. 





FEM 1.202:CT 





FEM 1.208:CT 





FHL 1.29:date 





FHL 1.30:date 





FHL 1.31:date 





FR 1.39/2:date 





GA 1.16/4:v.nos.&nos 


GP 1.36:CT 





GS 4.118/3:date 





HE 1.509/2:date 


HE 3.61:date 


HE 19.117/2:date 


HE 19.133/a:CT 





HE 19.144:nos 





HE 19.216/2:date 





HE 19.218:nos 





HE 19.219:nos 





HE 19.303:date 





HE 19.316/2-2:date 


HE 20.2/a:CT 





HE 20.20/2:v.nos.&nos 
HE 20.21:date 


HE 20.3027/2:date 
HE 20.3029:CT 





HE 20.3030:date 





HE 20.3030/a:CT 





HE 20.3030/2:date 
HE 20.3031:CT 


HE 20.3153/3:date 





HE 20.3173/3:letters&nos 


HE 20.3217:CT 





General publications. 
Handbooks, manuals, guides. @lItem 594-A-3 
NoTeE.—See, for earlier class, HH 10.8:(CT). 
Federal Home Loan Bank Board. 
Summary of savings accounts by geographic area, FSLIC-insured savings and loan 
associations. 
Norte.—Prior publication classified FHL 1.2:Sa 9/4/976. 
Asset and liability trends, all operating Savings and Loan Associations. 
NorTeE.—Previous reports classified FHL 1.2:As 7/date. 
Members of the Federal Home Loan Bank System (annual). 
Federal Reserve System Board of Governors. 
Commercial and industrial loans to U.S. addressees excluding bankers acceptances and 
commercial paper, by industry (monthly). 
NoTe.—Key number G.27. 
General Accounting Office. 
GAO documents. 
Note.—Issued every four weeks thru 1978. 
Government Printing Office. 
Depository Library Council to the Public Printer speeches, addresses, etc. 
Federal Register Office. 
Codification of presidential proclamations and executive orders (annual). @lItem 574-A 
Health, Education, and Welfare Department. 
Director of federal consumer offices, a supplement to Consumer news. 
Social Security Administration. 
Public assistance recipients & cash payments by state, & county. @lItem 512-D-12 
NoTE.—See, for earlier class, HE 17.627/2:(date). 
Education Office. 
Report to Congress on the implementation of Public Law 94-142: Education for all 
handicapped children act (annual). @lItem 461-B 
Progress of education in the United States of America (separates). 
Papers in education finance. 
National Institute of Education. 
Funding opportunities at NIE: grants competitions and requests for proposals in fiscal 
year. @lItem 455-G-9 
National center for research in vocational education: Research and development series. 
Note.—See, for earlier class, HE 18.11: 
Vocational education study publications. 
National center for Education Statistics. 
Bulletin. @Item 461-A-14 
Financial statistics of institutions of higher education: Fiscal year, state data (an- 
nual). @lItem 460-A-52 
Public Health Service. 
General publications (separates). 
Focus. On Health Maintenance Organizations (monthly). @lItem 483-A-5 
Health, United States (annual). 
NoTE.—See, for earlier class HE 20.6018:(date). 
International health planning methods series. 
Natioanl Institutes of Health. 
Index of federally supported programs in heart, blood vessel, lung, and blood disorders, 
(fiscal year). @lItem 507-E-5 
Annual report of the National Arthritis Advisory Board. 
National Diabetes Advisory Baord publications. @lItem 507-A-33 
National Institutes of Health consensus development conference summaries (annual). 
National Institutes of Health consensus development conference summaries (separate 
articles). 
Reprints of articles published concerning the NIH consensus development conferences. 
Medicine for the layman (series). 
National Cancer Institute. 
DCT bulletin (semiannual). 
International Cancer Research Data Bank: Oncology overview NCI/ICRDB/(series). 
National Heart, Lung, and Blood Institute. 
Posters. 





HE 20.3218:CT Fact sheets [various subjects]. @lItem 507-E-1 
Norte.—Issued on an irregular basis as the need arises. 
National Institute of Allergy and Infectious Diseases. 
HE 20.326/2/2:CT Infectious diseases research (series). @lItem 505-A-1 
Note.—Earlier publications classified HE 20.3252(CT). 
National Institute of Arthritis, Metabolism, and Digestive Diseases. 
HE 20.3320:CT NIAMDD research advances [on various diseases]. 
Note.—Each title updated annually. 
HE 20.3321:date Arthritis program, annual report of the Director. 
National Institute of Child Health and Human Development. 
HE 20.3362/7:date Section on Nutrition and Growth of the Clinical and Early Development Branch, report 
to the National Advisory Child Health and Human Development Council. @Item 
506-D-2 
National Institute of Neurological and Communicative Disorders and Stroke. 
HE 20.3516:date NINCDS index to research grants and contracts (fiscal year). 
National Library of Medicine. 
HE 20.3614/4:V.nos.&nos Quarterly bibliography of major tropical diseases. 
Food and Drug Administration. 
HE 20.4010/3:nos Consumer update (irregular). @lItem 475-H 
HE 20.4038:date Food and drug administration and the Congress (biannual). 
Medical Devices Bureau. 
HE 20.4310:nos FDA medical device standards publications, MDS (series). 
Foods Bureau. 
HE 20.4501:date Annual report. 
HE 20.4502:CT General publications. 
Community Health Services Bureau. 
HE 20.5117:date i Human genetics informational and educational materials (annual). 


NoTE.—The first edition is designated v. 1, no. 1 According to the Bureau, futhur publi 
supplements with no volume or number listed. 


Health Resources Administration. 
HE 20.6021:date Action for the disadvantaged, annual report. @lItem 507-H-9 
HE 20.6022:date&nos Health planning newsletter for governing body members. 
Health Planning and Resources Development Bureau. 
HE 20.6110/4:nos International health planning series. @lItem 509-A-6 
HE 20.6110/5:CT Health planning in action (series). 
National Center for Health Statistics. 
HE 20.6220:nos NCHS publications on [various titles] (irregular). 
National Center for Health Services Research. 
HE 20.6512/4:CT NCHSR research management series. 
Health Manpower Bureau. 
HE 20.6617:CT Characteristics of physicians (by states). 
Center for Disease Control. 
HE 20.7011/24:date Nutrition surveillance, annual summary. 
HE 20.7011/25:date Encephalitis surveillance, annual summary. 
HE 20.701 1/26:date Asceptic meningitis surveillance, annual summary. 
National Institute for Occupational Safety and Health. 
HE 20.7112/4:date Registry of toxic effects of chemical substances, permuted molecular formula [indes] 
(annual). 
State Services Bureau. 
HE 20.731 1:date&nos CLVD (Current literature on venereal disease) abstracts and bibliography. 
Norte.—See, for earlier class, HE 20.2311: 
HE 20.7311/2:date&nos Immunization abstracts & bibliography. 
Alcohol, Drug Abuse, and Mental Health Administration. 
HE 20.8012:CT Bibliographies and lists of publications. 
National Institute of Mental Health. 
HE 20.8131/2:CT Science monographs. @lItem 507-B-32 
National Institute on Drug Abuse. 
HE 20.8224:v.nos.&nos Prevention resources quarterly. 
HE 20.8225:CT Posters. 
HE 20.8226:CT Addresses. 
Health Care Financing Administration. 
HE 22.17:date/nos Research and statistics notes. 
































HE 22.18:v.nos.&nos 





HE 22.19:CT 





HE 22.19/2:CT 





HE 22.113:date 








HE 22.210:date 
HE 22.211:CT 





HE 23.109:v.nos.&nos. ...........0000+ 


HE 23.1209/a:CT 





HE 23.1210/3:date 





HE 23.1210/4:CT 





HE 23.3111:nos 





HE 23.3112:nos 





HE 23.5001:date 





HE 23.5002:CT 





HE 23.5003-8: Reserved 
HE 23.5009:CT 





HH 1.23/6:CT 





HH 1.43/2:nos 





HH 1.46/5:date 





HH 1.76:nos 





HH 1.77:nos 





HH 1.78:nos 





HH 1.79:date 





HH 1.80:date 





HH 2.24/6:date 





HH 2.24/7:date 





HH 10.10:nos 





HH 12.9:date 





I 1.96/4:date 





I 1.96/5:date 





I 1.97/3:nos 





I 1.104:nos 





I 19.74/2:date 





I 20.60:v.nos.&nos 





1 27.55/2:CT 





1 27.73:CT. 





XIV 


Health care financing review (quarterly). 

Health care financing grants and contracts report (series). 

Health care financing research report (series). 
Medicaid Bureau. 

Price information for drug products, invoice level prices (monthly). 
Health Standards and Quality Bureau. 

Professional standards review organization, annual report. @Item 499-J-1 

Bibliographies and lists of publications. 
President’s Committee on Mental Retardation. 

P.C.M.R. newsbreak (quarterly). 
Children’s Bureau. 

Children today (separates). 

Annual review of child abuse and neglect research. 

National Center on Child Abuse and Neglect: User manual series. 
National Clearinghouse on Aging. 

AoA occasional papers in gerontology. 

Note.—See, for earlier publication, HE 1.202:HY 5/2. 

Statistical notes from the national clearinghouse on aging. 
Native Americans Administration. 

Annual report. 

General publications. 


Addresses. 
Department of Housing and Urban Development. 
Solar bibliography. @lItem 581-D 
Fact sheets. HUD-523-(nos.) 
Urban development action grant program, annual report. @lItem 581-E-11 
Methods of urban impact analysis (series). 
National Solar Heating and Cooling Information Center: NSHCIC bulletin (irregular). 
Annual housing survey studies. @Item 141-A 
Nore.—Related to C 3.215:H-150, H-170, and H-171. 
Annual report on the national housing goal. 
NorTeE.—See, for earlier annual reports, House Documents. 
Indian and Alaska native housing and community development programs (annual). 
Federal Housing Administration. 
Series data handbook, a supplement to FHA trends. 
NorTE.—Designated RR:251. 
Characteristics of FHA single-family mortgages, selected sections of National Housing 
Act (annual). @lItem 593-F 
NoTE.—Designated RR:255. 
Federal Insurance Adiinistration. 
Community assistance scries. @lItem 594-A-3 
Federal Disaster Assistance Administration. 
Disaster information (irregular). 
Interior Department. 
Federal coal management report, annual report of Secretary of Interior under Section 8 of 
Federal Coal Leasing Amendments Act of 1976... @lItem 603-F 
Annual report of Secretary of Interior under Surface Mining Control and Reclamation Act 
of 1977... @tem 603-F 
Office of Water Research and Technology: Water reuse OWRT/RU (series). 
EMRIA reports. 
Note.—EMIRA-Energy mineral rehabilitation inventory and analysis. 
Geological Survey. 
Interagency Advisory Committee on Water Data: Notes on sedimentation activi- 
ties. @Item 1090 
NorE.—See, for earlier editions, Y 3.W 29.10/date. 
Indian Affairs Bureau. 
Education profile. 
NoTE.—Issued three times a year. 
Reclamation Bureau. 
Bureau of Reclamation projects [by states]. @lItem 660 
Historical site [brochures]. @Item 660 
Mines Bureau. 





I 28.153:date 





I 29.9/5:nos 





I 29.86/2:v.nos.&nos . 


I 29.94:date 








I 49.85:date 





I 49.87:date 





I 53.22/2:nos 
I 53.24:nos 








I 53.25:date 





I 53.26:nos 





1 70.5:CT 





1 70.13:CT 





1 70.15:CT. 





1 70.15/2:CT 
1 70.16:CT 








I 70.17:date 





I 70.18:date 


I 70.19:date 


ICA 1.10:nos 


J 1.1/4:date 





J 1.86:date 


J 21.16:CT 


J 24.20:v.nos.&nos 


J 26.1/2:date 


J 26.1/3:date 


J 26.15/2:CT 


J 26.17:v.nos 
J 26.18:CT 





Mining research review, an annual review of selected mining research activities of the 
Bureau of Mines. @Item 638-F 
National Park Service. 
National Park Service handbooks (numbered). @lItem 649 


Note.—Earlier handbooks which were not numbered are classified in various classes. Earlier numbered 
handbooks were issued in Historical Handibook Series, | 29.58:(nos.) and Natural History Handbook Series, ! 
29.62:(nos.). 


Cultural resources management, CRM bulletin (quarterly). @lItem 646-N 
Yellowstone grizzly bear investigations, annual report of the interagency study team. 
@ltem 646-L 
Fish and Wildlife Service. 
Convention on international trade in endangered species of wild fauna and flora, annual 
report. @Item 624-J 
Fishery resource, fiscal year. 
Nore.—Earlier edition classified 1 49.2:R 31/5. 
Land Management Bureau. 
Cultural resource series (Utah). @lItem 629-E 
Resource inventory notes. @lItem 632 
The land (quarterly). 
IS (series). 
Nore.—Earlier publications classified I 53.2(CT) 
Heritage Conservation and Recreation Service. 
Laws. 
Maps. 
Bibliographies and lists of publications. 
Technical preservation services reading lists. @lItem 657-B-4 
Posters. 


National register of historic places. @lItem 648-D 
Norte.—See, for earlier class, I 29.76:(date) 


Federal recreation fee program (annual). @lItem 657-B-10 
Nore.—See, for earlier class, I 66.23:(date) 
Cultural Properties Programs: Year end report. 
International Communication Agency. 
America illustrated [Russian edition] (monthly). 
Note.—See, for earlier class, [A 1.14:(nos.) 
Justice Department. 
Report of the United States attorney for the District of Columbia, fiscal year. 
Program and resource digest (fiscal year). 
Immigration and Naturalization Service. 
Bibliographies and lists of publications. 
Drug Enforcement Administration. 
DEA World (monthly) 
Law Enforcement Assistance Administration. 
Annual report of National Institute for Juvenile Justice and Delinquency Prevention. 
@ltem 717-C 
Note.—For earlier class, see J 1.1/3:(date) 
National Institute of Law Enforcement and Criminal Justice: Annual report. @Item 
717-C 
Nore.—See, for earlier class, J 1.1/3:(date) 
Monograph (series). @lItem 717-N-1 
NoTe.—See, for earlier class, J 1.44/2(CT) 
National Criminal Justice Reference Service: International summaries. 
Criminal justice research solicitation. 
Nore.—See, for earlier class, J 1.37.5: 
Selective notification of information SNI (series). 
Law enforcement standards program, NILESJ-STD—(series). @ltem 717-J 
Nore.—See, for earlier class, J 1.41/2:(nos.) 
National evaluation program (series). @lItem 717-R 
NoTte.—See, for earlier class, J 1.46: 
NILECS evaluation (series). @Item 717-R 
Norte.—See, for earlier class, J 1.46/2((CT) 





J 26.22:CT 





J 26.23:date 





J 27.1:date 





J 27.2:CT 





J 27.3-8: Reserved 
J 27.9:v.nos 





L 1.1/2:date 





L 1.7/9:CT 





L 2.44/3:date 





L 2.110:date 





L 2.110/2:date&nos 
L 2.110/3:date&nos 


L 2.111 :date 











L 2.111/2:date&no 





L 2.111/3:date&no 


L 2.111/4:date&no 


L 36.8:CT 











L 37.11/2:date 





L 37.18:date 





L 37.19:date 





L 37.20:nos 





L 37.20/2:nos 





L 38.8:CT 





L 38.8/2:nos 





L 38.12:date 





LC 14.18:Cong.nos./nos 


MS 1.1:date. 





MS 1.2:CT 





MS 1.9:nos 





NAS 1.12/8:nos 





NAS 1.43/6:CT 





NAS 1.53/2:date 





NAS 1.62:nos 





NF 2.12:nos 





NF 3.1 1:date 





National Institute of Law Enforcement and Criminal Justice: Exemplary project [reports]. 
@ltem 717-O 

NoreE.—See, for earlier class, J 1.10:(CT). 

Awards: LEEP participating institutions, program year. @Item 717-B 
NoTE.—See, for earlier class, J 1.35/4:(date). 

United States Parole Commission. 
Annual report. 
General publications. 


Federal parole decision-making: Selected reprints. 
Labor Department. 
Office of Construction Industry Services: Annual report. @Item 744-D 
ACT career planning guide series. @Item 745-A 
Labor Statistics Bureau. 
Average annual wages (annual payroll divided by employment) and wage adjustment 
index for CETA prime sponsors (annual). @lItem 768-D 
CETA area employment and unemployment (annual). 
Nore.—See, for earlier class, L 2.2:Em 7/40. 
CETA area employment and unemployment (monthly). 
Nore.—Designated BLS/CETA/MR-{nos.). CETA =Comprehensive Employment and Training Act. 
CETA area employment and unemployment, special reports (irregular). 
Nore.—Designated BLS/CETA/SP-(nos.). CETA=Comprehensive Employment and Training Act. 
State, county & selected city employment and unemployment (annual). 
NoTE.—See, for earlier class, L 2.2:Em 7/41. 
State, county & selected city employment and unemployment (monthly). 
NoTE.—Designated BLS/PWEDA/MR-(nos.). PWEDA = Public Works and Economic Development Act. 
Unemployment rates for states and local governments (quarterly). 
Norte.—Designated BLS/PWEDA/QR-(nos.). PWEDA = Public Works and Economic Development Act. 
State, county & selected city employment and unemployment, special report (irregular). 
NoTE.—Designated BLS/PWEDA/SP-{nos.). PWEDA = Public Works and Economic Development Act. 
Employment Standards Administration. 
Handbooks, manuals, guides. 
Employment and Training Administration. 
Job corps happenings: Special edition. 
Directory of local employment security offices (annual). @Item 453-A 
Nore.—See, for earlier class, L 1.59:(date). 
Youth program models and innovations (monthly). 
Unemployment insurance occasional papers. 
Unemployment insurance technical staff papers. @lItem 780-A-10 
Mine Safety and Health Administration. 
Handbooks, manuals and guides. 
Safety manuals. 
NoTE.—See, for earlier class, 1 69.8/2:(nos.). 
Holmes Safety Association Bulletin (monthly). @lItem 637-K 
Congressional Research Service. 
Major legislation of the Congress (irregular). 
Merit Systems Protection Board. 
Annual report. 
General publications. 
Nore.—Established hy the Civil Service Reform Act of 1978. 
Pamphlets. 
National Aeronautics and Space Administration. 
Jet Propulsion Laboratory: Mission status bulletins. 
Lithos. @Item 830-H-6 
Space science notice. @lItem 830-H-5 
Life science status report. 
National Endowment for the Arts. 
Research division reports. 
National Endowment for the Humanities. 
Nonpartisan review (bimonthly). 
National Science Foundation. 














NS 1.40:date Science and technology: Annual report to the Congress (annual). 
United States Postal Service. 
P 1.12/8:trans.nos ats Postal operations manual. 
Nore.—Recinds Postal Service Manual (PSM)—Chapters 3 and 5. 
P 1.12/9:trans.nos Financial management manual. 
P 1.12/10:trans.nos Administrative support manual. 
P 1.12/11:trans.nos Domestic mail manual. 
" Nore.—Formerly chapter 1 of the Postal Service Manual, class P 1.12/5: 
Personnel Management Office. 
Annual report. 
General publications. 














Handbooks, manuals and guides. @item 296-B 
NoTe.—See, for earlier class, CS 1.7/4(CT). 
PM 1.8/2:date Handbook of occupational groups and series of classes (irregular). @lItem 296 
Norte.—See, for earlier class, CS 1.44:(date). 
PM 1.8/3:letters&nos Handbooks (numbered). @lItem 290-A 
Note.—See, for earlier class, CS 1.45: 
PM 1.9:nos Salary table, Executive Branch of the Government. @lItem 290-F 
Note.—See, for earlier class, CS 1.73:(nos.). 
PM 1.10:letters&nos Pamphlets. @lItem 299 
NorTE.—See, for earlier class, CS 1.48: 
PM 1.11:v.nos.&nos Civil service journal (quarterly). @Item 290-C 
NoTE.—See, for earlier class, CS 1.66: 
PM 1.11/2:v.nos.&nos Management, a magazine for government managers (quarterly). @lItem 290-C 
Nore.—Replaces Civil Service Journal PM 1.11:(v.nos.&nos.). 
PM 1.12:nos Federal news clip sheet (monthly). @lItem 293-B 
Norte.—See, for earlier class, CS 1.69:(nos.). 
PM 1.13:nos Federal labor-management consultant (bimonthly). @lItem 293-D 
Note.—See, for earlier class, CS 1.80:(nos.). 
PM 1.14:nos Federal personnel manual: Transmittal sheets. 
Note.—See, for earlier class, CS 1.41:(nos.). 
PM 1.14/2:nos Federal personnel manual bulletin, installments and letters (irregular). @lItem 294 
Nore.—See, for earlier class, CS 1.14/3:(nos.). 
PM 1.14/3:nos Federal personnel manual supplements (irregular). @lItem 294 
Note.—See, for earlier class, CS 1.41/4:(nos.). 
PM 1.15:date Monthly release [of] Federal civilian work force statistics (monthly). @Item 293-E 


Note.—Formerly Federal employment statistics bulletin, (CS 1.55:date, and Monthly report of Federal employ- 
ment, CS 1.32/2:date). See, for earlier class, CS 1.55/2:(date). 


PM 1.16:v.nos.&nos Personnel literature (monthly). @lItem 300-D 
NoTe.—See, for earlier class, CS 1.62:(nos.). 
PM 1.17:v.nos.&nos The first line (bimonthly). @lItem 290-H-1 
Nore.—See, for earlier class, CS 1.91:(v.nos.&nos.). 
PM 1.18/2:nos EEO information on equal employment opportunity for state and local governments 
(irregular). @Item 290-L 
Note.—See, for earlier class, CS 1.76/2:(nos.). 
PM 1.19:date Interagency training catalog of courses. @lItem 296-A 
Note.—See, for earlier class, CS 1.65:(date). 
PM 1.20:v.nos.&nos Women in action, an information summary for the Federal women’s program 
(monthly). @lItem 290-H-2 
Nore.—See, for earlier class, CS 1.74/2:(v.nos.&nos.). 
PM 1.21:nos Current federal examination announcements (bimonthly). @lItem 292 
Norte.—See, for earlier class, CS 1.28:(nos). Designated AN-2279 series. 
PM 1.21/2:nos Announcement [of examinations]. @lItem 292 
Nore.—See, for earlier class, CS 1.26:(date & nos.). 
PM 1.22:CT Bibliographies and lists of publications. @lItem 290-E 
NorTe.—See, for earlier class, CS 1.61:(CT). 
PM 1.22/2:nos Personnel bibliography series. @lItem 300-A-1 
NoTe.—See, for earlier class, CS 1.61/3:(nos.). 
PM 1.23:date Federal forecast for engineers (irregular). 
Norte.—See, for earlier editions, CS 1.2:En 3/3/(date). 


PM 1.24:date Federal agency classification chiefs workshop report (annual). 





PM 1.25:nos 





PM 1.26:date 





PM 1.27:date 





PM 1.28:nos 





Pr 39.14:date 





PrEx 1.11:CT 





PrEx 3.10/6:letters&nos 


PrEx 3.10/7:letters&nos 


PrEx 7.13:nos 





PrEx 8.101:date 





PrEx 8.102:CT 





PrEx 8.103-8.107: Reserved 


PrEx 8.108:CT 





PrEx 14.6:CT 





SE 1.34:date/nos 


SI 1.40/2:nos 








T 1.56:date 





T 17.6/3-2:date 





T 17.6/3-3:date 





T 17.6/3:date 





T 17.12:nos 





T 63.209/2:date 





T 63.209/5:date 





TC 1.39:nos 





TD 1.20/9:nos 





TD 1.48:nos 





TD 1.49:CT 





TD 1.106/4:nos 





TD 1.117/2:nos 





TD 1.118/3:nos 





TD 1.125:nos 





Fed facts. @Item 293-A 
NoTeE.—See, for earlier class, CS 1.59:(nos.). 
Achievements (annual). 
Intergovernmental personnel notes (bimonthly). 
NoTe.—See, for earlier class, CS 1.54:(nos.). 
Personnel management series. @Item 300-A 
Nore.—See, for earlier class, CS 1.86:(date.). 
President of the United States. 
National consumer buying alert (monthly). 
NoTE.—Issued by Office of the Special Assistant for Consumer Affairs. 
Executive Office of the President. 
Presidents reorganization project: publications. @lItem 850 
Central Intelligence Agency. 
Research papers. @Item 856-A-4 
National Security Council. 
National Foreign Assessment Center publications (numbered). @lItem 856-A-4 
Note.—Replaces PrEx 3.10/5:(nos.), PrEx 3.10/6:(let. & nos.) and PrEx 3.11:(let. & nos.). 
Foreign Broadcast Information Service. 
JPRS (series). 
NorTeE.—See, for earlier class, Y 3.J 66:13/(nos.). 
Federal Coordinating Council for Science, Engineering and Technology. 
Annual report. 
General publications. 


Handbooks, manuals, guides. @lItem 1061-B 
Council on Environmental Quality. 
Rules, regulations, and instructions. 
Securities and Exchange Commission. 
Official list of section 13(f) securities (quarterly). 
Smithsonian Institution. 
RIIES occasional papers (irregular). 
Note.—Issued for Research Institute on Immigration and Ethnic Studies. 
Treasury Department. 
The Operation and effect of the international boycott provision of the internal revenue 
code, annual report. 
Customs Service. 
Keyword worksheet (quarterly). 
Note.—Issued in microfiche. 
Keyword directory (quarterly). 
NorTE.—Issued in microfiche. 
Decisions/Rulings (quarterly). 
NoTE.—Issued in microfiche. 
Customs information series, C(nos.). 
Public Debt Bureau. 
Tables of redemption values for twenty-five dollar series E savings bonds (semi- 
annual). @lItem 970-A 
Tables of redemption values for twenty-five dollar series E savings bonds (semi- 
annual). @lItem 970-A 
International Trade Commission. 
[Reports on investigations and inquiries]. 
Nore.—Earlier publication classified TC 1.2:(CT), TC 1.31(CT), and TC 1.31/2(CT). 
Transportation Department. 
DOT-TCS-RSPD (series). 
Transportation safety information report (quarterly). 
NorTE.—Designated DOT-TSC-P24—(series). 
Technology sharing reprint series. 
National Transportation Safety Board. 
Safety reports, NTSB-SR (series). 
Highway accident reports, brief format, NTSB—HAB (series). @lItem 982-I-20 
Pipeline accident reports: Brief format, NTSB-PAB (series). 
Safety effectiveness evaluation, NTSB—SEE (series). 








TD 1.126:nos Special study, NTSB-HSS (series). 
Federal Highway Administration. 
TD 2.30/6:nos Report, FHWA-HO-(series). 
Nore.—Issued by Office of Highway Operations. 
TD 2.56:date Highway joint development and multiple use. @lItem 982-G-3 
NorE.—See, for earlier class, TD 2.121:(date). 
Federation Aviation Administration. 
TD 4.44/4:date Profiles of scheduled air carrier airport operations by equipment type, top 100 U.S. 
airports. @lItem 431-A-23 
National Highway Traffic Safety Administration. 
TD 8.5/3:date Driver licensing laws annotated annual supplement. 
Research and Special Programs Administration. 
TD 10.8:CT Handbooks, manuals, guides. 
Veterans Administration. 
VA 1.23/4:date Exchange of medical information program, annual report. 
VA 1.43/5:date Veterans Administration summary of medical programs (monthly). 
Advisory Committee on Federal Pay. 
Y 3.Ad 9/11:1/date Annual report. 
Y 3.Ad 9/11:2 CT General publications. 
Appalachian Regional Commission. 
Y 3.Ap 4/2:11/v.nos.&nos Appalachian reporter (semimonthly). 
Y 3.Ap 4/2:12/nos Appalachian education satellite project technical reports (numbered). 
U.S. National Commission on the International Year of the Child. 
Y 3.C 43/3:1/date Annual report. 
Y 3.C 43/3:2 CT General publications. 
U.S. Consumer Product Safety Commission. 
Y 3.C 76/3:20/date Consumer complaint contact system, annual report. 
Federal Council on the Aging. 
Y 3.F 31/15:10/date Status report (irregular). @lItem 1061-A-1 
Federal Labor Relations Authority. 
Y 3.F 31/21-3:1/date Annual report. 
Y 3.F 31/21-3:2 CT General publications. 
Y 3.F 31/21-3:3-8 Reserved 
Y 3.F 31/21-3:5 CT Laws. 
Y 3.F 31/21-3:9/nos FLRA report of case decisions and FSIP releases. @lItem 1061-G-1 
Nore.—See, for earlier class, Y 3.F 31/21:10/(nos.). 
Y 3.F 31/21-3:10/date Digest and index of published decisions . . . pursuant to executive order 11491. 
762-D-3 
NoTE.—See, for earlier class, L 1.51/3:(date). 
Marine Mammal Commission. 
Y 3.M 33/3:1/date Annual report. 
Y 3.M 33/3:2 CT General publications. 
Y 3.M 33/3:3-8 Reserved 
Y 3.M 33/3:9/nos Report MMC~-(series). @lItem 1089 
United States Metric Board. 
Y 3.M 56:1/date Annual report. 
Y 3.M 56:2 CT General publications. @lItem 1089 
Nore.—Created by Public Law 94-168. 
Migratory Bird Conservation Commission. 
Y 3.M 58:2 CT General publications. 
Federal Mine Safety and Health Review Commission. 
Y 3.M 66:1/date : Report. 
Y 3.M 66:2 CT General publications. 
Y 3.M 66:3-8 Reserved 
Y 3.M 66:9/date Decisions. 
National Commission on Neighborhoods. 
Report. 
General publications. 






















































































Y 3.N 31:3-8 Reserved 
Nuclear Regulatory Commission. 
Y 3.N 88:28/v.nos.&nos Licensed fuel facility status report, status summary report, data for decisions fuel cycle 
operations (semiannual). 
NoTe.—Designated as NUREG-0430. 





Y 3.N 88:29/v.nos.&nos Regulatory licensing, status summary report, systematic evaluation program (quarterly). 
Note.—Designated NUREG-0485. 
Y 3.N 88:6-2/nos Regulatory guides. 
Y 3.N 88:21-2/v.nos.&nos Title list of documents made publicly available (monthly). 
NotE.—Designated NUREG-0540. 
Y 3.N 88:25-2/letters&nos [Contractor reports]. (lettered and numbered). 
NoTE.—This class does not include NUREG-CR reports. 
Occupational Safety and Health Review Commission. 
Y 3.0c 1:10-3/date Index to decisions of Occupational Safety and Health Review Commission. @Item 
1070-L 
Purchase from the Blind and Other Severely Handicapped Committee. 
Y 3.P 97:10/date Procurement list (annual). 
NoTe.—See, for earlier class, Y 3.B 61:8 date, entitled Schedule of blind-made products. 
Regulatory Council. 
Y 3.R 26:1/date Report. 
Y 3.R 26:2 CT General publications. 
Y 3.R 26:3-8 Reserved 
Y 3.R 26:9/date Calendar of federal regulations (semiannually). 
Interagency Regulatory Liaison Group. 
Y 3.R 26/2:1/date Report. 
Y 3.R 26/2:2 CT General publications. 
Y 3.R 26/2:3-7 Reserved 
Y 3.R 26/2:8 CT Handbooks, manuals, guides. 
Y 3.R 26/2:9/v.&iss.nos Regulatory Reporter (semiannual). 
National Commission on Social Security. 
Y 3.So 1:1/date Report. 
Y 3.So 1:2 CT General publications. @lItem 1089 
NoTe.—Created by PL 95-216, the Social Security Amendments of 1977. 
Southwest Border Regional Commission. 
Y 3.So 8/2:1/date Report. 
Y 3.So 8/2:2 CT General publications. 
Note.—Established under Title V of Public Works and Economic Development Act of 1965, as amended. 
National Transportation Policy Study Commission. 
Y 3.T 68/2:1/date Annual report. 
Y 3.T 68/2:2 CT General publications. 
Y 3.T 68/2:3-8 Reserved 
Y 3.T 68/2:9/nos NTPSC special reports. @Item 1089 
Note.—Created under the Federal-Aid Highway Act of 1976 (PL 94-280). 
Y 3.T 68/2:10/nos Working papers. @lItem 1089 
The White House Conference on Library and Information Service. 
Y 3.W 58/20:9 CT Posters. 
House Administration Committee, House. 
Y 4.H 81/3:2/Cong.iss.nos Congressional Staff Journal. 
Labor and Human Resources Committee, Senate. 
Y 4.L 11/4:CT Publications. 
Note.—Name changed from Human Resources Committee, Senate, Y 4.H 88: 
Congressional Budget Office. 
Y 10.13:date Report to the Senate and House Committee on the Budget, as required by Public Law 
93-344 (annual). 
Y 10.14:date Lists of publications (annual). 

































































Discontinued Series in 1979 


Economics, Statistics, and Cooperatives Service. 
A 105.27/2:v.nos.&nos Farm Index. 
Norte.—Discontinued with v. 18, no. 11, Dec. 1979. 
Science and Education Administration. 
A 107.9:date Food and home notes. 
NorTe.—Discontinued with issue for Oct. 23, 1978. 








C 55.110/3:date 





C 57.513:v.nos.&nos 








C 58.10:date/nos 


CAB 1.24:date 





CS 1.41/4:711-2/nos 





CS 1.41/4:752-1/nos 





CS 1.79:v.nos.&nos 





D 7.6/7:5025.1/pt.2/date-nos 


D 104.15/5:nos 





E 1.31/2:date 





E 3.11/10:date 





E 3.18:date 





EP 1.46/3:date/nos 





FE 1.23:T 22/date.... 





FE 1.26:date/nos 





FR 1.28/3:date 





FR 1.28:date 





FR 1.40:date 





FR 1.43:date 





FR 1.53:date 





GS 4.107/2:v.nos.&nos 


HE 1.509:v.nos.&nos 


HE 20.110:ser.no.&nos 


HE 20.3159:v.nos.&nos 





HE 20.3209/2:v.nos.&nos 


HE 20.3309:v.nos.&nos 





HE 20.3310:v.nos.&nos 





HE 20.3313:v.nos.&nos 





National Weather Service. 
Missouri-Mississippi River summary and forecasts. 
NorTE.—Discontinued with issues for 1978. 
Domestic Commerce Bureau. 
Containers and packaging. 
NoTe.—Discontinued with v. 31, no. 2-4, summer/fall 1978. 
National Fire Prevention and Control Administration. 
Firewood. 
Civil Aeronautics Board. 
Trunk carriers—coach class, traffic, revenue, yield, enplanements. . . 
Civil Service Commission. 
Federal personnel manual system. FPM supplement 711-2. Labor-management case finder. 
Federal personnel manual system. FPM supplement 752-1. Adverse actions by agencies. 
Administrator’s alert from the Executive Director, U.S. Civil Service Commission. 
Defense Logistics Agency. 
Quarterly listing of numbered letters. 
Army Medical Department. 
Progress notes—Walter Reed Army Medical Center. 
Energy Department. 
Coal power & combustion. 
NoTe.—Discontinued with issue for Apr./Sept. 1977. 
Energy Information Administration. 
Carbon black. 
Electric power statistics. 
NOTE.—Discontinued with issue for Dec. 1978. 
Environmental Protection Agency. 
Report of the Environmental Monitoring and Support Laboratory, Las Vegas. 
NoTE.—Discontinued with issue for June 1979. 
Federal Energy Administration. 
Technical reports of the Federal Energy Administration. 
Quarterly report on private grievances and redress. 
Federal Reserve System Board of Governors. 
Assets and liabilities of all member banks, by districts. 
NoTE.—Discontinued with issue for Dec. 1978. 
Index numbers of wholesale prices. 
NoTE.—Discontinued with issue for May 1978. 
Sales, revenues, profits, and dividends of large manufacturing corporations. 
NOTE.—Discontinued with issue for June 1979. 
Interdistrict settlement account. 
Volume and composition of individuals’ savings. 
Federal Register Office. 
Federal register update. 
NoTe.—Discontinued with v. 2, no. 3, May/June 1979. 
Consumer Affairs Office. 
Consumer news. 
NoTE.—Discontinued with v. 9, no. 12, June 15, 1979. 
President’s Council on Physical Fitness and Sports. 
Physical fitness research digest. 
NorTe.—Discontinued with issue for Oct. 1979. 
National Cancer Institute. 
Carcinogenesis abstracts. 
NoTE.—Discontinued as a government publication with v. 14, no. 12, Dec. 1976. 
National Heart, Lung, and Blood Institute. 
Hemostasis and thrombosis. 
NoTE.—Discontinued with annual cumulation for 1978. 
National Institute of Arthritis, Metabolism and Digestive Diseases. 
Endocrinology index. 
NoTe.—Discontinued with v. 12, no. 6, Nov./Dec. 1979. 
Diabetes literature index. 
NoTE.—Discontinued with v. 14, 1979. 
Gastroenterology abstracts and citations. 
NOTE.—Discontinued with v. 12, 1978. 





HE 20.3315:v.nos.&nos. Index of dermatology. 
Note.—Discontinued with v. 11, no. 12, Dec. 1979. 
HE 20.3318:v.nos.&nos Kidney disease and nephrology index. 
NoTe.—Discontinued with v. 5, no. 6, Nov./Dec. 1979. 
Head Start Bureau. 
HE 23.1109:v.nos.&nos. CDA training and resource bulletin. 
Note.—Discontinued with v. 1, no. 2. 
Housing and Urban Development Department. 
HH 1.23/4:nos Foreign publications accessions list. 
Note.—Discontinued with no. 46, Mar. 1978. 
Mines Bureau. 
I 28.42:v.nos.&nos International coal trade. 
Note.—Di inued as a g 
Outdoor Recreation Bureau. 
I 66.17:nos Outdoor recreation action. 
NorTE.—Discontinued with no. 45, fall 1977. 
Labor Statistics Bureau. 
L 2.102/2:v.nos.&nos Chartbook on prices, wages, and productivity. 
Norte.—Discontinued with v. 6, no. 3, Sept. 1979. 
L 2.104:date/nos Employment and wages. 
NOTE.—Discontinued with issues for 1975. 
National Science Foundation. 
NS 1.3/3:v.nos.&nos Arctic bulletin. 
NOTE.—Discontinued with v. 2, no. 15, 1978. 
Treasury Department. 
T 1.51:date/nos Antirecession payment summary. 
Norte.—Discontinued with issue for July 1978. 
Federal Aviation Administration. 
TD 4.49/2:date Monitoring of Concorde operations at John F. Kennedy International Airport. 
NoTE.—Discontinued with issue for Oct. 1978. 
East-West Foreign Trade Board. 
Y 3.T 67:1/date East-West Foreign Trade Board report. 
Note.—Discontinued with issue for 2d quarter, 1977. 


Corrections for Previous Monthly Catalogs Listed in 1979 









































Jan. 1974. Entry 00137, Prevention and control of vector problems associated with water resources, Jan. 1965. Change class from HE 
20.2302:V 49 to HE 20.2302:V 49/2. 

June 1975. Entry 09268, 73.3. Municipal government wage survey, Cleveland, Ohio . . . Change class to L 2.105:C 59. 

Nov. 1975. Entry 18168, Tide and current glossary . . . Change class to C 55.402:T 43/2. 

Jan. 1976. Entry 01477, Solar heating proof-of-concept experiment for public school building . . . Change class to NS 1.2:So 
4/13/1975. ... 

Mar. 1976. Entry 06007, Municipal government wage surveys, Chicago, Ill. . . . Change class to L 2.105:C 43/974. 

——Entry 06008, Municipal government wage surveys, Cleveland, Ohio . . . Change class to L 2.105:C 59/975. 

June 1976. Entry 12149, Petroleum market shares . . . Change class to FE 1.12/2:G 21 and @Item 434-A-1 to 434-A-19. 

July 1976. Entry 76-643, Role of Federal coal resources in meeting national energy goals. . . Change class to GA 1.13:RED 76-79. This 
entry is a duplicate entry of 76-2503 listed correctly in Aug. 1976 Monthly Catalog. 

Aug. 1976. Entry 76-2102, Washers / June 23, 1967. . . Change class to D 7.6/4:W 27/ch.3 and also the Contents note Change 3, Apr. 
25, 1975. 

——Entry 76-2465 is a duplicate entry of 76-580 listed correctly in July 1976 Monthly Catalog. 

——Entry 76-3667, Role of the Internal Revenue Service in law enforcement . . . Add stock number S/N 052-070-03271-5. 

Sept. 1976. Entry 76-5374, Rulings on requests for review of the Assistant Secretary of Labor . . . Change class to L 1.51/6:1. 

Oct. 1976. Entry 76-6461, Continued rate schedule for transportation of household goods . . . Change class to D 1.6/5:976/add.6. 


——Entry 76-6541, Aluminum as a component of solid waste . . . Change class to EP 1.23/3:670/5-74-005 and delete duplicate entry 
76-6548. 


——Entry 76-6548 is a duplicate of entry 76-6541, p. 46. 

——Entry 76-6546, Proceedings of the Stationery Source Combustion Symposium . . . Change series note from Environmental 
monitoring series ; to Environmental protection technology series ; make same change in series note of subject index. 

——Entry 76-6652, Adhesives, methods of testing . . . Change class to GS 2.8/7:175 a/ch.1. 

——Entry 76-6848 is a duplicate of entry 76-8318 in the November 1976 Monthly Catalog. 

Nov. 1976. Entry 76-7841 is a duplicate of entry 76-197 listed correctly in July 1976 Monthly Catalog. 

——Entry 76-8250, Health and safety guide for scrap processors . . . Change class to HE 20.7108/2:Src 1. 
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——Entry 76-8485, Agricultural commodities : agreements between the United States of America and Pakistan . . . Change class to S 
9.10:8263 and in the series note 8213 to 8263. This entry is a duplicate of entry 76-8503 listed correctly on p. 161. 

Dec. 1976. Entry 76-9362, Staff report on mineral leasing on Indian lands . . . Change class to FT 1.2:In 2. 

——Entry 76-9509, Waterfowl production areas, Minnesota. . . Change class to I 49.2:W 29/9. 

——Entry 76-9730, Legal aspects of alcohol and drug involvement in highway safety . . . Change class to TD 8.2:A1 1/16. 

Feb. 1977. Entry 77-1839, Indian child welfare . . . Change class to HE 1.452:In 2/sum. 

Mar. 1977. Entry 77-3331 is a duplicate of entry 76-2546 listed correctly in Aug. 1976 Monthly Catalog. 

May 1977. Entry 77-6931 is a duplicate of entry 77-3195 listed correctly in Mar. 1977 Monthly Catalog. 

Sept. 1977. Entry 77-12705, Legislative record of the Committee on Ways and Means. . . Change class to Y 4.W 36:L 52/7/977. 

——Entry 77-13038, Public works for water and power development . . . Change class to 95-1:H.rp.379. 

Nov. 1977. Entry 77-14587, Window dressing on the set . . . Change class to CR 1.2:W 72. 

——Entry 77-14696, Lens, lighting / Dec. 20, 1968 . . . Change class to D 7.6/4:L 54/975/rep. 

——Entry 77-14763, Military publications : index of supply catalogs . . . Following Supersedes DA Pam 310-6, . . . add this note 
“Issued July 1977.” 

——Entry 77-15730, Public participation in Federal agency proceedings act . . . Change class to Y 4.J 89/2:P 96/4/977/pt.1. 

Dec. 1977. Entry 77-16167, Acceptance test of high-speed cassette duplicator . . . Change class to D 301.45/27:77-20. 

——Entry 77-16179, History of the United States Court of Appeals for the District of Columbia . . . Change heading AIR FORCE 
ACADEMY Defense Dept. U.S. Air Force Academy, CO 80840 to DISTRICT OF COLUMBIA. 

——Entry 77-16655, Federal aviation regulations, Part 61. Certification, pilots . . . Change class to TD 4.6:61/2/ch.2. 

Jan. 1978. Corrections for Previous Monthly Catalogs, p. xxi, Nov. 1976, Change entry 76-8313 to 76-8318, Proposed prairie . . . 

——Corrections for Previous Monthly Catalogs, p. xxii, Sept. 1977, change entry 77-19232 to 77-10232, Omega table : area 22. . . 

——Entry 78-101, The Animal welfare act . . . Change class to A 101.2:An 5/2/977-2 and delete heading: RURAL DEVELOPMENT 
SERVICE Agriculture Dept., Washington, DC 20250. 

——Entry 78-449, Symposium on Biological Effects and Measurements . . . Change class to HE 20.4102:R 11/14. 

——Entry 78-969, Hearing on shipbuilding programs before the Seapower . . . Following the collation, add the series note (H.A.S.C.; 
no. 95-23). 

Serials Supplement 1978. Entry 78-3105, Solid waste management . . . Change @Item 473-0-2 to @Item 473-D-2. 

——Entry 78-3506, Island lantern. McNeil Island. . . Change class to J 16.20:(v.nos.&nos.). Also add the following heading: PRISONS 
BUREAU Justice Dept., Washington, DC 20534. 

——Entry 78-3778, Monitoring of Concorde operations at Dulles International Airport . . . Change class to TD 4.49:(date/nos.). 

——Entry 78-3947, Quarterly report to the Congress and the East-West Foreign Trade Board . . . Change class to Y 4.W 36:2/(nos.). 

Mar. 1978. Corrections for Previous Monthly Catalogs, p. xxi, Oct. 1977, entry 77-14173, U.S. economic growth . . . Change class to Y 
4.Ec:G 91/6/v.10-12. The correct class is Y 4.Ec 7:G 91/6/v.10-12. 

——Entry 78-4299, Caps, radiator and tank . . . Change class to D 7.6/4:C 17/2/969-2/rep./ch.2. 

——Entry 78-4301, Cartridges, weapon . . . Change class to D 7.6/4:C 24/rep./ch.3 and Contents note to Change 3, Dec. 23, 1977. 

——Entry 78-4330, Army Reserve medical program . . . Change class to D 101.2:M 46/2. 

——Entry 78-5563, 1976 profitability of selected major oil company . . . Change class to Y 4.F 49:0i 5/4/977. 

——Entry 78-5593, Federal recognition of certain Indian tribes . . . Change class to Y 4.In 2/11:R 24. 

Apr. 1978. Entry 78-6282, Trademark rules of practice of the Patent . . . Change class to C 21.14:T 67/2/976. 

——Entry 78-6283, Manual of patent examining procedure . . . Change class to C 21.15:961/rev.no.46-54. 

——Entry 78-7640, Income tax deduction for contributions . . . Change class to T 22.44/2:526/10. 

——Entry 78-7955, Airport design standards . . . Change class to TD 4.8/5:150/5335-4. 

——Entry 78-8228 is a duplicate of entry 78-24559 listed correctly in Nov. 1978 Monthly Catalog. 

——Entry 78-8329, Public participation . . . Change class to Y 4.J 89/2:P 96/4/977/pt.2. Change title to: Public participation in Federal 
agency proceedings act of 1977, S.270 : hearings before the Subcommittee on Administrative Practice and Procedure of the Committee 
on the Judiciary, United States Senate, Ninety-fifth Congress, first session . . . U.S. Govt. Print. Off., 1977. Change OCLC no. to 
3194724. 

May 1978. Entry 78-9499, Ratification recommended for treaties with U.S.S.R. . . . Change class to S 1.3/a:W 24. 

——Entry 78-9950, Background materials on the authorization of appropriations . . . Change class to Y 4.F 49:In 8/14. 

June 1978. Entry 78-10414, Conserving North Dakota resources . . . Change class to A 57.1/3:N 81 d/976. 

——Entry 78-10466, Housing program statistics . . . Change class to A 84.2:H 81/2/950-75. 

——Entry 78-10543 is a duplicate of entry 78-8579 listed correctly in May 1978 Monthly Catalog. 

——Entry 78-10567, Local service air carriers unit costs . . . Change 2d class to C 31.253:977-2/v.2. 

——Entry 78-11084, Decomposition characteristics of phenol under synthane gasifier . . . Following the collation line, change series 
note from “BERC/RI-77/6” to “PERC/RI-77/6”. 

——Entry 78-11312, Letter of credit procedures : Treasury regional . . . Change class to HH 1.6/6:1900.23/rev. 

——Entry 78-11604, Criminal courts : the defendant’s perspective : executive summary . . . Change class to J 1.44:D 36/sum. 

——Entry 78-11790, Institutional environmental impact statement . . . Change class to NAS 1.59:J 61. 

July 1978. New Classification Numbers, p. xvii, entry A 105.10/2:letters & nos. Change name of series to Farmer’s Newsletter. 


——Corrections for Previous Monthly Catalogs, p. xix, Mar. 1978 — Delete entry nos. 78-5646 and 78-4647 should read Delete entry 
nos. 78-5546 and 78-5647. 


——Corrections for Previous Monthly Catalogs, p. xix, Apr. 1978 — Delete entry 78-5373 . . . should read Delete entry 78-7911. 
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——Entry 78-12716, Calleguas Creek . . . Delete heading ADJUTANT GENERAL’S OFFICE (ARMY) Defense Dept., Washington, 
DC 20301 and change class to D 103.22:C 13/2. 

——Entry 78-12740, Flood plain information : Bens Branch, Montgomery County. . . Change class to D 103.47:M 76/11. 

——Entry 78-12756, Manual of the Medical Department . . . Change class to D 206.8/2:976/ch.91. 

——Entry 78-12730, St. Johns Bayou and New Madrid Floodway . . . Change class to D 103.22:Sa 2 j/3. 

——Entry 78-12828, Impact of natural gas curtailments on electric utility plants . . . Change 2d class to EP 1.2:G 22/6/v.2. 

——Entry 78-12859. Change title to read Economic impact analysis of proposed effluent guidelines . . . Change series note to (EPA ; 
230/2-74-040 A). 

——Entry 78-12866, Revised technical guide for review and evaluation of compliance . . . Change class to EP 1.8/7:340/1-77-017. 

——Entry 78-12910, Emissions testing and evaluation of Ford/Koppers coke . . . Change class to EP 1.23/2:600/2-77-187 a. 

——Entry 78-12954, Health effects research program. . . Change class to 1.23/8:600/7-77-112. 

——Entry 78-13214, Managers need comprehensive system for assessing effectiveness . . . Change class to GA 1.13:GGD-78-3. 

——Entry 78-13469, Septic tank care. . . Change heading PRESIDENT’S COUNCIL ON PHYSICAL FITNESS AND SPORTS to 
COMMUNITY ENVIRONMENTAL MANAGEMENT BUREAU. 

——Entry 78-13480, Inventory and analysis of Federal population research . . . Change class to HE 20.3362/2:976. 

——Entry 78-14057, Year-end report . . . Change class to TD 1.2:Y 3/974. 

——Entry 78-13579, Lower income housing assistance. Change heading REHABILITATION SERVICES ADMINISTRATION 
Health, Education, and Welfare Dept. Washington, DC 20201 to HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410. 

——Entry 78-13602, Flood insurance study : city of Bloomington . . . Change class to HH 10.9:B 62/6 and Bibliography: p. 24-25 to p. 
32-33. 

——Entry 78-13725, Hydrologic data for urban studies in the Austin. . . Change class to I 19.2:Au 7/2/974. 

——Entry 78-13729, Hydrologic data for urban studies in the San Antonio. . . Change class to I 19.2:Sa 5 a/6/974. 

——Entry 78-13840, Drug abuse warning network . . . Change class to J 24.2:D 84/13/976-77. 

——To entry nos. 78-13994 to 78-14005 add @Item 856-A-4 (microfiche). 

——Entry 78-14106, Federal aviation regulations. Part 61, Certification, pilots. . . Change class to TD 4.6:61/2/ch.1. 

——Entry 78-14414, Tax aspects of the President’s economic . . . Change class to Y 4.W 36:WMCP 95-7. 

Aug. 1978. Entry 78-14767, Design charts . . . Change class to A 57.2:D 46. 

——Entry 14789, Supplemental report to the President . . . Change class to NMB 1.7:187/supp. 

——Entry 78-14857, Factfinder for the Nation . . . Change class to C 3.252:3. 

——Entry 78-14905, An evaluation of cloud factors . . . Change class to C 55.13/2:ERL PMEL-8. 

——Entry 78-15120 is a duplicate of entry 78-1543 listed correctly in Feb. 1978 Monthly Catalog. 

——Entry 78-15130, Historical task analysis of C-130E personnel . . . Change class to D 301.45/27-3:77-64 (2). 

——Entry 78-15269, St. Louis demonstration final report . . . Change class to EP 1.23/2:600/2-77-155 b. 

——Entry 78-15445, A new partnership to conserve America’s communities . . . Change heading REHABILITATION SERVICES 
ADMINISTRATION Health, Education, and Welfare Dept. Washington, DC 20201 to HOUSING AND URBAN DEVELOP- 
MENT DEPARTMENT Washington, DC 20410. 

——Entry 78-15517, Flood insurance study : city of West Lake Hills, Texas . . . Change class to HH 10.9:W 52 1/3. 

——Entry 78-15522, Flood insurance study : city of White Sulphur Springs . . . Change class to HH 10.9:W 58/5. 

——Entry 78-15576, Iron oxide pigments . . . Change class to I 28.37/a:Ir 6/6/975. 

——Entry 78-15621, Guidelines for understanding and determining optimum . . . Change class to I 66.8:R 24/2. 

——Entry 78-15675, Directory of judicial. . . Change class to Ju 10.2:C 49 and change heading SUPREME COURT Washington, DC 
20543 to ADMINISTRATIVE OFFICE OF UNITED STATES COURTS Washington, DC 20544. Delete Supreme Court from the 
second line of entry and change zip code to 20544. This publication is for sale by the Supt. of Docs., U.S. Govt. Print. Off. Change 
@ltem 732 to @ltem 729. The Stock number is 028-004-0001 1-7 and the price is $3.25. 

——Entry 78-15678, Index of rulings on requests for review . . . Change class to L 1.51/6:1/ind. 

——Entry 78-15734, SESA accounting system, accounting manual . . . Change class to L 37.8/2:362/v.3. 

——Entry 78-15745, For younger readers . . . Change class to LC 19.11:Y 8/976-77. 

——Entry 78-15750, Elements of electricity and radio . . . Change class to D 211.2:El 2/8. 

——Entry 78-15789, Supplemental report to the President . . . Change class to NMB 1.7:187/supp. 

——Entry 78-15820, Improving municipal productivity . . . Change class to Pr 37.8:P 94/P 94/8. 

——Entry 78-15861, SALT one, compliance . . . Change class to S 1.71:305. 

——Entry 78-16070, Program guide : Mental Health and Behavioral Sciences Service. . . Change class to VA 1.10/4:G-14/M-2/pt.10. 

——Entry 78-16100, Transcript of proceedings, October 12-13, 1977. . . Change 2d class to Y 3.C 82:2 Ev 1/app.1. 

——Entry 78-16178, Military construction appropriations for 1979 . . . Change class to Y 4.Ap 6/1:M 59/6/979/pt.1-2. 

——Entry 78-16228, Reorganization plan no. 2 of 1977. . . Change class to Y 4.G 74/9:R 29/no.2. 

——Entry 78-16239, Adverse effects of Polybrominated biphenyls . . . At end of entry, add II. Series: United States. Congress. House. 
Committee on Interstate and Foreign Commerce. Serial, 95th Congress ; no. 95-65. 


Sept. 1978. New Classification Numbers, p. xvii, class CAB 1.15:date. . . Fuel cost and consumption, . . . Change @Item 177-A-3 to 
@ltem 177-A-13. 


——Corrections for Previous Monthly Catalogs, p. xx. Disregard correction of April 1978, entry 78-7640, Income tax deduction for 
contributions . . . This correction is listed correctly in April 1979 Monthly Catalog, p. x. 
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——Entry 78-16537, Woodsy Owl on fishing . . . Change class to A 13.2:Ow 4/5. 

——Entry 78-16651, Final environmental statement/plan . . . Change class to A 13.92:R 8-75-9. 

——Entry 78-16660, Kilkenny Unit Plan and environmental statement . . . Change class to A 13.92:R 9-75-03. 

——Entry 78-16815, Consumer’s guide to travel information . . . Change class to C 47.12:T 64/2/977. 

——Entry 78-16826, A directory of computer software applications . . . Change @Item 271 to @Item 188-A-5. 

——Entry 78-16870, Overseas business reports : Marketing in Turkey . . . Change class to C 57.11:77-69 and Stock number to S/N 
003-000-90585-3. 

——Entry 78-16936, Textile industries machinery and industrial sewing machines . . . Change series note to read (Industrial plant 
equipment handbook) (DLAH ; 4215.8) (NAVSUP PUB 5506) (Air Force regulation ; 78-12) (MCO P4870.12D). 

——Entry 78-16980, Hydrogen fuel . . . Change series note (DOE/OPA-0012) to (DOE/OPA-0002). 

——Entry 78-17037, Natural radioactivity contamination problems . . . Change class to EP 6.2:C 76. 

——Entry 78-17058, Analysis of population exposure to air pollution in New York . . . Change series note to (EPA ; 450/3-76-027). 

——Entry 78-17230, Quarterly technical progress report . . . Change class to E 1.28:FE-2240-75. 

——Entry 78-17231, Gasification of residual material . . . Change class to E 1.28:FE-2247-9 R. 

——Entry 78-17239, Phase equilibria in coal hydrogenation systems . . . Change class to E 1.28:FE-2334-6. 

——Entry 78-17244, Remote electromagnetic sensing . . . Change class to E 1.28:FE-2414-4. 

——Entry 78-17286, Agglomerating burner gasification process . . . Change class to E 1.28:FE-1513-62. 

——Entry 78-17345, Municipal and industrial water conservation . . . Change class to GA 1.13:CED-78-66. 

——Entry 78-17376, Architecture . . . Change class to GP 3.22/2:215/2. 

——Entry 78-17644, Plain talk about the art of relaxation . . . Add @Item 507-B-30. 

——Following entry 78-17671, add the correct heading for HH entries, HOUSING AND URBAN DEVELOPMENT DEPART- 
MENT Washington, DC 20410. 

——Entry 78-17930, An evaluation of the probable impact of selected proposals . . . Change class to Ju 13.2:M 31. Change heading 
UNITED STATES MARSHALS SERVICE Justice Dept. Washington, DC 20530 to FEDERAL JUDICIAL CENTER 
Washington, DC 20005. 

——Entry 78-17934, United States reports . . . Preceding @Item 741 add the following note: vol. 428, Oct. term 1975, July 1 through 
July 6, 1976 (End of term). 

——Entry 78-17946, Job Corps screening and admissions . . . Change class to L 1.58:313.3. 

——Entry 78-17947, Job Corps : Occupational training program . . . Change class to L 1.58:400-15.2. This entry is a duplicate of entry 
11037 listed correctly in November 1974 Monthly Catalog. 

——Entry 78-17950, Job Corps placement manual . . . Change class to L 1.58:343.3. This entry is a duplicate of entry 17140 listed 
correctly in Dec. 1969 Monthly Catalog. 

——Entry 78-17951, Job Corps reading program manual. . . Change class to L 1.58/2:400-2. 

——Entry 78-17953, Job Corps : Intergroup relations program . . . Change class to L 1.7/2:J 57/13/pt.A-D. 

——Entry 78-17994, U.S. Department of State indexes of living costs abroad . . . Change class to L 2.101:978/1. 

——Entry 78-18348, Guide to invention and innovation evaluation . . . Following note ‘Prepared by Experimental Center for . . . 
CG-00001.’ add @Item 834-P. 

——Entry 78-18354, Guide to programs. . . Change class to NF 2.8:P 94/977-78. 

——Entry 78-18455, Handbook of North American Indians . . . Change @Item 909-D to @Item 909-D-1. 

——Entry 78-18637 is a duplicate of entry 76-3348, listed correctly in Aug. 1976 M.C. 

——Entry 78-18861, Translations on Latin America. . . Change JPRS no. 79678 to 70678. 

——Entry 78-18980, Renewable ocean energy sources . . . Change class to Y 3.T 22/2:2 Oc 2/pt.1. 

——Entry 78-19211, Contract dredging : hearing before the . . . Change class to Y 4.P 96/10:95-H 44. 

——Entry 78-19288, Study of the use of solar energy in House . . . Change class to 95-2:H.doc.332. 

Oct. 1978. New Classification Numbers, p. xiv. Change classes to the following entries: A 105.42:date to A 105.20/4-2:date, A 
105.43:date to A 105.24/S:date, A 105.45:date to A 105.24/4:date, A 105.46:nos. to A 105.10/3:nos. and A 105.47:date to A 
105.23/7:date. 

——Entry 78-19527, Change title to Proceedings : second Symposium on Southeastern Hardwoods. . . and change class to A 13.2:So 
8/4. 

——Entry 78-19528, Modoc : Modoc National Forest . . . Change class to A 13.13:M 72/977. 

——Entry 78-19562 is a duplicate of entries 78-19561 and 19563. 

——Entry 78-19568, Soil survey of Saline County . . . Change class to A 57.38:Sa 3/4. 

——Entry 78-19870, Facsimile products . . . Change class to C 55.108/3:1/rev.pages. 

——Entry 78-19998, Battered women : issues of public policy . . . Change class to CR 1.2:W 84/3/agenda. 

——Entry 78-20074, Defense integrated data system . . . Preceding @Item 314-A add content note: Contents: Volume 9, Change 2, 
June 1, 1978. 

——Entry 78-20097, Lens, lighting . . . Change class to D 7.6/4:L 54/975/rep./ch. 1. 

——Entry 78-20201, Commander's manual : medium helicopter repairer . . . Change class to D 101.20:55-67 U/CM. 

——Entry 78-20213, SIDPERS user manual . . . Following content note, Contents: 6. SIB level procedures . . . staff reports, add 
Change 4, Aug. 1, 1978. 

——Entry 78-20311, Report of 1974 microbiological data collection program . . . Change class to D 104.29:28. 

——Entry 78-20645, Conceptual designs of commercial plants . . . Change class to E 1.28:FE-2416-20. 





——Entry 78-20716, Development of a laser velocimeter system . . . Change the collation from vi, 137 p. to 57 p. 

——Entry 78-20789, Second Joint US/USSR Symposium on the Comprehensive Analysis of the Environment . . . Change class to EP 
1.2:Un 3/5/975-2. 

——Entry 78-20812, Chemical and physical stability of refractories for . . . Change class to E 1.28:COO-2904-6. 

——Entry 78-20840, Materials sciences overview . . . Change second class to ER 1.11:ERDA 77-76-2. 

——Entry 78-20871, The characteristics of American coals in relation to their conversion . . . Change class to E 1.28:FE-2030-9. 

——Entry 78-20883, Critical contributions in MHD power generation . . . Change class to E 1.28:FE-2215-5. 

——Entry 78-20890, Conceptual design for advanced coal liquefaction commercial plant . . . Change class to E 1.28:FE-2251-34. 

——Entry 78-20898, EDS coal liquefaction process development . . . Change class to E 1.28:FE-2353-19. 

——Entry 78-20902, Remote electromagnetic sensing of underground coal. . . Change 2d class to ER 1.11:FE-2414-2. 

——Entry 78-20904, Gas-solids interactions in the distribution zone . . . Change class to E 1.28:FE-2451-3. 

——Entry 78-20908, Industrial application of fluidized-bed combustion . . . Change class to E 1.28:FE-2473-12. 

——Entry 78-20912, Conceptual design for an atmospheric fluidized bed direct combustion . . . Change class to E 1.28:FE-2583-8. 

——Entry 78-21221, The economics of the private demand for outpatient health care . . . Change series note to (DHEW publication; 
no. (NIH) 78-1262) and also at end of entry. 

——Entry 78-21335, Be an energy miser in your home. . . Change heading REHABILITATION SERVICES ADMINISTRATION 
Health, Education, and Welfare Dept. Washington, DC 20201 to HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410. 

——Entry 78-21575, Mud & guts : a look at the common soldier . . . Following @Item 648, add stock number S/N 024-005-00703-2 
and pbk. : $2.20. 

——Entry 78-21587, Chickasaw National Recreation Area. . . Change class to I 29.39:C 43. 

——Entry 78-21722, Work-sharing initiatives at home and abroad . . . Change class to L 2.6/a:W 892/25. 

——Entry 78-21788, Progress in aircraft design since 1903 . . . Change class to NAS 1.2:Ai 7/2. 

——Entry 78-21940 is a duplicate of entry 78-21939. 

——Entry 78-22054, Instructions for ordering copies of accident files. . . Change class to TD 1.102:Ac 2/2. 

——Entry 78-22057 is a duplicate of entry 78-22056. 

——Entry 78-22151, Federal aviation regulations. Part 61. . . Change class to TD 4.6:61/2/ch.3. 

——Entry 78-22154, Federal aviation regulations. Part 137. Agricultural aircraft. . . Change class to TD 4.6:137/2/ch.3. 

——Entry 78-22234, Bus interior design for improved safety . . . Change class to TD 7.2:B 96/3. 

——Entry 78-22235, Para-transit : a summary assessement of . . . At beginning of entry change author’s name to Kirby, Roland F. 

——Entry 78-22251, Fatal accident reduction through enforcement . . . On fifth line and index of entry, change author’s initials from M. 
S. Ruzecki to M. A. Ruzecki and also in Author’s Index p. I-572. 

Nov. 1978. Entry 78-22653, Roofing farm buildings . . . Change price of publication from $.045 to $1.20. 

——Entry 78-22713, Timber resources of west-central Oregon . . . Change class to A 13.80:PNW-76. Change series not to (USDA) 
Forest Service resource bulletin PNW;76) and also at end of entry. 

——Entry 78-22781, Livestock slaughter, annual summary. . . Change class to A 105.23/4-2:977. 

——Entry 78-22801, Census of Agriculture, v. 2, Statistics by subject . . . Change class to C 3.31/9:974/v.2/pt.2. 

——Entry 78-22853, 1970 census of population and housing . . . effect of special procedures to imporve . . . Change class to C 
3.233/16:970/ 16. 

——Entry 78-22898, Supplement to the handbook of airline statistics . . . Change class to C 31.249:973-74/supp. 

——Entry 78-22974, The agent-distributor service . . . Change class to C 57.2:Ag 3. 

——Entry 78-23034 and 78-23035. Delete heading OFFICE OF INFORMATION FOR THE ARMED FORCES Defense Dept. 
Washington, DC 20301. 

——Entry 78-23058, Miscellaneous covers . . . Change class to D 7.6/4:C 83/3/rep./ch./2. 

——Entry 78-23060, Defense disposal manual . . . Change Contents note to Change 8, June 1, 1978. 

——Entry 78-23115, Beach fauna study . . . Change class to D 103.42/8:77-6. 

——Entry 78-23162, Draft supplement to final environmental statement on Richard B. Russell Dam and Lake . . . Change class to D 
103.62:R 91/supp./draft. 

——Entry 78-23168, Criminal law materials . . . Change class to D 108.2:C 86/v/1. 

——Entry 78-23175, U.S. Navy surface effect ships program . . . Change class to D 201.2:Sh 6. 

——Entry 78-23317, Development of high temperature turbine subsystem . . . Change class to E 1.28:FE-1806-9. 

——Entry 78-23327, Testing and evaluation of MHD materials . . . Change class to E 1.28:FE-2246-3 (Rev.A). 

——Entry 78-23341, Characterization of coal-derived liquids . . . Change @Item 1051-C (microfiche) to @Item 429-T-4 
(microfiche). 

——Entry 78-23370, Safety analysis report for packaging . .. Add @Item 429-T-4 (microfiche). 

——Entry 78-23403, Statistics of interstate natural gas pipeline companies . . . Change class to E 3.25:976. 

——Entry 78-23721, Keeping your school or college catalog in compliance with Federal laws . .. Change class to Y 3.Ed 8:2 Sch 6 and 
change price to $1.40. 

——Following entry 78-23872, add the correct heading for HH entries : HOUSING AND URBAN DEVELOPMENT DEPART- 
MENT Washington, DC 20410. 

——Entry 78-23892, Community development block grant program . . . Change class to HH 1.46/3:977. 





——Entry 78-23910, Flood insurance study: Dane County . . . Change class to HH10.9:D 19/2. 

——Entry 78-23972, YCC resource guide . . . Change class to I 1.77/2:Y 8/2/prelim. 

——Entry 78-24082, Privacy and security of criminal history information . . . Change class to J 26.2:P 93. Add @Item 968-H-1, S/N 
027-000-00707-4 and price $9.25. 

——Entry 78-24101, Administration of the Employee retirement income security act . . . Change class to L 1.2:Em 7/16/976. 

——Entry 78-24175, Women in nontraditional jobs, a program model: Denver . . . Change class to L 36.102:J 57 d. 

——Entry 78-24199, Talking books adult . . . Change class to LC 19.2:T 14/14/976-77. 

——Entry 78-24206, Catalog of selected NMAB reports . . . Change class to NA 2.2:C and Heading to NATIONAL RESEARCH 
COUNCIL, National Academy of Sciences, Washington, DC 20418. 

——Entry 78-24267, Program report . . . Change class to NS 1.37:2/3. Following note Prepared by: Office of Planning . . . Change 
v.1 to v.2, no. 3, June 1978. 

——Entry 78-24318, Publications—Small Business Administration . . . Change 3d class to SBA 1.18:978-3. 

——Entry 78-24387, Federal aviation regulations. Part 61. Certification, pilots . . . Change class to TD 4.6:61/2/rep. 

——Entry 78-24389, Federal aviation regulations. Part 137 . . . Change class to TD 4.6:137/2/ch. 4. 

——Entry 78-24474, Translations on USSR military affairs . . . Change JPRS no. 71616, io 71615. 

——Entry 78-24541, Fish inventory data: Melton Hill Reservoir . . . Change class to Y 3.T 25:40 M 49. 

——Entry 78-24545, Final environmental statement: Morton Ranch . . . Change class to Y 3.T 25:45 M 84. 

——Entry 78-24551, Energy: the new economic development wildcard . . . Change class to Y 3.W 58/19:2 En 2. 

——Entry 78-24562, Report of the Committee on Agriculture . . . Change class to Y 4.Ag 8/1:B 85/2/978. 

——Entry 78-24600, Historic trails legislation . . . At end of entry change Committee on Foreign Affairs to Committee on Energy and 
Natural Resources. 

——Entry 78-24622, Recognition of certain Indian tribes . . . Change class to Y 4.En 2/11:R 24/978. 

Dec. 1978. Corrections for Previous Monthly Catalogs, p. xix, Aug. 1978. Entry 78-15675, [Directory 6f judicial . . . Disregard this 
correction but change class to Ju 10.2:C 49. On second line of entry, before 19787] add: for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., . . . Change @Item 732 to @Item 729 and add S/N 028-004-0001 1-7 and price $3.25. 

——Corrections for Previous Monthly Catalogs, p. xix, Oct. 1978. Entry 78-19272, change Oct. 1978 to Sept. 1978. 

——Entry 78-25046, Service guide °78: ship . . . Change class to C 39.206/3:Sh 6/978. 

——Entry 78-25203, Military publications: index of supply catalogs . . . Change Supersedes DA Pam 310-6, 1 July 1975 to 1977. 

——Entry 78-25284, Draft environmental statement: East San Rafael Baylands development . . . Change class to D 103.62:Ea 7 
s/draft. 

——Entry 78-25545, Determination of the effectiveness and feasibility . . . Change class to E 1.28: UCRL-52306/v.2. 

——Entry 78-25548, Computer programs in basic language for atomic absorption . . . Change class to E 1.28: UCRL-52401/pt. 1-2, 
and series not to (UCRL; 52401). 

——Entry 78-25551, An evaluation of the use of agricultural residues . . . Change class to E 1.28: TID-27904/2 and also Issued July 
1977 to Jan. 1978. 

——Entry 78-25679 is a duplicate of entry 78-25678. 

——Entry 78-25689, Research, demonstration, training and fellowship awards . . . Change class to EP 1.35:78-01. 

——Entry 78-25703, Selected news photo catalog . . . Change class to E 1.33:0006-2. 

——Entry 78-25916, Proposed departmental consumer . . . Change heading REHABILITATION SERVICES ADMINISTRATION 
Health, Education, and Welfare Dept. Washington, DC 20201 to HOUSING AND URBAN DEVELOPMENT DEPARTMENT 
Washington, DC 20410. 

——Entry 78-25920, Historic preservation plan for the central area general neighborhood . . . Change class to HH 1.2:Sa 9/978. 

——Entry 78-25927, Housing assistance payments program . . . Change Ist class to HH 1.6/6:7420.2 and 2d class to HH 
1.6/6:7420.2/trans. 3. 

——Entry 78-25928, Housing assistance payments program . . . Change class to HH 1.6/6:7420.2/trans. 4. 

——Entry 78-25935, Flood insurance study: city of Ashland, Kentucky . . . Change @Item 584~-C-20 to @Item 594~-C-20. 

——Entry 78-26177, Methane emission from U.S. coal mines in 1973 . . . Change class to I 28.27:8659. 

——Entry 78-26211, Instream flow strategies for Oregon . . . Change class to I 49.83/2:Or 3 and @Item 612 to @lItem 611-S-1. 

——Entry 78-26312, Fundamental research and the process of education . . . At end of first paragraph and before 1977, add: for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. Following Includes bibliographies, add S/N 017-080-01795-4 and the price $2.75. 

——Entry 78-26496 is a duplicate of entry 78-26495. 

——Entry 78-26549, Customs antidumping handbook . . . Change class to T 17.5/2:An 8. 

——Entry 78-26557, Identification of firearms within the purview of . . . Change class to T 70.2:F 51/978. 

——Entry 78-26640 is a duplicate of entry 78-26639. 

——Entry 78-26883, Review of two deferrals . . . Change class to 95-1:S. doc. 40. 

Cumulative Index 1978, vol. 1. New Classification Numbers assigned January-December 1978, p. xxx. Class entry TD 
8.31:CT . . . Change title from Maps and charts to Posters. 

Serials Supplement 1979. Entry 79-105, Livestock and meat situation, . . . Change class to A 105.23/2:(nos.). 

——Entry 79-127, World agricultural situation . . . Change class to A 105.10/3:(nos.). 

——Entry 79-138, Farmers’ newsletter. Feed . . . Change class to A 105.10/2:F-(nos.). 

——Entry 79-140, Eggs, Chickens and turkeys . . . Change class to A 105.12/3:(nos.). 

——Entry 79-144, Farm broadcasters letter . . . Change class to A 107.13/2:(nos.). 

——Entry 79-162, Vegetables . . . Change class to A 105.24/2-2:(date). 





——Entry 79-181, Plant disease reporter . . . Change class to A 106.21:(v.nos.&nos.). 

——Entry 79-185, Service; USDA’s report to consumers . . . Change class to A 107.11:(nos.). 

——Entry 79-540. Delete heading NATIONAL TELECOMMUNICATIONS AND INFORMATION ADMINISTRATION and 
change class to C 1.37:(date). 

——Entry 79-795, U.S. central station nuclear electric generating units . . . Change @Item 429-T-2 to @ltem 429-T-17. 

——Entry 79-803, Monthly report, cost and quality of fuels for electric utility . . . Change class to E 3.11/15:(date). 

——Entry 79-1172, Pennsylvania anthracite weekly . . . Change heading FEDERAL DISASTER ASSISTANCE ADMINISTRA- 
TION Housing and Urban Development Dept. Washington, DC 20410 to ENERGY INFORMATION ADMINISTRATION 
Energy Dept. Washington, DC 20545, and change class to E 3.11/3:(date). 

——Entry 79-1435, Financial management manual . . . Change class to P 1.12/9:trans.(nos.). 

——Entry 79-1741, Translations on Western Europe . . . Change class to Y 3.J 66:13/(nos.). 

——Classification Changes from Previous Serials Supplement, p. xv. Change the following entries: A 21.24:(letters&nos.) Farm 
broadcaster’s letter . . . A 105.13/2:(letters&nos.) to A 107.13/2:(letters&nos.), A 92.9/16:(date) Eggs, chickens and turkeys... . 
A 105.12:(date) to A 105/3:(date), A 92.11:(date) Vegetables. . . A 105.24/2:(date) to A 105.24/2-2: (date), A 93.29/2:(nos.) World 
agricultural situation . . . A 105.10:(nos.) to A 105.10/3:(nos.). 

Jan. 1979. Entry 79-2015, Test sets . . . Change class to D 7.6/4:T 28/3/rep.977/ch. 1. 

——Entry 79-2057 is a duplicate of entry 78-25203, Dec. Monthly Catalog. 

——Entry 79-2094, Propagation and use of Spartina alterniflora for shoreline . . . Change class to D 103.42/5:76-2. 

——Entry 79-2117 through 79-2126, change heading from MILITARY ACADEMY (ARMY) .. . to ARMY ELECTRONICS 
COMMAND Defense Dept. Fort Monmouth, NJ. 

——Entry 79-2127, Evaluation of the TRAC variable diameter rotor . . . Change heading from MILITARY HISTORY, OFFICE OF 
THE CHIEF OF (ARMY)... to ARMY AIR MOBILITY RESEARCH AND DEVELOPMENT LABORATORY Defense Dept. 
Fort Eustis, VA 23604. 

——Entry 79-2177, nuclear reactor safety . . . Change class to E 1.28:NUREG/CR-0159. 

——Entry 79-2181, Conceptual design and systems analysis of photovoltaic . . . Change class to E 1.28:ALO/2744-13/v.3/pt.2. 

——Entry 79-2268 is a duplicate of entry 79-2267. 

——Entry 79-2275 is a duplicate of entry 79-2274. 

——Entry 79-2277 is a duplicate of entry 79-2276. 

——Entry 79-2329, User’s guide for RAM . . . Change class to EP1.8:Us 2/2/v.1. 

——Entry 79-2406, Beef marketing . . . Change class to GA 1.13:Ced-78-153. 

——Entry 79-2480, Help: I’m a number . . . Change class to HE 3.2:H 36. 

——Entry 79-2534, Methods for use HSAs and SHPDAs . . . Change class to HE 20.6102:M 56/final. 

——Entry 79-2574, Directory of medical facilities ... Change class to HE 22.202:M 46/app. 

——Entry 79-2657, Chamizal . . . Change class to I 29.21:C 35/3/Spanish. 

——Entries 79-2669 through 79-2672, Evaluation for criminal justice agencies . . . Change heading UNITED STATES MARSHALS 
SERVICE Justice Dept. Washington, DC 20530 to LAW ENFORCEMENT ASSISTANCE ADMINISTRATION Justice Dept. 
Washington, DC 20531. 

——Entry 79-2673, Area wage surveys : this booklet contains the lists and descriptions of occupations . . . Change class to L 2.2:W 
12/36/979. 

——Entry 79-2696, Experimental studies of effects of tilt and structural asymmetry . . . Change class to NAS 1.60:1211. 

——Entry 79-2697, An analysis of the gust-induced overspeed trends . . . Change class to NAS 1.60:1213. 

——Entry 79-2743, Aerodynamic and directional acoustic performance . . . At the second line of subject index, change Dietrich, sensing, 
to Dietrich, Donald A., joint Author. 

——Entry 79-2860 is a duplicate of entry 79-4739 in Feb. 1979 Monthly Catalog. 

——Entry 79-2923, Summary report on airway facilities maintenance . . . Change series note to (Report—Airway Facilities Service; 
AAF-74-2). 

——Entry 79-2941, At beginning of this entry, change heading COST ACCOUNTING STANDARDS BOARD Washington, DC 
20548 to NATIONAL ADVISORY COMMISSION ON CRIMINAL JUSTICE STANDARDS AND GOALS. 

——Entry 79-2942, Research involving children . . . Change heading from ADVISORY COUNCIL ON HISTORIC PRESERVA- 
TION, Washington, DC 20005 to NATIONAL COMMISSION FOR THE PROTECTION OF HUMAN SUBJECTS OF 
BIOMEDICAL AND BEHAVIORAL RESEARCH, Bethesda, MD 20016. 

——Entry 79-2975, Safety evaluation report by the Office of Nuclear Reactor Regulation. . . Change class to Y 3.N 88:10/0190/supp. 1. 

——Entry 79-3112, Fertility and contraception in America . . . Change heading OUTER CONTINENTAL SHELF Ad Hoc 
Committee on, House Washington, DC 20515 to POPULATION, Select Committee on, House, Washington, DC 20515. 

——Entry 79-3411, Designating certain lands in the State of Alaska. . . Preceding @Item 1008-A add the following note: To be sent to 
depository libraries as Serial 13200-6. 

Feb. 1979. Entry 79-3495, Gifford Pinchot National Forest . . . Change class to A 13.28:G 36. 

——Entry 79-3591, Federal-state cooperative program . . . Change class to C 3.186:P-26/76-25/rev. 

——Entry 79-3746, NSA/CSS supply catalog descriptive data listing . . . Change class to D 1.25:Su 7/978/v.1-5. 

——Entries 79-3835 through 79-3849, change heading MILITARY HISTORY, OFFICE OF THE CHIEF OF (ARMY) Defense 


Dept. Washington, DC 20315 to U.S. ARMY AIR MOBILITY RESEARCH AND DEVELOPMENT LABORATORY Fort 
Eustis, VA 23604. 
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——Entry 79-3976, Solar energy system description documents . . . Change class to E 1.28:SOLAR/2007-77/15. 

——Entry 79-4033, EEMIS program plan. . . Change class to E 3.2:En 2/draft. 

——Entry 79-4034, Analysis memorandum . . . Change class to E 3.26/2:EI/79-07 and change @Item 429-T-11 to @Item 429-T-44. 

——Entry 79-4066, User’s guide for RAM . . . Change class to EP 1.8:Us 2/2/v.2. 

——Entry 79-4067, Methods for benzidine, chlorinated organic . . . Change class to EP 1.8:W 31. 

——Entry 79-4113, FTC staff report on television advertising to children . . . Add heading FEDERAL TRADE COMMISSION 
Washington, DC 20580. 

——Entry 79-4112, National gas survey: report / of the Transmission, Distribution . . . Change heading FEDERAL TRADE 
COMMISSION Washington, DC 20580 to FEDERAL POWER COMMISSION Washington, DC 20426 and change class to FP 
1.2:G 21/15. 

——Entry 79-4125 is a duplicate of entry 79-4124. 

——Entry 79-4312, Virology : NIAID Task Force report . . . Change class to HE 20.3252:V 81/2/v.6. 

——Entry 79-4400, This size up: making decisions about drugs . . . Change class to HE 20.8202:T 34. 

——Entry 79-4466, Draft supplement to the final environmental statement . . . Change class to I 1.98:On 2/supp./draft. 

——Entries 79-4489, 79-4490 and 79-4494 should have @Item 624. 

——Entry 79-4520, Nickel . . . Change class to I 28.37/a:N 532/976. 

——Entry 79-4530, The Mineral industry of Switzerland . . . Change class to I 28.37/a 2:Sw 68/976. 

——Entry 79-4585, Freedom of information case list . . . Change class to J 1.56:978/2. 

——Entry 79-4601, Drug abuse warning network ; phase VI report . . . Change class to J 24.2:D 84/13/977-78. 

——Entry 79-4618, Ruling on requests for review . . . Change class to L 1.51/6:2. Add S/N 029-000-00310-6 and change price to 
$11.00. 

——Entry 79-4641, Municipal government wage survey, Columbus, Ohio . . . Change class to L 2.105:C 72/976. 

——Entry 79-4642, Municipal government wage survey, Columbus, Ohio . . . Change class to L 2.105:C 72/977. 

——Entry 79-4697, Financial management manual. . . Change class to P 1.12/9:trans.1. 

——Entry 79-4825, Tables of redemption values for United States savings bonds . . . Change class to T 63.209:979. Change date 
July-Dec. 1978 to Jan.-June 1979. 

——Entry 79-4915, Lighthouses & lightships of the north Gulf of Mexico. . . Change class to TD 5.8/2:L 62/2. 

——Entry 79-4947, 200 years young, America and our bicentennial . . . Change heading AMERICAN BATTLE MONUMENTS 
COMMISSION Washington, DC 20314 to AMERICAN REVOLUTION BICENTENNIAL ADMINISTRATION Washington, 
DC 20276. 

——Entry 79-4952 and 79-4953. At the beginning of these entries, add the following heading: NATIONAL COMMISSION ON 
EMPLOYMENT AND UNEMPLOYMENT STATISTICS, Washington, DC 20006. 

——Entry 79-4965, Translations on USSR trade and services . . . Add @Item 1067-L-1. 

——Entry 79-4979 and 79-4980. At the beginning of these entries, add the following heading: NATIONAL COMMISSION FOR 
MANPOWER POLICY, Washington, DC 20005. 

——Entry 79-4985, Transportation security personnel training manual . . . Change class to Y 3.N 88:10/0465/v.1-3. 

——Entry 79-5064, Korean influence inquiry . . . Change heading ETHICS, Select Committee on, House, Washington, DC 20510 to 
ETHICS, Select Committee on, Senate, Washington, DC 20510. 

——Entry 79-5081, Oversight of the Postal Service . . . Change class to Y 4.G 74/9:P 84/5. 

——Entries 79-5129 through 79-5131. At the beginning of these entries, change heading from OUTER CONTINENTAL SHELF Ad 
Hoc Select Committee on, House, Washington, DC 20515 to POPULATION, Select Committee on, House, Washington, DC 20515. 

——Entry 79-5134, A legislative history of the Clean water act of 1977 . . . Change class to Y 4.P 96/10:95-14/v.3. 

——Entry 79-5176, An Air Force grade extensions of certain other current military . . . Change class to 95-2:S.rp.1144. 

Mar. 1979. Corrections for Previous Monthly Catalogs, p. xv, Sept. 1978, entry 78-17930, An evaluation of the probable impact of 
selected proposals . . . Change class to Ju 13.10:77-3. 

——Entry 79-5536, Concordance of statistical classifications . . . Change class to C 3.2:F 76/6. 

——Entry 79-5560 is a duplicate of entry 79-3585 in Feb. 1979 Monthly Catalog. 

——Entry 79-5765 through 79-5789. Change heading to ARMY ELECTRONICS COMMAND, Defense Dept., Fort Monmouth, NJ 
07703. 

——Entries 79-5790 through 79-5808, Change heading to U.S. ARMY AIR MOBILITY RESEARCH AND DEVELOPMENT 
LABORATORY, Fort Eustis, VA 23604. 

——Entry 79-5816, Summary of synoptic meteorological observations . . . Change heading to NAVAL WEATHER SERVICE 
COMMAND Defense Dept. Washington, DC 20350. 

——Entry 79-5872, Comprehensive community energy planning . . . Change first class to E 1.28: HCP/M 0023-01 and second class to 
E 1.28:HCP/M 0023-02. 

——Entry 79-5928 is a duplicate of entry 79-4103 in Feb. 1979 Monthly Catalog. 

——Entry 79-6049, Improving community health care services . . . Add heading COMMUNITY HEALTH SERVICES BUREAU, 
Health, Education, and Welfare Dept. Rockville, Md 20857 and change class to HE 20.5102:Im 7. In series note change (HRA) 
79-5005 to (HSA) 79-5005. 

——Entry 79-6159, Documenting disaster damage . . . Change class to HH 12.2:D 65. 

——Entry 79-6232, Body-worn FM transmitters . . . Change class to J 1.41/2:0214.00. 





——Entries 79-6234 through 79-6246. Change heading to LAW ENFORCEMENT ASSISTANCE ADMINISTRATION Justice 
Dept. Washington, DC 20531. 

——Entry 79-6246, NCJRS document loan program . . . Change class to J 26.2:D 65. 

——Entry 79-6266, Preserve . . . Change class to LC 1.2:P 92. 

——Entry 79-6336, Senior executive service: federal civil . : . Change heading from PRESIDENT’S COMMITTEE ON EMPLOY- 
MENT OF THE HANDICAPPED .. . to EXECUTIVE OFFICE OF THE PRESIDENT, Washington, DC 20500. 

——Entry 79-6348, Wage and price standards . . . Change class to PrEx 22.2W 12/2. 

——Entry 79-6443, Public transportation: an element of the urban public transportation system . . . Add @Item 982-G-5. 

——Entry 79-6460, Federal motor carrier safety regulations & noise emission . . . Change class to TD 2.306:M 85/978. 

——Entry 79-6505, Relocation assistance and payments training course: participant manual . . . Change class to TD 2.8:R 27/part. 

——Entry 79-6533, Spocket man . . . Change class to Y 3.C 76/3:2 Sp. 8. 

——Entries 79-6534 through 79-6541. Add heading NATIONAL COMMISSION ON NEW TECHNOLOGICAL USES OF 
COPYRIGHTED WORKS Washington, DC 20558. 

——Entries 79-6542 through 79-6545, change heading from FEDERAL ELECTION COMMISSION Washington, DC 20463 to 
NATIONAL COMMISSION ON EMPLOYMENT AND UNEMPLOYMENT STATISTICS Washington, DC 20006. 

——Entries 79-6546 and 79-6547, change heading from ADVISORY COUNCIL ON HISTORIC PRESERVATION Washington, DC 
20005 to NATIONAL COMMISSION FOR THE PROTECTION OF HUMAN SUBJECTS OF BIOMEDICAL AND BEHAV- 
IORAL RESEARCH Bethesda, MD 20016. 

——Entries 79-6557 and 79-6558. Change heading to NATIONAL COMMISSION FOR MANPOWER POLICY Washington, DC 
20005. 

——Entry 79-6560, Automotive design analysis: report of a panel . . . At beginning of entry, add the following heading: INTER- 
AGENCY TASK FORCE ON MOTOR VEHICLE GOALS BEYOND 1980 Washington, DC 20590. 

——Entry 79-6668, Reorganization plan no. 4 of 1978 . . . Change class to Y 4.G 74/7:R 29/3/978/nos.4. 

——Entry 79-6699, Investigation of Korean-American relations . . . Change class to Y 4.In 8/16:K 84/4. 

——Entry 79-6751, Tax reductions: economists’ comments . . . Change class to Y 4.W 36:WMCP 95-100. 

——Entry 79-6755, Proposed allocation report . . . Change class to Y 4.W 36:WMCP 95-103. 

——Entry 79-6756, Veterans’ educational benefits: issues concerning the G.I. bill . . . Change class to Y 10.2:V 64/2. 

——Entry 79-7057 is a duplicate of entry 79-7056. 

Apr. 1979. Entry 79-7304, Antarctic area . . . Change heading from ENVIRONMENTAL DATA SERVICE to ENVIRONMEN- 
TAL DATA AND INFORMATION SERVICE. 

——Entry 79-7738, Assessment of potential toxic releases . . . Change class to EP 1.23/2:600/2-78-215 and series note Ecological 
research series to Environmental protection technology series. 

——Entry 79-7753, Source assessment: open mining . . . Change class to EP 1.23/2:600/2-78-004 x. 

——Entry 79-7844, Army’s requirements for war reserve material . . . Change class to GA 1.13:LCD-78-422-A. 

——Entry 79-7978, Clinical electives for medical students . . . Change class to HE 20.3002:C 61/4/979-80. 

——Entry 79-8076, Occupational exposure to nitriles . . . Change class to HE 20.7110:N 63/3. 

——Entry 79-8094, Facts about drug abuse: trainer’s manual . . . Change class to HE 20.8208:D 84/2/trainer. 

——Entry 79-8104, Training of trainers: resource manual . . . Following series note . . . no. (NDACTRD) 79-021 P, add the 
following note, On cover: Participant manual. 

——Entry 79-8290, Rules of the United States Court of Claims . . . Change class to Ju 3.10:969. 

——Entry 79-8291, Rules of the United States Court of Claims . . . Change class to Ju 3.10:969/ch.4. 

——Entry 79-8293, Report of the Subcommittee on remedies to the Committee . . . Change class to Ju 10.2:Ad 6/supp. A-C. 

——Entry 79-8578, Minimum enroute IFR altitudes . . . Change class to TD 4.302:Al 7/976. 

——Entry 79-8650. At the beginning of this entry, add the following heading: NATIONAL COMMISSION ON EMPLOYMENT 
AND UNEMPLOYMENT STATISTICS Washington, DC 20006. 

——Entry 79-8685, Translations on USSR trade and services .. . Add @Item 1067-L-1. 

——Entry 79-8695, Annual report to the President and the Congress of the National .. . Add heading NATIONAL COMMISSION 
FOR MANPOWER POLICY Washington, DC 20005. 

——Entry 79-8723, A summary for the future of productivity ... At end of first paragraph and before 1977, add : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., Also change zip code to 20402. Following Winter 1977, add @Item 1092-B, S/N 052-003-00591-3 and 
pbk. : $1.20. 

——Entry 79-9006, Law of the Sea Conference status report . . . Change class to Y 4.In 8/16:L 41/978. 

——Entry 79-9100, Government patent policy : (the ownership of inventions . . . Change class to Y 4.Sci 2:95/FF. 

——Entry 79-9180, Collected works of Mao Tse-tung . . . Change class to Y 3.J 66:13/71911-4 and Y 3.J 66:13/71911-5 respectively. 

——Entry 79-9217, Limitation on duty-free entry . . . Change class to 95-2:S.rp.1407. 

May 1979. New Classification Numbers, p. ix. Delete Central Intelligence Agency, International energy biweekly statistical review ER 
IEBSR (series) PrEx 3.14/2:nos. 

——Entry 79-9430 is a duplicate of entry 79-7136, listed in April 1979 M.C. 

——Entry 79-9481, 1977 census of governments : volume 6, topical studies . . . Change class to C 3.145/4:977/v.6/no.1. 

——Entry 79-9483, 1977 census of governments : volume 6, topical studies . . . Change Issued date from Sept. 1978 to Aug. 1978. 

——Entry 79-9516, For starters : federal government jobs . . . Change class to PM 1.10:BRE-78. 

——Entry 79-9525, Belts, straps, and related items . . . Change class to D 7.6/4:B 41/2/rep.977/ch.2. 
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——Entry 79-9527, Chain and wire rope . . . Following title add Reprint, Mar. 2, 1979. 

——Entry 79-9541, Fiber cordage . . . Following title add Reprint, Oct. 27, 1978. 

——Entry 79-9572, Change title to Wire systems installer/operator/Headquarters . . . 

——Entry 79-9635, Photovoltaic systems concept study . . . Change class to E 1.28:ALO/2748-12 (v.4) and add E 1.28:ALO/2748 (v.5) 

——Entry 79-9701, Evaluation of selected chemical processes for production . . . Change class to E 1.28:ERDA/JPL/954339-77/8. 

——Entry 79-9778, Motor gasoline deregulation . . . Change class to E 1.20:0039/v.2. 

——Entry 79-9782, Fuel oil sales . . . Change class to E 3.11/11:976. 

——Entry 79-9903, Racial, ethnic, and sex enrollment data from institutions . . . Change class to HE 1.2:D 36/975-76/v.1-2. 

——Entry 79-9960, Chairside assisting skill evaluation . . . Change class to HE 20.6602:C 34/clin. and @Item 507-H-1 to @Item 
507-J-1. 

——Entry 79-9968, BHM support . . . Change class to HE 20.6612:977. 

——Entry 79-9988, Planning a prevention program . . . Change class to HE 20.8308:Y 8/participant. 

——Entry 79-10121, Parole in the United States . . . Change class to J 26.2:P 24/976-77. 

——Entry 79-10122, Case disposition : an assessment of literature . . . Change class to J 26.2:P 75. 

——Entry 79-10312, National transportation statistics . . . Change heading from MATERIALS TRANSPORTATION BUREAU 
Transportation Dept. Washington, DC 20590 to RESEARCH AND SPECIAL PROGRAMS ADMINISTRATION Cambridge, 
MA 02142. 

June 1979. New Classification Numbers, p. ix. Delete first entry, A 13.95/2:date . . . Forest Service, Forestry research west (quarterly). 

——List of Government Authors, p. xiii. On the fifth line change entry to Air Force Academy, U.S. Air Force Academy, CO 80840. 

——Entry 79-10869, Window dressing on the set . . . Change class to CR 1.2:W 72/979. 

——Entry 79-11010, Annual report of the Chief of Engineers on civil works activities . . . Change class to D 103.1:976/v.1. 

——Entry 79-11115, Air power and warfare . . . Change Boulder, Colo. to USAF Academy, Colo. 

——Entry 79-11127, Solar thermal power systems: program summary . . . Change class to E 1.38/2-2:978. 

——Entry 79-11284, Pilot study of gas production . . . Change author’s name to Negus de Wys, J. Make same correction in Author 
Index, p. I-432. 

——Entry 79-11288, Silicon Schottky photovoltaic diodes for solar energy conversion . . . Change class to E 1.28:NSF/RANN/ 
SE/AER-73-03197/PR/77/2. 

——Entry 79-11344, Solar energy system description document . . . Change class to E 1.28:SOLAR/2016-77/13. 

——Entry 79-11401, U.S. directory of environmental sources . . . Change class to EP 1.2:Un 3/10/979. 

——Entry 79-11614, Characteristics of state plans for aid to families . . . Change class to HE 3.2:C 43/6. 

——Entry 79-11638, National Institutes of Health consensus development . . . Change class to HE 20.3030:977/78. 

——Entry 79-11733, Add the following heading: YOUTH DEVELOPMENT BUREAU Health, Education, and Welfare Dept. 
Washington, DC 20201 and change class to HE 23.1309:977. 

——Entry 79-11736, Inventory of Federal statistical programs . . . Change class to HE 23.3102:St 2 and add the following heading: 
NATIONAL CLEARINGHOUSE ON AGING Health, Education, and Welfare Dept. Washington, DC 20201. 

——Entry 79-11906, Municipal government wage survey, Detroit . . . Change class to L 2.105:D 48/977. 

——Entry 79-12136, Guia para preparar la declaracion del impuesto . . . Change class to T 22.44/2:579/6/Spanish. 

——Entry 79-12258, Physical and electrical characteristics . . . Add @Item 1067-L-4 (microfiche). 

——Entry 79-12438, Examination of financial statements . . . Change class to 95-2:H.doc.405. Also change all series notes from House 
report to House document. 

July 1979. Corrections for Previous Monthly Catalogs, p. xi. Change first entry of May 1975 to Jan. 1974. Entry 00137, Prevention and 


——Entry 79-13451, A computer-based cascade impactor data reduction system . . . Change @Item 429-T-4 (microfiche) to @Item 
431-I-62 (microfiche). 

——Entry 79-13461, Effect of SO2 emission requirements on fluidized-bed . . . Change @Item 431-I-61 (microfiche) to @Item 
431-I-62 (microfiche). 

——Entry 79-13470, Effects of charged particles on cascade impactor calibrations . . . Change @Item 429-T-4 (microfiche) to @Item 
431-I-62 (microfiche). 

——Entry 79-13473, Assessment of the need for NOx flue gas treatment technology . . . Change @Item 429-T-4 (microfiche) to @Item 
431-I-62 (microfiche). 

——Entry 79-14034, Youth programs models and innovations . . . Change class to L 37.19:979/2. 

——Entry 79-14117, Off-road vehicles on public land . . . Change class to PrEx 14.2:V 53 and change heading to COUNCIL ON 
ENVIRONMENTAL QUALITY Executive Office of the President Washington, DC 20006. 

Aug. 1979. Entries 79-14846 through 79-14849, Cache River basin project . . . Change the class stem on these entries to D 103.62: 

——Entry 79-14922, Feasibility study of using a coal/water/oil emulsion . . . Change class to E 1.28:FE-2437-2. 

——Entry 79-15253, Smoking and health . . . Change class to HE 20.3165:Sm 7/2. 

——Entry 79-15276, Basic dental examination findings of persons 1-74 years . . . Change this title to Basic data on dental examination 
findings of persons 1-74. . . 

——Entry 79-15303, Come closer around the fire . . . Change class to HE 20.8202:F 51. 

——Entry 79-15316, Older Americans month, May 1979 . . . Change class to HE 23.3002:01 1. 

——Entry 79-15410, Federal coal management program . . . Change class to I 1.2:C 63/4. 

——Entry 79-15411, Proposed Federal/State oil and gas lease sale . . . Change class to I 1.98:B 38/3/draft/v.1-2. 





——Entry 79-15628, Field maintenance manual for Georgia counties local roads . . . Change class to TD 2.30/4:79-218. 

——Entry 79-15700, Occupational safety . . . Change class to TD 4.8/2:3900.19/ch.10. 

Sept. 1979. Entry 79-16556, Advertising for over-the-counter drugs . . . Change S/N 018-000-00231-1 to S/N 018-000-00250-7 and 
pbk. : $3.75 to $7.00. 
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taminated industrial waste line, Los 
Alamos, New Mexico /, 79-14863 
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sock moth in the Blue Mountains /, 

79-12594 


Defect estimation for white fir in the 
Rogue River National Forest /, 79- 
1753 


Occurrence of calcium oxalate and oxa- 
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method for evaluating human effects 
on nuclear systems safety /, 79-3868 

Hard data sources concerning more cost 
effective maintenance /, 79-2156 

Holographic volume-phase, 17 in aper- 
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New CODAP programs for analyzing 
task factor information /, 79-7538 

Relationships among factors in new offi- 


cer effectiveness report system /, 79- 
7548 


Air Force Human Resources Laboratory. 


Flying Training Division. 
Advanced training features : bridging the 
gap between in-flight and simulator- 





January — December 1979 


based models of flying training /, 79- 
12996 


Air refueling director lights trainer : anal- 
ysis and evaluation of training effec- 
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crimination pretraining for landing task 
/, 7179-12987 


Air Force Human Resources Laboratory. 
Occupation and Manpower Research 
Division. 

Generalized approach for predicting a di- 
chotomous criterion /, 79-12991 


Occupational analysis of the civilian WG- 
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79-9810 


Do not order from index; see indicated entry 





Ake, James N. 
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Diffusion Laboratory. 
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Air Resources Laboratories. 
NOAA Air Resources Laboratories 
stratospheric lidar project, 1976 results 
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A diffusion-deposition scheme for use 
within the ARL trajectory model /, 
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ogy Laboratory support to the Envi- 
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Fiscal year summary report of Division 
of Meteorology support to the Envi- 
ronmental Protection Agency., 79- 
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Airco Cryogenics (Firm) 
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Education through aviation /, 79-15728 
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ment for Army aircraft /, 79-11034 
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wheelwright-carpenter shop, and char- 
coal house : historical and architectural 
data /, 79-13927 


Albritton, Gayle E. 
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Light airplane crash tests at three flight- 
path angles /, 79-2771 


Alford, Frank J. 
Equal opportunity in the Fort Wayne 
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tions for neutron energies 600 meV /, 
79-14978 


Nuclear accident dosimetry : calculations 
and comparison with experimental data 
/, 79-11314 


Altenstetter, Christa 
Organizations for managing national hos- 
pital planning programs in France and 
the Federal Republic of Germany /, 
79-4335 


Althouse, Edwin L. 
Feasibility of a fiber-optic communica- 
tions link between a submarine and a 
towed buoy /, 79-11075 


Altman, Stuart H. 

Medical technology — the culprit behind 
health care costs : preoceedings of the 
1977 Sun Valley Forum on National 
Health /, 79-22658 


Altringer, Paulette B 
Tungsten recovery from Searles Lake 
brines /, 79-6188 


Altshuler, Anne. 
Books that help children deal with a hos- 
pital experience /, 79-18285 


Alukonis, Peter P , joint author. 
Development of design and manufactur- 
ing technology for ballistic-damage-tol- 
erant flight control components /, 79- 
5796 


Alvar, K. R. 
Current usage of containers for SNM 
storage, transfer, and measurement /, 

79-12282 


Alvis, Robert L. 
Solar irrigation program plan /, 79-7671 


Alwang, J. R., joint author. 
Engine/airframe/drive train dynamic in- 
terfact documentation /, 79-7489 


Alzner, Edgar, joint author. 
Computation of unsteady transonic flows 
through rotating and stationary cas- 
cades /, 79-8319 


Ambrust, Earl A 
Capping federal pay : alternative pay ad- 
justments for fiscal year 1979 /, 79- 
6767 


Amer, Paul D , joint author. 
A methodology for the selection of inter- 
active computer services /, 79-10810 
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American Agricultural Economics Association. 


Symposium on Impacts on Rural Amer- 
ica of the Federal Water Pollution 
Control Act Amendments, P.L. 92-500 
: presented at the joint annual meeting 
of the American Agricultural Econom- 
ics Association, and the Western Agri- 
cultural Economics Association, 
August 2, 1977., 79-12654 


American Association of Collegiate 
Registrars and Admissions Officers. Task 
Force on a Model Admissions Policy. 
Recruitment, admissions, and _handi- 

capped students : a guide for compli- 
ance with Section 504 of the Rehabili- 
tation act of 1973 /, 79-20278 


American Association of Community and 
Junior Colleges. 
Legal assistant program : a suggested 
two-year post-high school curriculum / 
, 79-2496 


American Association of Industrial Nurses. 
Emergency handling of radiation acci- 
dent cases : nurses /, 79-7585 


American Association of Motor Vehicle 
Administrators. 
Disclosure of odometer readings on 
motor vehicle title documents /, 79- 
6504 


Driver license administration require- 
ments and fees., 79-4840 


Driver license applicant identification and 
licensing system security /, 79-15791 
Inspection guidelines for motor vehicles 


of less than 10,000 pounds gross vehi- 
cle weight., 79-4937 


Involvement of suspended/revoked driv- 
ers in traffic crashes : a statement of 
the problem /, 79-21228 


A model state classified licensing pro- 
gram : guidelines for motor vehicle ad- 
ministrators., 79-6503 


American Association of Physicists in 
Medicine. 
Quality assurance in mammography : di- 
agnosis of artifact sources in the xeror- 
adiographic systems /, 79-15250 


American Association of State Highway and 

Transportation Officials. 

Proceedings : 1977 National Conference 
on Railroad-Highway Crossing Safety, 
August 23-25, 1977, University of 
Utah., 79-10289 


American Bar Association. Advisory 
Commission on Housing and Urban 
Growth. 

Housing for all under law : new direc- 
tions in housing, land use, and planning 
law /, 79-8142 
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American Boiler Manufacturers‘ Association. 
Field tests of industrial stoker coal-fired 
boilers for emissions control and effi- 
ciency improvement, site A /, 79- 
15060 


American Cancer Society. 

Third Decennial Review Conference: 
Cell, Tissue, and Organ Culture; gene 
expression and regulation in cultured 
cells., 79-7989 


American Center for the Quality of Work 

Life. 

Toward a more human way of working 
in America : a report on the First Na- 
tional Conference of the American 
Quality of Work Life Association /, 
79-20450 


American Council on Education. 
Recruitment, admissions, and _handi- 
capped students : a guide for compli- 
ance with Section 504 of the Rehabili- 
tation act of 1973 /, 79-20278 


Women and minorities in health fields : a 
trend analysis of college freshmen., 
79-20440 


American Dental Association. Bureau of 
Economic Research and Statistics. 
Quality assurance in dentistry /, 79-8119 


American Dental Association. Health 
Foundation. 
Rod anode x-ray sources in dentistry : 
workshop proceedings, June 14-16, 
1976., 79-4314 


American Electroplaters‘ Society. 

Second Conference on Advanced Pollu- 
tion Control for the Metal Finishing 
Industry, presented at Orlando Hyatt 
House, Kissimmee, Fl., February 5-7, 
1979 /, 79-16529 


American Folklife Center. 
American Folklife Center., 79-6290 
Folklife Center news., 79-1381 
American Foundation for the Blind. 
Braille book review., 79-1360 
Talking book topics., 79-1361 
American Gas Association. 


Gas generator research and development 
: BI-GAS process /, 79-19870 


Gas generator research and development, 
BI-GAS process /, 79-13124 

Liquefied natural gas., 79-299 

Plant operations final report 
CO[SUB2}acceptor process gasifica- 
tion pilot plant /, 79-14899 

Run reports, CO.acceptor process gasifi- 
cation pilot plant /, 79-17939, 79- 
17940, 79-17941 


Support studies by South Dakota School 
of Mines and _ Technology 
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CO[SUB2facceptor process gasifica- 
tion pilot plant /, 79-14898 

Support studies by South Dakota School 
of Mines and _ Technology 
CO,acceptor process gasification pilot 
plant /, 79-17942 


American Heart Association. 
Proceedings of the Conference on Stress, 
Strain, Heart Disease & the Law., 79- 
17112 


American Helicopter Society. 

Helicopter acoustics : proceedings of an 
International Specialists Symposium 
sponsored by the American Helicopter 
Society, Washington, D.C.; the U.S. 
Army Research Office, Durham, North 
Carolina; and the Langley Research 
Center, Hampton, Virginia, and held at 
Langley Research Center, May 22-24, 
1978., 79-8324 


American Historical Association. 
Annual report - American Historical As- 
sociation., 79-12111 


American Institute of Aeronautics and 

Astronautics. 

Tools for embedded computing systems 
software : preprint for a workshop 
sponsored by NASA Langley Research 
Center, Hampton, Virginia and the 
American Institute of Aeronautics and 
Astronautics, New York, and held in 
Hampton, Virginia, November 7-8, 
1978., 79-18642 


American Institute of Aeronautics and 
Astronautics Guidance and Control 
Conference, Palo Alto, Calif., 1978. 
Optimal terrain-aided navigation systems 

/, 79-22430 


American Institute of Architects Research 

Corporation. 

An evaluation of housing for the severely 
disabled in the context of a service de- 
livery system : a report prepared for 
the Department of Housing and Urban 
Development as part of the Inter- 
agency Post Occupancy Evaluation 
project., 79-9998 


American Institute of Biological Sciences. 
Proceedings of the first Conference on 
Scientific Research in the National 
Parks, New Orleans, Louisiana, No- 
vember 9-12, 1976 /, 79-22926 


American Institute of Graphic Arts. 
Symbol signs 2 /, 79-21111 


American Institutes for Research. 

Crime in public housing : a review of 
major issues and selected crime reduc- 
tion strategies /, 79-22702 

On-the-job training in the Air Force : a 
systems analysis /, 79-11106 





January — December 1979 


American Institutes for Research in the 
Behavioral Sciences. 
Consumer fraud — an empirical perspec- 
tive : summary /, 79-20821 
Federal law on consumer deception : an 
agency by agency analysis /, 79- 
20820 


American Marketing Association. 
Directory of marketing assistance for mi- 
nority businesses., 79-14718 


American Medical Association. 

Cumulated index medicus., 79-13706 

Emergency handling of radiation acci- 
dent cases : nurses /, 79-7585 

Emergency handling of radiation acci- 
dent cases : physicians /, 79-7584 

Occupational safety and health symposia, 
1977., 79-4375 


American Medical Association Congress on 
Occupational Health, 37th, St. Louis, Mo., 
1977. 

Occupational safety and health symposia, 
1977., 79-4375 


American Museum of Atomic Energy. 
Science activities in energy : chemical 
energy /, 79-20008 
Science activities in energy : 
energy /, 79-20009 


electrical 


American Museum of Science & Energy. 
Wind energy /, 79-20000 


American National Standards Institute. 
X3L81 Task Group (Data Standardization 
Criteria) 

Guide for the development, implementa- 
tion, and maintenance of standards for 
the representation of computer proc- 
essed data elements /, 79-22246 


American Nuclear Society. 

Advances in reactor physics : proceed- 
ings of an American Nuclear Society 
topical meeting, Gatlinburg, Tennessee, 
April 10-12, 1978 /, 79-7579 


American Nuclear Society. Division of 

Controlled Nuclear Fusion. 

Proceedings of the third Topical Meeting 
on the Technology of Controlled Nu- 
clear Fusion, May 9-11, 1978, Santa Fe, 
New Mexico /, 79-14861 


American Nuclear Society. Nuclear Fuel 

Cycle Division. 

Analytical methods for safeguards and 
accountability measurements of special 
nuclear materials : proceedings from 
American Nuclear Society topical 
meeting held May 15-17, 1978, Wil- 
liamsburg, Virginia /, 79-5598 


American Nuclear Society. Trinity Section. 
Proceedings of the third Topical Meeting 
on the Technology of Controlled Nu- 





clear Fusion, May 9-11, 1978, Santa Fe, 
New Mexico /, 79-14861 


American Nuclear Society. Virginia Section. 
Analytical methods for safeguards and 
accountability measurements of special 
nuclear materials : proceedings from 
American Nuclear Society topical 
meeting held May 15-17, 1978, Wil- 
liamsburg, Virginia /, 79-5598 


American Petroleum Institute. 
Aviation turbine fuels, 1976 /, 79-11493 


Heating oils, 1976 /, 79-11492 


American Psychiatric Association. 
The Federal government and psychiatric 
education - progress, problems, and 
prospects /, 79-20455 


American Public Health Association. 
Emergency handling of radiation acci- 
dent cases : hospital administrators /, 
79-7586 


American Revolution Bicentennial 
Commission. 


Festival USA; semiannual report., 79- 


21242 


American Shrimp Canners Association. 
Dissolved air flotation treatment of Gulf 
shrimp cannery wastewater /, 79- 
15053 


American Society for Testing and Materials. 
Task Group on Geothermal Seals. 
American Society for Testing and Mate- 

rials Task Group on Geothermal Seals 
proceedings of technical seminar, June 
27, 1978, Boston Sheraton, Boston, 
Mass., 79-19824 


American Society of Agricultural Engineers. 
Proceedings : third annual conference on 
Solar Energy for Heating of Green- 
houses and Greenhouse-Residence 
Combinations, April 2-5, 1978, Fort 
Collins, Colorado /, 79-11120 


American Society of Civil Engineers. 

Proceedings, Workshop Toward an 
Oxygen Transfer Standard, Asilomar 
Conference Grounds, Pacific Grove, 
California, April 11-14, 1978 /, 79- 
18115 

Structural plastics design manual : phase 
I, chapters 1-4 /, 79-18777 


American Society of International Law. 
International energy conservation, com- 
parative law and policy : proceedings 
from the 1978 International Conference 
on Energy Conservation, February 23- 
24, 1978, Washington, D.C. /, 79- 
13004 


American University, Washington, D.C. 
Executive summary /, 79-15518 
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Amtech Incorporated. 


American University, Washington, D.C. 

Chemistry Dept. 

An explortory study of inhibition of in- 
tergranular stress corrosion cracking in 
sensitized type 304 stainless steel /, 
79-21338 


American University, Washington, D.C. 
Foreign Area Studies. 
Algeria, a country study /, 79-22367 
Iran, a country study /, 79-10996 
Israel, a country study /, 79-22366 
Morocco, a country study /, 79-10994 
Tanzania, a country study /, 79-10995 
Tunisia, a country study /, 79-22369 
Zaire, a country study /, 79-22368 


American University, Washington, D.C. 
School of Business Administration. 
Techniques of time management /, 79- 

18736 


American Wind Energy Association. 

An index of manvfacturers, researchers, 
and distributors, currently involved in 
the development of wind energy con- 
version systems., 79-9696 


Ames ° 
Analyses of airborne particulates and 
human urine by inductively coupled 
plasma-atomic emission spectrometry /, 
79-11711 


Annual summary report - Ames Labora- 
tory, USDOE., 79-11277 


Inductively coupled plasma-atomic emis- 
sion spectroscopy : prominent lines /, 
79-18149 

Proceedings of the 14th annual Electron 
Microscopy Colloquium /, 79-7573 


Ames, Nancy L , joint author. 
Attaining sex equity in counseling pro- 
grams and practices : application book- 
let for counselors /, 79-4263 


Amico, Joan 
The American jail in transition : proceed- 
ings of the Second National Assembly 
of the Jail Crisis, May 17-20, 1978 /, 
79-6237 


Ammons, Harold C., joint author. 
Soil survey of Jackson County, Florida /, 
79-19168 


Study of ebullated bed fluid dynamics for 
H-coal /, 79-11245, 79-14930, 79- 
16442 


Amtech Incorporated. 

A technology evaluation of the Stirling 
engine for stationary power generation 
in the 500 to 2000 horsepower range /, 
79-3973 
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Amundsen, Paul A 


Amundsen, Paul A 
Management of a seaport /, 79-1817 


An, C, H. 
Stability of tokamaks with elongated 
cross section /, 79-18052 


Anacostia Neighborhood Museum. 
Out of Africa : from west African king- 
doms to colonization /, 79-10262 


Anagnostopoulos, George. 
Assessment of operational automated 
guideway systems - jetrail /, 79-14272 


Analytic Sciences Corporation. 
A bibliography on the search for extra- 
terrestrial intelligence /, 79-12027 


Information base for waste repository 
design /, 79-14318 


Analytic Systems, inc. 
Experimental voting system supplement / 
79-12238 


Ananth, K. P. 
Environmental assessment of waste-to- 
energy processes : source assessment 
document /, 79-11469 


Anastasi, Peter A. 


Migration of birds., 79-20787 


Ancowitz, Arthur, 1925- 
What you should know about stroke and 
stroke prevention /, 79-20377 


Anderes, J. R., joint author. 
FRATE /, 79-6462 


Anderle, R. J. 
Comparison of Doppler and optical pole 
position over twelve years /, 79-7504 


Error model for geodetic positions de- 
rived from Doppler satellite observa- 
tions /, 79-7498 


Long term consistency in positions of 
sites determined from Doppler satellite 
observations /, 79-7501 


Anders, Edward, 1926- 
Asteroids : an exploration assessment : a 
workshop /, 79-18640 


Anderson, Carl F., joint author. 
Stability of alumina-base refractories in 
Western lignite-ash slag environments / 
79-18526 


Anderson, Carl William, 1944- 
Genetic interaction and gene transfer : 
report of a symposium held May 17-20, 
1977 /, 79-13085 


Anderson, Carol, joint author. 
Environmental assessment using remotely 
sensed data : application of remote 
sensing data to environmental impact 
studies for transmission line routes /, 
79-18623 
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Anderson, Cim 
This side up : making decisions about 
drugs /, 79-4400 


Anderson, D. I. 
Evaluation of selected softening agents 
used in flexible pavement recycling /, 
79-4862 


Field verification and implementation of 
the VESYS IIM structural subsystem 
in Utah /, 79-8553 


Anderson, Douglas D. 
Kuuvanmiit subsistence : 
13930 


Kuuvanmiit subsistence traditional 
Eskimo life in the latter twentieth cen- 
tury /, 79-4548 


[maps}., 79- 


Anderson, E Clay 
Transitional boundary-layer solutions 
using a mixing-length and a two-equa- 
tion turbulence model /, 79-2722 


Anderson, Edward M. 

Improvement of the mechanical reliabil- 
ity of monolithic refractory linings for 
coal gasification process vessels., 79- 
14906, 79-19880 


Anderson, Emory D. 
Assessment of the northwest Atlantic 
mackerel, Scomber scombrus, stock /, 
79-16250 


Anderson, Eric A. 

NOAA-ARS cooperative snow research 
project : watershed hydro-climatology 
and data for water years 1960-1974 /, 
79-19578 


Anderson, G. M. 
A computerized transportation model for 
the NRC physical protection project 
versions I and II /, 79-21353 


Development of a transport network 
model for the NRC physical protection 
projects /, 79-21354 

Sensitivity studies using the TRNSM 2 
computerized model for the NRC 
physical protection project final 
report /, 79-21352 


User‘s manual for TRNSM 2 /, 79- 
21351 


Anderson, Gary S , joint author. 
Summary appraisals of the nation‘s 
ground-water resources Alaska /, 
79-4491 


Anderson, James C., 1939- 
Analytical/experimental correlation of a 
nonliner system subjected to a dynamic 
load /, 79-21355 


Anderson, James Edward, 1951- 
Remote monitoring of coal strip mine re- 
habilitation /, 79-7798 
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Anderson, Janice K 
The U.S. Office of Education models to 
evaluate E.S.E.A. Title I : experiences 
after one year of use /, 79-2491 


Anderson, Lennart A., 1926- . 
Interpretation of aeromagnetic data., 
13885 


Mineral resources of the Beartooth Primi- 
tive Area and vicinity, Carbon, Park, 
Stillwater, and Sweet Grass Counties, 
Montana, and Park County, Wyoming 
/, 7179-13885 


79- 


Anderson, Loren Runar, 1941- 
Long-term effects of land application of 
domestic wastewater : Tooele, Utah, 
slow rate site /, 79-22552 


Anderson, Neil A , joint author. 
Alternate host of jack pine needle rust in 
northern Minnesota /, 79-1757 


Anderson, Neil E. 
Long-term hot-hardness characteristics of 
five through-hardened bearing steel /, 
79-14082 


Performance of Nasvytis multiroller trac- 
tion drive /, 79-18685 


Anderson Notter Finegold Inc. 
Recycling historic railroad stations : a 
citizen‘s manual /, 79-14195 


Reuse of historically and architecturally 
significant railroad stations for trans- 
portation and other community needs : 
documentation, analysis, evaluation /, 
79-12147 


Anderson, Oscar A. 
Efficient energetic neutral beam source 
using jet surface conversion /, 79- 
7693 


Anderson, P. G., joint author. 
Computation of three-dimensional nozzle- 
exhaust flow fields with the GIM code 
/ L. W. Spradley, P. G. Anderson, and 

M. L. Pearson., 79-6321 


Anderson, Patricia S. 

Family crisis intervention program 
Clark County, Washington /, 79- 
15493 


Anderson, R. L., joint author. 
Effect of cargo shifting on vehicle han- 
dling /, 79-10296 


Anderson, Ralph L 
Alternate host of jack pine needle rust in 
northern Minnesota /, 79-1757 


Anderson, Raymond P, 

Solvent refined coal (SRC) process : de- 
velopment of a process for producing 
an ashless, low-sulfur fuel from coal /, 
79-13123 





January — December 1979 


Anderson, Richard L 
Heterojunction solar cells : semiannual 
progress report, June 1-December 31, 

1976 /, 79-3966 


Anderson, Robert C. 
An analysis of scrap futures markets for 
stimulating resource recovery /, 79- 
9817 


Evaluation of economic benefits of re- 
source conservation /, 79-4081 


Anderson, Robert L., joint author. 
How to identify and control leaf rust of 
poplar and larch /, 79-7198 


Anderson, Ronald G , joint author. 
The impact of health system changes on 
the nation‘s requirements for registered 
nurses in 1985 /, 79-4369 


Anderson, Rosalie N. 

Child abuse and neglect : issues on inno- 
vation and implementation : proceed- 
ings of the second annual National 
Conference on Child Abuse and Ne- 
glect, April 17-20, 1977 /, 79-6088, 
79-8126 


Anderson, Susan H. 
The most splendid carpet /, 79-20774 


Anderson, Thelma W., joint author. 
Farmers‘ use of pesticides in 1976 /, 79- 
7166 


Anderson, Theodore C. 
Depth and producing rate classification 
of domestic oil reservoirs [sict, 1974., 
79-13396 


Anderson, W D 
REXOR rotorcraft simulation model /, 
79-5801 


Anderson, Wayne A 
Silicon Schottky photovoltaic diodes for 
solar energy conversion /, 79-3965, 
79-11288, 79-19898 


Anderton, David 
Rate of heat release in diesel engines /, 
79-2888 


Review of diesel combustion models for 
NOx and smoke emissions /, 79-2885 


Anderton, David A 
Sixty years of aeronautical research, 
1917-1977 /, 79-6295 


Ando, Jumpei. 
SO2 abatement for stationary sources in 
Japan /, 79-15063 


Andon, J. 

An initial assessment of the literature on 
the measurement, control, transport, 
transformation and health effects of ur- 
regulated diesel engine emissions /, 
79-17279 





Andre, C G 
Population avoidance in aimpoint selec- 
tion /, 79-4001 


Andres, Reubin, joint author. 
Diabetes and aging /, 79-13709, 79- 
16739 


The normality of aging : the Baltimore 
Longtudinal Study /, 79-16743 


Andrew, Robert W., joint author. 
The acute toxicity of zinc to rainbow and 
brook trout : comparisons in hard and 
soft water /, 79-7748 


Andrews, Edmund D. 

Present and potential sediment yields in 
the Yampa River basin, Colorado and 
Wyoming /, 79-11819 

Scour and fill in a stream channel, East 
Fork River, western Wyoming /, 79- 
20721 


Andrilenas, Paul Allen, 1930- , joint author. 
Evaluation of pesticide supplies and 
demand for 1979 /, 79-12566 


Farmers‘ use of pesticides in 1976 /, 79- 
7166 


Andrisani, Paul J. 
Work attitudes and work experience /, 
79-15544 


Angell, Raymond C 
Soil survey of Gove County, Kansas /, 
79-1782 


Angle, Harold L., joint author. 

The impact of labor-management rela- 
tions on productivity and efficiency in 
urban mass transit : final report /, 79- 
18756 


Angwin, Meredith, joint author. 

Boiler design and operating variables af- 
fecting uncontrolled sulfur emissions 
from pulverized-coal-fired steam gener- 
ators /, 79-9804 


Animal Parasitology Institute. 
Index-catalogue of medical and veteri- 
nary zoology. Supplement., 79-10756 


Animas Regional Planning Commission. 
Flood hazard information : Animas River 
and Junction and Dry Gulch Creek : 
Durango, Colorado., 79-7442 


Annable, James. 
An analysis of the Roth-Kemp tax cut 
proposal /, 79-6765 


Anno, George H. 
Protective action 
18181, 79-20115 


evaluation /, 79- 


Antar, Basil N. 
Studies of convection in a solidifying 
system with surface tension at reduces 
gravity /, 79-10178 
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Applied Science Associates. 


Antos, Joseph R. 
The youth labor market 
overview /, 79-22971 


: a dynamic 


Anwar, I. 
Seal studies for advanced flywheel sys- 
tems /, 79-22465 


Anyos, T , joint author. 
Refurbishment of railroad crossties : a 
technical and economic analysis /, 79- 
2903 


Apanasewicz, Nellie Mary, 1922- 
The educational system of Israel /, 79- 
15220 


APC Skills (firm) 
Development of individualized education 
programs (IEPs) for the i 
in vocational education /, 79-13637 


App, Bernard Auman, 1906- , joint author. 
Lawn insects : how to control them /, 
79-10669 


Appalachian Laboratory for Occupational 
Safety and Health. Division of Safety 
Research. 

A report on the performance of personal 
noise dosimeters /, 79-4381 


Appalachian Regional Commission. 
Annual report of the Appalachian Re- 
gional Commission., 79-15800 
Appalachia., 79-1613 


Primary care centers : design and con- 
struction /, 79-23215 


Appleby, James E., joint author. 
How to identify and control the walnut 
caterpillar /, 79-7199 


Appleyard, Donald 
Liveable urban streets : managing auto 
traffic in neighborhoods /, 79-2892 


Applied Management Sciences, inc. 

Alternatives for young Americans : a 
catalog of drug abuse prevention pro- 
grams /, 79-11718 

Comparative analysis of four manpower 
nursing requirement models /, 79- 
9969 

A feasibility study of the influence of 
capital expenditures on hospital operat- 
ing costs : final report /, 79-18336 

Footsteps : a television series on parent- 
ing : home viewer guide /, 79-15219 

Methods for use by HSAs and SHPDAs 
in developing and maintaining financial 
data : final report., 79-2534 


Applied Science Associates. 
Training emergency responders : sudden 
infant death syndrome : an instructors‘ 
manual /, 79-11678 


Page I-11 





Applied Urbanetics (Firm) 


Applied Urbanetics (Firm) 
Updated project conserve audit system /, 
79-9741 


ARA, inc. 
Investigation of an aluminum rolling helix 
crash energy absorber /, 79-11031 


Investigation of an aluminum rolling helix 
crash energy absorber [erratumt /, 
79-11032 


Araman, Philip A. 

A comparison of four techniques for pro- 
ducing high-grade furniture core mate- 
rial from low-grade yellow-poplar /, 
79-9441 


Aranow, P. 
Rules of the road training investigation /, 
79-23183 


Archer, Janet, 1947- , joint author. 
Workers who drink : their treatment in 
an industrial setting /, 79-18608 


Archer, S. R. 
Source assessment : pesticide manufactur- 
ing air emissions, overview and priori- 
tization /, 79-11435 


Architectural and Transportation Barriers 

Compliance Board. 

Architectural barriers removal : informa- 
tion resources, funding guide, publica- 
tions available from Federal sources., 
79-18340 


Laws concerning the Federal Architec- 
tural and Transportation Barriers Com- 
pliance Board., 79-23217 


Report of the Architectural and Trans- 
portation Barriers Compliance Board., 
79-15801 


Arco Solar, inc. 
Terrestrial solar cell module automated 
array assembly - task 4 : final report /, 
79-11202 


ARCTEC, inc. 
Transport of oil under smooth ice /, 79- 
20084 


Arctic Environmental Research Station. 
Performance of aerated lagoons in north- 
ern climates /, 79-13427 


Ardell, Marilyn, joint author. 
Research and development and cost pro- 
jections for air pollution control equip- 
ment /, 79-18154 


Arens, Edward A 
Geographical variation in the heating and 
cooling requirements of a_ typical 
single-family house, and correlation of 
these requirements to degree days /, 
79-5602, 79-10817 
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Arents, Donald N 
An assessment of the hover performance 
of the XH-59A advancing blade conept 
demonstration helicopter /, 79-5808 


Arganbright, Vince E., joint author. 
Blast forecasting guide for the Site 300 
Meteorology Center /, 79-5902 


Argonne National Laboratory. 

Development of lighium/metal sulfide 
batteries at Argonne National Labora- 
tory : summary report for 1977 /, 79- 
13040 


Environmental control implications of 
generating electric power from coal : 
1977 technology status report /, 79- 
17906 


Environmental monitoring at Argonne 
National Laboratory annual report., 
79-13042 


Formerly utilized MED/AEC sites reme- 
dial action program radiological 
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Boone, Eleanor C. 
Resources for Tesol teaching /, 79- 
10761 


Boone, James O. 

The development of the ATC selection 
battery : a new procedure to make 
maximum use of available information 
when correcting correlations for re- 
striction in range due to selection /, 
79-15740 


Boore, David M 
Estimation of ground motion parameters 
/, 79-4486 


Booth, Robert L. , joint author. 
Evaluation of the Technicon block diges- 
tor system for total kjeldahl nitrogen 
and total phosphorus /, 79-7787 


Booth, Robert L. 
Evaluation of the U.S. Geological Survey 
Laboratory, Atlanta, Georgia /, 79- 
9855 


Evaluation of the U.S. Geological Survey 
Laboratory, Denver, Colorado /, 79- 
7796 


Booz, Allen and Hamilton, inc. 
Alternative metering practices : implica- 
tions for conservation in multifamily 
residences /, 79-19890 


Assessing the energy conservation bene- 
fits of historic preservation : methods 
and examples /, 79-17320 


The contribution of historic preservation 
to urban revitalization /, 79-15815 


Development of the strategic plan for in- 
dustrial energy  conservation., 79- 
22405 


Final environmental impact statement : 
wastewater treatment facilities for the 
metropolitan area, Columbus, Ohio /, 
79-15065 

Power pool procedures and key issues : 
operations, contingency planning, long 
term development /, 79-2253 

Proceedings of the Sth Underground 
Coal Conversion Symposium, Alexan- 
dria, Virginia, June 18-21, 1979 /, 79- 
14862 


Utility sponsored home insulation pro- | 
grams /, 79-18017 





Boston University. School of Medicine. 


Booz, Allen Applied Research. 
Review and anlysis of oil shale technol- 
ogies /, 79-9713, 79-13170 


Borah, Josh 
Sensory mechanism modeling /, 79- 
2162, 79-12990 


Bordner, Robert. 
Microbiological methods for monitoring 
the environment : water and wastes /, 
79-15038 


Bordow, Richard A. 
Non-neoplastic bronchopulmonary dis- 
ease /, 79-22628 


Boreman, John, joint author. 

Factors affecting accuracy of ichthyo- 
plankton samples used in power plant 
entrainment studies /, 79-6216 

Impacts of power plant intake velocities 
on fish /, 79-20789 


Borer, T. C. 
Multimedia environental control engi- 
neering handbook : methodology and 
sample summary sheets /, 79-9861 


Borg, I. Y., joint author. 
An assessment of the potential for using 
Alaska coal in California /, 79-19991 


California energy flow in 1976 /, 79- 
4019 


Energy and resource planning report ab- 
stracts /, 79-15016 


Institutional constraints and potential for 
oil shale development /, 79-13379 


An overview of recent trends in Califor- 
nia natural gas consumption (1975- 
1977) /, 79-16486 


Borg, Steve. 

Historic and forecasted energy prices by 
U.S. Department of Energy region and 
fuel type for three macroeconomic sce- 
narios and one imported oil price esca- 
lation scenario /, 79-20031 


Borgman, Robert D. 
Crisis intervention : a manual for child 
protective workers /, 79-22686 


Borman, Walter C. 
Measuring motivation and job satisfaction 
in a military context /, 79-12915 


Borns, Harold W., joint author. 
Crustal subsidence in eastern Maine /, 
79-17386 


Borowsky, Michael S. 

Determination of miss distances and hit 
probabilities in the presence of time 
varying, random, and bias errors /, 
79-7495 


Naval Gunfire Accuracy Validation Pro- 
gram (San Clemente Island Installation) 
/, 79-7494 
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Borquard (E.H.) Associates. 
Flood insurance study : township of Hor- 
sham, Pennsylvania, Montgomery 
County., 79-20607 


Borst, Henry V. 
Aerodynamic design and analysis of pro- 
pellers for mini-remotely piloted air ve- 
hicles /, 79-7485, 79-11036 


Bortz, Frank E. 
Let‘s look at 4-H and handicapped youth 
/, 7179-16790 


Recreation and handicapped youth 
games, special events, arts and crafts, 
dance, drama, music /, 79-16791 


Borus, Michael E. 
Employment and earnings data needed to 
measure the impact of public programs 
and policies /, 79-14304 


Borut, Allan. 
The private development process : a gui- 
debook for local government /, 79- 
11750, 79-16812 


Bosch, Harold R. 
Aerodynamic investigations of the 
Luling, Louisiana cable-stayed bridge / 

» 79-10295 


Bosch, Samuel J. 
Evaluation of child health services : the 
interface between research and medical 
practice /, 79-4278 


Boston, Guy D. 
Criminal justice and the elderly : a select- 
ed bibliography /, 79-15514 
Directory of criminal justice information 
sources /, 79-8284 


Boston University. 
Perceptions of leader attributes and satis- 
faction with military life /, 79-12913 


Boston University. Center for Health 

Planning. 

A review of planning methods and crite- 
ria for neonatal intensive care units : an 
annotated bibliography of the clinical 
and health planning literature /, 79- 
22659 


Boston University. Center for Health 
Planning. Division of Organizational 
Development. 

Guidelines regarding the HSA‘s role in 
determining and promoting the effec- 
tive use of available health services /, 
79-8034 


Boston University. School of Medicine. 
Air traffic controller health change study 
: a prospective investigation of physi- 
cal, psychological and work-related 
changes /, 79-14248 
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Boswell, Ernest H, 1919- , joint author. 


Boswell, Ernest H, 1919- , joint author. 
Summary appraisals of the Nation‘s 
ground-water resources : south Atlan- 
tic-gulf region /, 79-10044 


Botham, Ruth A. 

Form-stable crystalline polymer pellets 
for thermal energy storage, phase 1 : 
final report for the period July 1, 1976 
- May 1, 1977 /, 79-13291 


Bottenberg, Robert A. 
Relationships among factors in new offi- 
cer effectiveness report system /, 79- 
7548 


Bottin, Robert R 

Design for small-boat harbor improve- 
ments, Port Washington Harbor, Wis- 
consin : hydraulic model investigation : 
final report /, 79-2080 

Port Ontario Harbor, New York, design 
for wave protection and prevention of 
shoaling : hydraulic model investiga- 
tion /, 79-12941 


Botts, J. L. 
Density, acidity and conductivity mea- 
surements of uranyl nitrate/nitric acid 
solutions /, 79-16453 


Boucher, Frederic B., joint author. 
Theory and practice of near critical pres- 
sure direct heat exchange ; final report 
/, 1719-13304 


Hara. 
Small business management and owner- 
ship /, 79-16676 


Bourlier, Bob G. 
Soil survey of Osage County, Oklahoma 
/, 1719-14687 


Bourque, R. F. 
Parametric requirements for noncircular 
tokamak commercial fusion plants /, 

7179-13227 


Bovee, Eugene C. 
Marine flora and fauna of the northeas- 
tern United States : Protozoa, Sarco- 
dina, Amoebae /, 79-12754 


Bovee, Ken D 
Hydraulic simulation in instream flow 
studies : theory and techniques /, 79- 
4576 


Bowen, Eugene E., joint author. 
Herbs and brush on California red fir re- 
generation sites : a species and frequen- 
cy sampling /, 79-21887 


Bowers, Gary W. 
Calibration of a predictive model for in- 
stantaneously discharged dredged ma- 
terial /, 79-7746 


Bowers, John Z., 1913- 
An introduction to American medicine - 
1975 /, 7179-20383 
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Bowers, Teresa M., joint author. 
Forest statistics for Rhode Island /, 79- 
19155 


Bowers, Tom. 

Art therapy : a transcript of a community 
service radio program with guests from 
the Alcohol, Drug Abuse, and Mental 
Health Administration., 79-20456 


College mental health : a transcript of a 
community service radio program with 
guests from the Alcohol, Drug Abuse, 
and Mental Health Administration., 
79-20457 


Bowes, Michael A. 
Engine/airframe/drive train dynamic in- 
terface documentation /, 79-9596 


Bowles, R. R. 
Factors affecting accuracy of ichthyo- 
plankton samples used in power plant 
entrainment studies /, 79-6216 


Factors associated with accuracy in sam- 
pling fish eggs and larvae /, 79-13942 


Boy Scouts of America. 

The world of tomorrow, aerospace activ- 
ities for 8-to 10-years olds : a guide for 
leaders of children’s groups and teach- 
ers of lower grades., 79-11982 


Boyce, Joseph 


Reports of planetary geology program, 
1977-1978 /, 79-2709 


Boyce, Stephen G. 
Forest diversity : new concepts and ap- 
plications /, 79-5488 


Boyd, Elaine L., joint author. 
Reconnaissance evaluation of water re- 
sources for hydraulic coal mining, 
Grand Hogback coal field, Garfield 
and Rio Blanco Counties, Colorado /, 
79-11827 


Boyd, Jesse A., joint author. 
Effect of depth on dredging frequency /, 
79-12945 


Boyd, John A., 1942- 
Digest of United States practice in inter- 
national law., 79-14156 


Boyd, Miller W 
Determination of motor vehicle eye 
height for highway design : final report 

/, 19-4858 


Boyd, Pat L. 


Truck tire cornering and braking traction 
study /, 79-21225 


Boyd, Ronald D. 
Forced-air cooling of a WIPP mine drift 
/, 19-22436 


Boyden, Richmond P. 
Subsonic dynamic stability characteristics 
of two close-coupled canard-wing con- 
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figurations / Richmond P. Boyden, 
Langley Research Center., 79-14069 
Transonic static and dynamic stability 
characteristics of a finned projectile 
configuration /, 79-2699 


Boyer, Ernest LeRoy. 
The American school : reaffirmation and 
reform /, 79-7956 


Boykin, J. C., joint author. 
Insect diet dispenser for medium-size 
rearing programs /, 79-21920 


Boyle Engineering Corporation. 

Recreational lease and conveyance of 
Wildhorse Reservior and lands to the 
Shoshone-Paiute Indian tribes of Duck 
Valley /, 79-18506 


Boyle, J. P. 

Investigation of mechanisms of hydrogen 
transfer in coal hydrogenation : semi- 
annual technical progress report for 
July-December 1976 (stage I, phase I 
report period) /, 79-7635 


Boyle, Robert J , joint author. 

Thermal performance of an integrated 
thermal protection system for long- 
term storage of cryogenic propellants 
in space /, 79-6294 


Boyle, W. C. 

Proceedings, Workshop Toward an 
Oxygen Transfer Standard, Asilomar 
Conference Grounds, Pacific Grove, 
California, April 11-14, 1978 /, 79- 
18115 


Boyle, W G 
A feasibility study for the computerized 
automation of the laboratory Services 
Branch of EPA Region IV /, 79-4008 


Boziuk, Joseph S 
Efficient use of modularization in trans- 
portation systems /, 79-2113 


BP Oil Inc. 
Treatment of refinery wastewater using a 
filtration-activated carbon system /, 
79-15054 


Brabb, Earl E., 1929- 
Progress on seismic zonation in the San 
Francisco Bay region /, 79-22889 


Brabbs, Theodore A 
Catalytic decomposition of methanol for 
onboard hydrogen generation /, 79- 
2781 


Bracco, F. V., joint author. 
Detailed combustion studies for stratified 
charge rotary engines., 79-17918 


Bracco, F V 
Formation and control of fuel-nitrogen 
pollutants in catalytic combustion of 
coal-derived gases., 79-3946, 79-5866 
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Braden, Paul V. 
The role of vocational education in the 
Nation‘s economic development /, 79- 
11626 


Bradley, Claudia. 
List of logbooks of U.S. Navy ships, sta- 
tions, and miscellaneous units, 1801- 
1947 /, 79-5993 


Bradley, Donald V. 
Possible use of Alcaligenes paradoxus as 
a biological monitor /, 79-20087 


Bradley, John M. 

The development of a freeze-tolerant 
solar water heater using crosslinked 
polyethylene as a material of construc- 
tion : final report for the period June 
18, 1976-October 1, 1977 /, 79-11174 


Bradway, Robert M., joint author. 
Electrified bed evaluation /, 79-13466 


Bragg, Charles K., joint author. 
Relationship of grade to the processing 
quality of cotton /, 79-12564 


Bragg, George H. 
Design and construction of compacted 
shale embankments., 79-18773 


Braham, Randolph L. 
The educational system of Romania /, 
79-6012 


Braile, L. W. 

An integrated geophysical and geological 
study of the tectonic framework of the 
38th parallel lineament in the vicinity 
of its intersection with the extension of 
the New Madrid fault zone /, 79-8715 


Brainard, Joel P., joint author. 
The energy situation in the Mid-Atlantic 
region /, 79-11157 


Brainard, William A. 

Effect of nitrogen-containing plasma on 
adherence, friction, and wear of radio- 
frequency-sputtered titanium carbide 
coatings /, 79-18684 


Brakensiek, Donald L. 
Field manual for research in agricultural 
hydrology /, 79-14628 


Braley, Charles A., joint author. 
Quantico : crossroads of the Marine 
Corps /, 79-12970 


Brambilla, Roberto. 
American urban malls : a compendium /, 
79-18396, 79-20534 


Brandes, E A , joint author. 
Gust fron analytical study /, 79-4894 


Brandes, Robert J , joint author. 
Comparison of numerical and physical 
hydraulic models, Masonboro Inlet, 
North Carolina : appendix 2, numerical 





simulation of hydrodynamics (WRE) /, 
79-7435 


Brandon, Craig A. 
Hyperfiltration for renovation of compos- 
ite waste water at eight textile finishing 
plants /, 79-9831 


Brannan, James R., joint author. 
Nitric oxide production in the strato- 
sphere within the space shuttle‘s solid 
rocket motor plumes /, 79-17084 


Brannon, Robert, joint author. 
The male sex role : a selected and anno- 
tated bibliography /, 79-22673 


Branscome, Darrell R. 

Space shuttle 1979 : status report for the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-fifth Congress, second session., 
79-10566 


Brantley, James R. 
Alternatives to institutionalization : a def- 
inite bibliography /, 79-22949 


Branyan, Robert L 
Taming the mighty Missouri : a history 
of the Kansas City District, Corps of 
Engineers, 1907-1971 /, 79-2073 


Brasington, Clayton Furman, 1920- . 
Utility usage in small slaughter plants /, 
79-21914 


Bratanow, Theodore 
Computational flow development for un- 
steady viscous flows : foundation of the 
numerical method /, 79-2728 


Brauer, Herbert J., joint author. 
A visual investigation of turbulence in 
Stagnation flow about a circular cylin- 
der /, 79-11993 


Braun (C. F.) & Company. 
Coal gasification program : reports on 
work by C F Braun & Co : index /, 
79-13157 


Combined shift-methanation processes : 
final report /, 79-17955 

Considerations in sizing coal gasification 
plants : final report /, 79-14909 


Effluent treatment aqueous waste /, 79- 
14907 


Factor estimates for Eastern coal com- 
mercial concepts : interim report, joint 
Department of Energy, Gas Research 
Institute, coal gasification program /, 
79-3955 


Factor estimates for lignite commercial 
concepts : interim report, joint Depart- 
ment of Energy, Gas Research Insti- 
tute, coal gasification program /, 79- 
3956 


Factored estimates for Eastern coal com- 
mercial concepts : interim report, joint 
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Brazzel, John M. 


Department of Energy, Gas Research 
Institute, coal gasification program /, 
79-5874 

Fixed bed methanation processes : final 
report /, 79-16435 

Removal of phenols from process con- 
densate /, 79-14908 

Shift conversion catalysts comparison : 
final report /, 79-17953 

Sulfur recovery in a coal i 
plant : final report /, 79-13156 


Sulfur removal from flue gas : final 
report /, 79-17954 


Braun, Christine L., joint author. 
Simulation higher order language require- 
ments study /, 79-12981 
Braun, Christine L 
Simulation higher order language require- 
ments study /, 79-3870 
Braun, Daniel J. 
A user‘’s manual for the BNW-IT opti- 


mization code for dry/wet-cooled 
power plants /, 79-13298 


Braun, Willis H 
Representation of turbulent shear stress 
by a product of mean velocity differ- 
ences /, 79-2744 


Bray, Carol E. 
Canadian land use /, 79-21929 


Brazie, Joseph V. 
Selected natality characteristics for single 
live births : United States, 1974 /, 79- 
16757 


Brazil. Treaties, etc. United States, Mar. 27, 

1979, 

Trade in textiles and textile products : 
agreement between the United States 
of America and Brazil, extending 
agreements of April 22, 
amended, and amending the Cotton 
textile agreement, effected by exchange 
of notes, signed at Washington, March 
27, 1979., 79-23059 


Brazil. Treaties, etc. United States, May 4, 

1978, 

Trade in cotton textiles : agreement be- 
tween the United States of America 
and Brazil, amending the agreement of 
April 22, 1976, effected by exchange of 
notes signed at Brasilia, May 4 and 19, 
1978., 79-21022 

Trade in man-made fiber textiles : agree- 
ment between the United States of 
America and Brazil, i the 
agreement of April 22, 1976, effected 
by exchange of notes, signed at Brasi- 
lia, May 4 and 19, 1978., 79-17161 


Brazzel, John M. 
A distributional analysis of the 1985 
energy projects for the Annual report 
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Brazzel, John M. 


to Congress of the Energy Information 
Administration, 79-16519 


Brecheisen, A. N., joint author. 
Surface water quality parameters for 
monitoring oil shale development /, 
79-20100 


Breckenridge, Charlotte. 
Patterns of regional change 
tions and highlights /, 


Breeds, C. D. 
Design optimization in underground coal 
systems /, 79-19871, 79-19872 


Breen, Bettijoyce, joint author. 
OMNIDATSA : an interactive system for 
data retrieval, statistical and graphical 
analysis, and data-base management : a 

user‘s manual /, 79-7291 


: interpreta- 
79-6602 


Breen, Joseph J. 
Federal register citations pertaining to 
the regulation of asbestos /, 79-18110 


Bregger, John E, 
Establishment of a new employment sta- 
tistics review commission /, 79-20868 


Breglio, Vincent J , joint author. 

Overview of report no. 3 : student eco- 
nomic and educational status and re- 
ceipt of educational services /, 79- 
4256 


Student economic and educational status 
and receipt of educational services /, 
79-4258 


Student economic and educational status 
and receipt of educational services 
[erratat /, 79-15223 

Students‘ economic and _ educational 
status and selection for compensatory 
education /, 79-4257 


Bregman, Ralph. 
A model for planning vocational educa- 
tion at the local level /, 79-13642 


Bremer, Karl E., ed. 
A statement of concerns and suggested 
ecological research /, 79-20110 


Breneman, W. C. 

Feasibility of low-cost, high-volume pro- 
duction of silane and pyrolysis of silane 
to semiconductor grade for silicon : 
low cost silicon array project. 79- 
16413 


Low cost silicon array project : feasibility 
of low-cost, high-volume production of 
silane and pyrolysis of silane to semi- 
conductor-grade silicon., 79-3908 


Low cost silicon solar array project : sili- 
con materials task : establishment of 
the feasibility of a process capable of 
low-cost, high volume production of 
silane (step I) and the pyrolysis of 
silane to semiconductor-grade silicon 
(step II) /, 79-9658, 79-11188 
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Brengle, T. A. 
MAGIC : a one-dimensional magneto-in- 
ductive particle code /, 79-19950 


Brenner, Mayer R., joint author. 
Development of a visibility research ca- 
pability /, 79-15786 


Brenner, Robert 
Curriculum workshops for college and 
university driver education instructors 

/, 19-2932 


Brenner, Robert N. 
A community concern — police use of 
deadly force /, 79-20830 


Directory of community crime preven- 
tion programs : national and state 
levels /, 7179-22937 


Firearm use in violent crime : a selected 
bibliography /, 79-11870 

Police management : a selected bibliogra- 
phy /, 79-11871 


Police stress : a selected bibliography /, 
79-22951 


Brenniman, Gary R. 
Health effects of human exposure to 
barium in drinking water /, 79-11461 


Breslin, Michael K 
Boom configuration tests for calm-water, 
medium-current oil spill diversion /, 
79-4080 


Performance testing of oil mop zero rela- 
tive velocity oil skimmer /, 79-9850 


Brewe, David E. 
Effect of geometry on hydrodynamic 
film thickness /, 79-14068 


Brewer, Jerry R , joint author. 
Military blood banking, 1941-1973 : les- 
sons learned applicable to civil disast- 
ers and other considerations .. : a 
monograph /, 79-3833 


Brewer, Jesse Wayne, 1940- 
Bioassay of acephate-treated foliage on 
three instars of the Douglas-fir tussock 
moth /, 79-5484 


Effectiveness of three insecticides applied 
at two droplet sizes for control of the 
Douglas-fir tussock moth and western 
spruce budworm /, 79-7188 


Brewer, William D. , joint author. 
Correction factors for on-line microprobe 
analysis of multielement alloy systems 
/, 179-8367 


Brey, Frank, joint author. 
Structural feasibility of parallel-laminated 
veneer crossarms /, 79-19109 


BRI Systems, inc. 
ESTEEM : encouraging school transpor- 
tation effective energy management : 
fuel economy management handbook 
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for directors of pupil transportation, 
school district administrators, transpor- 
tation department managers /, 79- 
4834 


Brice, James Coble, 1920- 
Countermeasures for hydraulic problems 
at bridges /, 79-15664 


Briehl, Daniel. 

Ozone concentration in the cabin of a 
Gates Learjet measured simultaneously 
with atmospheric ozone concentrations 
/, 7179-14081 


Briggs, Dale E. 

Physical and chemical behavior of lique- 
fied coal in solids separation /, 79- 
11242, 79-13196, 79-14928, 79- 
16440 


Briggs, David G 
Utilization and management of alder : 
proceedings of a symposium, held at 
Ocean Shores, Washington, April 25- 
27, 1977 /, 79-1771 


Brigham Young University. 
Alloy catalysts with monolith supports 
for methanation of coal-derived gases., 
79-3945 


Brigham Young University. Chemical 
Engineering Dept. 
Mixing and gasification of coal entrained 
flow systems., 79-3979, 79-5862 


Mixing and gasification of coal in en- 
trained flow systems /, 79-13337, 79- 
13341 


Brimmer, Andrew F 

Prospects for commercial banks in inter- 
national money and capital markets, an 
American perspective : paper /, 79- 
4109 

Public utility pricing, debt financing, and 
consumer welfare : remarks /, 79- 
4110 


Widening horizons : prospects for black 
employment : a commencement address 
/, 19-2396 


Brinkman, C, R. 

Use of strain-range partitioning for pre- 
dicting time-dependent,  strain-con- 
trolled cyclic lifetimes of uniaxial spci- 
mens of 2 1/4 Cr-1 Mo steel, type 316 
stainless steel, and hastelloy X /, 79- 
19920 


Brisbin, Robert L., joint author. 
Lumber grade yields for graded aspen 
logs and trees /, 79-10692 
A quality classification system for young 
hardwood trees : the first step in pre- 
dicting future products /, 79-10688 


Briscoe, G. J. 
Risk management guide /, 79-20124 
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Bristow, D. R. 

Modification of the Douglas Neumann 
program to improve the efficiency of 
predicting component interference and 
high lift characteristics /, 79-6311 


British Columbia. Dept. of Lands, Forests, 
and Water Resources. 
Water supply outlook for Western United 
States, including Columbia River drain- 
age in Canada., 79-34 


Brittingham, J. N. 
An experimental study of the use of 
Bethe hole theory for wires behind ap- 
ertures /, 79-18094 


SOMINT, an improved model for study- 
ing conducting objects near lossy half- 
spaces /, 79-13361 


Britton, L. J., joint author. 

Reconnaissance evaluation of water re- 
sources for hydraulic coal mining, 
Grand Hogback coal field, Garfield 
and Rio Blanco Counties, Colorado /, 
79-11827 


Broadhurst, Diane D. 
The educator‘s role in the prevention and 
treatment of child abuse and neglect /, 
79-22687 


The nurse‘s role in the prevention and 
treatment of child abuse and neglect /, 
79-22691 


The role of law enforcement in the pre- 
vention and treatment of child abuse 
and neglect /, 79-22689 

The role of the mental health professional 
in the prevention and treatment of 
child abuse and neglect /, 79-22690 


Training in the prevention and treatment 
of child abuse and neglect /, 79-22693 


Brobst, Donald Albert, 1925- 

Summary of United States mineral re- 
sources /, 79-6171 
United States mineral 
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resources., 79- 


Brockmann, Lester C. 
Soil survey of McLean County, North 
Dakota /, 79-19172 


Brody, Elaine M., joint author. 
Rape and older women : a guide to pre- 
vention and protection /, 79-22671 


Brogan, F. A., joint author. 
The STAGS computer code /, 79-10170 


Brogden, Robert E. 
Availability and quality of ground water, 
Southern Ute Indian Reservation, 
southwestern Colorado /, 79-22893 


Brokaw, Howard P. 
Wildlife and America : contributions to 
an understanding of American wildlife 
and its conservation /, 79-14136 





Brolley, John Edward, 1919. 
Preprocessing of PHERMEX flash radio- 
graphic images /, 79-18022 


Bromley, David Allan, 1926- 
Development of the semiconductor radia- 
ton detector /, 79-22435 


Brooke, D. 

Feasibility of combining linear theory and 
impact theory methods for the analysis 
and design of high speed configurations 
/, 79-12008 


Brookhaven National Laboratory. 
Accelerator Dept. 
Proceedings of the 1977 Isabelle Summer 
Workshop, July 18-29, 1977 /, 79- 
11159 


Brookhaven National Laboratory. Biology 
Dept. 
Genetic interaction and gene transfer : 
report of a symposium held May 17-20, 
1977 /, 79-13085 


Brookhiser, Judy. 
Youth camp compendium of state laws & 
regulations /, 79-13734 


Brookings Institution, Washington, D.C. 
Decentralizing community development / 
, 79-11741 


Brooklyn college. 
The male sex role : a selected and anno- 
tated bibliography /, 79-22673 


Brooks & Perkins. 
Gondola system for helicopter transport 
of external cargo /, 79-9591 


Brooks, Camilla A 
An error profile : employment as meas- 
ured by the current population survey 
/, 79-1803 


Brooks, Charles A. 
Soil survey of Hill County, Texas /, 79- 
3497 


Brooks, Courtney G., 1939- 
Chariots for Apollo : a history of manned 
lunar spacecraft /, 79-20917 


Brooks, Cuyler W , joint author. 
Transonic static and dynamic stability 
characteristics of a finned projectile 

configuration /, 79-2699 


Brooks, Eldon E. 
Piggybacking fresh vegetables : Califor- 
nia to midwest and northeast /, 79- 
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Chenault, William W. 
Reception and care planning guidance for 
host communities /, 79-19795 


Chenzoff, Andrew P 
Training program for driver licensing 
screening for medical impairment /, 
79-4926 


Cheritt, A W 
100-kW metal wind turbine blade basic 
date, loads and stress analysis /, 79- 
7630 


Chern, Wen S. 
Energy demand and fuel choices in the 
pulp and paper industry /, 79-19901 
Regional econometric model for forecast- 
ing electricity demand by sector and 
by State /, 79-17363 


Cherry, Norman H 
An investigation of fuels containing coal- 
oil-water emulsions /, 79-5863, 79- 
13199 


Chesnutt, Charles B , joint author. 
Laboratory effects in beach studies., 
3824 


Chester, Conrad V., joint author. 
Blast tests of expedient shelters in the 
dice throw event /, 79-11322 


79- 


Chevron Research Company. 
Refining and upgrading of synfuels from 
coal and oil shales by advanced cata- 
lytic processes., 79-13165 


Chezem, Linda L. 
The legal status of homemakers in Indi- 
ana /, 79-21384 


Chia, W. S. 
Sulfur recovery in a coal gasification 
plant : final report /, 79-13156 


Chiapetta, Welch & Associates. 
Concrete safety shape simulations with 
program GUARD /, 79-10297 
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Childers, Thomas. 


Chicago. Board of Trade. 

Stocks of grain in deliverable positions 
for Chicago Board of Trade and Mi- 
dAmerica Commodity Exchange fu- 
tures contracts in exchange-approved 
and/or Federally licensed warehouses 
as reported by those warehouses., 79- 
1617 


Chicago Federal Archives and Records 
Center 


National Archives microfilm publications 
deposited with the Regional Archives 
Branch, Chicago Federal Archives and 
Records Center. Microfilm list., 79- 
7901 


Chidester, Alfred Herman, 1914- 

Petrology, structure, and genesis of the 
asbestos-bearing ultramafic rocks of the 
Belvidere Mountain area in Vermont /, 
79-13888 


Chief, Elizabeth H. 

Characteristics of state plans for aid to 
families with dependent children under 
the Social security act title IV-A : and 
for Guam, Puerto Rico, & Virgin Is- 
lands; old age assistance, aid to the 
blind, aid to the permanently & totally 
disabled, under titles I, X, XIV, and 
XVI (AABD) of the Social security 
act., 79-11614 


Child, C. Allan. 
Shallow-water Pycnogonida of the Isth- 
mus of Panama and the coasts of 
Middle America /, 79-23069 


Child, John, 1955- 
Energy demand in the developing coun- 
tries /, 79-22506 


Child Welfare League of America. 
Developing workload standards for chil- 
dren and family social services /, 79- 
2591 


System of social services for children and 
their families : detailed design /, 79- 
4421 


With a little help from our friends : a 
collection of readings for Foster par- 
enting an adolescent., 79-4422 


Childers, Edward E., joint author. 

Organic composition of Devonian shale 
cores from wells 11940 and 12041, Cot- 
tageville, Jackson Co., West Virginia /, 
79-13258 


Organic composition of Devonian shale 
from Perry County, Kentucky /, 79- 
18029 


Childers, Thomas. 

Third year continuation of a research and 
design criteria for the implementation 
and establishment of a neighborhood 
information center in five public librar- 
ies — Atlanta, Cleveland, Detroit, 
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Childers, Thomas. 


Houston and Queens Borough : final 
summary report /, 79-7955 


Childress, J. Philip. 
National coal model user‘s manual : ver- 
sion NCM3 /, 79-15033 


Childs, C. Joel. 
Soil survey of Coffee County, Alabama / 
79-12620 


Chiles, W. Dean, joint author. 
Laboratory performance during acute in- 
toxication and hangover /, 79-18792 
Time-sharing ability in complex perform- 
ance : an expanded replication /, 79- 
4888 


Chilman, Catherine S. 
Adolescent sexuality in a changing 
American society : social and psycho- 
logical perspectives /, 79-7973 


Chilocco Indian School. 


Indian school journal., 79-1191 


Chin, Edwin H., joint author. 
Maine coastal storm and flood of Febru- 
ary 2, 1976 /, 79-22900 


Chinnery, M. A. 
Investigations of the seismological input 
to the safety design of nuclear power 
reactors in New England /, 79-10390 


Chisholm, D. B. 
Dynamic testing of luminaire supports 
with an improved pendulum impact fa- 
cility /, 79-10302 


Chisholm, Margaret E. 
A general information system for educa- 
tional technology (ETGIS) : a concep- 
tual scheme /, 79-7946 


Chismore, W. Dale. 
A classification of educational subject 
matter /, 79-7965 


Cho, D. H. 

Transient energy transfer by conduction 
and radiation for a sudden contact be- 
tween molten UOQ2 and sodium /, 79- 
13045 


Cholakis, J. M. 
Study of the chemical and behavioral 
toxicology of substitute chemicals in 
microtine rodents /, 79-7742 


Chollet, Deborah J. 
A cost-benefit analysis of accessibility /, 
79-16801 


Chong, Clyde H H 
Measurements of pressure for the TiHx/ 
KCIOQ,system /, 79-2282 


Choper, Willa, joint author. 
Research — translating findings into 
action /, 79-8125 
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Chou, Tien S , joint author. 
Response of LASL detonators to A.C. 
voltage /, 79-2272 


Chou, Yu T. 
Engineering behavior of pavement mate- 
rials : state of the art /, 79-12953 


Choudhury, B. J. 
Preliminary results of SAR soil moisture 
experiment, November 1975 /, 79- 
18694 


Chow, Ven Te, joint author. 
Feasibility study on research of local 
design storms : final report /, 79-4857 


Christ, Bruce W. 

Metallurgical evaluation and fracture 
analysis of a pneumatically-burst seam- 
less steel compressed gas cylinder /, 
79-6511 


Christ, M. H. 
Determination of a definition of solar 
grade silicon : final report, October 
1975-September 1976 /, 79-11189 


Christal, Raymond E. 
New CODAP programs for analyzing 
task factor information /, 79-7538 


Christensen, Lee A., 1938- , joint author. 
Economics of water quality in agriculture 
: a literature review /, 79-16152 


Christenson, Jerrold W. 

Environmental assessment using remotely 
sensed data : application of remote 
sensing data to environmental impact 
studies for transmission line routes /, 
79-18623 


Christian, W. J., joint author. 
Development and verification of fire tests 
for cable systems and system compo- 
nents /, 79-8709 


Christianson, Conrad. 
Performance of aerated lagoons in north- 
ern climates /, 79-13427 


Christie, Marjorie. 
Farmer cooperative publications /, 79- 
19189 


Christman, Peter G., joint author. 
Water recycle/reuse alternatives in coal- 
fired steam-electric power plants /, 
79-15057 


Water recycle/reuse alternatives in coal- 
fires steam-electric power plants /, 
79-2383 


Christopher, Luella Sue. 

Recognizing the People’s Republic of 
China : the experience of Japan, Aus- 
tralia, France, and West Germany : 
report /, 79-23385 
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Christopher, Warren. 
Administration policy for the eastern 
Mediterranean region /, 79-8401 


Partnership among the industrial democ- 
racies /, 79-8405 


Peaceful solutions /, 79-8409 


The role of exports in U.S. foreign policy 
/, 79-8416 


Taking stock /, 79-8414 


Christophorou, L. G. 

Gaseous dielectrics : proceedings of the 
International Symposium on Gaseous 
Dielectrics, Knoxville, Tennessee, 
USA, March 6-8, 1978 /, 79-7578 


Christy, Joe. 
The weather decision /, 79-6469 


Chu, Kuang-han, joint author. 
Seismic retrofit measures for highway 
bridges /, 79-15671 


Chu, Shirley S 
Gallium arsenide thin films on tungsten/ 
graphite substrates : phase II., 79- 
3975, 79-14992 


Thin films of gallium arsenide on low- 
cost substrates., 79-14991 


Chu, Ting L. 
Thin films of silicon on metallurgical sili- 
con substrates., 79-14993, 79-14994 


Chueng, P., joint author. 
User‘s manual, FHWA level 2 highway 
traffic noise prediction model, stamina 
1.0/, 79-21140 


Chung, Hyun S., joint author. 
GCFR core auxiliary cooling system 
design study /, 79-11252 


Chuo University, Tokyo. 
SO2 abatement for stationary sources in 
Japan /, 79-15063 


Church, Frank. 

Strategic Arms Limitation Talks and 
comprehensive test ban negotiations : a 
report to the Committee on Foreign 
Relations, United States Senate /, 79- 
6662 


CH2M Hill, inc. 

Flood insurance study : city of Norman- 
dy Park, Washington, King County., 
79-20644 

Flood insurance study : town of Buchan- 
an, Virginia, Botetourt County., 79- 
20557 

Flood insurance study : town of Win- 
throp, Washington, Okanogan County., 
79-20702 


Needs Survey. Cost methodology for 
control of combined sewer overflow 
and stormwater discharge., 79-15066 





January — December 1979 


Post biological solids characterization and 
removal from pulp mill effluents /, 
79-11458 


CH2M Hill Southeast, inc. 
1978 needs survey : continuous storm- 
water pollution simulation survey, 
users manual /, 79-13479 


Cicolani, Luigi S. 
Configuration management and automatic 
control of an augmentor wing aircraft 
with vectored thrust /, 79-18648 


A nonlinear trajectory command gener- 
ator for a digital flight-control system / 
, 79-18647 


Cifelli, Nicholas J. 
Value engineering study of bridge paint- 
ing /, 79-23126 


Cimon, Norman J., joint author. 

Airborne measurements of a copper 
smelter plume in Montana : the Ana- 
conda Company, Anaconda, Montana, 
October 1-December 9, 1976 /, 79- 
11466 


Cincinnati. University. 
Annual and fourth quarter report for 
1977-78 /, 79-19922 


Approximate indicial lift function for ta- 
pered, swept wings in incompressible 
flow /, 79-8342 


Cipra, David L 
Lighthouses & lightships of the north 
Gulf of Mexico /, 79-4915 


Cirel, Paul. 
Community crime prevention program : 
Seattle, Washington /, 79-20809 


Cisin, Ira H , joint author. 
National survey on drug abuse, 1977 : a 
nationwide study—youth, young 
adults, and older people /, 79-2571 


Ciszek, T. F. 
Silicon ribbon growth by a capillary 
action shaping technique., 79-9699 


Cities Service Oi] Company. 
EL Dorado micellar-polymer demonstra- 
tion project /, 79-13073 


Cities Service Research & Development 
Company. 
Hydrogasifier development for the hy- 
drane process., 79-17974 


City University of New York. City College. 
Improved techniques for gasifying coal., 
79-3942, 79-13168 


Civil Aeromedical Institute, Oklahoma City, 
Okla. 
Characteristics of medically disqualified 
airman applicants in calendar years 
1975 and 1976 /, 79-14246 





The development of the ATC selection 
battery : a new procedure to make 
maximum use of available information 
when correcting correlations for re- 
striction in range due to selection /, 
79-15740 


Effects of congener and noncongener al- 
coholic beverages on a clinical ataxia 
test battery /, 79-18794 


Effects of propranolol on time of useful 
function (TUF) in rats, 79-14250 

An evaluation of four MTS recurrent 
training courses /, 79-21194 

Evaluation of seating and restraint sys- 
tems and anthropomorphic dummies 
conducted during fiscal year 1977 /, 
79-15739 


Index to FAA Office of Aviation Medi- 
cine reports 1961 through 1976 /, 79- 
14249 

Injuries in air transport emergency evac- 
uations /, 79-21196 

Laboratory performance during acute in- 
toxication and hangover /, 79-18792 


A lower body negative pressure box for 
Gz simulation in the upright seated po- 
sition /, 79-18793 

A method to evaluate performance reli- 
ability of individual subjects in labora- 
tory research applied to work settings 
/, 179-8577 

Pilot performance during simulated ap- 
proaches and landings made with var- 
ious computer-generated visual glide- 
path indicators /, 79-15742 

Stress in air traffic controllers : a restudy 
of 32 controllers 5 to 9 years later /, 
79-15741 


Clabo, Roy J., joint author. 
Recycling asphalt pavements : cold recy- 
cling /, 79-21152 


Clark, D. N. 
User‘s manual for a creep-test data base / 
, 79-18037 


Clark, Elizabeth J 
Evaluation of plastic wallcovering mate- 
rials /, 79-5607 


Clark, Frank B , joint author. 
Elastic pitch beam tail rotor for LOH /, 
79-5791 


Clark, Gene, 1944- 

An evaluation of potential short-term nu- 
clear availability levels and associated 
electric utility alternate fuel use re- 
sponses /, 79-20046 


Clark, Henry L 
Soil survey of Iberia Parish, Louisiana /, 
79-1783 
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Claus, Karen E 


Clark, Lenore B. 
Siting solid waste facilities : 
phy /, 79-7735 


Clark, Lloyd K., joint author. 
Pressure and vacuum sewer demonstra- 
tion project, Bend, Oregon /, 79-9833 


Clark, P. R. 

Development of coatings for corrosion 
erosion protection of internal compo- 
nents of coal gasification vessels /, 
79-19886 


Clark, Robert M., joint author. 
Computer cost models for potable water 
treatment plants /, 79-7769 


Clark, Roger N., joint author. 

Public participation in wilderness and 
backcountry litter control : a review of 
research and management experience /, 
79-12612 


a bibliogra- 


Clark University, Worcester, Mass. 
Grid connected integrated community 
energy system /, 79-3904 
A preliminary feasibility study of a grid- 
connected integrated § community 
energy system at Clark University /, 
79-9653 


Clarke, Douglas Lane, 1936- 
The missing man : politics and the MIA / 
, 79-17859 


Clarke, J 
Capsizing/swamping accident investiga- 
tions for 1977 season /, 79-4918 
Collision accident investigations for 1977 
season /, 79-4917 


Clarke, John Frederick Gates, 1905- 
Neotropical Microlepidoptera, XXI : new 
genera and species of Oecophoridae 
from Chile /, 79-2876 


Clarke, W. L. 

Reactor primary coolant system pipe rup- 
ture study method for detection of sen- 
sitization in stainless steel /, 79-12274, 
79-12278, 79-12280, 79-21344 


Clarkson College of Technology. 

Apparatus for simultaneous measurement 
of mass change, optical transmittance, 
and reflectance of thin films /, 79- 
7690 


Clary, M. G., joint author. 
Solar heating for milking parlors /, 79- 
5458 


Classified index of National Labor Relations 
Board decisions and related court 


decisions. 
» 79-1384 


Claus, Karen E 
Signs and your business /, 79-21087 


Page I-51 





Claus, R. J., joint author. 


Claus, R. J., joint author. 
Signs and your business /, 79-21087 


Claus, Russell W. 
Ceramic coating effect on liner metal 
temperatures of film-cooled annular 
combustor /, 79-18664 


Claybrook, Joan. 
Opening remarks for hearing on proposed 
fuel economy standards for 1980-81 
light duty trucks /, 79-23209 


Clayton, E. D. , joint author. 

Criticality experiments with subcritical 
clusters of 2.35 WT% and 4.29 WT% 
235U enriched UO2 rods in water with 
uranium of lead reflecting walls /, 79- 
17379 


Handbook of critical experiments bench- 
marks /, 79-11331 


Clayton Environmental Consultants. 
Emissions testing and evaluation of Ford/ 
Koppers coke pushing control system / 
79-11430 


Clearinghouse Adell. 
Clearinghouse Adell‘s catalog of adult 
education projects., 79-11624, 79- 
16684 


Clearinghouse on Health Indexes. 
Bibliography on health indexes., 79-1115 


Cumulated annotations - Clearinghouse 
on Health Indexes., 79-4367 


Clearinghouse on the Handicapped. 
Directory of national information sources 
on handicapping conditions and related 
services., 79-20288 


Cleland, J. G. 
Pollutants from synthetic fuels produc- 
tion : facility construction and prelimi- 
nary tests /, 79-13464 


Clemens, Siegfried M. 
Abstracts of the collected works of C. G. 
Jung /, 79-4388 


Clement, Ralph W. 
Temperature in streams of New Mexico 
for the period October 1964 to Septem- 
ber 1969 /, 79-11821 


Clements, James S. 
School bus carbon monoxide intrusion /, 
79-14288 


Clemmons, S. D., joint author. 
Soil survey of Santa Cruz and parts of 
Cochise and Pima Counties, Arizona /, 
79-17753 


Clemson University. 
An instructional delivery system for man- 
power management /, 79-20053 


Investigation of reliability attributes and 
accelerated stress factors on terrestrial 
solar cells., 79-16425 
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Clemson University. College of Engineering. 
Feasibility evaluation solar heated textile 
process water : final report /, 79- 
13330 


Cleveland, Robert, 1944- 
Safety program practices in record-hold- 
ing plants /, 79-16772 


Clevenson, Sherman A, 
Effect of vibration duration on human 
discomfort /, 79-8358 


Cliff, Steven B. 
RLPORINC, the RELAP4/MODS inter- 
face to ORINC /, 79-11297 


RLPSFLUX, RELAP with surface flux 
modifications /, 79-15820 


Clifford, Roger K 
Cobalt and nickel recovery from Missouri 
lead belt chalcopyrite concentrates /, 
79-6194 


Clifton, James R. 

Possible contributions of cement and con- 
crete technology to energy conserva- 
tion : summary of the NBS/DOE 
Workshop held October 3-4, 1977 at 
the National Bureau of Standards, 
Gaithersburg, MD /, 79-14751 


Cline, D. R. , joint author. 
Water resources of the Satus Creek basin, 
Yakima Indian Reservation, Washing- 
ton /, 79-6168 


Cline, John R. 

Compilation and analysis of State regula- 
tions for SO2, NOx, opacity, continu- 
ous monitoring and applicable test 
methods /, 79-13424 


Cloud, Thomas J 
Texas lignite : environmental planning 
opportunities /, 79-2661 


Clougherty, Edward V., joint author. 
Protective clothing & equipment for fire- 
fighters : current standard practices : a 
report /, 79-7320 


Coal Chemistry Workshop, S.R.I. 

International, 1978. 

Proceedings of the 1978 Coal Chemistry 
Workshop, March 8, 9, and 10, 1978, 
SRI International, Menlo Park /, 79- 
3883 


Coastal Ecosystems Team. 
Coastal marsh productivity : a bibliogra- 
phy /, 79-6215 


Coastal Environments, inc. 
A comparison of three flooding regimes 
Atchafalaya Basin, Louisiana /, 79- 
11425 


Cultural resources evaluation of the 
northern Gulf of Mexico continental 
shelf /, 79-11857 
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Hydraulics of the Atchafalaya main chan-~ 
nel system : consideration from a mul- 
tiuse management standpoint /, 79- 
22555 


Coates, Robert, 1944- 
Survey of the research into energy-econ- 
omy interactions /, 79-19888 


Coates, Vary T 
A handbook of technology assessment : 
final report /, 79-3978 


Cobb, Donald D 
Preliminary concepts for materials mea- 
surement and accounting in critical 
facilities /, 79-2259 


Cobb, James Temple, 1938- 
Screening of zeolite catalysts for metha- 
nol conversion to light hydrocarbons /, 
79-16409 


Coburn, Winfred C. 
Soil survey of Hood and Somervell 
Counties, Texas /, 79-10714 


Cochnauer, Tim. 
Recommended stream resource mainte- 
nance flows on seven southern Idaho 
streams /, 79-6217 


Cochran, Andrew A , joint author. 
Sulfuric acid extraction technique for re- 
covering zinc and sulfur from sphaler- 
ite /, 79-6195 


Cochran, P. H. 
Response of a pole-size ponderosa pine 
stand to nitrogen, phosphorus, and 
sulfur /, 79-3494 


Site index and height growth curves for 
managed, even-aged stands of Douglas- 
fir east of the Cascades in Oregon and 
Washington /, 79-14651 


Site index and height growth curves for 
managed, even-aged stands of white or 
grand fir east of the Cascades in 
Oregon and Washington /, 79-14652 


Cocke, Joseph B. 
Influence of a gin-applied cotton additive 
on dust levels, processing performance, 
and yarn quality /, 79-3487 


Cockrell, John T. 
Evaluation of four target-identification 
training techniques /, 79-12911 


Television as stimulus input in synthetic 
performance testing /, 79-12912 


Cocks, F H 
Study of corrosion and its control in alu- 
minum solar collectors /, 79-2192, 

79-9646 


Coco, John H. 
Development of treatment and control 
technology for refractory petrochemi- 
cal wastes /, 79-20096 
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Coda, Richard L 
Water reuse in a wet process hardboard 
manufacturing plant /, 79-2362 


Cofer, W R 
Adsorption and chemical reaction of gas- 
eous mixtures of hydrogen chloride 
and water on aluminum oxide and ap- 
plication to solid-propellant rocket ex- 
haust clouds /, 79-4675 


Coggins, Cecil H. 
Prevention of kidney and urinary tract 
diseases /, 79-4336 


Coghian, William Armitage 
A program to calculate deformation 
mechanism maps using an HP-9821A 

calculator /, 79-14970 


Cohen, Alice F. 
Flexibility for residential interior spaces : 
a feasibility & building component 
analysis /, 79-22708 


Cohen, Audrey C. 
The citizen as the integrating agent /, 
79-6008 


Cohen, B. I., joint author. 
MAGIC : a one-dimensional magneto-in- 
ductive particle code /, 79-19950 


Cohen, Barry N. 
Short-term coal demand model /, 79- 
16508 


Cohen, Daniel Morris. 

Guide to the identification of genera of 
the fish order Ophidiiformes with a 
tentative classification of the order /, 
79-9502 


Cohen, Georges N. 

Limited proteolysis in microorganisms : 
biological function, use in protein 
structural and functional studies /, 79- 
15245 


Cohen, Harry S. 
Evaluating urban transportation system 
alternatives /, 79-8539 


Cohen, J. J. 
Determination of acceptable risk criteria 
for nuclear waste management /, 79- 
13359 


Cohen, Jesse M., joint author. 
Breakpoint chlorination/activated carbon 
treatment : effect on volatile halogenat- 
ed organics /, 79-7759 


Cohen, Melvin W., joint author. 
Strength and deformation properties of 
rock fill /, 79-12956 


Cohen, Murray L. 
Occupational health in health service 
areas : handbook for planning /, 79- 
8066 





Cohen, Sheldon G., joint author. 
Tobacco - its role in immunity /, 79- 
16691 


Cohen, Stephen S. 
Recent developments in French planning 
: some lessons for the United States : a 
study /, 79-8849 


Coit, Lynde. 
Wind energy : legal issues and institution- 
al barriers /, 79-19942 


Colbeck, Samuel C., joint author. 
Energy balance and runoff from a subarc- 
tic snowpack /, 79-19807 


Coldwell, Philip E 
The monetary environment /, 79-20129 


Ten C’s of holding company regulation /, 
79-20130 


Cole, Ernest R. 
Using zinc cathodes for zinc electrowin- 
ning /, 79-18529 


Cole, Henry A., joint author. 
RANDOMDEC—mathematical back- 
ground and application to detection of 
structural deterioration in bridges /, 
79-14217 


Cole, John Young, 1940- 
For Congress and the nation : a chrono- 
logical history of the Library of Con- 

gress /, 79-14040 


Cole, Richard Allen 
Entrainment at a once-through cooling 
system on western Lake Erie /, 79- 
2337 


Larval fish distributions in southwestern 
Lake Erie near the Monroe Power 
Plant /, 79-2336 


Cole, William Aaron, 1923- . 
Soil survey of Hinds County, Mississippi 
/, 7179-17751 


Coleman, H. J. 
National motor gasoline surveys : a key 
source of fuel trend data /, 79-13083 


Coleman, M. G. 
Phase I of the automated array assembly 
task of the low cost silicon solar array 
project /, 79-16416, 79-17923 


Coleman, Martha. 
Health care in correctional institutions : 
manual /, 79-13995 


Coleman, Mike 
Phase 2 of the automated array assembly 
task of the low cost silicon solar array 
project., 79-2219 


Coles, B. L., joint author. 
User‘s manual for the Livermore eco- 
nomic modeling system /, 79-22485 
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Collins, Keith J. 


Coles, Donald Earl, 1924- 
The flying hot wire and related instru- 
mentation /, 79-14056 


Coletta, Gerard C. 
Developmemnt of performance criteria 
fog protective clothing used against 
carcinogenic liquids /, 79-9979 


Collaborative Radiological Health 


Laboratory. 

CSU-FDA Collaborative Radiological 
Health Laboratory annual report., 79- 
4341 


Collard, Kathryn. 
The legal status of homemakers in Utah / 
79-21386 


College of William and Mary. Dept. of 
Physics. 
Analytic, high V7/, flux conserving equi- 
libria for cylindrical tokamaks /, 79- 
11303 


Colley, J. D. 
Assessment of technology for control of 
toxic effluents from the electric utility 
industry /, 79-13453 


Collier, Robert P. 
Status report on ECC penetration scaling 
research /, 79-14324 


Steam-water mixing and system hydro- 
dynamics program., 79-17384, 79- 
21350 

Steam-water mixing and system hydro- 
dynamics program, task 4., 79-10385, 
79-10391 


Collins, A. G., joint author. 
Flouride and iodide selective electrodes 
applied to oilfield brine analysis /, 79- 
13082 


Collins, Barbara W., joint author. 
Unvented gas space heaters /, 79-12233 


Collins, Barclay P., joint author. 

Expendable bathythermograph observa- 
tions from the NMFS/MARAD Ship 
of Opportunity Program for 1975 /, 
79-12756 


Collins, Brent L. 
Experiment data report for semiscale 
MOD-3 blowdown heat transfer test S- 
07-1 (baseline test series) /, 79-17365 


Collins, Charles M., joint author. 
Ice fog suppression using reinforced thin 
chemical films /, 79-13428 


Collins, Frank G., joint author. 
Studies of convection in a solidifying 
system with surface tension at reduces 
gravity /, 79-10178 


Collins, Keith J. 
World cotton production and use : pro- 
jections for 1985 and 1990 /, 79-16149 
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Collins, William C. 


Collins, William C. 
Optical recording characteristics of 
KF:LiF photodichroic crystals /, 79- 
11065 


Collins, William E., joint author. 
Effects of congener and noncongener al- 
coholic beverages on a clinical ataxia 
test battery /, 79-18794 


Laboratory performance during acute in- 
toxication and hangover /, 79-18792 


Colloid and Surface Science Symposium, 52d, 
University of Tennessee, 1978. 
52nd Colloid and Surface Science Sym- 
posium, June 12-14, 1978 : proceedings 
volume /, 79-9618 


Colman, Steven B. 
Case studies in reduced-fare transit — 
Portland‘s Fareless Square /, 79- 
23189 


Case studies in reduced-fare transit — 
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Czuchry ... [et al.f., 79-7555 

Digital avionics information system 
(DAIS) : training requirements analysis 
model (TRAMOD) /, 79-7554 

Mid-1980's digital avionics information 
system conceptual design configuration 
/, 179-7543 


D 


D. B. Associates. 

Technical feasibility, costs of compliance 
and economic impact assessment of the 
proposed standard for lead for selected 
industries /, 79-14021 


D‘Agostino, Ralph B., joint author. 
Perceptions of leader attributes and satis- 
faction with military life /, 79-12913 


Dagum, Estela Bee 
A comparison and assessment of seasonal 
adjustment methods for employment 
and unemployment statistics /, 79- 
6543 


On the seasonal adjustment of economic 
time series aggregates : a case study of 
the unemployment rate /, 79-15812 


Dahir, S. H. 

Alternatives for the optimization of ag- 
gregate and pavement properties relat- 
ed to friction and wear resistance /, 
79-23122 


Dahl, R. D., joint author. 
Evaluation of highway advisory radio in 
the I-35W traffic management network 
/, 79-15666 


Dahlgren Laboratory. 
Comparison of Doppler and optical pole 
position over twelve years /, 79-7504 


Design and fabrication of fiberglass/ 
epoxy expendable breechcase / by 
James L. Johndrow., 79-7499 


Determination of miss distances and hit 
probabilities in the presence of time 
varying, random, and bias errors /, 
79-7495 


Error model for geodetic positions de- 
rived from Doppler satellite observa- 
tions /, 79-7498 


An estimate of the effect of multiple ejec- 
tion rack flexibility on six-degree-of- 
freedom store ejection conditions /, 
79-7492 
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Dallons, Victor J. 


Kill probability of a Gaussian distributed 
cookie-cutter weapon against a random 
uniformly distributed point target 
within an ellipse /, 79-7503 

Long term consistency in positions of 
sites determined from Doppler satellite 
observations /, 79-7501 

Naval Gunfire Accuracy Validation Pro- 
gram (San Clemente Island Installation) 
/, 79-7494 

Roll-rate stabilization of a missle configu- 
ration with fins in in- 
compressible flow /, 79-7497 

Simplified analysis of the bore surface 
heat transfer reduction in gun barrels 
as achieved by using wear-reducing ad- 
ditives /, 79-7500 

Survey of software development technol- 
ogy at NSWC/DL/, 79-7505 

TECPACK : a utility package for the 
Tektronix 4012 graphics terminal and 
the Univac 1830A digital computer /, 
79-7502 


The ultrasonic inspection of cast explo- 
sive billets /, 79-7496 

User's guide and program maintenance 
manual for the extendable computer 
system simulator, version 15, instru- 
mentation package /, 79-7493 


D‘Aiello, R V 
Automated array assembly., 79-2205 
Automated array assembly: phase II, 
79-3910, 79-16422 
Epitaxial silicon growth for solar cells., 
79-2217, 79-7611 


Dailey, John Thomas, 1916- , joint author. 
Task Force on Deterrence of Air Piracy, 
final report /, 79-21195 


Dale, Martin E., joint author. 
Stem form changes in upland oaks after 
thinning /, 79-12590 


Dale System, inc. 
Reducing shoplifting losses /, 79-15605 


Dale, Virginia, 1924- , joint author. 

A bibliography with abstracts of U.S. 
Army Engineer Waterways Experi- 
ment Station publications related to 
pavements /, 79-11024 


Dalezman, Joseph J , joint author. 
Opinions of Air Force maintenance per- 
sonnel about conventional technical 
orders /, 79-2164 


Dalkey, Norman, joint author. 
Human health damages from mobile 
source air pollution /, 79-2369 


Dallons, Victor J. 
Multimedia assessment of pollution poten- 
tials of non-sulfur chemical pupling 
technology /, 79-13442 
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Dallons, Victor J. 


Raw wasteload characteristics of the 
hardboard industry /, 79-11452 


Dalton-Dalton-Little-Newport. 

Flood insurance study : city of Bay Vil- 
lage, Ohio, Cuyahoga County., 79- 
20547 

Recycling historic railroad stations : a 
citizen‘s manual /, 79-14195 


Reuse of historically and architecturally 
significant railroad stations for trans- 
portation and other community needs : 
documentation, analysis, evaluation /, 
79-12147 


Task summary report V : the design and 
implementation of an environmental 
monitoring program for ERDA fossil 
fuel facilities /, 79-13334 


Daly, Barbara. 
The cost of an urban blackout : the Con- 
solidated Edison blackout, July 13-14, 
1977: astudy /, 79-6681 


Dames & Moore. 
Annotated bibliography of natural re- 
source information : northwestern New 
Mexico /, 79-4566 


Damsky, L. R. 
Development of economic factors in 
tunnel construction /, 79-14267 


Danaceau, Paul. 
The health planning guidelines controver- 
sy : a report from Iowa and Texas : 
health resources studies /, 79-8032 


Dandl, R. A. 
The EBT-II conceptual design study /, 
79-11302 


Daniele, Carl J. 
Generation of linear dynamic models 
from a digital nonlinear simulation /, 
79-18687 


Daniels, Edward F., joint author. 
Noise transmission through flat rectangu- 
lar panels into a closed cavity /, 7- 
18663 


Daniels, Peter. 
Roll-rate stabilization of a missle configu- 
ration with wrap-aground fins in in- 
compressible flow /, 79-7497 


Danielson, H. H. 
Penn grade micellar displacement project 
/, 79-13074, 79-16449 


Dannenberg, Raymond O , joint author. 
Selenium removal from acidic waste 
water using zinc reduction and lime 
neutralization /, 79-6185 


Dansereau, Donald F. 
Learning strategy training materials : a 
selected subset /, 79-7559 
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Systematic training program for enhanc- 
ing learning strategies and skills : fur- 
ther development /, 79-7558 


Darago, Vincent Stephen. 

Regional workshops on bicycle safety : 
presentations, participant problems, 
programs and ideas, and recommenda- 
tions /, 79-14275 


Darden, Christine M. 
Sonic-boom minimization with nose- 
bluntness relaxation /, 79-18671 


Dare, Charles E. 
Impact of motorcycle helmet usage in 
Colorado /, 79-12219 


Dark, Shirley J. 
Characteristics of medically disqualified 
airman applicants in calendar years 
1975 and 1976 /, 79-14246 


Darr, David R 
Potential impact of easing the log export 
restriction on the Tongass National 
Forest, Alaska /, 79-1767 


Darrow, George McMillan, 1889- , joint 
author. 
Commercial blueberry growing /, 79- 
5457 


Darter, Michael I. 
Design of zero-maintenance plain jointed 
concrete pavement /, 79-8549 


Dash, Binod B , joint author. 
Coal recovery from underground bitumi- 
nous coal mines in the United States, 
by mining method /, 79-10055 


Dash, Sanford M. 

A computational model for the prediction 
of jet entrainment in the vicinity of 
nozzle boattails (The BOAT code) /, 
79-12012 


Data Transformation Corp. 
Materials and test data information sys- 
tems in highway construction : final 
report /, 79-18776 


Daterman, G. E. 
Douglas-fir tussock moth handbook 
how to use pheromone traps to deter- 
mine outbreak potential /, 79-21855 


Dattermark, Bertil, joint author. 
Solar energy house in Linkoping /, 79- 
2283 


D‘Augelli, Judith Frankel. 
Communication and parenting 
parent workbook /, 79-13754 
Communication and parenting 
trainer‘s manual /, 79-13755 


Daurio, Alan, joint author. 
Satellite power system (SPS) : prelimi- 
nary societal assessment, 79-18006 
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Davenport, Charlotte V., joint author. 
Identification of fecal indicator bacteria 
isolates from an ice-covered river /, 
79-22538 


Davenport, Edwin E , joint author. 
Transonic static and dynamic stability 
characteristics of a finned projectile 
configuration /, 79-2699 


Davidow, Joel E 
Antitrust in East-West trade : excerpt 
from the March 10, 1976 meeting of 
the Advisory Committee on East-West 
Trade., 79-3675 


Davidson, H. L. 
Comparison of wood preservatives in 
Mississippi post study : 1977 progress 
report /, 79-9451 


Davidson, Naomi Berger. 

Supplementary papers from the confer- 
ence on youth unemployment, its mea- 
surement and meaning : supplementary 
papers from a Conference on Employ- 
ment Statistics and Youth /, 79-20893 


Davidson, Walter H. 
Hybrid poplar pulpwood and lumber 
from a reclaimed strip-mine /, 79- 
16110 


Davies, Kenneth Thomas Reed, 1934- 

Is there life after TDHF? : a report based 
on a talk presented at the 1978 Gordon 
Conference on Nuclear Chemistry, 
June 19-23 /, 79-18063 


Davis, Alan, 1932- 
The measurement of reflectance of coal 
macerals : its automation and signifi- 
cance /, 79-13145 


A review of some physical methods of 
coal characterization, their application 
in constitution analysis and relevance 
to industrial utilization /, 79-13146 


Davis, Audie W. , joint author. 
Characteristics of medically disqualified 
airman applicants in calendar years 
1975 and 1976 /, 79-14246 


Davis, Carole A. 
Practices used for home canning of fruits 
and vegetables /, 79-14637 


Davis, Cecil H. , joint author. 
Reception and care planning guidance for 
host communities /, 79-19795 


Davis, Christine V. 
Boundary and annexation survey 1970- 
1975., 79-17843 


Davis, David T., joint author. 
Minnesota‘s tax-forfeited land some 
trends in timber harvested and stup- 

mage prices /, 79-19154 
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Davis, Donald Ray 
The North American moths of the genera 
Phaeoses, Opogona, and Oinophilia, 
with a discussion of their supergeneric 
affinities (Lepidoptera: Tineidae) /, 
79-4810 


Davis, Douglas D. 
A kinetics investigation of several reac- 
tions involving chlorine containing 
compounds /, 79-11991 


Davis, F. M. 
Insect diet dispenser for medium-size 
rearing programs /, 79-21920 


Davis, Laura 
Surveillance radar detection (SURDET) 
program /, 79-11091 


Davis, Leroy D. 
Hyperlipoproteinemia /, 79-17074 


Davis, Linda J. 
Rape and older women : a guide to pre- 
vention and protection /, 79-22671 


Davis, Rex E. 
Soil survey of Forrest County, Mississip- 
pi/, 79-17749 


Davis, Sarah M., joint author. 
Coal and nuclear : a comparison of the 
cost of generating baseload electricity 
by region /, 79-12265 


Davis, Thomas F. 
Persistent low-income counties in nonme- 
tro America /, 79-14703 


Davito, A M , joint author. 
Seismic analysis of the nuclear fuel serv- 
ice reprocessing plant at West Valley, 
N.Y. /, 79-2311 


Dawkins, Carole, 

Draft environmental impact statement, 
Finance docket no. 28583 (sub-no. 1F) : 
Burlinton Northern, Inc., control and 
merger St. Louis-San Francisco Rail- 
way Company et al. /, 79-10110 


Dawson, Grace. 
No little plans : Fairfax County‘s PLUS 
program for managing growth : execu- 
tive summary /, 79-8138 


Dawson, Karen S., joint author. 
Citizen education today — developing 
civil competencies /, 79-22623 


Dawson, P. R. 
Nuclear waste canister thermally induced 
motion /, 79-7678 


Day, Delbert E. 
Chemical and physical stability of refrac- 
tories for use in coal gasification., 79- 
17917 





Dayem, H. A. 

Coordinated safeguards for materials 
management in a uranium-plutonium 
nitrate-oxide coconversion facility, Co- 
precal /, 79-14946 


Dayharsh, T. I. 
Illinois local government 911 planning 
manual /, 79-15508 


Statewide considerations in Illinois 911 
system development :, 79-15509 


DCPA Staff College. 
Staff College catalog of courses., 
10962 


DCS 
Status of thermal imaging technology as 
applied to conservation /, 79-18002 


De Leuw, Cather & Company. 

AGT guideway and station technology /, 
79-15771 

Case studies in reduced-fare transit — 
Portland‘’s Fareless Square /, 79- 
23189 

Case studies in reduced-fare transit — 
Seattle‘s Magic Carpet /, 79-23190 

Denver off-peak free fare public transit 
experiment /, 79-23188 

Findings of preliminary analyses of the 
Trenton, New Jersey off-peak fare-free 
transit demonstration /, 79-23194 

Urban traffic control system first genera- 
tion FORTRAN IV overlay software 
(extended version) : executive summary 
/, 7179-15672 


79- 


De Montmollin, J. M. 
The design of integrated safeguards sys- 
tems for nuclear facilities /, 79-7687 


De Nevers, Noel Howard, 1932- 
Analysis of the environmental control 
technology for oil shale development /, 
79-13096 


de Planque, Gail. 

Evaluation of methods for the determina- 
tion of X- and gamma-ray exposure at- 
tributable to a nuclear facility using en- 
vironmental TLD measurements /, 
79-17377 


De Santis, Pietro. 
A unified treatment 
waves /, 79-11062 


De Serres, Frederick J. 
A Rational evaluation of pesticidal vs. 
mutagenic/carcinogenic action /, 79- 
13662 


De Toro, Louis N 
Information for use in determining 
whether to remove leather wearing ap- 
parel from the list of articles eligible 
for the generalized system of prefer- 
ences : report to the President on in- 
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DeBald, Paul S., joint author. 


vestigation no. 332-79(3) under section 
332 of the Tariff act of 1930., 79-2882 


De Witt, Wallace, 1920- 
Physical stratigraphy of the Genesee for- 
mation (Devonian) in western and cen- 
tral New York /, 79-11812 


Deadrick, Fred J 
Computer modeling of a log-periodic an- 
tenna /, 79-2314 
An experimental study of the use of 
Bethe hole theory for wires behind ap- 
ertures /, 79-18094 
Transient ¢ 
of a brass ship model /, 


Deal, Jack Merwin, 1934- . 
Soil survey of Miami County, Indiana /, 
79-19173 


Deal, Terrence E., joint author. 
High school ‘77 : a survey of public sec- 
ondary school principals /, 79-9919 


Dean, Debra, joint author. 
Case disposition : an assessment of litera- 
ture on police referral practices /, 79- 
10122 


Dean, Lillian F. 
Floodplain development pressures and 
Federal programs., 79-16528 


Dean, Stephen O 
The United States magnetic fusion energy 
program /, 79-3890 


Deane, Robert T. 
A feasibility study of the influence of 
capital expenditures on hospital operat- 
ing costs : final report /, 79-18336 


DeAngelis, D. G. 
Source assessment : coal-fired residential 
combustion equipment field tests, June 
1977 /, 79-11437 


DeAngelis, Donald Lee, 1944- 
A computer program to plot isotherms in 
bodies of water /, 79-11313 
A model for the movement and distribu- 
tion of fish in a body of water /, 79- 
7657 


Deardorff, Alan V. 

MTN studies : a report prepared at the 
request of the Subcommittee on Inter- 
national Trade, Abraham  Ribicoff, 
chairman /, 79-21521 


Deaux, Thomas N., joint author. 
Development and validation of a piloted 
simulation of a helicopter and external 
sling load /, 79-18653 


DeBald, Paul S., joint author. 
Raise cutting diameters for increased re- 
turns /, 79-19117 


measurements 
79-13370 
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DeBell, Dean S 


DeBell, Dean S 
The reliability of determining age of red 
alder by ring counts /, 79-1763 


Utilization and management of alder : 
proceedings of a symposium, held at 
Ocean Shores, Washington, April 25- 
27, 1977 /, 79-1771 


Decima Research. 

Overview of report no. 3 : student eco- 
nomic and educational status and re- 
ceipt of educational services /, 79- 
4256 


Overview of report 4 : student home en- 
vironment, educational achievement, 
and compensatory education /, 79- 
20314 


Student economic and educational status 
and receipt of educational services /, 
79-4258 


Student economic and educational status 
and receipt of educational services 
[erratat /, 79-15223 


Student home environment, educational 
achievement, and compensatory educa- 
tion /, 79-20315 


Students‘ economic and _ educational 
status and selection for compensatory 
education /, 79-4257 


Decker, Arthur J. 
Holography through optically active win- 
dows /, 79-17086 


Decker, C. E. 
Project Da Vinci II : data analysis and 
interpretation /, 79-9805 


Decker, W. F. 
Construction of a large transverse elec- 
tromagnetic cell /, 79-16242 


Dedrick, Allen R., joint author. 
Level-basin irrigation : a method for con- 
serving water and labor /, 79-14623 


Deepak, Adarsh. 

A comparative study of Conroy and 
Monte Carlo methods applied to multi- 
ple quadratures and multiple scattering 
/, 1719-12004 


Defense Industrial Plant Equipment Center. 
Boring machines, broaching machines, 
gear cutting and finishing machines 
[erratat., 79-12875 
Combination and miscellaneous instru- 
ments including dynamometers 
{erratat., 79-12872 
Machine centers, way type machines, 
electrical and ultrasonic erosion ma- 
79-12874 
Planers and shapers (including shapers; 
formerly part of FSC 3419) [erratat., 
79-12873 


Secondary metal forming and cutting ma- 
chines., 79-2030 
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Secondary metal forming and cutting ma- 
chines [errata}., 79-12876 

Stimulated coherent radiation devices 
(lasers) [erratat., 79-12877 


Defense Mapping Agency. Aerospace Center. 
Area charts, U.S., 79-670 
Enroute high altitude, 

79-669 


High altitude instrument approach proce- 
dures. Northeast United States., 79- 
662 

High altitude instrument approach proce- 
dures. Northwest United States., 79- 
663 


High altitude instrument approach proce- 
dures. Southeast United States., 79- 
664, 79-665 

IFR supplement, United States., 79-671 

Low altitude instrument approach proce- 
dures., 79-661 

Low altitude instrument approach proce- 
dures, United States. Military aviation 
notice, MAN., 79-667 

VFR supplement, United States., 


ULS., 79-668, 


79-672 
Defense Mapping Agency. Hydrographic 
Center. 


Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station A 
(Norway)., 79-19645 


Omega propagation correction tables for 
10.2 kHz : area 10, Central Pacific, sta- 
tion D (North Dakota)., 79-19647 


Omega propagation correction tables for 
10.2 kHz : area 10, Central Pacific, sta- 
tion F (Argentina)., 79-19648 

Omega propagation correction tables for 
10.2 kHz : area 16, South Pacific sta- 
tion D (North Dakota)., 79-19651 


Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station 
C (Hawaii)., 79-14783 


Omega propagation correction tables for 
13.6 kHz : area 17, east Pacific station 
C (Hawaii)., 79-1864 

Omega table : area 00, North Polar, pair 
A-D (Norway - North Dakota, 
U.S.A.)., 79-14775 

Omega table : area 07, Mediterranean, 
pair D-E (North Dakota, U.S.A.—Re- 
union)., 79-19646 

Omega table : area 22, Ross Sea, pair E- 
H (Reunion-Japan)., 79-5681 

Omega tables : area 24, Weddell Sea, pair 
B-D (Liberia-North Dakota, U.S.A.)., 
79-19652 

Sailing directions (enroute) for the Strait 
of Malacca and Sumatera., 79-3749 


Sailing directions for South America, vol. 
2 : East and west coasts between Rio 
de la Plata and Cabo Tres Montes in- 
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cluding Falkland, South Georgia, and 
South Sandwich Islands., 79-19644 


Sailing directions for the Pacific Islands : 
volume 3, the south-central groups., 
79-1857 


Sight reduction tables for air navigation., 
79-10918 


Defense Mapping Agency. Hydrographic/ 


Topographic Center. 
Loran-A table : Asiatic area., 79-3750 


Loran-C table : Northeast U.S.A. /, 79- 
16338 


Loran-C table : 
16336 


Loran-C table : Southeast U.S.A. /, 79- 
16337 


Notice to mariners., 


Norwegian Sea /, 79- 


79-660 

Omega propagation correction tables for 
3.4 kHz : area 12, north Atlantic, sta- 
tion G (Trinidad) /, 79-7342 

Omega propagation correction tables for 
10.2 kHz : area 00, North Polar, station 
G (Trinidad) /, 79-7339 


Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean, sta- 
tion G (Trinidad) /, 79-7340 

Omega propagation correction tables for 
10.2 kHz : area 09, Northwest Pacific, 
station C (Hawaii) /, 79-22287 


Omega propagation correction tables for 
10.2 kHz : area 09, Northwest Pacific, 
station H (Japan) /, 79-22288 


Omega propagation correction tables for 
10.2 kHz : area 11, North America sta- 
tion F (Argentina) /, 79-22290 


Omega propagation correction tables for 
10.2 kHz : area 12, North Atlantic, sta- 
tion B (Liberia) /, 79-22292 

Omega propagation correction tables for 
10.2 kHz : area 12, north Atlantic, sta- 
tion F (Argentina) /, 79-7341 

Omega propagation correction tables for 
13.6 kHz : area 13, southern Africa, 
station B (Liberia)., 79-1858 


Omega propagation correction tables for 
13.6 kHz : area 13, southern Africa, 
station F (Argentina)., 79-1859 

Omega propagation correction tables for 
13.6 kHz : area 13, southern Africa, 
station H (Japan)., 79-1860 


Omega propagation correction tables for 
13.6 kHz : area 14, Indian Ocean, sta- 
tion A (Norway)., 79-1861 


Omega propagation correction tables for 
13.6 kHz : area 14, Indian Ocean, sta- 
tion B (Liberia)., 79-1862 

Omega propagation correction tables for 
13.6 kHz : area 14, Indian Ocean, sta- 
tion H (Japan)., 79-1863 
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Omega propagation correction tables for 
13.6 kHz : area 15, Australia, station C 
(Hawaii)., 79-3751 


Omega propagation correction tables for 
13.6 kHz : area 15, Australia, station H 
(Japan)., 79-3752 


Omega propagation correction tables for 
13.6 kHz : area 16, South Pacific sta- 
tion C (Hawaii)., 79-3753 

Omega propagation correction tables for 
13.6 kHz : area 16, South Pacific, sta- 
tion D (North Dakota)., 79-3754 


Omega propagation correction tables for 
13.6 kHz : area 16, South Pacific, sta- 
tion F (Argentina)., 79-5682 

Omega propagation correction tables for 
13.6 kHz : area 16, south Pacific, sta- 
tion H (Japan)., 79-3755 


Omega propagation correction tables for 
13.6 kHz : area 18, South Atlantic, sta- 
tion A (Norway)., 79-5683 

Omega propagation correction tables for 
13.6 kHz : area 18, South Atlantic Sta- 
tion B (Liberia)., 79-5684 

Omega propagation correction tables for 
13.6 kHz : area 18, South Atlantic, sta- 
tion F (Argentina)., 79-5685 

Omega propagation correcton tables for 
13.6 kHz : area 18, south Atlantic, sta- 
tion D (North Dakota) /, 79-7343 

Omega table : area 08, Asia, pair A-G, 
(Norway-Australia) /, 79-14776 

Omega table : area 08, Asia, pair B-G, 
(Liberia-Australia) /, 79-14777 

Omega table : area 08, Asia, pair E-G, 
(Reunion-Australia) /, 79-14778 


Omega table : area 08, Asia, pair G-H, 
(Australia-Japan) /, 79-14779 


Omega table : area 09, Northwest Pacific, 
pair A-G, (Norway-Australia) /, 79- 
14780 


Omega table : area 09, Northwest Pacific, 
pair C-G, (Hawaii, U.S.A.-Australia) /, 
79-14781 


Omega table : area 09, Northwest Pacific, 


pair D-G, (North Dakota, U.S.A.-Aus- 
tralia) /, 79-14782 


Omega table : area 09, Northwest Pacific, 
pair G-H, (Australia-Japan) /, 79- 
16339 

Omega table : area 10, Central Pacific, 
pair A-G (Norway-Australia) /, 79- 
16340 

Omega table : area 10, Central Pacific, 
pair C-G, (Hawaii, U.S.A.-Australia) /, 
79-22289 

Omega table : area 10, Central Pacific, 
pair D-G, (North Dakota, U.S.A.-Aus- 
tralia) /, 79-16341 

Omega table : area 10, Central Pacific, 
pair F-G, (Argentina-Australia) /, 79- 
19649 





Omega table : area 10, Central Pacific, 
pair G-H, (Australia-Japan) /, 79- 
19650 

Omega table : area 11, North America, 
pair G-H, (Australia-Japan) /, 79- 
22291 


Omega table : area 12, North Atlantic, 
pair G-D, (Trinidad-North Dakota, 
U.S.A.)., 79-5680 

Omega table : area 14, Indian Ocean, pair 
E-H, (Reunion-Japan) /, 79-16342 

Sailing directions (enroute) for Ireland 
and the west coast of England., 79- 
14774 


Sailing directions (enroute) for Nova 
Scotia, and the St. Lawrence., 79- 
10916 


Sailing directions (enroute) for the east 
coast of the U.S.S.R., 79-10917 

Sailing directions (enroute) for the Eng- 
lish Channel /, 79-16335 

Sailing directions for east Greenland and 
Iceland : includes the island of Jan 
Mayen., 79-12816 


Sailing directions for South America : 
volume 1, east coast from Venezuelan 
border to and including Rio de la 
Plata., 79-10913 


Sailing directions for South America : 
volume III, west coast between Gulf of 
Panama and Cabo Tres Montes., 79- 
16332 


Sailing directions for southwest coast of 
Africa : Cape Palmas to Cape of Good 
Hope., 79-16334 


Sailing directions for the east coast of 
Australia : Sydney to Cape York, in- 
cluding islands in the Coral Sea., 79- 
10914 


Sailing directions for the northwest and 
north coasts of Norway : Fedjeosen to 
Nyemyetski Point, U.S.S.R., including 
Svalbard Archipelago., 79-16333 

Sailing directions for the southeast coast 
of Australia : Cape Northumberland to 
Port Jackson, including Tasmania., 
79-10915 

Sailing directions for the southwest coast 


of Norway : Lindesnes to Fedje., 79- 
12817 


Sailing directions for west coast of 
Greenland, Kap Farvel to Kap Morris 
Jesup., 79-10912 

Sailing directions (planning guide) for the 
Mediterranean., 79-14773 


Sight reduction tables for air navigation., 
79-10919 


Defield, J. Gregory, joint author. 
Disposal of radioactive iodine in space /, 
79-8366 
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Defore, R. W., joint author. 
Evaluation of physical chemical treat- 
ment at Rosemount /, 79-11450 


Degras, Lucien, joint author. 
Tropical yams and their potential /, 79- 
3482 


DeGroot, Glenn 
Bonding study on layered soil-cement /, 
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Hoff, C. F. 
A review of attachment of Stratapax[Rt 
/, 79-16469 


Huff, D. D. 
Analysis of the chemical composition of 
streamflow components /, 79-14976 
Interactive programs for low-flow fre- 
quency analyses for use in regional 
studies /, 79-13273 


Hufferd, William L 
Analysis of N-layered viscoelastic pave- 
ment system /, 79-4852 
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Hughes Helicopters (Firm) 


Huffner, J. R. 
Pilotage in the Port of New York /, 79- 
15767 


Hufford, George Allen, 1927- , joint author. 
Ground wave propagation over irregular, 
: a: , 


comparisons 
of calculations and measurements /, 
79-19608 


Huffsmith, S. A. 
Pressure bonding molybdenum alloy 
(TZM) to reaction-bonded silicon ni- 
tride /, 79-19951 


Hugh L. Dryden Flight Research Center. 
Aerodynamic derivatives for an oblique 
wing aircraft estimated from flight data 
by using a maximum likelihood tech- 
nique /, 79-14079 
A characterization of the real zeros of a 


Comparison of calculated and altitude-fa- 
cility-measured thrust and airflow of 
two prototype F100 turbofan engines /, 
79-18682 


Comparison of concurrent strain gage- 
and pressure transducer-measured flight 
loads on a lifting reentry vehicle and 
correlation with wind tunnel predic- 
tions /, 79-14078 

Effect of an alternate winglet on the pres- 
sure and spanwise load distributions of 
a first-generation jet transport wing /, 
79-11975 

Flight comparison of the transonic agility 
of the F-111A airplane and the F-111 
supercritical wing airplane /, 79- 
18678 

Flight-determined stability and control 
derivatives for the F-111 TACT re- 
search aircraft /, 79-14089 


Measurements and predictions of flyover 
and static noise of a TF30 afterburning 
turgofan engine /, 79-18681 


Hughes Aircraft Company. Research 
Laboratories. 
Indium phosphide/cadmium sulfide thin- 
film terrestrial solar cells /, 79-11146 


Hughes, C. S. 
Evaluation of recycled asphaltic concrete 
: final report /, 79-15680 


Hughes, Gregory W 
Wastewater treatment systems for safety 
rest areas /, 79-2895 


Hughes Helicopters (Firm) 
Engine/airframe/drive train dynamic in- 
terface documentation /, 79-11041 
Erosion protection for the AH-1G low 
radar cross-section main rotor blade /, 
79-11030 


Evaluation of circulation control tail 
boom for yaw control /, 79-11040 
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Hughes, Ronald H. 


Hughes, Ronald H. 

Advanced training features : bridging the 
gap between in-flight and simulator- 
based models of flying training /, 79- 
12996 


Hughes, T W , joint author. 
Source assessment : acrylic acid manufac- 
ture : state of the art /, 79-2341 


Huish, Melvin T 
Ecological studies of one channelized and 
two unchannelized wooded coastal 
swamp streams in North Carolina /, 
79-10099 


Huitt, Robert E. 
The management and logistics of blood 
banking : conference proceedings /, 
79-16719 


Hulbert, S., joint author. 
Motorists‘ requirements for active grade 
crossing warning devices /, 79-18772 


Hulburt (E. O.) Center for Space Research. 
Reminiscences of 30 years of space re- 
search [erratat /, 79-7530 


Hulburt (E. 0.) Center for Space Research. 
Selected tables of atomic spectra /, 79- 
12708 


Hulett, David T. 
Projections of energy supply and demand 
for the 1978-1979 winter heating season 

/, 1719-22503 


Hull, E. W. Seabrook. 
National Sea Grant College Program : 
the first ten years /, 79-10833 


Hull, Joseph A. 
Emergency medical services communica- 
tions system technical planning guide /, 
79-19598 


Hultberg, Randy S., joint author. 

Rotary balance data for a typical single- 
engine low-wing general aviation 
design for an angle of attack range 30 
to 90 /, 79-6304 


Human Sciences Research, inc. 
Reception and care planning guidance for 
host communities /, 79-19795 


Human Services Horizons, inc. 
Alcohol abuse and alcoholism programs : 
a technical assistance manual for health 
systems agencies /, 79-6060 


Humphrey, Arthur Earl. 
The biological production of organic sol- 
vents from cellulosic wastes. 79- 
13098 


Humphrey, Hubert Horatio, 1911-1978. 

U.S. troop withdrawal from the Republic 
of Korea : a report to the Committee 
on Foreign Relations, United States 
Senate /, 79-8899 
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Humphrey, John P. 
Energy from in situ processing of antrim 
oil shale., 79-13171 


Humphreys, Jack Bishop, 1933- 
Safety aspects of curb parking /, 
23115 


79- 


Humphries, T S 
Low toxic corrision inhibitors for alumi- 
num in fresh water /, 79-2790 


Humphries, William R 
A design for phase change thermal con- 
trol and energy storage devices /, 79- 
2751 


Hung, R. J. 
Hygroscopic chemicals and the formation 
of advection warm fog : a numerical 
simulation /, 79-12016 


Hungerford, Charles Roger, 1923- , joint 
author. 

Habitat use by native Gambel‘s and 
scaled quail and released masked bob- 
white quail in southern Arizona /, 79- 
19129 


Hunt, Charles Maxwell, 1911-, joint author. 
Retrofitting an existing wood-frame resi- 
dence for energy conservation : an ex- 
perimental study /, 79-1811 


Hunt, Julian C. R. 

Flow structure and turbulent diffusion 
around a three-dimensional hill : fluid 
modeling study on effects of stratifica- 
tion /, 79-11465 


Hunt, L. P. 
Solar silicon via improved and expanded 
metallurgical silicon technology /, 79- 
11219 


Solar silicon via the Dow Corning proc- 
ess /, 79-9669, 79-9670 


Hunter, Angeline. 
Youth camp compendium of state laws & 
regulations /, 79-13734 


Hunter, S C , joint author. 
Emission reduction on two _ industrial 
boilers with major combustion modifi- 
cations /, 79-2387 


Hurd, Helen Anne. 

Measurements and standards for recycled 
oil - II : proceedings of a conference 
held at the National Bureau of Stand- 
ards, Gaithersburg, Maryland, Novem- 
ber 29 and 30, 1977 /, 79-22239 


Hurst, Michael W, joint author. 
Air traffic controller health change study 
: @ prospective investigation of physi- 
cal, psychological and work-related 
changes /, 79-14248 
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Hurt, Gerald F. 
Electromagnetic compatibility of UHF 
land mobile receivers and the PAVE 
PAWS radar /, 79-22276 


Hurt, Maure, joint author. 
A review of Head Start research since 
1969 and an annotated bibliography /, 
79-2580 


Hurt, Samuel Sayer, 1930- 


Oak Ridge research reactor., 79-14972 


Hurt, Samuel Sayers, 1930- 
Bulk shielding facility /, 79-13277 
Bulk shielding facility quarterly report /, 
79-19916 


Hurtt, C. C., joint author. 
Monitoring of prestressed concrete pres- 
sure vessels /, 79-7650, 79-11306 


Hurtubise, R. J. 
Effects of solvent characteristics on 
Wyodak coal liquefaction., 79-13174 


Hurwitz, Elliott, joint author. 

Comparative evaluation of costs, quality 
and system effects of ambulatory sur- 
gery performed in alternative settings : 
final report /, 79-2576 


Hushelpeck, Margaret B. 
Putting an employee newsletter together 
/, 79-8079 


Husted, R R 
Site alteration effects from rocket exhaust 
impingement during a simulated Viking 
Mars landing : pt. II. Chemcial and 
biological site alternation /, 79-6300 


Hutchins, Cecil C 
Pulpwood prices in the Southeast, 1977 /, 
79-1764 


Hutchins, Floyd E. 
Toxicity of pulp and paper mill effluent : 
a literature review /, 79-13430 


Hutchins, Paul F. 
Engineering-economic analysis of mobile 
home therma! performance /, 79- 
18036 


Hutchinson, C B , joint author. 
Reconnaissance water sampling for 
radium-226 in central and nothern 
Florida, December 1974-March 1976 /, 
79-6176 


Hutchinson, E. Carter, joint author. 
Availability and quality of ground water, 
Southern Ute Indian Reservation, 
southwestern Colorado /, 79-22893 


Hutchinson, John Wendle, 1927- 
Recreational vehicle accident investiga- 
tion study /, 79-17277 





January — December 1979 


Hutchinson, Louise Daniel. 
Out of Africa : from west African king- 
doms to colonization /, 79-10262 


Hutchison, Dennis E. 
Soil survey of Midland County, Michigan 
/, 7179-14684 


Hutchison, Marilyn K. 
A guide to the work-relatedness of dis- 
ease /, 79-18303 


Occupational health in health service 
areas : handbook for planning /, 79- 
8066 


Huther, John W. 
Articulation in allied health education : 
the North Carolina experience /, 79- 
20435 


Hutmacher, E. S. 
Study of safety relief valve operation 
under ATWS conditions /, 79-21334 


Hutson, James H 
Letters from a distinguished American : 
twelve essays by John Adams on 
American foreign policy, 1780 /, 79- 
4655 


Hutzler, Mary J., joint author. 
The international energy 
system /, 79-13251 


Huval, C,. J. 

Comparison of numerical and physical 
hydraulic models, Masonboro Inlet, 
North Carolina : appendix 4, simplified 
numerical (lumped parameter) simula- 
tion /, 79-7437 


evaluation 


Huyler, Neil K. 
A cost analysis : processing maple syrup 
products /, 79-10695 


Hwang, BaoChuan 
Rocket exhaust ground cloud/atmospher- 
ic interactions /, 79-10172 


Hwang, Charles C 
Effect of duct fire on the ventilation air 
velocity /, 79-6184 


Hwang, Chintsun. 

Investigation of steady and fluctuating 
pressures associated with the transonic 
buffeting and wing rock of a one-sev- 
enth scale model of the F-5A aircraft/, 
79-18629 


Hwang, Hu Hsien, 1923- 
Synchronization of the ERDA-NASA 
100 kW wind turbine generator with 
large utility networks /, 79-11208 


Hyatt, Richard J. 

Legal and institutional implications of 
providing financial incentives to en- 
courage the development of solar tech- 
nologies /, 79-22481 





Hydrocomp inc. 
Watershed erosion and sediment trans- 
port model /, 79-20082 


Hydrologic Engineering Center. 
Proceedings of a seminar on hydrologic 
aspects of project planning, 7-9 March 
1972., 79-3827 


Hydroscience, inc. 
A statistical method for assessment of 
urban stormwater : loads, impacts, con- 
trols /, 79-18122 


Hyland, Howard L. 
Plant material introduced January 1 to 
December 31, 1974 : (nos. 384428 to 
391684) /, 79-5515 


Hyndman, J. R. 
Interactive programs for low-flow fre- 
quency analyses for use in regional 
studies /, 79-13273 


I 


Iannacchione, A. T. 

Geology of the Lower Kittanning 
coalbed and related mining and meth- 
ane emission problems in Cambria 
County, Pa. /, 79-15442 


ICF Incorporated. 

The Energy Extension Service evaluation 
: a summary of the analysis plan /, 
79-9728 

Medium-run oil and gas supply model 
1977 data update /, 79-20025 

Technical analysis of steam coal prices in 
six OECD countries /, 79-13230 


Idaho. 

Photo series for appraising thinning slash 
in north Idaho : western hemlock, 
grand fir, and western redcedar timber 
types /, 79-14669 


Idaho. Bureau of Mines and Geology. 
Minerals in the economy of Idaho., 
13919 


79- 


Idaho. Dept. of Reclamation. 
Water supply outlook for Idaho and Fed- 
eral-State-private cooperative snow 
surveys., 79-33 


Idaho. Dept. of Water Resources. 
Water supply outlook for Idaho and Fed- 
eral-State-private cooperative snow 
surveys., 79-33 


Idaho National Engineering Laboratory. 
Boiling water reactor off-gas systems 
evaluation /, 79-21337 
Dawsonite and nahcolite survey /, 79- 
22415 
Dowcomer fluid phenomena in LOFT 
nonnuclear LOCEs /, 79-21315 
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Illinois. Commerce Commission. 


Experiment data report for semiscale 
MOD-3 blowdown heat transfer test S- 
07-1 (baseline test series) /, 79-17365 

Geothermal applications on the Madison 
(Pahasapa) aquifer system in South 
Dakota : final report, October 1, 1976- 
September 30, 1977 /, 79-7643 


Light water reactor fuel response during 
reactivity initiated accident experi- 
ments /, 79-17364 

LOFT steady state critical heat flux tests 
(6.9 to 13.8 MPa) /, 79-21313 


Program plan for DOE's participation in 
the IEA Working Party on Energy 
Conservation Research and Develop- 
ment., 79-14858 


TEEE Power Engineering Society. 

Gaseous dielectrics : proceedings of the 
International Symposium on Gaseous 
Dielectrics, Knoxville, Tennessee, 
USA, March 6-8, 1978 /, 79-7578 


Ignatius, Paul R 
Department of Defense reorganization 
study project : Departmental headquar- 
ters study - a report to the Secretary of 
Defense., 79-1856 


IGY World Data Center A: Oceanography. 
Oceanographic data exchange., 79-5639, 
79-16252 
Semiannual report of oceanographic data 
exchange., 79-10841 


Ties, P. A. 
Silicon solar cell process development, 
fabrication, and analysis., 79-16427 


Illinois. Agricultural Experiment Station, 

Urbana. 

Soil survey of Du Page and part of Cook 
Counties, Illinois /, 79-14681 

Soil survey of Jackson County, Illinois /, 
79-12627 

Soil survey of Kane County, Illinois /, 
79-16124 

Soil survey of Kankakee County, Illinois 
/, 79-19170 

Soil survey of St. Clair County, Illinois /, 
79-3502 

Soil survey of Union County, Illinois /, 
79-10721 


Illinois. Commerce Commission. 
Illinois local government 911 planning 
manual /, 79-15508 


Illinois 911 telephone planning manual /, 
79-15507 


Statewide considerations in Illinois 911 
system development :, 79-15509 
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Illinois. Division of Radiological Health. 


Illinois. Division of Radiological Health. 
Transportation of radioactive materials in 
Illinois : June 6, 1977 to June 6, 1978 /, 
79-18868 


Illinois. Environmental Protection Agency. 
An instructional delivery system for man- 
power management /, 79-20053 


Illinois. State Geological Survey. 
Geochemical evaluation and characteriza- 
tion of a Pittsburgh no. 8 and a Rose- 

bud seam coal /, 79-13260 


Geologic and geochemical studies of the 
New Albany Group (Devonian black 
shale) in Illinois to evaluate its charac- 
teristics as a source of hydrocarbons., 
79-19923 


Minerals in the economy of Illinois., 
18541 


Illinois. University. 
Evaluation of performance of select 
fusion experiments and projected reac- 
tors /, 79-11998 


Livestock feedlot runoff control by vege- 
tative filters /, 79-22551 


Illinois. University. Dept. of Civil 
Engineering. 
Biological conversion of biomass to 
methane /, 79-11171 


Biological conversion of biomass to 
methane : annual progress report for 
period June 1, 1976-May 31, 1977 /, 
79-11170 


79- 


Illinois. University at Urbana-Champaign. 
Geologic and geochemical studies of the 
New Albany Group (Devonian black 
shale) in Illinois to evaluate its charac- 
teristics as a source of hydrocarbons., 
79-19923 


Illinois. University at Urbana-Champaign. 
Dept. of Civil Engineering. 
Design of zero-maintenance plain jointed 
concrete pavement /, 79-8549 


Illinois Coal Gasification Group. 
Pipeline gas demonstration plant, phase 
I., 79-5843, 79-13144 


Illinois Institute of Technology. 
SPAR data handling utilities /, 79-11961 


Illinois Telephone Association. 
Illinois 911 telephone planning manual /, 
79-15507 


Iman, Ronald L. 
Risk methodology for geologic disposal 
of radioactive waste : sensitivity analy- 
sis techniques /, 79-17369 


Imbsen, Roy A. 

An investigation of the effectiveness of 
existing bridge design methodology in 
providing adequate structural resistance 
to seismic disturbances., 79-23120 
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An investigation of the effectiveness of 
existing bridge design methodology in 
providing adequate structural resistance 
to seismic disturbances : Phase IV : 
seismic response of bridges, case stud- 
ies /, 79-14233 


Imley, Ralph Willard, 1908- joint author. 
Lithology and subdivisions of the Jurassic 
stump formation in southeastern Idaho 
and adjoining areas /, 79-11813 


IMS America, Ltd. 
Drug abuse warning network : phase IV 
report, May 1975- April 1976 /, 79- 
20815 


Drug abuse warning network : phase VI 
report, May 1977-April 1978 /, 79- 
4601 


Inaba, Darryl. 
Pharmacological and toxicological per- 
spectives of commonly abused drugs /, 

79-13762 


Inciardi, James A. 
Acute drug reactions in a hospital emer- 
gency room /, 79-18326 


Inco Research & Development Center. 
Evaluation of high chromium overlays to 
protect less alloyed substrates from 
corrosion in a coal gasification atmos- 
phere /, 79-17982 


Independent Petroleum Association of 
America. 
A comparison of EIA and IPAA petro- 
leum forecasts for 1978 and 1979 /, 
79-20045 


India. Treaties, etc. United States, Dec. 23, 
1977. 

Air transport services : 

agreement between the United States 

of America and India, modifying the 


low-cost fares : 


agreement of February 3, 1956, as 
amended, effected by exchange of let- 
ters signed at New Delhi December 23, 
1977., 79-8472 


Indian Education Resources Center. 
IERC bulletin., 79-1193 


Indian Education Resources Center. Branch 
of Research. 
BIA education research bulletin., 
1192 


Indiana. Agricultural Experiment Station, 
Lafayette. 
Predicting rainfall erosion losses : a guide 
to conservation planning /, 79-7156 


Soil survey of Hamilton County, Indiana 
/, 79-7214 


Soil survey of Johnson County, Indiana / 
, 79-12629 


Soil survey of Miami County, Indiana /, 
79-19173 


79- 
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Soil survey of Posey County, Indiana /, 
79-21906 


Soil survey of Vermillion County, Indi- 
ana /, 79-5510 


Soil survey of Warrick County, Indiana / 
» 7179-10722 


Indiana. Dept. of Natural Resources. 
Effects of pumping on ground-water 
levels near Taylorsville, Bartholomew 
County, Indiana /, 79-11822 


Indiana. State Highway Commisson. 
Research and Training Center. 
Evaluation of recycled bituminous pave- 
ments : final report /, 79-15679 


Indiana. University. 
Separation and structural elucidation of 
coal molecule fragments /, 79-13093 


A survey of international intergovern- 
mental organizations : the strategies 
that they use to abate pollution /, 79- 
20057 


Indiana. University. Institute for Research in 
Public Safety. 
An analysis of laws and procedures gov- 
erning contested elections and recounts 
/, 79-4951 


Seminars for probation, diagnosis, referral 
personnel in alcohol, highway safety 
programs /, 79-15782 


Indiana, University. School of Public and 
Environmental Affairs. 
An analysis of laws and procedures gov- 
erning absentee registration and absen- 
tee voting in the United States /, 79- 
10340 


Indiana Geological Survey. 
Minerals in the economy of Indiana., 
79-15456 


Indiana University. Graduate Library 
School. 
Government publications, their role in 
the national program for library and 
information services /, 79-17348 


Indra, Orville. 
Soil survey of Boyd County, Nebraska /, 
79-10708 


Industrial Environmental Research 
Laboratory, Cincinnati, Ohio. 
Analysis of priority pollutants at a prima- 
ry aluminum production facility /, 79- 
16540 


Analysis of priority pollutants at a prima- 
ry zinc production facility /, 79-22545 


Assessment of best available technology 
economically achievable for synthetic 
rubber manufacturing wastewater /, 
79-7774 


Assessment of potential toxic releases 
from leather industry dyeing operations 
/, 79-7738 





January — December 1979 Industrial Environmental Research Laboratory, Cincinnati, Ohio. Food and Wood 


Background study on the development of 
a standard leaching test /, 79-22547 

Bibliography on mined-land reclamation 
/, 19-22565 

Boom configuration tests for calm-water, 
medium-current oil spill diversion /, 
79-4080 

Capsule report, control of acidic air pol- 
lutants by coated baghouses /, 79- 
18183 

Characterization of priority pollutants 
from a secondary lead and battery 
manufacturing facility /, 79-13444 

Cleanup efficiency and biological effects 
of a fuel oil spill in cold weather : the 
1977 Bouchard no. 65 oil spill in Buz- 
zards Bay, Massachusetts /, 79-4087 


Color removal from NSSC mill effluents 
by ultrafiltration /, 79-11457 

Commercial feasibility of recovering 
tomato processing residuals for food 
use /, 79-7776 


Comparison of three waste leaching tests 
/, 79-20095 

Comparison of three waste leaching tests 
: executive summary /, 79-20052 

Control technology for the metal finish- 
ing industry : evaporators : summary 
report., 79-20118 

Demonstration of ultrafiltration and 
carbon adsorption for treatment of in- 
dustrial laundering wastewater /, 79- 
7767 


Development of a sorbent distribution 
and recovery system /, 79-7803 


Dewatering active underground coal 
mines : technical aspects and cost-effec- 
tiveness /, 79-22567 

Disposal of an integrated pulp-paper mill 
effluent by irrigation /, 79-11456 

Dissolved air flotation treatment of Gulf 
shrimp cannery wastewater /, 79- 
15053 


Effectiveness of surface mine sedimenta- 
tion ponds /, 79-9829 


The environmental and pollution aspects 
of coal slurry pipelines /, 79-18143 


Environmental assessment of surface 
mining methods /, 79-22559 


Environmental assessment of waste-to- 
energy processes : source assessment 
document /, 79-11469 


Environmental pollution control alterna- 
tives : economics of wastewater treat- 
ment alternatives for the electroplating 
industry., 79-20117 

Evaluation of an extended aeration proc- 
ess for Skokomish salmon processing 
wastewater treatment /, 79-11454 

Evaluation of the environmental effects 


of western surface coal mining /, 79- 
15064, 79-20106 





First Annual Conference on Advanced 
Pollution Control for the Metal Finish- 
ing Industry., 79-13478 

Gamma radiation treatment of waters 
from lignite mines /, 79-18172 

Hydrolysis of iron from acidic liquors /, 
79-2357 

Limestone and lime neutralization of fer- 
rous iron acid mine drainage /, 79- 
11429 

Method for determining potential odor 
contribution of selected kraft process 
streams /, 79-22548 


Multimedia assessment and environmental 
research needs of the cement industry / 
by Ronald F. Smith, James E. Levin, 
A. T. Kearney, inc., 79-20097 

Oil pollution § reports., 79-7800, 79- 
11472, 79-11479 

On-site production of activated carbon 
from kraft black liquor /, 79-7773 


Overview of the environmental control 
measures and problems in the food 
processing industries /, 79-11453 


Overview of the fresh pack food indus- 
tries /, 79-7781 

Oxidation ditch treatment of meatpacking 
wastes /, 79-11455 

Performance evaluation of an electrostat- 
ic precipitator installed on a copper 
smelter reverberatory furnace /, 79- 
22549 


Performance testing of oil mop zero rela- 
tive velocity oil skimmer /, 79-9850 

Performance testing of selected sorbent 
booms /, 79-7804 


Performance testing of the Tetradyne 
high speed air jet skimmer /, 79-7770 


Performance tests of four selected oil 
spill skimmers /, 79-7778 


Pollution control guidelines for coal 
refuse piles and slurry ponds /, 79- 
7805 


Post biological solids characterization and 
removal from pulp mill effluents /, 
79-11458 


Preliminary environmental assessment of 
biomass conversion to synthetic fuels /, 
79-7802 

Proceedings ninth National Symposium 
on Food Processing Wastes : March 
29-31, 1978, Denver, Colorado /, 79- 
7771 


Purification of waters discharged from 
Polish lignite mines /, 79-22562 

Raw wasteload characteristics of the 
hardboard industry /, 79-11452 

Removal of trace elements from acid 
mine drainage /, 79-22564 

Reuse of fermentation brines in the cu- 
cumber pickling industry /, 79-7780 
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Reuse of treated fruit processing 
wastewater in a cannery /, 79-7777 
Second Conference on Advanced Pollu- 
tion Control for the Metal Finishing 
~ anatng presented at Orlando Hyatt 
louse, Kissimmee, Fl., February 5-7, 

wR /, 7179-16529 

Selected methods for detecting and trac- 
ing hazardous materials spills /, 79- 
18141 

Soil genesis, hydrological properties, root 
characteristics and microbial activity of 
1-to 50-year old stripmine spoils /, 79- 
22563 

Source assessment : acrylic acid manufac- 
ture : state of the art /, 79-2341 

Source assessment : charcoal manufactur- 
ing : state of the art /, 79-9830 

Source assessment : coal refuse piles, 
abandoned mines, and outcrops : state 
of the art /, 79-4069 


Source assessment : open mining of coal : 
state of the art /, 79-7753 


Source assessment : transport of sand and 
gravel /, 79-7754 


Source emission tests at the Baltimore 
demonstration pyrolysis facility /, 79- 
11475 


Summary report on emissions from the 
glass manufacturing industry /, 79- 
22546 

System for applying powdered gelling 
agents to spilled hazardous materials /, 
79-2359 

Tioga River mine drainage abatement 
project /, 79-13477 


Trace element study at a primary copper 
smelter /, 79-2342 


Treatment of packinghouse wastewater 
by intermittent sand filtration /, 79- 
9835 

Treatment of wastewaters from adhesives 


and sealants manufacture by ultrafiltra- 
tion /, 79-7766 


Vibratory spiral blancher-cooler /, 79- 
7779 


Systems Environmental Control Division. 

Technological overview reports for eight 
shale oil recovery processes /, 79- 
18173 


Industrial Environmental Research 


Laboratory, Cincinnati, Ohio. Food and 

Wood Products Branch. 

Multimedia assessment of pollution poten- 
tials of non-sulfur chemical pupling 
technology /, 79-13442 
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Industrial Environmental Research Laboratory, Cincinnati, Ohio. Metals and 


Industrial Environmental Research 
Laboratory, Cincinnati, Ohio. Metals and 
Chemicals Branch. 


Environmental pollution control alterna- 
tives : economics of wastewater treat- 
ment alternatives for the electroplating 
industry., 79-20117 


Industrial Environmental Research 


Publications on the analysis of spilled 
hazardous and toxic chemicals and pe- 
troleum oils., 79-22526 


Industrial Environmental Research 
Laboratory, Cincinnati, Ohio. Resource 
Extraction and Handling Division. 
Limestone and lime neutralization of fer- 

rous iron acid mine drainage /, 79- 
11429 


Utilization of fly ash and coal mine refuse 
as a road base material /, 79-22566 


Industrial Environmental Research 
Laboratory, Corvallis, Or. Food and Wood 
Products Branch. 

Proceedings ninth National Symposium 
on Food Processing Wastes : March 
29-31, 1978, Denver, Colorado /, 79- 
7771 


Industrial Environmental Research 
Laboratory, Corvallis, Or. Industrial 
Pollution Control Division. 

Raw wasteload characteristics of the 
hardboard industry /, 79-11452 


Industrial Environmental Research 
Laboratory, Research Triangle Park, N.C. 
Advanced oil processing/utilization envi- 
ronmental engineering : EPA program 
status report /, 79-2384 

Alternatives to calcium-based SO, sor- 
bents for fluidized-bed combustion : 
conceptual evaluation /, 79-2381 


Analysis of cascade impactor data for cal- 
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Advisory Committtee to the U.S. Com- 
mission on Civil Rights : [prepared by 
Gloria A. Lopez and Sally E. Jamest., 
79-16321 


Lopez, J. 

Research and development of an ad- 
vanced process for conversion of coal 
to synthetic gasoline and other distil- 
late motor fuels., 79-3927 


Lopez, Larry S. 
Abbreviations for technical writers /, 
79-16470, 79-22444 


Lopez, Ramon, joint author. 
Voting systems in agricultural coopera- 
tives /, 79-14697 


Lord, D E 
Optical inspection of small-diameter deep 
bores using rod optics with low-light 
television and still photography /, 79- 
4014 


Photographic and video techniques use in 
the 1/5-scale Mark I boiling water 
pressure supression experiment /, 79- 
2313 


Lord, Michael E. 
Modification of SUPORT : a linear 
boundary value problem solver /, 79- 
22425 


Validation of an invariant embedding 
method for Fredholm integral equa- 
tions /, 79-7679 


Lordi, N J , joint author. 
Horizontal eddy diffusivities in the north- 
ern hemispheric stratosphere and lower 
mesosphere /, 79-2732 


Lorenzo, Carl F., joint author. 
Space shuttle active-pogo suppressor con- 
trol design using linear quadratic regu- 
lator techniques /, 79-18646 


Lorio, Peter L. 
Developing stand risk classes for the 
southern pine beetle /, 79-21865 


Lorton, G, A. 
Removal of phenols from process con- 
densate /, 79-14908 


Lorz, Harold W. 
Effects of selected herbicides on smolting 
of coho salmon /, 79-22537 
Effects of several metals on smolting of 
coho salmon /, 79-7747 





Los Alamos Scientific Laboratory. Applied 
Photochemistry Division. 
Introduction to laser isotope separation : 
a new uranium enrichment process., 
79-13001 


Los Alamos Scientific Laboratory. 
Science and Services Division. C-2 
Software Documentation. 
Computer Science and Services Divi- 
sion., 79-9740 


Los Alamos Scientific Laboratory. Group 
Wx-4. 
DOE-2 /, 79-14947 


Los Alamos Scientific Laboratory. HDR 
Project Staff. 
Hot dry Rock geothermal energy devel- 
opment project : annual report, fiscal 
year 1977 /, 79-11278 


Los Angeles. University of Southern 
California. Institute of Safety and Systems 


Management. 

Multidisciplinary accident investigation : 
school bus locomotive-caboose colli- 
sion /, 79-4940 


Loss, F J 
Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 31 May 1976 /, 79-2142 


Lotan, James E. 

Fifth-year seed : seedling ratios of lodge- 
pole pine by habitat type and seedbed 
preparation technique /, 79-21871 

Opening temperatures in serotinous cones 
of lodgepole pine /, 79-9454 

Regeneration and early growth on strip 
clearcuts in lodgepole pine/bitterbrush 
habitat type /, 79-21870 


Lothner, David C 
Minnesota‘s tax-forfeited land some 
trends in timber harvested and stup- 
mage prices /, 79-19154 


Lott, James R. , joint author. 
Potential for heating western tree seed- 
ling greenhouses with Geothermal 
Energy /, 79-18187 


Lotts, A, L. 
High-temperature gas-cooled reactor fuel 
recycle development /, 79-18065 


Loucks, R A 
Occidental vertical modified in situ proc- 
ess for the recovery of oil from oil 
shale : phase 1 /, 79-5887 
Occidental vertical modified in situ proc- 
ess for the recovery of oil from oil 
shale, phase 1 /, 79-5888, 79-13340 


Lough, Harold W. 
Dairy manufacturing plant capacity and 
utilization /, 79-16090 
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Loveland, R B , joint author. 


Loughlin, Richard M. 
Remoteness-compensation methodology 
for benefit/cost establishment and dis- 
continuance criteria /, 79-4885 


Committee on Aging, House of —. 

sentatives, Ninety-sixth 

session, February 28, 1979., wervene 
The 1978 HUD survey on the quality of 

community life : a data book. 79- 

6094, 79-20492 


Louis, Jean F. 
Combined cycle research program., 79- 
14952, 79-14953 
Critical contributions in MHD power 
generation., 79-3939, 79-11234, 79- 
13153, 79-19879 


Soil survey of Iberia Parish, Louisiana /, 
79-1783 


Louisiana. Dept. of Highways (1942- ) 
Aerodynamic investigations of the 
Luling, Louisiana cable-stayed bridge / 
» 79-10295 


79-3651 


Louisiana Geological Survey. 
Minerals in the economy of Louisiana., 
79-15457 
Louisiana State University Medical Center. 
Cardiovascular profile of 15,000 children 
of school age in three communities, 
1971-1975 /, 79-7992 


Lourie, Ira S., joint author. 
The role of the mental health professional 
in the prevention and treatment of 
child abuse and neglect /, 79-22690 


Love, D. W. , joint author. 
Eocene rocks, fossils, and geologic histo- 
ry, Teton Range, northwestern Wyo- 
ming /, 79-8239 


Love, John David, 1913- 
Eocene rocks, fossils, and geologic histo- 
ry, Teton Range, northwestern Wyo- 
ming /, 79-8239 


Lovelace, Norman L, joint author. 
Auto-Qual modelling system /, 79-5925 


Loveland, R B , joint author. 

Atmospheric waterdrop size distribution 
at Capistrano Test Site (CTS) from 16 
April through 11 May 1974 /, 79- 
2117, 79-5765 
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Lovering, Thomas Seward, 1896- 


Lovering, Thomas Seward, 1896- 
General geology and mines of the East 
Tintic mining district, Utah and Juab 

Counties, Utah /, 79-13889 


Lovill, J. E. 
Total ozone retrieval from satellite multi- 
channel filter radiometer measurements 
7, 7179-13381 


Low, Richard D. H. 
Effects of cloud particles on remote sens- 
ing from space in the 10-micrometer 
infrared region /, 79-7478 


Mesoscale determination of cloud-top 
height : problems and solutions /, 79- 
7479 


Lowe, Charles H , joint author. 

Ecology of the saguaro : II, reproduc- 
tion, germination, establishment, 
growth, and survival of the young 
plant / Warren F. Steenbergh & 
Charles H. Lowe., 79-2659 


Lowell, Carl E , joint author. 
Erosion/corrosion of turbine airfoil mate- 
rials in the high-velocity effluent of a 
pressurized fluidized coal combustor /, 
79-2788 


Lowenbach and Schlesinger Associates. 
Arsenic : a preliminary materials balance 
/, 79-18108 


Lowenbach, William A. 
Arsenic : a preliminary materials balance 
/, 79-18108 


Lower Mississippi River Forecast Center. 
River summary and forecast., 79-359 


Lowrey, Robert A., joint author., 
Methodology for designing cost-effective 
monitoring and compliance strategies 

for pesticide use /, 79-7784 


Lowry, David W. 

Structural concepts and aerodynamic 
analysis for low radar cross section 
(LRSC) fuselage configurations /, 79- 
9597 


Lowry, Dorothy E. 

Item types used in numbered tests for 
Federal employment developed by the 
U.S. Civil Service Commission /, 79- 
19639 


Lowry, Larry M. 
Evaluating strength and ductility of irra- 
diated zircaloy, task 5., 79-14321 


Loy, Michael D., joint author. 
Bucket wheel excavator study /, 79- 
19891 


Loyalka, S. K. 
Analysis of aerosol particles undergoing 
gravitational agglomeration /, 79- 
18869 
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Lu, C. C, 

Cephalopods from Deepwater Dumpsite 
106 (western Atlantic) : vertical distri- 
bution and seasonal abundance /, 79- 
15611 


Lu, Yao Chi, 1932- . 
Agricultural productivity : expanding the 
limits /, 79-21853 


Lubke, Roger A 
Vehicle detection phase III : passive bus 
detector/intersection priority system 
development : option II, manufacturing 
drawings and protytpe development /, 
79-6450, 79-6451, 79-6452 


Lubov, Andrea 
Issuing municipal bonds : a primer for 
local officials /, 79-16082 


Lucas, J. Richard. 
Design optimization in underground coal 
systems /, 79-19871, 79-19872 


Lucas, Robert C., joint author. 
Wilderness management /, 79-5461 


Lucci, A D 
Advanced coal fueled combustor/heat ex- 
changer technology study /, 79-5860 


Lucey, Patrick J., 1918- 
The United States and Mexico /, 79- 
20970 


Luckie, Peter T. 

Developing/modifying coal grinding pro- 
cedures and equipment to produce pre- 
dictable size distributions during coal 
preparation., 79-13187 


Luckring, James M. 

Theoretical estimation of the transonic 
aerodynamic characteristics of a super- 
critical-wing transport model with 
trailing-edge controls /, 79-8347 


Theroetical and experimental analysis of 
longitudinal and lateral aerodynamic 
characteristics of skewed wings at sub- 
sonic speeds to high angles of attack /, 
79-4670 


Ludemann, W. D. 
Corrosion studies on retrievable spent 
fuel containers : a progress report /, 
79-19978 


Ludke, J. Larry, joint author. 
Monitoring fish and wildlife for environ- 
mental pollutants /, 79-18554 


Ludlow, Christy L., joint author. 
MEDLINE users manual and thesauraus 
for specialists in communicative disor- 
ders /, 79-22637 


Ludtke, Norman, 
Weight study : 1978 Chrysler Omni /, 
79-23202 
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Ludwig, Claus B., 1924- 
Development of criteria for monitoring 
of airport ground pollution /, 79- 
14255 


Ludwig, F. L. 
Selecting sites for monitoring total sus- 
pended particulates /, 79-11402 


Site selection for the monitoring of pho- 
tochemical air pollutants /, 79-9813 


Luebcke, Erdmann H , joint author. 
Turbine engine particulate emission char- 
acterization /, 79-4895 


Luecke, D. F., joint author. 
Resource use and residuals generation in 
households /, 79-13415 


Luedtke, Robert J. 
Environmental effects of western coal 
combustion /, 79-9826 


Luenberger, David G., 1937- , joint author. 
Optimization of large-scale deterministic 
systems using descriptor variable 
theory and spatial dynamic program- 
ming /, 79-22483 


Luers, James K , joint author. 

An evaluation of electrochemical Con- 
centration Cell (ECC) sonde measure- 
ments of atmospheric ozone /, 79- 
2718 


Luke, K. W., joint author. 
Characterization of carbide lime to identi- 
fy sulfite oxidation inhibitors /, 79- 
9859 


Lukens, Laurance L., joint author. 
Solar irrigation program plan /, 79-7671 


Lula, J. W. 
Testing the interlaminate adhesion of 
multilayer printed wiring boards : topi- 
cal report /, 79-13064 


Lum, Harry S., joint author. 
Evaluation of techniques for warning of 
slow-moving vehicles ahead /, 79- 
23116 


Lum, Robert W., joint author. 
Calibration of three year old child dum- 
mies /, 79-14289 


Lumb, Ralph F. 
A review of the application of strategic 
analysis to material accounting : a con- 
sensus report /, 79-23299 


Lummus Company. 
Prototype pilot plant operation : 
ane process., 79-14872 


Synth- 


Lunde, Tjerand. 

Real-time testing of titanium sheet and 
extrusion coupon specimens subjected 
to Mach 2.7 supersonic cruise aircraft 
wing stresses and temperatures /, 79- 
8318 





January — December 1979 


Lundgren, Allen L., joint author. 

Converting partially-stocked aspen stands 
to fully-stocked stands in the Lake 
States : an economic analysis /, 79- 
9464 


Equations for estimating stand establish- 
ment, release, and thinning costs in the 
Lake States /, 79-9435 


Lundgren, Allen L. 
The extent and characteristics of low 
productivity aspen areas in Wisconsin / 
» 79-12610 


Lunn, Eugene, 1921- 
The National Accident Sampling System 
: a Status report /, 79-18809 


Lunney, Glynn S 
News conference on US/USSR rendez- 
vous and docking agreement /, 79- 
20913 


Luria, SM 
Visual masking and carbon monoxide tox- 
icity /, 79-2128 


Lurie, Dava. 
Protecting solar access for residential de- 
velopment : a guidebook for planning 
Officials /, 79-20503 


Lusby, Gregg C. 

Effects of converting sagebrush cover to 
grass on the hydrology of small water- 
sheds at Boco Mountain, Colorado /, 
79-11806 


Effects of grazing on runoff and sediment 
yield from desert rangeland at Badger 
Wash in western Colorado, 1953-73 /, 
79-22892 


Lush, Allen M 
Studies of impact-induced responses of a 
generic crushable-rigid rodlike missile 
against rigid and deformable targets /, 
79-11153 


Luthra, K. L., joint author. 

Evaluation of performance of thermal 
barrier coatings under simulated indus- 
trial/utility gas turbine conditions : 
final report /, 79-18092 


Luthy, Don F 
TRU waste cyclone drum incenerator 
and treatment system., 79-2267, 79- 
2274 


Volume reduction system for solid and 


liquid TRU waste from the nuclear fuel 
cycle., 79-2276 


Luthy, Richard G. 

Determination of cyanide levels in Hygas 
wastewater /, 79-17973 

Experimental analysis of the leaching 
characteristics of residual Hygas coal 
gasification solids /, 79-17972 

A synopsis of C-MU technical contribu- 
tions to the DOE coal gasification en- 





vironmental assessment 
79-14926 


Lutton, Thomas J., joint author. 
Energy accounting in the food processing 
industry /, 79-17769 


Lutz, S. J. 
Demonstration of Wellman-Lord/Allied 
Chemical FGD technology : accept- 
ance test results /, 79-18169 


Evaluation of dry sorbents and fabric fil- 
tration for FGD /, 79-13475 


Luza, K. V. 
Seismicity and tectonic relationships of 
the Nemaha Uplift in Oklahoma /, 
79-23292 


Luzader, John F. 
Longfellow house historical data 
Longfellow National Historic Site, 
Massachusetts /, 79-13931 


Lyczkowski, R. W. 

Hydrodynamic modeling of fluidized-bed 
gasifiers and combustors /, 79-7695 

A mechanistic theory for drying of 
porous media /, 79-13372 

A simple model for locating the front of 
a reverse-combustion link from thermo- 
couple-response data /, 79-4020 


Lyerla, H. Craig. 
Immunofluorescence methods in virology 
/, 7179-11715 


Lyle, Edward 
The Civil Service Commission‘s staff and 
merit abuse /, 79-5666 


Lyles, R. W., joint author. 
Evaluation of techniques for warning of 
slow-moving vehicles ahead /, 79- 
23116 


Lyman, Theodore R. 
Corruption in land use and building regu- 
lation., 79-20822 
Prevention, detection, and correction of 
corruption in local government : a 
presentation of potential models /, 79- 
6244 


Lynch, A. W., joint author. 
Interaction of radionuclides with argillite 
from the Eleana Formation on the 
Nevada test site /, 79-22431 


Lynch, C. J., joint author, 
A critical technical review of six hazard 
assessment models /, 79-21212 


Lynch, Eleanor Whiteside. 

Mainstreaming preschoolers : children 
with mental retardation : a guide for 
teachers, parents, and others who work 
with mentally retarded preschoolers /, 
79-6087 
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program /, 





Lytle, R. J. 


Lynch, Michael, 1954- , joint author. 
Building support for juvenile diversion : a 
case study of the Memphis-Metro 
Youth Diversion program /, 79-16982 


Lynch, Richard V. 
The occurrence and distribution of sur- 
face bioluminescence in the oceans 
during 1966 through 1977 /, 79-11083 


Lynch, S. J., joint author. 
Evolution of flux conserving tokamak 
equilibria with preprogrammed cross 

sections /, 79-19915 


Lyndon B. Johnson Space Center. 

Apollo experience report : real-time dis- 
play system /, 79-6293 

The Apollo-Soyuz Test Project medical 
report /, 79-20916 

Microstructure and mechanical properties 
of quenched and tempered 300M steel 
/, 7179-10187 

Reinforced carbon-carbon oxidation be- 
havior in convective and radiative en- 
vironments /, 79-10186 

Serve storm environments : a Skylab 
EREP final report /, 79-11948 

Skylab EREP invesuigations summary /, 
79-10161 

The Skylab S191 spectrometer experi- 
ment : analysis of data and their appli- 
cations to the earth sciences /, 79- 
11949 

The solar power satellite concept /, 79- 
22993 


$201 catalog of far-ultraviolet objects /, 
79-11069 


Lynn, David A 
National assessment of the urban particu- 
late problem /, 79-2327 


Lyon-Allen, Mary. 
Developing small hydroelectric dam po- 
tential /, 79-12785 


Lyon, J. F., joint author. 
Injection-dominated tokamak experiments 
at ORNL /, 79-18059 


Lysaght, Michael J. 
Epoxy striping for improved durability /, 
79-14232 


Lysons, Hilton H., joint author. 
Skyline yarding cost estimating guide /, 
79-7190 
Lystrom, David J. 
Multiple regression modeling approach 


for regional water quality management 
/, 79-9862 


Lytle, R. J. 
Electromagnetic cross-borehole survey of 
a site proposed for an urban transit sta- 
tion /, 79-15015 
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Lytle, R. J. 


An impedance camera : a system for de- 
termining the spatial variation of elec- 
trical conductivity /, 79-4006 

Surface methods for determining the 
electrical conductivity of core samples 
/, 19-3993 


M 


M &I, inc. 
A demonstrated approach for improving 
performance and reliability of biologi- 
cal wastewater treatment plants /, 79- 
20092 


Evaluation of operation and maintenance 
factors limiting municipal wastewater 
treatment plant performance /, 79- 
22541 


Ma, Y Y 
Statistical analysis of FHWA traffic noise 
data : final report /, 79-4856 


Mabee, Nancy B. 

Review of downtown people mover pro- 
posals : preliminary market implications 
for downtown applications of automat- 
ed guideway transit /, 79-15772 


Mabry, J. E. 
A commercial airport noise environment : 
measurement, prediction and control /, 

79-14057 


Mac Nish, R. D. , joint author. 
Water resources of the Satus Creek basin, 
Yakima Indian Reservation, Washing- 
ton /, 79-6168 


Macao. Treaties, etc. United States, Aug. 10, 

1978, 

Trade in textiles and textile products : 
agreement between the United States 
of America and Macao, amending the 
agreement of March 3, 1975, as amend- 
ed and extended, effected by exchange 
of notes, signed at Hong Kong and 
Macao, August 10 and October 26, 
1978., 79-21047 


Macari, Mary A. 
International drug use /, 79-13757 


Research issues update, 1978 /, 79-13756 


MacArthur, Charles D., joint author. 
Dayton aircraft cabin fire model /, 79- 
14253 


Dayton aircraft cabin fire model valida- 
tion : phase 1 /, 79-17267 


MacBeth, Paul J. 
Evaluation of alternative methods for the 
disposal of low-level radioactive wastes 
/, 1719-17376 
Screening of alternative methods for the 
disposal of low-level radioactive wastes 
/ Paul J. Macbeth ... [et al.t ; Ford, 
Bacon & Davis Utah Inc., 79-6580 
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MacCready, Paul B. 
Assessing the local wind field for siting 
of wind power systems /, 79-16459 


MacDicken, Robert A., joint author. 
A community approach : the child pro- 
tection coordinating committee /, 79- 
22685 


Crisis intervention : a manual for child 
protective workers /, 79-22686 


Training in the prevention and treatment 
of child abuse and neglect /, 79-22693 


Macfarlane, M. H. 
PTOLEMY, a program for heavy-ion 
disect-reaction calculations /, 79- 
11149 


MacGregor, Malcolm Herbert, 1926- 
An integrated system for production of 
neutronics and photonics calculational 
constants., 79-16482 


Maciolek, John A., joint author. 
Stream channel modification in Hawaii /, 
79-6209 


Maciulaitis, Algirdas. 
Acoustic scattering by circular cylinders 
of various aspect ratios /, 79-12007 


Mack, John C 
Advanced helicopter structural design in- 
vestigation /, 79-7483 


Mack, Robert C 
Repointing mortar joints in historic brick 
buildings /, 79-20783 


Mack, Robert J., joint author. 
Estimation of leading-edge thrust for su- 
personic wings of arbitrary planform /, 
79-14064 


Mackie, Alick J., joint author. 
Analysis of steelmaking slags by atomic 
absorption spectrophotometry using 
pressure dissolution /, 79-13910 


Mackie, D. Brian. 
Application of special-purpose digital 
computers to rotorcraft real-time simu- 
lation /, 79-8352 


Mackison, Frank W. 
NIOSH/OSHA pocket guide to chemical 
hazards /, 79-22666 


MacLean, Colin D. 
Relative density : the key to stocking as- 
sessment in regional analysis : a Forest 
Survey viewpoint /, 79-12613 


MacLean, Paul D. 
Behavior and neurology of lizards : an 
interdisciplinary colloquium /, 79- 
8086 


MacLean, Susan C, 
DT fusion neutron irradiation of LLL 
NbTi superconductor wires at 4.2 K 
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and University of Oxford CusAu TEM 
specimens at room temperature, April 
7, 1978 /, 79-5899 


The DT fusion neutron irradiation of 
LLL niobium, March 29, 1978 /, 79- 
5901 


DT fusion neutron irradiation of LLL 
stainless steel tensile specimens, Febru- 
ary 23, 1978 /, 79-5900 


Fiscal year 1977 DT fusion neutron irra- 
diations and dosimetry at the LLL ro- 
tating target source, October 26, 18977 
/, 79-5898 


MacLennan, R., joint author. 
The dermatoglyphics of the peoples of 
New Guinea : a review /, 79-15240 


MacLeod, Anne. 
Growing up in America : 
to contemporary drug abuse /, 
16779 


a background 
79- 


Macoy, Norman H 
High altitude pollution program strato- 
spheric measurement system feasibility 
study /, 79-4898 


MacPherson, H. H. 
Settlements around tunnels in soil : three 
case histories /, 79-15769 


Macriss, R. A. 
Analysis of advanced conceptual designs 
for single-family-size absorption chillers 
/, 7179-19929 


Macro Systems. 
Criminal justice alternatives for disposi- 
tion of drug abusing offender cases : 
defense attorney /, 79-4396 


Criminal justice alternatives for disposi- 
tion of drug abusing offender cases : 
judge /, 79-4397 


Maddala, G. S. 
Analysis of financial programs for energy 
conservation : market simulation (pene- 
tration) model /, 79-18004 


Maddy, David V 
Programmable calculators : modern in- 
struments for analyzing hydrologic 
data /, 79-6166 


Madura, Daryl P. 

Color enhancement of Landsat agricul- 
tural imagery : final report for the JPL 
LACIE image processing support task 
/, 79-22994 


Maerker, R. E. 
Measurements and analysis of the CRBR 
inconel-stainless steel radial shield ex- 
periment /, 79-11321 


Maevsky, Anthony, joint author. 
Geohydrologic impacts of coal develop- 
ment in the Narragansett Basin, Massa- 
chusetts and Rhode Island /, 79-18517 
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Maffei, Barbara O. 
The use of population data in Federal 
assistance programs /, 79-9071 


Magarinos, Jose Rodriguez 
Holographic volume-phase, 17 in aper- 
ture, on-axis, spherical beamsplitter 
mirror : development of /, 79-3869 


Mage, David T., joint author. 

Airborne measurements of a copper 
smeiter plume in Montana : the Ana- 
conda Company, Anaconda, Montana, 
October 1-December 9, 1976 /, 79- 
11466 


Magenheim, Bertram. 
Demonstration of the microwave ice pro- 
tection concept /, 79-11035 


Maginnis, Elene B. 

Establishing aptitude requirements for 
Air Force jobs : historical review of 
aptitude levels and impact on the per- 
sonnel system /, 79-7536 


Magnavox Government and Industrial 


USCG group control and communica- 
tions system study /, 79-21205 


Magness, Penny J 
Annotated bibliography of the Personnel 
Research Division reports (1973-1975) 
/, 79-2153 


Magnetic Engineering Associates. 
Final engineering report on the dual 
mode magnet for the high performance 
demonstration experiment /, 79-5841 


Mahaffy, Mary-Anne, joint author. 
Evaluation of environmental control 
technologies for magnetic fields /, 79- 
3887 


Mahan, Warren M., joint author. 
Autoclave leaching of copper-nickel 
matte produced from Duluth gabbro /, 
79-13912 


Mahard, Rita E., joint author. 
The influence of high school racial com- 
position on black college attendance 
and test performance /, 79-13646 


Mahlum, D. Dennis, 1933- 

Developmental toxicology of energy-re- 
lated pollutants : proceedings of the 
seventeenth annual Hanford Biology 
Symposium at Richland, Washington, 
October 17-19, 1977 /, 79-9617 


Mahan, Nora, joint author. 
Midterm oil and gas supply modeling 
system methodology description /, 
79-18105 


Oil and gas supply curves for the 
Administrator‘s annual report /, 79- 
20022 





Maifield, D. L., joint author. 
Considerations in sizing coal gasification 
plants : final report /, 79-14909 


Mailen, G. S. joint author. 
Condensation on refrigerants on vertical 
fluted tubes /, 79-18040 


Maimonides Community Mental Health 
Center. 


Evaluation in practice : a sourcebook of 
program evaluation studies from 
mental health care systems in the 
United States /, 79-20449 


Main, William A , joint author. 
Forest fires in Pennsylvania /, 79-1747 


Maine. Agricultural Experiment Station, 
Orono. 


Soil survey of Kennebec County, Maine 
/, 79-1784 


Maine. Dept. of Marine Resources. 
Maine landings., 79-478 


Maine. Soil and Water Conservation 
Commission. 
Soil survey of Kennebec County, Maine 
/, 79-1784 


Maine Geological Survey. 
Crustal subsidence in eastern Maine /, 
79-17386 


Minerals in the economy of Maine., 
11839, 79-20754 


Maine, Richard E. 

Aerodynamic derivatives for an oblique 
wing aircraft estimated from flight data 
by using a maximum likelihood tech- 
nique /, 79-14079 


Mainland, Keith F. 

Appropriations, budget estimates, etc. : 
statements, Ninety-fifth Congress, first 
session (January 4, 1977 to December 
15, 1977)... /, 79-9184 

Appropriations, budget estimates, etc. : 
statements, Ninety-fourth Congress, 
first session (January 14, 1975 to De- 
cember 19, 1975) and Ninety-fourth 
Congress, second session .. /, 79- 
21673 

Appropriations, budget estimates, etc. : 
statements, Ninety-fourth Congress, 
second session (January 19, 1976 to Oc- 
tober 1, 1976) /, 79-9182 


Maisano, Richard E., joint author. 
A comparative analysis of methods for 
tactical data inputting /, 79-12921 


Majidzadeh, Kamran. 
Power plant bottom ash in black base and 
bituminous surfacing /, 79-21141, 
79-21144 


Maksimovic, S D , joint author. 
Tracer gas method for measuring | 
through mine stoppings /, 79-6197 


Do not order from index; see indicated entry 


79- 





Manclark, Charles R. 


Malcolm, Jess W 
Use of solar energy to heat anaerobic di- 
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Antiserum preparation for immunodiffu- 
sion in southern pine beetle predation 
studies /, 79-19151 


Miller, Melanie. 
Effect of growing season on sprouting of 
blue huckleberry /, 79-19140 


Miller, Michael Floyd 
Detecting training needs : a guide for su- 
pervisors and managers /, 79-5667 


Miller, N. Craig. 
Enforcement requirements for high-occu- 
pancy vehicle facilities /, 79-15665 
Safety evaluation of priority techniques 
for high-occupancy vehicles /, 79- 
15669 


Miller, R. L., joint author. 
On-site production of activated carbon 
from kraft black liquor /, 79-7773 


Miller, Ralph M. 
Instructional systems development (ISD) 
in Air Force flying training /, 79- 
7556 


Miller, Richard E. 

Effects of soil and foliar applications of 
nitrogen fertilizers on a 20-year-old 
Douglas-fir stand /, 79-14662 

Fertilizing Douglas-fir forests /, 79- 
12614 

Long-term growth of eight legumes in- 
troduced at three forest locations in 
southwest Oregon /, 79-16106 


Response to urea and ammonium nitrate 
fertilization in an 80-year-old Douglas- 
fir stand /, 79-14663 


Miller, Robert H. 

Advanced simulator for pilot training 
(ASPT) : refinement of environmental 
data base generation system /, 79- 
12983 


Miller, Robert Lind, 1953- 
The METER-ORNL precipitation net- 
work : from design to data analysis /, 
79-18061 
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Miller, Ronald Joseph, 1948- 
EL Dorado micellar-polymer demonstra- 
tion project /, 79-13073 


Miller, Samuel Duncan, 1921- 
An aerospace bibliography /, 79-17878 


Miller, W J 
Silicon halide-alkali metal flames as a 
source of solar grade silicon., 79-2215 
Miller, Walter 
A mathematical structure for refinement 
of sound ranging estimates /, 79-2125 
A study of the effects of temperature 
variations on radio wave absorption /, 
79-2126 


Miller, William. 
Soil survey of De Witt County, Texas /, 
79-7212 


Miller, William Edwin. 

The Selenastrum capricornutum printz 
algal assay bottle test : experimental 
design, application, and data interpreta- 
tion protocol /, 79-5914 


Miller, William John, 1936- 
Silicon halide-alkali metal flames as a 
source of solar grade silicon., 79-7609, 
79-11203, 79-16421 


Miller, William R. 
Exporting leatherleaf fern to Europe in 
van containers /, 79-17719 


Millican, Richard D 
National mailing-list houses /, 79-21085 


Milligan, Melanie A. 
Let's look at 4-H and handicapped youth 
/, 7179-16790 


Milliman, Jerome W., joint author. 
Analysis of financial programs for energy 
conservation : market simulation (pene- 
tration) model /, 79-18004 


Milloy, John A. 
Nuclear power plant fire protection : 
ventilation (subsystems study task 1) /, 
79-23285 


Mills, Daniel Quinn. 
Employment and unemployment statistics 
in collective bargaining /, 79-8651 


Mills, Edwin S. 
A critical evaluation of *The community 
analysis model“ /, 79-11739 


Mills, George Scott, 1939- 
Evaluation of plasma arc welding capa- 
bilities and applications /, 79-18072 


Mills, Joni B., joint author. 
A reader‘s guide for parents of children 
with mental, physical, or emotional dis- 
abilities /, 79-11677 
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An environmental guide to western sur- 
face mining /, 79-13948 


Milne, George W A , 1937- joint author. 
EPA/NIH mass spectral data base /, 
79-5608 


Milne, Thomas A. 

Research overview of biological and 
chemical conversion methods and iden- 
tification of key research areas for 
SERI /, 79-7691 


Milora, Stanley L. 
Hydrogen pellet fueling experiment on 
the ISX-A tokamak /, 79-14979 


Milton, Albert Fenner, 1940- 

Comparison of the 3-5 micrometer and 8- 
12 micrometer regions for advanced 
thermal imaging systems : LOWTRAN 
revisited /, 79-11068 


Milton, Hans J. 
The selection of preferred metric values 
for design and construction /, 79-7297 


Minard, James P., joint author. 

Upper Cenozoic sediments of the lower 
Delaware Valley and the northern Del- 
marva Peninsula, New Jersey, Pennsyl- 
vania, Delaware, and Maryland /, 79- 
16922 


Minckley, W. L. 
Status of the Gila topminnow and its co- 
occurrence with mosquitofish /, 79- 
19130 


Mineck, Raymond E., joint author. 
An improved computational procedure 
for determining helicopter rotor blade 
natural modes /, 79-14050 


Miner, J. Ronald 
Design and cost of feedlot runoff control 
facilities /, 79-18145 


Minicars, inc. 
Research safety vehicle : phase 2 /, 79- 
4934 


Mining Research and Development 
Establishment. 
Chainless haulage systems for power 
loaders : information circular as of 
April 1978 /, 79-19869 


Minkel, K J 
ILL in situ coal gasification project /, 
79-3985 


LLL in situ coal gasification program /, 
79-3988 


Minnesota. Agricultural Experiment Station, 
Sx. Paul. 
Soil survey of Blue Earth County, Min- 
nesota /, 79-12619 
Soil survey of Kittson County, Minnesota 
/, 7179-14683 
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Soil survey of Lyon County, Minnesota / 
79-10718 


Minnesota. Dept. of Natural Resources. 
Minerals in the economy of Minnesota., 
79-18544 


Minnesota. University. 
Diabetes _ literature 
79-16726 


Flexibility for residential interior spaces : 
a feasibility & building component 
analysis /, 79-22708 

Longitudinal methods as a tool for evalu- 
ating vocational education /, 79-11629 


Rock bed heat accumulators /, 79-16403 


A study of the potential economic impact 
of foot-and-mouth disease in the United 
States /, 79-16067 


Minnesota Gas Company. 
Experimental program for the develop- 
ment of peat gasification /, 79-13183 


Minnick, L. John 
Development of potential uses for the 
residue from fluidized bed combustion 
processes /, 79-7638, 79-13195, 79- 
19895 
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Minnucci, John A, 
Development of pulsed processes for the 
manufacture of solar cells., 79-2216, 
79-7610 


Minor, Paul E. 
Soil survey of Harrison County, Missouri 
/, 179-12625 


Minor, Vivian M. 
Time series data for input-output indus- 
tries : output, price, and employment /, 
79-17020 


Minore, Don. 

Big huckleberry abundance as related to 
environment and associated vegetation 
near Mount Adams, Washington /, 
79-7189 

The Dead Indian Plateau : a historical 
summary of forestry observations and 
research in a severe southwestern 
Oregon environment /, 79-7200 

Survival and growth of planted conifers 


on the Dead Indian Plateau, east of 
Ashland, Oregon /, 79-5485 


Miorin, A. F. 
Tioga River mine drainage abatement 
project /, 79-13477 


Miracle, R D , joint author. 
Impingement and entrainment of fishes at 
the Savannah River plant : an NPDES 
316b demonstration /, 79-2234 


Miranowski, J. A., joint author. 
Energy relationships for a 320-acre Iowa 
farm : an attempt to increase produc- 
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tion of grain and meat while rendering 
the farm energy self-sufficient by gen- 
erating methane through anaerobic fer- 
menation of residues /, 79-19868 


Miron, Murray S. 
The structure of combat intelligence rat- 
ings /, 79-12905 


Misch, Marion Ruth, joint author. 
Incentives and disincentives for rideshar- 
ing : a behavioral study /, 79-4844 


Mishler, H W 
Preventing delayed cracks in ship welds, 
79-3015 


Mission Viejo Company. 

Minimum energy dwelling (MED) work- 
book : an investigation of techniques 
and materials for energy conscious 
design /, 79-11337 


Mississippi. Highway Dept. Research and 
Development Division. 
Prestressed concrete highway pavement : 
construction, as built performance : 
final report /, 79-15677, 79-17226 


Mississippi. Marine Conservation 
Commission. 
Mississippi landings., 79-480 

Mississippi landings, annual summary., 
79-7313 


Mississippi Agricultural and Forestry 

Experiment Station. 

Probable evolution and morphological 
variation in South American Disony- 
chine flea beetles (Coleoptera: chryso- 
melidae) and their amaranthaceous 
hosts /, 79-21845 


Soil survey of Forrest County, Mississip- 
pi/, 79-17749 

Soil survey of Hinds County, Mississippi 
/, 79-17751 


Soil survey of Jasper County, Mississippi 
/, 7179-19169 


Soil survey of Union County, Missis- 
sipppi /, 79-12637 


Mississippi Geological, Economic, and 
Topographical Survey. 
Minerals in the economy of Mississippi., 
79-18545 


Mississippi State University. Energy 
Research Center. 
Testing and evaluation of MHD materials 
and substructuzes., 79-3940, 79- 
13158, 79-14910 


Missouri. Agricultural Experiment Station, 
Columbia. 
Soil survey of Dunklin County, Missouri 
/, 7179-12623 
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Soil survey of Knox, Monroe, and Shelby 
Counties, Missouri /, 79-16126 


Soil survey of Montgomery and Warren 
Counties, Missouri /, 79-3499 


Missouri. Dept. of Natural Resources. 
Minerals in the economy of Missouri., 
79-20756 


Mistry, Dilip K 

Coal feeder development program 
phase-II and mod. A001., 79-3926 

Development of coal piston feeder /, 
79-17944 

Feasibility of spraying and feeding fully 
plasticized coal : final technical report 
/, 179-19878 


Mitchell, Donald W. 
Interpreting the state of a mine fire /, 
79-22981 


Mitchell, Dorothy P., joint author. 
Solid waste management, abstracts from 
the literature, 1974-1978 : hazardous 
waste /, 79-15044 


Mitchell, George W 
Consumers and innovation in money /, 
79-20132 


Mitchell, James., 1932- 
Final report of the Multifamily Property 
Utilization Task Force /, 79-22722 


Mitchell, P D 
Textile drying using solarized cylindrical 
can dryers to demonstate the applica- 
tion of solar energy to industrial drying 
or dehydration processes : phase 1, 
final report /, 79-3971 


Mitre Corporation. 

Catalog of physical protection equipment 
/, 79-2980 

Cross reference index for equipment cata- 
log and evaluation guide /, 79-2978 

Design of a pilot silvicultural biomass 
farm at the Savannah River plant /, 
79-13248 

Environmental data for energy technol- 
ogy policy analysis /, 79-9722 

Estimation of UG3RD safety benefits /, 
79-21190 

FRATE /, 79-6462 


Guide for the evaluation of physical pro- 
tection equipment /, 79-2979 

The impact of telecc 
transportation demand 
year 2000 /, 79-21378 

National environmental impact projection 
no. 1/, 79-11262 

Near term potential of wood as fuel /, 
79-11254 

Physical protection equipment study /, 
79-2977 
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Procedures for cost analyses of coal-oil 
mixture (COM) combustion projects /, 
79-11269 


The proceedings of the Fourth Interna- 
tional Conference on Fluidized-Bed 
Combustion, December 9-11, 1975 /, 
79-4094 


Security and the small business retailer /, 
79-18586 


Site specific analysis of geothermal devel- 
opment /, 79-18015 


Mitre Corporation. Metrek Division. 
Comparative economic assessment of eth- 
anol from biomass /, 79-7641 


The impact of telecc 
transportation demand 
year 2000 /, 79-21378 


Need for power study : an assessment of 
the adequacy of future electric generat- 
ing capacity., 79-7645 

Preliminary evaluation of commercial 
continuous instrumentation for the 
measurement of viscosity and coal con- 
centration of coal-oil mixtures (COM) 
/, 19-3957 


A program for the environmental assess- 
ment of conventional combustion proc- 
esses /, 79-13459 


Telehealth handbook : a guide to tele- 
communications technology for rural 
health care /, 79-8054 


Mittal, Ram K 
"Effects of Energy Constraints on Trans- 
portation Systems“ : proceedings of the 
Fourth National Conference held at 
Union College, Aug. 1-5, 1977 /, 79- 
2171 
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Mixson, John S., joint author. 

A theoretical investigation of noise re- 
duction through the-cylindrical fuse- 
lage of a twin-engine, propeller-driven 
aircraft /, 79-18666 


Miyoshi, Kazuhisa. 
Antisotropic friction and wear of single 
crystal manganese-zinc ferrite in con- 
tact with itself /, 79-14080 


Effect of oxygen and nitrogen interac- 
tions on friction of single-crystal silicon 
carbide /, 79-10185 


Friction and metal transfer for single- 
crystal silicon carbide in contract with 
various metals in vacuum /, 79-4680 


Friction and wear behavior of single- 
crystal silicon carbide in contract with 
titanium /, 79-2747 


Friction and wear characteristics of iron- 
chromium alloys in contact with them- 
selves and silicon carbide /, 79-18686 

Friction and wear of metals with a single- 
crystal abrasive grit of silicon carbide : 
effect of shear strength of metal /, 79- 
10188 
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Moghissi, A. Alan. 


Friction and wear of single-cystal and po- 
lycrystalline manganese-zinc ferrite in 
contact with various metals /, 79- 
2750 


Wear of single-crystal silicon carbide in 
contact with various metals in vacuum 
/, 79-8326 


Mniszewski, K. R. 
Detector directory /, 79-22572 


Moan, K. L. 

Evaluation of an all-glass, evacuated, tu- 
bular, nonfocusing, nontracking solar 
collector array : first annual progress 
report for period July 1, 1976 - August 
31, 1977 /, 79-11172 


Moats, Richard A. 
State programs and services in food and 
drug control /, 79-8014 


Moavenzadeh, Fred 
Investment strategies for developing 
areas : analytic model for choice of 
strategies in highway construction /, 
79-6425 


Mobil Research and Development 


Fluid bed process studies on selective 
conversion of methanol to high octane 
gasoline., 79-17968 


Mobil Tyco Solar Energy Corporation. 
Large area silicon sheet by EFG., 
2206, 79-3909, 79-9702, 79-9703 


Moden, Robert, joint author. 

Historic and forecasted energy prices by 
U.S. Department of Energy region and 
fuel type for three macroeconomic sce- 
narios and one imported oil price esca- 
lation scenario /, 79-20031 

Solar energy potential for residential 
water heating and space heating in the 
12th Congressional District of Pennsyl- 
vania /, 79-20030 


79- 


Moebius, Gordon E. 
Soil survey of Carter County, Oklahoma 
/, 7179-16122 


Soil survey of McClain County, Oklaho- 
ma/, 79-12632 


Moffatt, Hamilton H. 
Soil survey of Washita County, Oklaho- 
ma/, 79-16136 


Moffitt, Thomas P , joint author. 

Effect of cooling-hole geometry on aero- 
dynamic performance of a film-cooled 
turbine van tested with cold air in a 
two-dimensional cascade /, 79-2763 


Moghissi, A. Alan. 
Radioactivity in consumer products /, 
79-21358 
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Mohr, E. Sue 
Cadet evaluation battery : a comparison 
of 1975 male and female scores with 
one another and with 1971 male scores 
/, 7179-12922 


Mohr, J. M. 
A guide to major job accounting systems 
: the Logger system of the Univac 1100 
series operating system /, 79-7288 


Mohr, John J., joint author. 
Reestablishing understory plants in over- 
used wooded areas on Maryland state 
parks /, 79-12588 


Mohr, Ulrich, joint author. 
Clinical anatomy of the European ham- 
ster Cricetus cricetus, L. /, 79-18249 


Mohtadi, Malek M., joint author. 
EIA input-output model simulation pro- 
cedures /, 79-15024 


Sector employment implications of alter- 
native energy scenarios /, 79-15032 


Moilanen, George L., joint author. 
Low-sulfur Western coal use in existing 
small and intermediate size boilers /, 
79-18161 


Moir, R W 
Preliminary design study of the tandem 
mirror reactor (TMR) /, 79-3991 


Molenaar, Dee. 
Outline of the water resources of the 
Satus Creek basin, Yakima Indian Res- 
ervation, Washington /, 79-6167 


Monaghan, Richard C 
Flight-measured buffet characteristics of 
a supercritical wing and a conventional 
wing on a variable-sweep airplane /, 
79-2779 


Monahan, Gary M., joint author. 
Evaluation of three industrial particulate 
scubbers /, 79-11439 


Monahan, H. H. 
An approach to the short-range predic- 
tion of early morning radiation fog /, 
19-7477 


Mondale, Walter F., 1928- 
Arms control : the moral agenda of our 
time /, 79-8403 


Monroe, Eric G 
Advanced simulator for pilot training 
(ASPT) : aerial refueling visual simula- 
tion : engineering development /, 79- 
5821 


Monroe, William James, 1925- , joint author. 
Future structure and management of 
diary cooperatives /, 79-19188 
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Monroe, William L 
National gas flow patterns, 1975 : geo- 
graphic flow patterns & intercompany 
relationships : a staff report., 79-2391 


Monsanto Research Corporation. 

Analysis of priority pollutants at a prima- 
ry aluminum production facility /, 79- 
16540 

Analysis of priority pollutants at a prima- 
ry zinc production facility /, 79-22545 

Determination of a definition of solar 
grade silicon : final report, October 

1975-September 1976 /, 79-11189 


Source assessment : charcoal manufactur- 
ing : state of the art /, 79-9830 


Source assessment : coal-fired residential 
combustion equipment field tests, June 
1977 /, 79-11437 


Source assessment : open mining of coal : 
state of the art /, 79-7753 


Source assessment : pesticide manufactur- 
ing air emissions, overview and priori- 
tization /, 79-11435 

Source assessment textile plant 
wastewater toxics study, phase I /, 
79-11436 


Source assessment : transport of sand and 
gravel /, 79-7754 


Monta, William J , joint author. 
Effects of stores on longitudinal aerody- 
namic characteristics of a fighter at su- 

personic speeds /, 79-2767 


Montagno, Ray V., joint author. 
Enhancing productivity through feedback 
and job design /, 79-7552 


Montana. Agricultural Experiment Station, 

Bozeman. 

Soil genesis, hydrological properties, root 
characteristics and microbial activity of 
1-to 50-year old stripmine spoils /, 79- 
22563 


Water supply outlook for Montana and 
Federal-State-private cooperative snow 
surveys., 79-26 


Montana. Dept. of Fish and Game. 
Environmental effects of western coal 
combustion /, 79-7751 


Water quality of selected streams in the 
coal area of east-central Montana /, 
79-16927 


Montana, State Bureau of Mines and 
Geology. 
Minerals in the economy of Montana., 
79-15459 


Montana Energy and MHD Research and 
Development Institute. 
CDIF operational modeling 
report., 79-13342 


CDIF socioeconomic analysis, Butte- 
Silver Bow baseline data /, 79-13343 
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Montana State University, Bozeman, Mont. 
Dept. of Biology. 
Environmental effects of western coal 
combustion /, 79-9826 


Montana State University, Bozeman, Mont. 
Fisheries Bioassay Laboratory. 
Environmental effects of western coal 

combustion /, 79-9826 


Metal bioaccumulation in fishes and 
aquatic invertebrates a literature 
review /, 79-11423 


Montebello Research Laboratory. 
Gasification of residual materials from 
coal liquefaction /, 79-5846 


Montegani, Francis J. 
Computation of atmospheric attenuation 
of sound for fractional-octave bands /, 
79-20922 


Montet, G. L. 

Descriptions of United States uranium re- 
source areas : a supplement to the Ge- 
neric environmental impact statement 
on uranium milling /, 79-23284 


Montgomery County (Maryland). Association 
for Retarded Citizens. Family and 
Community Services. 

A reader‘s guide for parents of children 
with mental, physical, or emotional dis- 
abilities /, 79-11677 


Montgomery, James Patrick. 
Electromagnetic boundary-value prob- 
lems based upon a modification of resi- 
due calculus and function theoretic 
techniques /, 79-19551 


Montgomery, W David, joint author. 
Analysis memorandum : analysis of pro- 
posed U.S. Department of Energy reg- 
ulations implementing the powerplant 
and industrial fuel use act /, 79-4034 


Montoya, Lawrence C. 
Effect of an alternate winglet on the pres- 
sure and spanwise load distributions of 
a first-generation jet transport wing /, 
79-11975 


Montrose Chemical Corporation of 
California. 
Development of a DDT manufacturing 
and processing plant waste treatment 
system /, 79-7757 


Moody, M. M. 

Interpretations of field hydraulic tests in 
explosion-fractured coal : Hoe Creek, 
site characterization to experiment no. 
1/, 79-13363 


Moody, N. R., joint author. 
Nutrient content of some tall shrubs from 
northeastern Minnesota /, 79-16100 
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Moody, Russell Charles, 1942- , joint author. 

Bending strength of vertically glued lami- 

nated beams with one to five plies /, 
79-14647 


Bending strength of water-soaked glued 
laminated beams /, 79-19113 


Improved utilization of lumber in glued 
laminated beams /, 79-9432 


Moon, William G. 

Solvent refined coal (SRC) process : de- 
velopment of a process for producing 
an ashless, low-sulfur fuel from coal /, 
79-13123 


Mooney, John, 1943- 
Standards and certification : proposed 
rule and staff report /, 79-9878 


Moor, Pauline M., joint author. 
Mainstreaming preschoolers children 
with visual handicaps : a guide for 
teachers, parents, and others who work 
with visually handicapped preschoolers 
/, 7179-15315 


Moore, Anne L, 
Science fair projects /, 79-6289 


Moore, Bessie, joint author. 
Twilight nursing program : an extended- 
day approach to Associate Degree 
Nursing /, 79-15281 


Moore, Bettye Ann. 

Confidentiality of alcohol and drug abuse 
patient records a self-paced pro- 
grammed instructional course /, 79- 
11722 

Vocational rehabilitation in the treatment 
setting : trainee‘s manual /, 79-15305 


Moore, Charlotte Dickinson. 
Understanding neurotic disorder /, 79- 
13748 


Moore, Charlotte Emma, 1898- 
Selected tables of atomic spectra /, 79- 
12708 


Moore, Coralie B. 
A reader's guide for parents of children 
with mental, physical, or emotional dis- 
abilities /, 79-11677 


Moore, Donald Max. 
Photovoltaic solar panel resistance to 
simulated hail /, 79-14882 


Moore, Geoffrey H. 
Improving the presentation of employ- 
ment and unemployment statistics /, 
79-14305 


Moore, Gerald K., joint author. 

Preliminary applications of Landsat 
images and aerial photography for de- 
terming land-use, geologic, and hydro- 
logic characteristics : Yampa River 
basin, Colorado and Wyoming /, 79- 
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Moore-Heder Architects. 
Auto restricted zone/multi-user vehicle 
system study /, 79-2928 


Moore, John Cable, 1945- 
Remote terminal plotter controller /, 
79-11085 


Moore, John R., joint author. 
Enhancing productivity through feedback 
and job design /, 79-7552 


Moore, Mickey M. 

Information science and technical infor- 
mation program documents cataloged 
by the Technical Information Center, 
Department of Energy /, 79-18085 


Moore, Raymond Thorn, 1921- 
Phase II final report, computerized site 
security monitor and response system / 
» 79-12710 


Moore, Royce D., joint author. 
Aerodynamic performance of a 1.35-pres- 
sure-ratio axial-flow fan stage /, 79- 
18654 


Design and overall performance of four 
highly loaded, high-speed inlet stages 
for an advanced high-pressure-ratio 
core compressor /, 79-18668 

Performance of a transonic fan stage de- 
signed for a low meridional velocity 
ratio /, 79-14070 


performance of single-stage axial-flow 
transonic compressor with rotor and 
stator aspect ratios of 1.19 and 1.26, 
respectively, and with design pressure 
ratio of 1.82 /, 79-18669 


Moore, Russell 
An environmental guide to western sur- 
face mining /, 79-13948 


Moore, Wilson, 1949- , joint author. 
Pedestrian accidents occurring on free- 
ways : in investigation of causative fac- 
tors, accident data, collection and anal- 
ysis /, 79-23107 


Morabito, Joseph. 

Photovoltaic Material & Device Measure- 
ments Workshop : focus on polycrys- 
talline thin film cells, June 11-13, 1979, 
Stouffer's National Center Hotel, Ar- 
lington, Virginia /, 79-14999 


Moran, Dana. 
Organized labor and solar energy /, 79- 
13329 


Moran, Martin S., joint author. 
Structural area inspection frequency eval- 
uation (SAIFE)., 79-15747 


Moran, Pat. 
Resources for Tesol teaching /, 79- 
10761 


Do not order from index; see indicated entry 





Moran, William Anthony. 
Giromill wind tunnel test and analysis /, 
79-14876 


More, Thomas A. 
The demand for nonconsumptive wildlife 
uses : a review of the literature /, 79- 
14671 


Managing recreation areas for quality 
user experiences : a theoretical frame- 
work /, 79-12589 


Moreau, J. O. 
Bailey oil content monitor : final report 
on task 7 of contract no. C-1-35049 /, 

79-19566 


Morel, J. E., joint author. 
Improved atomic shell excitation and re- 
laxation in the Tiger series codes /, 
79-7681 


Morello, Samuel A 
Flight-test evaluation of two electronic 
display formats for approach to landing 
under instrument conditions /, 79- 
2754 


Morey, S M , joint author. 
Fracture initiation in Irdome grade MgF2 
/, 79-2146 


Morgan, G. L., joint author. 
The Na(n,xY) reaction cross section for 
incident neutron energies between 0.2 
and 20.0 MeV /, 79-11307 


The Ti(n,xO71) reaction cross section for 
incident neutron energies between 0.3 
and 20.0 MeV /, 79-11309 


Morgantown Energy Research Center. 
Concept and use of hydrogen premeable 
catalysts /, 79-18028 


An engineering assessment of entrainment 
gasification /, 79-11285 


Fluidized-bed combustion test of low- 
quality fuels /, 79-13254 


Methane gas from coalbeds : develop- 
ment, production & utilization /, 79- 
13257 


Organic composition of Devonian shale 
from Perry County, Kentucky /, 79- 
18029 


Proceedings first Eastern Gas Shales 
Symposium, October 17-19, 1977, La- 
keview Inn and Country Club, Mor- 
gantown, West Virginia /, 79-14948 

Some practical considerations in x-radiog- 
raphy /, 79-13256 

Study of research areas in FBC sorption, 


attrition and air distribution : final 
report /, 79-13259 


Morgantown Energy Technology Center. 
Addendum to a diffusivity model for 
fluid flow and heat conduction in 
porous media (MERC/SP-77/2) /, 
79-16450 
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Applied simulation techniques for energy 
recovery /, 79-16451 

Penn grade micellar displacement project 
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Committee on the Challenges of Modern 
Society. 

Evaluation of the high performance evac- 
uated tubular collectors in a residential 
solar heating and cooling system : 
Colorado State University solar house 
I/, 79-14875 


International project catalog of modular 
integrated utility systems : a report /, 
79-1809 
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North Carolina. Dept. of Natural Resources 
and Community Development. 

Draft environmental impact statement 
prepared on amendments to the North 
Carolina coastal management program 
/, 79-12763 
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of Energy, Washington, D. C. ; Lang- 
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Draft west-central North Dakota regional 
environmental impact study on energy 
development [addendum}., 79-13882 
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Dakota /, 79-19172 


Soil survey of Mercer County, North 
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Minerals in the economy of North 
Dakota., 79-18547 


North Dakota State University. 
Study of oxygen stoichiometry and analy- 
sis of coal, lignite, coke and derivatives 
/, 7179-17916 


Do not order from index; see indicated entry 





Northrop, Gaylord M. 


Northeast Agricultural Leadership Assembly, 
Cherry Hill, N.J., 1979. 
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Solar-climatic statistical study : summary 
report /, 79-14945 


Northwest Environmental Technology 
Laboratories. 
Development of a strategy for sampling 
tree rings /, 79-20083 


Northwest Regional Educational Laboratory. 

Inside experience-based career education 

: personal reactions to non-traditional 
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Image ability of collimators in nuclear 
medicine : supplementary collimator 
date for rectilinear scanners /, 79- 
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Technological Institute. 
Buckled spherical harmonics solutions of 
neutron transport problems /, 79- 
17382 


Norton, Colburn. 
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User's guide for RAM /, 79-2329, 79- 
4066 


Nowak, Geraldine D 
Adverse effects of prenatal exposure to 
diethylstilbestrol (DES) : January 1975 
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2929 
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Behavioral toxicology, an emerging disci- 
pline : proceedings of the Southwest 
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tional combustion environmental assess- 
ments /, 79-13458 


Research Triangle Institute. Center for 
Educational Research and Evaluation. 
National longitudinal study base year, 
first, second, and third follow-up data 
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sion : a nationwide survey of physi- 
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Treatment of refinery wastewater using a 
filtration-activated carbon system /, 
79-15054 


Water quality renovation of animal waste 
lagoons utilizing aquatic plants /, 79- 
2363 


Western water laws and irrigation return 
flow /, 79-9834 


Robert S. Kerr Environmental Research 
Laboratory. Source Management Branch. 
Manual of practice : the disposal of com- 

bined municipal/industrial wastewater 
residues (metals) /, 79-15052 


Recovery of by-products from animal 
wastes : a literature review /, 79- 
22550 


Treatment of petroleum refinery, petro- 
chemical, and combined industrial-mu- 
nicipal wastewaters with activated 
carbon : literature review /, 79-7775 


Roberts, A. G. 

Engineer, design, construct, test and 
evaluate a pressurized fluidized bed 
pilot plant using high sulfur coal for 
production of electric power., 79- 
19875 


Roberts, Barry, 1947- , joint author. 

An evaluation of potential short-term nu- 
clear availability levels and associated 
electric utility alternate fuel use re- 
sponses /, 79-20046 


Roberts, Benjamin Washington, 1922- 
Properties of selected superconductive 
materials, 1978 supplement /, 79-5606 


Roberts, Deborah D. 

Energy recovery from Monroe County‘s 
solid waste : the complexities of being 
an innovator among local governments 
/, 79-9761 


The Onondaga County steam station : a 
flawed attempt at adopting resource re- 
covery /, 79-9760 


Renovating the halls of local government 
with innovative heat pump technology 
: Rochester and Monroe County /, 
79-9764 


Street lighting in Rochester : the search 
for innovation in technology and joint 
decision-making /, 79-9762 

Syracuse street lighting : defensive deci- 
sion-marking by a city faced with esca- 
lating energy costs /, 79-9763 





Roberts, Donald Ray, 1929- , joint author. 
Lightwood formation in pond pine from 
paraquat treatment /, 79-21895 


Roberts, Frank Harold Hanna. 1897-1966, 
joint author. 
Lindenmeier, 1934-1974 concluding 
report on investigations /, 79-12110 


Roberts, Jack O. 
Coal and nuclear : a comparison of the 
cost of generating baseload electricity 
by region /, 79-12265 


Roberts, Jean 
Refraction status and motility defects of 
persons 4-74 years, United States, 1971- 
1972 /, 79-4358 


Skeletal maturity of youths 12-17 years : 
racial, geographic area, and socioeco- 
nomic differentials /, 79-6064 

Skin conditions and related need for 
medical care among persons 1-74 years, 
United States, 1971-1974 /, 79-8045 


Roberts, R. B., joint author. 
Analysis of financial programs for energy 
conservation : market simulation (pene- 
tration) model /, 79-18004 


Roberts, Raymond C 
Development of ultrafiltration and inor- 
ganic adsorbents for reducing volumes 
of low-level and intermediate-level 
liquid waste., 79-2278, 79-2281 


Evaluation of ultrafiltration membranes 
for treating low-level radioactive con- 
taminated liquid waste /, 79-2265 


Roberts, Richard. 
Fracture mechanics for bridge design /, 
79-8550 


Roberts, Russell. 
Simulation model of women under social 
security : estimation of labor supply re- 
lationships /, 79-15215 


Roberts, Tyson R. 
An ichthyological survey of the Fly 
River in Papua, New Guinea with de- 
scription of new species /, 79-8497 


Robertson, Andrew Christian, 1949- joint 
author. 
Organization of needed programs within 
the national rail transportation system / 
, 7179-14244 


Robertson, Elizabeth, 1946- , joint author. 
Catalog of security equipment /, 79- 
10809 


Robertson, S. James. 
Solar industrial process heat for kiln 
drying lumber : final report, phase 1 /, 
79-5881 
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Rochester, M. 


Robertus, J , joint author. 
Field experiment on a prefabricated ex- 
pandable foam/wood structure /, 79- 
2103 


Robin, Allen M 
Gasification of residual materials from 
coal liquefaction /, 79-5846 


Robinove, Charles Joseph, 1931- 
Integrated terrain mapping with digital 
Landsat images in Queensland, Austra- 
lia /, 79-15429 


Robinson, Bernice, 1923- , joint author. 
Precision machine-tool program., 79- 
13354 


Robinson, Charles W. 
International energy and economic poli- 
cies /, 79-8429 


Robinson, Harold Ernest, 1932- 
A study of the genus Schistocarpha (He- 
liantheae: Asteraceae) /, 79-17187 


Robinson, James Campbell, 1928- 
Evaluation of a hybrid anisotropic, multi- 
layered, quadrilateral finite element /, 
79-8338 


Robinson, Luther D 
Sound minds in a soundless world /, 79- 
4386 


Robinson, Paul H. 
Epitaxial silicon growth for solar cells., 
79-7611 


Robinson, R. R. 
Seismic retrofit measures for highway 
bridges /, 79-15671, 79-21148 


Robinson, Robert L. 
Phase equilibrium and volumetric proper- 
ties of coal-derived fluids., 79-16437 


Robnett, Q L 
Development of a porous lane marking 
system /, 79-4851 


Robson, Ian C 
Study of deepwater port oil transfer con- 
trol systems /, 79-4916 


Rocca, R. 
Potential interference to 6 cm Conus 
radio astromony observatories from 
MLS C-band A/G DME /, 79-17260 


Roche, Alex F 
Skeletal maturity of youths 12-17 years : 
racial, geographic area, and socioeco- 
nomic differentials /, 79-6064 


Rochester, M. 

Analysis of populations of boring and 
fouling organisms in the vicinity of the 
Oyster Creek Nuclear Generating Sta- 
tion., 79-17362, 79-17367 


Page 1-253 





Rochester, M. 


The effects of nuclear power plant oper- 
ations on populations of boring and 
fouling organisms /, 79-17357 


Rockwell International Corporation. 
Reference critical experiments., 
21321 
Study of safety relief valve operation 
under ATWS conditions /, 79-21334 


79- 


Rockwell International Corporation. Atomics 
International Division. 
Deuterium tracer method for investigat- 
ing the chemistry of coal liquefaction., 
79-13200, 79-14915, 79-17986 


Molten salt coal gasification process de- 
velopment unit /, 79-13314, 79- 
13315, 79-14996, 79-18076 


Reactor safety., 79-13033 


Rockwell International Corporation. Atomics 
International Division. Service 
Laboratories Group. 

Quality engineering and control /, 79- 
18071 


Rockwell International Corporation. 

Autonetics Group. 

Interim report on accelerated/abbreviat- 
ed test methods, study 4 of task 3 (en- 
capsulation) of the low-cost silicon 
solar array project for the period April 
1, 1976 through October 24, 1977 /, 
79-11218 


Rockwell International Corporation. 
Autonetics Strategic Systems Division. 
Accelerated/abbreviated test methods, 

study 4 of task 3 (encapsulation) of the 
low-cost silicon solar array project /, 
79-11198, 79-11199 


Rockwell International Corporation. 
Electronics Research Center. 
Chemical vapor deposition growth /, 
79-17924 


Thin films of gallium arsenide on low- 
cost substrates., 79-13307 


Rockwell International Corporation. 
Electronics Research Division. 
Thin polycrystalline films of indium 
phosphide on low-cost substrates /, 
79-3898 


Rockwell International Corporation. Energy 
Systems Group. 
MHD coal combustion technology., 
14933 


Molten salt coal gasification process de- 
velopment unit /, 79-14996 


Reference critical 
21328, 79-21343 


Rockwell International Corporation. 
Rocketdyne Division. 
Advanced coal fueled combustor/heat ex- 
changer technology study /, 79-5860, 
79-19887 : 
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79- 


experiments., 79- 





Hydrogasifier development for the hy- 
drane process., 79-13190, 79-17974 


Partial liquefaction of coal by direct hy- 
drogenation., 79-17949 


Rockwell International Corporation. 
Rocketdyne Division. Conversion and 
Combustion Technology. 

Hydrogasifier development for the hy- 
drane process., 79-17974 


Rockwell International Corporation. Rocky 
Flats Plant. Chemistry Research and 
Development. Pilot Plant Development. 
Status report on the fluidized bed inciner- 

ation system for U.S. Department of 
Energy defense waste /, 79-19925 


Rockwell International Corporation. Rocky 
Flats Plant. Fabrication Technology R&D. 
Joining R&D. 

Evaluation of plasma arc welding capa- 
bilities and applications /, 79-18072 


Rockwell International Corporation. Rocky 
Flats Plant. Research and Development. 
General Metallurgy Group. 

Interaction of xenon light with the sur- 
face of 304 stainless steel /, 79-18070 


Microstructural stability of 21-6-9 stain- 
less steel /, 79-16457 


Summary of beryllium specifications /, 
79-19926 


Rockwell International Corporation. Space 
Division. 
Deterministic insolation model program 
description and user‘s guide /, 79- 
22449 


Rockwell, Thomas H. 
The utility of peripheral vision to motor 
vehicle drivers /, 79-18812 


Rodabaugh, E C , joint author. 
Relevance of fatigue tests to cold leg 
piping /, 79-2995 


Rodberg, Leonard S. 
Employment impact of the solar transi- 
tion: a study /, 79-14391 
Employment impact of the solar transi- 
tion [erratat : a study /, 79-21481 


Rode, J. S., joint author. 
0.20-m (8-in.) primary burner develop- 
ment report /, 79-13211 


Rodekohr, Mark, joint author. 

Alternative world oil prices scenarios for 
NEP-II /, 79-16522 

Energy demand in the developing coun- 
tries /, 79-22506 

An evaluation of future world oil prices / 
» 7179-16517 

Recent energy consumption trends in Eu- 


ropean economic community countries 
/, 7179-15025 
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Rodgers, Kay. 


Recombinant DNA controversy /, 79- 
6282 


Rodgers, Kenneth J. 
Home range and movement of five mule 
deer in a semidesert grass-shrub com- 
munity /, 79-21893 


Rodiek, Jon E., joint author. 
Wildlife habitats in managed rangelands : 
the Great Basin of southeastern Oregon 
: riparian zones /, 79-14672 


Rodkin, S 
Atmospheric vibration test of an HTGR 
thermal barrier cover plate /, 79- 

13206 


Rodrigue, G., joint author. 
High performance computer systems /, 
79-19976 


Rodriguez, Jose R , joint author. 
Altitude calibration of an F100, S/N 
P680063, turbofan engine /, 79-2778 


Rodriguez, Luis, 1933- , joint author. 
A thermodynamic-economic analysis of 
the synthane process /, 79-14881 


Roe, Lee, joint author. 
Decay in tops killed by Douglas-fir tus- 
sock moth in the Blue Mountains /, 
79-12594 


Roehl, Janice A., joint author. 
Neighborhood justice centers field test : 
interim evaluation report / by David I. 
Sheppard, Janice A. Roehl, Royer F. 
Cook., 79-14011 


Roehler, Henry W. 

Geology and energy resources of the 
Sand Butte Rim NW _ quadrangle, 
Sweetwater County, Wyoming /, 79- 
15428 


Geology of the Cooper Ridge NE quad- 


rangle, Sweetwater County, Wyoming 
/, 19-20718 


Roehne, Nils, joint author. 
Disposal of an integrated pulp-paper mill 
effluent by irrigation /, 79-11456 


Roemhild, George R. 
Environmental effects of western coal 
combustion /, 79-9826 


Roeske, R H 
Floods of September 1970 in Arizona, 
Utah, Colorado, and New Mexico /, 

79-4487 


Roessner, J. David. 
Applicaton of diffusion research to solar 
energy policy issues /, 79-13328 


Roffe, Gerald. 
Experimental study of the effect of cycle 


pressure on lean combustion emission / 
79-6316 





January — December 1979 


Roffinoli, Rino J. 
Soil survey of Bristol County, Massachu- 
setts, northern part /, 79-5504 


Rogers, Clarence D. 
Influence of staple-length variations on 
the spinning performance and yarn 
quality of cotton /, 79-14636 


Rogers, Colletus A. 
Soil survey of Knox County, Texas /, 
79-10717 


Rogers, Leo A., joint author. 
Full-scale laboratory drilling tests on 
sandstone and dolomite : final report /, 
79-11181 


Rogers, Paul G., 1921- 
Proceedings of the National Conference 
on the Environment and Health Care 
Costs, August 15, 1978, /, 79-10318 


Rogers, Richard William, 1940- , joint 
author 


Alternative surveillance concepts and 
methods for freeway incident manage- 
ment /, 79-10294 


Rogers, Robert D., joint author. 
Possible use of Alcaligenes paradoxus as 
a biological monitor /, 79-20087 


Rogoshewski, P. J. 
Standards of practice manual for the sol- 
vent refined coal liquefaction process /, 
79-9852 


Rogovin, Mitchell 

Report on allegations of past merit abuses 
at the Civil Service Commission /, 
79-3700 

The Rogovin report on allegations of 
equal employment opportunity viola- 
tions and related merit abuses at the 
Civil Service Commission., 79-3701 


Rohn, Douglas A , joint author. 
Influence of fretting on flexural fatigue of 
304 stainless steel and mild steel /, 79- 
4681 


Rohr, Mary-Ellen, joint author. 
The practical directory to phycovirus lit- 
erature /, 79-20078 


Rohrer, Robert F. 

Selected surface-motion measurements 
from high-explosive cratering experi- 
ments at Big Black test site in Missip- 
pippi during 1976-1977 /, 79-13373 


Rojahn, Christopher, joint author. 
Use and interpretation of strong-motion 
records from highway bridges /, 79- 
10300 


Rolan, Robert G. 

Task summary report V : the design and 
implementation of an environmental 
monitoring program for ERDA fossil 
fuel facilities /, 79-13334 





Rolf Jensen & Associates. 

Study to establish the existing automation 
fire suppresion [i.e. suppression} tech- 
nology for use in residential occupan- 
cies /, 79-5650 


Rolfe, E. J. 
Development of a comparative analyzer 
for microprocessor : topical report /, 
79-13065 


Romania. Treaties, etc. United States, July 

27, 1978. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Republic of Romania, amending 
the agreements of June 17, 1977, as 
amended, and January 6 and 25, 1978, 
effected by exchange of letters signed 
at Washington and New York July 27 
and September 11, 1978., 79-21035 


Romania. Treaties, etc. United States, Mar. 

3, 1978. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Republic of Romania, amending 
the agreement of June 17, 1977, as 
amended, effected by exchange of 
notes, signed at Bucharest, March 3 
and April 12, 1978., 79-17158 


Romania. Treaties, etc. United States, Oct. 

13, 1977. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Republic of Romania, amending 
the agreements of June 2, 1975 and 
June 17, 1977, effected by exchange of 
letters signed at Washington October 
13 and 19, 1977., 79-14157, 79-21036 


Rome, James A. 
The topology of tokamak orbits /, 79- 
18048 


Romeo, David J 
Front passenger aspirator air bag system 
for small cars, phase II evaluation /, 
79-4924 


Romney, E M , joint author. 
Radionuclide uptake by plants /, 79- 
2996 


Ronald E. Stemmler & Associates. 
Transportation Systems Division. 
Economic analysis of highway illumina- 

tion levels and power rate control 
strategy /, 79-23096 


Rones, Philip L. 
Employment and unemployment during 
1978 : an analysis /, 79-17028 


Roof, James B., 1931- , joint author. 
Future structure and management of 
diary cooperatives /, 79-19188 
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Rosenbaum, Judy, joint author. 


Roorda, C. A., joint author. 
Total recycle systems for petrochemical 
waste brines containing refractory con- 

taminants /, 79-13441 


Roper, Alan T 
Turbulent boundary layers over nonsta- 
tionary plane boundaries /, 79-2701 


Roper, Clyde F. E., 1937- joint author. 
Cephalopods from Deepwater Dumpsite 
106 (western Atlantic) : vertical distri- 
bution and seasonal abundance /, 79- 
15611 


Roquemore, G. R., joint author. 

Evaluation of lineament analysis as an ex- 
ploration technique for geothermal 
energy, western and central Nevada : 
final report for the period June 1976- 
October 1978 /, 79-13267 


Roques, R. A. 
LSA silicon material task closed-cycle 
process development., 79-16426 


Rose, Andrew M., joint author. 
Consumer fraud — an empirical perspec- 
tive: summary /, 79-20821 


Rose, B. A., joint author. 
Performance evaluation of the existing 
three-lagoon wastewater treatment 
plant at Pawnee, Illinois /, 79-22542 


Rose, Dietmar W., joint author. 
Equations for estimating stand establish- 
ment, release, and thinning costs in the 
Lake States /, 79-9435 


Rose, John T. 
An analysis of Federal Reserve System 
attrition since 1960 /, 79-13487 


Rose, Robert M. 
Air traffic controller health change study 
: @ prospective investigation of physi- 
cal, psychological and work-related 
changes /, 79-14248 


Rosen, David Paul. 

Masters of reality : certificate or perform- 
ance? : toward policy and practice for 
postsecondary education and work pro- 
grams based on outcomes for students 
/, 7179-20313 


Rosen, Howard N. 
Jet drying of southern pine and Douglas- 
fir : exploratory study /, 79-17730 
Potential for energy recovery from 
humid air streams /, 79-16102 


Rosenbaum, David. 
Field maintenance manual for Georgia 
counties local roads and streets /, 79- 
15628 


Rosenbaum, Judy, joint author. 
Court unification : history, politics and 
implemention /, 79-4602 
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Rosenblum, Robert H. 


Rosenblum, Robert H. 
Victim/witness assistance /, 79-22953 


Rosenfeld, Anne H. 
New views on older lives : a sampler of 
NIMH-sponsored research and service 
programs /, 79-13749 


Rosengren, Bengt 
The Termoroc house : an experimental 
low-energy house in Sweden /, 79- 
3964 


Rosenstein, Marvin. 
Handbook of selected organ doses for 
projections common in pediatric radiol- 
ogy /, 79-22654 


Quantification of current practice in pedi- 
atric roentgenography for organ dose 
calculations /, 79-22652 


Rosenwald, G. W. 
EL Dorado micellar-polymer demonstra- 
tion project /, 79-13073 


Ross, Hayes E., joint author. 

Improvement of accident simulation 
model and improvement of narrow 
object accident reconstruction /, 79- 
14274 


Ross, James A 
Preliminary power train design for a 
state-of-the-art electric vehicle., 79- 
2226 


Ross, John. 
Countercyclical aid and economic stabili- 
zation /, 79-10329 


State-local finances in recession and infla- 
tion : an economic analysis /, 79- 
23214 


Ross, Peggy J. 

Indexes and rankings for indicators of 
social well-being for U.S. counties /, 
79-19193 

Indicators of social well-being for U.S. 
counties /, 79-19192 


Rossiter, Walter J 
Criteria for retrofit materials and prod- 
ucts for weatherization of residences /, 
79-5605 


Rossoff, John, joint author. 
Control of waste and water pollution 
from coal-fired power plants; R & D 
report., 79-13474 


Rosynek, Michael P. 
Transition metal-graphite catalysts for 
production of light hydrocarbons from 
synthesis gas., 79-13182 


Roth, Lewis F , joint author. 
Defect estimation for white fir in the 
Rogue River National Forest /, 79- 
1753 
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Roth, Richard A 
Child abuse and neglect helplines : a spe- 
cial report from the National Center on 
Child Abuse and Neglect., 79-2592 


Child sexual abuse : incest, assault, and 
sexual exploitation : a special report /, 
79-18348 


Multidisciplinary teams in child abuse 
and neglect programs : a special report 
from the National Center on Child 
Abuse and Neglect., 79-2593 


Volunteers in child abuse and neglect 
programs : a special report from the 
National Center on Child Abuse and 
Neglect /, 79-20285 


Roth, William E., joint author. 
Soil survey of Pawnee County, Kansas /, 
79-7216 


Rothacher, Jack, joint author. 
Changes in streamflow following timber 
harvest in southwestern Oregon /, 79- 
14650 


Rothe, Paul H., joint author. 
Analysis of superheated wall 
during refill at small scale : 
report /, 79-14323 


First quarter FY 79 progress report on 
refill effects program : quarterly prog- 
ress report, October 1, 1978-December 
31, 1978 /, 79-21336 

Progress on lower plenum voiding., 
10364 

Scaling of pressure and subcooling for 
countercurrent flow., 79-10383 

Second quarter FY 79 progress report on 
refill effects program : quarterly prog- 
ress report, January 1, 1979-March 31, 
1979 /, 79-21349 


Summary of FY78 progress on CREARE 
refill effects program., 79-10393 


Rothe, R. E. 
Reference 
21343 


effects 
topical 


79- 


critical experiments., 79- 


Rothfus, Robert R 
Concurrent studies of enhanced heat 
transfer and materials for ocean ther- 
mal exchangers., 79-2189 


Rothgeb, Carrie Lee. 
Abstracts of the collected works of C. G. 
Jung /, 79-4388 


Rothman, Kenneth J. 
Epidemiologic analysis with a program- 
mable calculator /, 79-20341 


Rothstein, Larry 
New directions in mass communications 
policy : implications for citizen educa- 
tion and participation /, 79-2485 
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Rothwell, Edward D 
Old River existing low-sill control struc- 
ture, Louisiana : hydraulic model in- 
vestigation : final report /, 79-2081 


Round, Gerald E 
Response of LASL detonators to A.C. 
voltage /, 79-2272 


Rouse, W. Victor. 
Crime in public housing : a review of 
major issues and selected crime reduc- 
tion strategies /, 79-22702 


Rousseau, W. F. 
Economic models and algorithms used in 
the Livermore Economic Modeling 
System /, 79-19997 


A new language for economic general 
equlibrium models /, 79-19990 


Routh, Frederick B. 

Recent developments, new opportunities 
in civil rights and women‘s rights : a 
report of the proceedings of the West- 
ern Regional Civil Rights and 
Women‘s Rights Conference IV., 79- 
3690 


Roux, Paul H. 
Electrical resistivity evaluations at solid 
waste disposal facilities /, 79-9824 


Rowan, Neilon J. 
Roadway lighting handbook /, 79-15674 


Rowan, Samuel J. 
Pine bark recommended as potting 
medium in tests for fusiform rust resis- 
tance /, 79-19150 


Rowe, Anne P , joint author. 
Erosion/corrosion of turbine airfoil mate- 
rials in the high-velocity effluent of a 
pressurized fluidized coal combustor /, 
79-2788 


Rowe, John W. 
Extractives in eastern hardwoods : 
review /, 79-14667 


Rowe, M. L. 
Livestock and the environment : a bib- 
liography with abstracts /, 79-2353 


Treatment of packinghouse wastewater 
by intermittent sand filtration /, 79- 
9835 


Rowland, Michael, joint author. 
Refraction status and motility defects of 
persons 4-74 years, United States, 1971- 
1972 /, 79-4358 


Roy Jorgensen Associates. 
Construction engineering manpower man- 
agement : system design manual /, 79- 
2893 


Roy, Nalini. 
State community assistance initiatives : 
innovations of the late 70s /, 79-21241 





January — December 1979 


Rozenman, Tzvi. 
Optimization of design specifications for 
large dry cooling systems /, 79-20102 


Rozsa, R. B., joint author. 
DYNSYL, a general-purpose dynamic 
simulator for chemical processes /, 
79-21333 


RRC International, inc. Transportation and 
Community Systems Division. 
Guidelines for design of future buses and 
bus stops to accomodate the elderly 
and handicapped., 79-6490 


RTKL Associates. 
A pedestrian planning procedures manual 
/, 79-23109 


Rubel, Frederick. 
Removal of excess fluoride from drinking 
water /, 79-5926 


Rubenstein, Herb, joint author. 
Crime in public housing : a review of 
major issues and selected crime reduc- 
tion strategies /, 79-22702 


Ruberte, Ruth, joint author. 
Vegetables for the hot, humid tropics /, 
79-3514 


Rubin, Arthur I., joint author. 
Fire safety for high-rise buildings : the 
role of communications /, 79-12704 


Rubin, Barney, 1924- 
An assessment of the potential for using 
Alaska coal in California /, 79-19991 


Rubio, Roberto 
A study of the effects of temperature 
variations on radio wave absorption /, 
79-2126 


Ruby, CR 
Tritium half-life /, 79-2266 


Rudd, Eldon. 
U.S./Mexico relations and potentials re- 
garding energy, resources, natural 
economy /, 79-10578 


Rudder, F. F. 

Engineering guidelines for the analysis of 
traffic-induced vibration /, 79-18774 

Statistical analysis of FHWA traffic noise 
data : final report /, 79-4856 

User‘s manual, FHWA level 2 highway 
traffic noise prediction model, stamina 
1.0/, 79-21140 


Ruden, R. J. 
Motorists‘ requirements for active grade 
crossing warning devices /, 79-18772 


Ruderman, Henry, 1935- , joint author. 
The application of game theory to nucle- 
ar material accounting /, 79-6583 





Rutgers University, New Brunswick, N.J. 


Rudgers, Anthony J. 

Spatial impulse response of an acoustic 
line radiator : a study of boundary-dif- 
fraction-wave phenomena and their ex- 
perimental detection /, 79-11077 


Ruegg, Rosalie T. 
Economic evaluation of windows in 
buildings : methodology /, 79-12705 


Life-cycle costing : a guide for selecting 
energy conservation projects for public 
buildings /, 79-7293, 79-7294 


Ruepel, D W , joint author. 
Neutron spectrum measurements for radi- 
ation protection purposes /, 79-4007 


Ruffell Smith, H. P., 1911- 
A simulator study of the interaction of 
pilot workload with errors, vigilance, 
and decisions /, 79-11953 


Ruggera, Paul S. 
Measurements of electromagnetic fields in 
the close proximity of CB antennas /, 
79-15270 


Ruggles, Richard, 1916- 
Employment and unemployment statistics 
as indexes of economic activity and ca- 
pacity utilization /, 79-15811 


Rumberger, William. 
Advanced helicopter structural design in- 
vestigation /, 79-7483 


Rump, William M. 
The supply of carbon dioxide for en- 
chanced oil recovery /, 79-13189 


Rumsey, Donald W. 
An industrywide industrial hygiene study 
of ethylene dibromide /, 79-13732 


Rumsey, Michael G., joint author. 

Cadet evaluation battery : a comparison 
of 1975 male and female scores with 
one another and with 1971 male scores 
/, 7179-12922 


Rundall, Theodore W 
Evaluation of terminal information proc- 
essing system concept I for instrument 
flight rules room /, 79-14252 


Rural America, inc. 
Limited access : a report on the commu- 
nity block grant program in nonmetro- 
politan areas, summary /, 79-5676 


Ruscitto, David. 
Hydrodynamic air lubricated compliant 
surface bearing for an automotive gas 
turbine engine /, 79-17915 


Rusek, S. J. 
Source assessment : open mining of coal : 
state of the art /, 79-7753 
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Rush, K. 
User manual for the Q-5485, 1.O-nsec fast 
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U.S. Natl Aeronautics and Space Administration. Scientific and Technical 


Umberger, Dwaine E., joint author. 
Technical and economic causes of pro- 
ductivity changes in U.S. wheat pro- 

duction, 1949-76 /, 79-14626 


Underground Coal Conversion Symposium, 

5th, Alexandria, Va., 1979. 

Proceedings of the Sth Underground 
Coal Conversion Symposium, Alexan- 
dria, Virginia, June 18-21, 1979 /, 79- 
14862 


Underground Systems, inc. 
Final report on preliminary dielectric 
studies : Spir-O-Line cable for applica- 
tion at power frequencies /, 79-13249 


Underhill, Jack A. 
New communities : problems and poten- 
tials, 79-8229 


Underwriters‘ Laboratories. 
Detector directory /, 79-22572 


Development and verification of fire tests 
for cable systems and system compo- 
nents /, 79-8709 


Unger, Samuel G. 
Environmental implications of trends in 
agriculture and silviculture /, 79-9827, 
79-20086 


Union Carbide Corporation. 

Feasibility of low-cost, high-volume pro- 
duction of silane and pyrolysis of silane 
to semiconductor grade for silicon : 
low cost silicon array project., 79- 
16413 

Low cost silicon array project : feasibility 
of low-cost, high-volume production of 
silane and pyrolysis of silane to semi- 
conductor-grade silicon., 79-3908 

Low cost silicon solar array project : sili- 
con materials task : establishment of 
the feasibility of a process capable of 
low-cost, high volume production of 
silane (step I) and the pyrolysis of 
silane to semiconductor-grade silicon 
(step II) /, 79-9658, 79-11188 

Superconducting cable system : final 


report, September 1975-June 1977 /, 
79-9724 


Union Carbide Corporation. Computing 
Applications Dept. 
CONTOUR, a subroutine to draw contour 
lines for randomly located data /, 79- 
11291 


Union Carbide Corporation. Linde Division. 
Biological-chemical process for removing 
phosphorus at Reno/Sparks, NV /, 
79-13439 
The codisposal of sewage sludge and 
refuse in the Purox system /, 79- 
11449 


Union Hospital, Lynn, Mass. 
Treatment of the drug abusing patient for 





treatment staff physicians /, 79-13761 
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United Arab Emirates. Treaties, etc. United 
States, Mar. 16, 1978. 
Technical assistance in customs improve- 
ment : agreement between the United 
States of America and United Arab 


Emirates, amending and the 
agreement of January 18 and April 26, 
1976, signed at Washington and Abu 
Dhabi, March 16 and April 19, 1978., 
79-21057 


United Engineers & Constructors, inc. 

Capital cost, gas cooled fast reactor plant 
/, 179-13087 

Capital cost, pressurized water reactor 
plant /, 79-19855 

Cooling systems addendum : capital and 
total generating cost studies /, 79- 
2976 

Fuel supply investment cost : coal and 
nuclear /, 79-17352 


Water consumption and costs for various 
steam electric power plant cooling sys- 
tems /, 79-13460 


United Nations Educational, Scientific and 

Cultural Organization. 

Information services on research in prog- 
ress Services d‘information concernant 
les recherches en cours : a worldwide 
inventory repertoire mondial /, 79- 
4695 

Progress of education in the United 
States of America., 79-16681 


United Nations Negotiating Conference on a 
Common Fund under the Integrated 
Program for Commodities, 2d, Geneva, 
Nov. 7-Dec. 2, 1977. 

Progress report on the North-South Dia- 
logue : the Common Fund and com- 
modities : report of a staff study mis- 
sion to the November 1977 meeting of 
the second United Nations Negotiating 
Conference on a Common Fund Under 
the Integrated Program for Commod- 
ities, 79-5110 


United Nuclear Industries. 

Determining effectiveness of ALARA 
design and operational features /, 79- 
17370 

PWR steam generator chemical cleaning 
/, 79-11275 


United Spanish War Veterans. 
Proceedings of the stated convention of 
the National Encampment, United 
Spanish War Veterans., 79-9208 


United States. Library of Congress. Division 
for the Blind and Physically Handicapped. 
Talking book topics., 79-1361 

United States. National Aeronautics and 
Scientific and technical aerospace re- 

ports., 79-1391 
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U.S. Ad Hoc Interagency Committee on Dam Safety. 


United States. Ad Hoc Interagency 
Committee on Dam Safety. 
Federal guidelines for dam safety /, 79- 
20953 


United States. Ad Hoc Interagency 
Population Dose Assessment Group. 
Population dose and health impact of the 
accident at the Three Mile Island Nu- 
clear Station : (a preliminary assess- 
ment for the period March 28 through 
April 7,1979) /, 79-21289 

Population dose and health impact of the 
accident at the Three Mile Island Nu- 
clear Station : preliminary estimates for 
the period March 28, 1979 through 
April 7, 1979 /, 79-21301 


Summary and discussion of findings from 
population dose and health impact of 
the accident at the Three Mile Island 
Nuclear Station : (a preliminary esti- 
mate for the period March 28 through 
April 7, 1979) /, 79-20401 


United States. Ad Hoc Review Committee 
for Frederick Cancer Research Center 
Basic Research Program. 

Report /, 79-20337 


United States. Adjutant General Center. 
Official mail : reducing Army mailing 
costs /, 79-7422 
The US Army Signal School apprentice- 
ship program for the trade of aircraft 
electrical mechanic /, 79-12895 


The US Army Signal School apprentice- 
ship program for the trade of automat- 
ic equipment technician /, 79-12896 


The US Army Signal School apprentice- 
ship program for the trade of central 
office telephone installer and repairer / 
, 7179-12894 


The US Army Signal School apprentice- 
ship program for the trade of instru- 
ment repairer (electronic) /, 79-12899 


The US Army Signal School apprentice- 
ship program for the trade of radio 
communications technician /, 79- 
12893 


The US Army Signal School apprentice- 
ship program for the trade of radio op- 
erator /, 79-10999 


United States. Adjutant General‘s Office. 
United States Army Reserve officers per- 
sonnel development and _utilization., 
79-2054 


The US Army Signal School apprentice- 
ship program for the trade of electri- 
cian, radio /, 79-11001 

The US Army Signal School apprentice- 
ship program for the trade of electron- 
ics mechanic /, 79-11000 


The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, motion picture /, 79-12903 
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The US Army Signal School apprentice- 
ship program for the trade of photo- 
graphic equipment maintenance techni- 
cian /, 79-12902 


The US Army Signal School apprentice- 
ship program for the trade of radio me- 
chanic /, 79-12901 


United States. Administration for Children, 
Youth and Families. 
An annotated bibliography for child and 
family development programs /, 79- 
2579 


Annual report of the U.S. Department of 
Health, Education, and Welfare to the 
Congress of the United States on serv- 
ices provided to handicapped children 
in Project Head Start., 79-13767 


Child abuse and neglect grants program., 
79-15313 


Lasting effects after preschool /, 79- 
22681 


Nuggets from the 1977 National Head 
Start Workshop /, 79-18343 


Resources for Child Development Asso- 
ciate training : an annotated bibliogra- 
phy., 79-15314 


A review of Head Start research since 
1969 and an annotated bibliography /, 
79-2580 


Summary report : lasting effects after 
preschool /, 79-22682 


Summary report : the persistence of pre- 
school effects : a long-term follow-up 
of fourteen infant and preschool experi- 
ments /, 79-8123 


United States. Administration for Children, 
Youth, and Families. Research and 
Evaluation Division. 

Research, demonstration, and evaluation 
studies., 79-8124 


United States. Administration for Children, 
Youth, and Families. Research, 
Demonstration, and Evaluation Division. 
Research, demonstration, and evaluation 

studies., 79-13766 


United States. Administration for Native 
Americans. 
Indian child welfare act of 1978 : ques- 
tions and answers., 79-16789 


Statement of A. David Lester, Commis- 
sioner, Administration for Native 
Americans, Office of Human Develop- 
ment Services, Department of Health, 
Education, and Welfare for the Com- 
mittee on Interior and Insular Affairs, 
U.S. House of Representatives con- 
cerning economic development on 
Indian reservations., 79-15317 


United States. Administration on Aging. 
AoA education and training program 
plan and guidelines for preparation of 
applications : title IV-A and IV-E of 
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the Older Americans act, as amended, 
fiscal year 1979., 79-16711 


Directory : state agencies on aging and 
regional offices., 79-8131 


Guide to census data on the elderly., 
79-1805 


Guidelines for preparation of grant appli- 
cations. Research and development 
projects in aging, Title IV-B of the 
Older americans act., 79-18351 


Information and referral : how to do it /, 
79-20283 


Information & referral services : research 
findings /, 79-20284 


Information statement for applicants and 
grantees model projects on aging; 
Older Americans act, Title III, section 
308., 79-11735 


Older Americans act of 1965, as amend- 
ed., 79-6091 


Older Americans act of 1965, as amended 
: history and related acts., 79-22697 


Over easy : a series of 90 half-hour daily 
programs for older people about aging 
in America., 79-8132 


Report of the Interdepartmental Task 
Force on Information and Referral., 
79-4425 


Research and development projects in 
aging; Title IV-B of the Older Ameri- 
cans act, new grants., 79-18350 


United States. Administration on Aging. 
Division of Research and Analysis. 
Guidelines for preparation of grant appli- 

cations. Research and development 
projects in aging, Title IV-B of the 
Older americans act., 79-2482 


United States. Administration on Aging. 
Office of Public Information. 
Older Americans month, May 1979 : in- 
formation package /, 79-15316 


United States. Administrative Committee of 
the Federal Register. 


Federal register update., 79-947 


United States. Administrative Conference. 

Extension of the Administrative Confer- 
ence study on Magnuson-Moss rule- 
making : hearing before the Subcom- 
mittee on Consumer Protection and Fi- 
nance of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, on H.R. 12563 ... June 
15, 1978., 79-8970 


Report - Administrative Conference of 
the United States., 79-17297 


United States. Administrative Office of the 
United States Courts. 
Annual report of the Director - Adminis- 
trative Office of the United States 
Courts., 79-4611 





January — December 1979 


Annual report of the Director of the Ad- 
ministrative Office of the United States 
Courts., 79-15522 


Federal probation., 79-1287 


Report and tentative recommendations of 
the Committee to consider standards 
for admission to practice in the federal 
courts to the Judicial Conference of 
the United States., 79-8292 


Report of the Subcommittee on remedies 
to the Committee of the Judicial Con- 
ference of the United States to consider 
standards for admission to practice in 
the federal courts., 79-8293 


The Third branch., 79-1286 


United States court directory., 
79-17004 


United States District Courts sentences 
imposed chart., 79-18590 


United States. Administrative Office of the 
United States Courts. Probation Division. 
Directory of United States probation offi- 

cers., 79-1288 


United States. Administrative Office of the 
United States Courts. Statistical Analysis 
and Reports Division. 

Federal judicial workload statistics., 
10123, 79-18589 


Juror utilization in United States District 
Courts., 79-10125 


United States. Advanced Research Projects 
Agency. 


79-17003, 


79- 


A production-compatible microelectronic 
test pattern for evaluating photomask 
misalignment /, 79-16238 


United States. Advisory Commission on 

Intergovernmental Relations. 

The adequacy of federal compensation to 
local governments for tax exempt Fed- 
eral lands., 79-21240 

A catalog of Federal grant-in-aid pro- 
grams to State and local governments; 
grants funded., 79-10328 


Changing public attitudes on govern- 
ments and taxes., 79-10330 
Countercyclical aid and economic stabili- 
zation /, 79-10329 
From the ACIR 
index., 79-1611 
Intergovernmental perspective., 79-1610 
Significant features of fiscal federalism., 
79-18818 
State community assistance initiatives : 
innovations of the late 70s /, 79-21241 
State-local finances in recession and infla- 
tion : an economic analysis /, 79- 
23214 


State mandating of local expenditures., 
79-8642 


library. Periodical 





State mandating of local expenditures : 
commission report., 79-6532 


United States. Advisory Committee on 
Distilled Spirits Plant Supervision. 
Recommendations concerning Govern- 

ment supervision of distilled spirits 
plants /, 79-4828 


United States. Advisory Committee on East- 

West Trade. 

Antitrust in East-West trade : excerpt 
from the March 10, 1976 meeting of 
the Advisory Committee on East-West 
Trade., 79-3675 


U.S.-U.S.S.R. trade and the whipsaw 
controversy : excerpts from meeting 
March 30, 1977 : Advisory Committee 
on East-West Trade., 79-19595 


United States. Advisory Committee on Gross 
National Product Data Improvement. 
Gross national product data improvement 

project report : report /, 79-14717 


United States. Advisory Committee on 
Voluntary Foreign Aid. 
Voluntary foreign aid programs., 
21084 


United States. Advisory Council on Historic 
Preservation. 
Assessing the energy conservation bene- 
fits of historic preservation : methods 
and examples /, 79-17320 


The contribution of historic preservation 
to urban revitalization /, 79-15815 


Preservation and energy conservation /, 
79-21283 


Preservation and urban revitalization /, 
79-21284 


Report to the President and the Congress 
of the United States - Advisory Coun- 
cil on Historic Preservation., 79-14308 


United States. Agency for International 
Development. 
A.LD. research and development ab- 
stracts., 79-1477 


Congressional record review., 

Development digest., 79-1473 

Environmental and natural resource man- 
agement in developing countries : a 
report to Congress., 79-14180 

Estimating housing assistance require- 
ments and subsidy costs /, 79-20497 

Handbook of tropical and subtropical 
horticulture /, 79-21083 


Metrology in industry and government : 
how to find out who needs what serv- 
ices: proceedings of a regional seminar 
held September 27-28, 1978 at the 
Korea Standards Research Institute, 
Dae Jeon, Korea /, 79-12701 


Soil survey of Central Argicultural Ex- 


periment Station, Suakoko, Liberia., 
79-19164 


79- 


79-1476 
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U.S. Agricultural Marketing Service. 


Soybeans as human food : 
and simply processed /, 79-10676, 
79-16088 

Telephone directory. Department of 
State, Agency for International Devel- 
opment, Arms Control and Disarma- 
ment Agency, Overseas Private Invest- 
ment Corporation, Board for Interna- 

tional Broadcasting., 79-15582 


Tropical yams and their potential /, 79- 
3482 


United States. Agency for International 
Development. Bureau for Technical 
Assistance. 


A.LD. research and development ab- 
stracts., 79-1477 


United States. Agency for International 
Development. Office of Population. 
Countries of the world, year of latest 

population census /, 79-i4724 


United States. Agency for International 
Office of Public Affairs. 
Agenda., 79-1475 


United States. Agency for International 
Development. Office of Statistics and 


Reports. 
Selected economic data for the less-de- 
veloped countries., 79-21082 


United States. Agricultural Marketing 

Service. 

Agricultural economics research., 
156 

Cotton quality : what it is, how it's meas- 
ured., 79-10678 

Crop production., 79-126 

Egg products; liquid, frozen, dried pro- 
duction under Federal inspection., 79- 
141 


Facts about : livestock sellers‘ rights 
under P&S trust provision., 79-1792 


Farm labor., 79-174 


Federal milk order market statistics. 
Annual summary., 79-10651, 79- 
19075 


Food marketing alert., 79-97 
How onions are marketed /, 79-10677 


List of selected resource materials on 
farmer-to-consumer direct marketing., 
79-1791 


Livestock and meat statistics. Supple- 
ment., 79-3474, 79-19074 


Milk production., 79-148 
Naval stores., 79-175 
Peanut stocks and processing., 79-170 


Poultry market statistics, annual sum- 
mary., 79-12553 


Tobacco in the United States., 79-10656 


Tobacco market review. Flue-cured., 
79-12640 


79- 
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U.S. Agricultural Marketing Service. Cotton Division. 


United States. Agricultural Marketing 
Service. Cotton Division. 
Cotton fiber and processing test results., 
79-83 
Cotton gin equipment., 


Cotton price statistics., 


79-12639 

79-82 

Cotton quality. Supply, disappearance, 
carryover., 79-16138 


United States. Agricultural Marketing 
Service. Cotton Division. Market News 
Section. 

Long staple cotton review., 79-84 

79-80 

United States cotton quality report for 
ginnings., 79-78 


Weekly cotton market review., 


Monthly cotton linters review., 


79-79 


United States. Agricultural Marketing 
Service. Cotton Division. Quotations 
Section. 

Daily spot cotton quotations., 79-81 

United States. Agricultural Marketing 
Service. Dairy Division. 

Federal milk order market statistics., 79- 
86 


United States. Agricultural Marketing 
Service. Dairy Division. Market 
Information Branch. 

Dairy market statistics, annual summary., 
79-16064 


United States. Agricultural Marketing 
Service. Fruit and Vegetable Division. 
Fresh fruit and vegetable market news, 

weekly summary, shipments - unloads., 
79-85 


Fresh fruit and vegetable shipment totals 


by commodities, states, months., 79- 
3509 


Fresh fruit and vegetable shipments by 
states, commodities, counties, stations., 
79-3508 

Fresh fruit and vegetable unload totals 
for 41 cities., 79-3507 


Honey market news, monthly report., 
79-94 
Peanut market news., 79-77 


Sugar and sweetener report., 79-6 


United States. Agricultural Marketing 
Service. Fruit and Vegetable Division. 
Market News Branch. 

Fresh fruit and vegetable prices., 79- 
17712 


United States. Agricultural Marketing 
Service. Grain Division. 
Feed market news, weekly summary and 
statistics., 79-92 


Grain market news, weekly summary and 
Statistics, 79-91 


Molasses market news., 
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United States. Agricultural Marketing 
Service. Livestock, Poultry, Grain, and 
Seed Division. 

Livestock, meat, wool, market news; 
weekly summary and statistics., 79-88 


The market news service on poultry and 
eggs., 79-14638 


United States. Agricultural Marketing 
Service. Tobacco Division. 
Tobacco stocks., 79-96 


United States. Agricultural Research Service. 


Agricultural research., 79-176 
Controlling household pests., 79-19089 


Energy relationships for a 320-acre Iowa 
farm : an attempt to increase produc- 
tion of grain and meat while rendering 
the farm energy self-sufficient by gen- 
erating methane through anaerobic fer- 
menation of residues /, 79-19868 


Home greenhouse., 79-19079 


Lawn diseases : how to control them /, 
79-19088 


Plant disease reporter., 79-181 


Plant material introduced January 1 to 
December 31, 1974 : (nos. 384428 to 
391684) /, 79-5515 


Soil, water, air sciences directory., 79- 
17777 


Technological and economic assessment 
of the utilizaion of rice straw residue 
from the California Sacramento Valley 
for on-farm power generation /, 79- 
19946 


Three-bedroom house for the handi- 
capped., 79-10658 


Two-bedroom farmhouse., 79-5462 


United States. Agricultural Research Service. 


Animal Physiology and Genetics Institute. 
Dairy herd improvement letter., 79-72 


United States. Agricultural Research Service. 


Consumer and Food Economics Institute. 
Food buying guide for child care centers 
/, 19-1795 


Home canning of fruits and vegetables /, 
79-19086 


United States. Agricultural Research Service. 


North Central Region. 

Report of the Twenty-fifth Alfalfa Im- 
provement Conference, July 13-15, 
1976, Cornell University, Ithaca, New 
York., 79-21908 


Storage rot of sugarbeet /, 79-21909 


Summary progress report : 1977 U.S. 
Grain Marketing Research Center., 
79-21910 


United States. Agricultural Research Service. 


Northeastern Region. 
Tables on hatchery and flock participa- 
tion in the National poultry improve- 


Do not order from index; see indicated entry 





Author Index 


ment plan : highlights for testing year 
1976-77., 79-21911 


1977 report of random sample egg pro- 
duction tests, United States and Canada 
: two-year combined summary, 1975-76 
and 1976-77, range group rankings, 
1976-77., 79-21912 


United States. Agricultural Research Service. 


Southern Region. 
Bamboo production research at Savan- 
nah, Georgia, 1956-77 /, 79-21916 


A continuous stirred tank reactor (CSTR) 
system for exposing plants to gaseous 
air contaminants : principles, specifica- 
tions, construction, and operation /, 
79-21919 


Cultivation of neglected tropical fruits 
with promise /, 79-21913 


Deterministic model for simulating the 
predation of Toxorhynchites rutilus ru- 
tilus on Aedes aegypti /, 79-21918 

Insect diet dispenser for medium-size 
rearing programs /, 79-21920 

Nutrient recovery from farm ponds : hy- 
droponic plant production and other 
means: a review /, 79-21917 

S-2 black-light trap for capturing pecan 
Lepidoptera /, 79-21915 


Utility usage in small slaughter plants /, 
79-21914 


United States. Agricultural Research Service. 


Western Region. 

Chemical termination of late-season 
cotton fruiting in Arizona and Califor- 
nia, 1972-76 /, 79-21923 

Pink bollworm infestations and relation- 
ships to cotton yield in Arizona /, 79- 
21921 


Rearing selected western cotton insects in 
the laboratory /, 79-21922 


United States. Agricultural Stabilization and 


Conservation Service. 
Agricultural conservation program., 79- 
21925 


Agricultural Stabilization and Conserva- 
tion Service., 79-21924 


ASCS commodity fact sheet., 79-73 


Michigan annual report., 79-9474 


United States. Agricultural Stabilization and 


Conservation Service. Commodity Office. 
Commodity purchases for domestic distri- 
bution., 79-75 


Commodity purchases for export distribu- 
tion., 79-76 


Port allocations., 79-74 


United States. Agricultural Stabilization and 


Conservation Service. Tobacco & Peanut 

Division. 

Tobacco allotted, by counties and kinds., 
79-10725 





January — December 1979 


United States. Agricultural Stabilization and 
Conservation Service. West Virginia ASCS 
State Office. 


West Virginia annual report., 79-19180 


United States. Air Development Center, 

Rome, N.Y. 

FAA lightning protection study : light- 
ning protection requirements for 
Wilcox Mark I/D instrument landing 
system., 79-21199 


United States. Air Force. 
Air Force register., 79-16392 


Interagency intergovernmental coordina- 
tion for environmental planning., 79- 
3863 


United States. Air Force. Ad Hoc Committee 
on Future Air Force Energy Needs - Fuels 
and Systems. 

Report of the USAF Scientific Advisory 
Board Ad Hoc Committee on Future 
Air Force Energy Needs - Fuels and 
Systems., 79-5817 


United States. Air Force. Air Training 
Command. 


Weather for aircrews /, 79-9604 


United States. Air Force. Directorate of 
Engineering and Services. 
Evaluation of plastic wallcovering mate- 
rials /, 79-5607 


United States. Air Force. Environmental 
Planning Division. 
Interagency intergovernmental coordina- 
tion for environmental planning., 79- 
3863 


United States. Air Force. Judge Advocate 

General. 

Annual report submitted to the Commit- 
tees on Armed Services of the Senate 
and the House of Representatives and 
to the Secretary of Defense and Secre- 
tary of Transportation and the Secre- 
taries of the Departments of the Army, 
Navy, and Air Force pursuant to the 
Uniform Code of Military Justice., 
79-10907 


The reporter - Office of the Judge Advo- 
cate General of the Air Force., 79- 
781 


United States. Air Force. Medical Service. 
Medical service digest., 79-782 


United States. Air Force. Office of 
Comptroller. 


The Air Force comptroller., 79-774 


United States. Air Force. Scientific Advisory 

Board. 

Report of the USAF Scientific Advisory 
Board Ad Hoc Committee on Future 
Air Force Energy Needs - Fuels and 
Systems., 79-5817 





U.S. Alcohol, Drug Abuse, and Mental Health Administration. 


Report of the USAF Scientific Advisory 
Board Ad Hoc Committee on Gas Tur- 
bine Technology., 79-3864 


Report of the USAF Scientific Advisory 
Board Geophysics Panel Task Group 
on Meteorological Effects on Micro- 
wave Propagation., 79-5818 


Report of the USAF Scientific Advisory 
Board Guidance and Control Panel 
review of aircraft inertial systems., 
79-3865 


United States. Air Force. Scientific Advisory 
Board. Guidance and Control Panel. 
Report of the USAF Scientific Advisory 
Board Ad Hoc Committee on Gas Tur- 
bine Technology., 79-3864 

Report of the USAF Scientific Advisory 
Board Guidance and Control Panel 
review of aircraft inertial systems., 
79-3865 


United States. Air Force. Strategic Air 
Command. 


Combat crew., 79-775 


United States. Air Force. Task Group on 
Meteorological Effects on Microwave 
tion. 


Propaga 

Report of the USAF Scientific Advisory 
Board Geophysics Panel Task Group 
on Meteorological Effects on Micro- 
wave Propagation., 79-5818 


United States. Air Force Academy. 
Annual catalog - United States Air Force 
Academy., 79-7568, 79-16393 
The contribution of the frontier to the 
American military tradition /, 79-3876 


United States. Air Force Academy. Library. 
Air power and warfare /, 79-11115 


Terrorism., 79-3877 


Winning cadet speeches : 1973-1975 inter- 
collegiate competition /, 79-5824 


United States. Air Force Institute of 
Technology, Wright-Patterson Air Force 
Base, Ohio. Civil Engineering School. 

Air Force engineering & services quarter- 
ly., 79-772 


United States. Air Force Military Personnel 
Center. 
Generalized approach for predicting a di- 
chotomous criterion /, 79-12991 


United States. Air traffic service. 
Air traffic control., 79-1567 

79-1568 

Data communications., 79-6481 


FAA National Flight Data Center five- 
year plan, 1977-1981., 79-15744 
Facility 79-21197, 

23157 


Facility operation and administration., 
79-23159 


Contractions., 
79- 


management., 
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Flight services., 79-1569, 79-12201 
Location identifiers., 79-1571 


Special military operations., 79-23160, 
79-23162, 79-23163 


United States. Air Traffic Service. Flight 
Services Division. 
IFR off-airway routes, non part 95., 
4889 


Minimum enroute IFR altitudes over par- 


ticular routes and intersections., 79- 
8578, 79-17254 


United States of America AIP, aeronauti- 
cal information publication., 79-12200 


79-23161, 


79- 


United States. Air University. 
Air University review., 79-766 


United States. Air University. Library. 
Air University Library index to military 
periodicals., 79-767 


United States. Airway Facilities Service. 
Facility performance report., 79-12204 
Summary report on airway facilities 

maintenance program evaluation con- 
ducted in the Western Region ; August 
12 - 31, 1973., 79-2923 


United States. Alcohol, Drug Abuse, and 

Mental Health Administration. 

Adamha merit promotion program : Q & 
A., 79-8081 

Art therapy : a transcript of a community 
service radio program with guests from 
the Alcohol, Drug Abuse, and Mental 
Health Administration., 79-20456 


Child mental health : a transcript of a 
community service radio program with 
guest from the Alcohol, Drug Abuse, 
and Mental Health Administration., 
79-16777 


College mental health : a transcript of a 
community service radio program with 
guests from the Alcohol, Drug Abuse, 
and Mental Health Administration., 
79-20457 
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ucts, SIC 2051., 79-19211 


1977 census of manufactures : industry 
series, brick and structural clay tile, 
SIC 3251., 79-22026 


1977 census of manufactures : industry 
series, brooms and brushes, SIC 3991., 
79-19446 


1977 census of manufactures : industry 
series, burial caskets, SIC 3995., 79- 
19447 
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1977 census of manufactures : industry 
series, buttons, SIC 3963., 79-19444 


1977 census of manufactures : industry 
series, calculating and accounting ma- 
chines, SIC 3574., 79-22063 


1977 census of manufactures : industry 
series, cane sugar refining SIC 2062., 
79-19214 


1977 census of manufactures : industry 
series, canned and cured seafoods, SIC 
2091., 79-19221 


1977 census of manufactures : industry 
series, canned fruits and vegetables, 
SIC 2033., 79-19206 


1977 census of manufactures : industry 
series, canned specialties, SIC 2032., 
79-21970 


1977 census of manufactures : industry 
series, canvas and related products, 
SIC 2394., 79-19265 


1977 census of manufactures : industry 
series, carbon and graphite products, 
SIC 3624., 79-19405 


1977 census of manufactures : industry 
series, carbon paper and inked ribbons, 
SIC 3955., 79-19441 


1977 census of manufactures : industry 
series, carpets and rugs, N.E.C., SIC 
2279., 79-19242 


1977 census of manufactures : industry 
series, cellulosic manmade fibers, SIC 
2823., 79-19298 


1977 census of manufactures : industry 
series, cement, hydraulic, SIC 3241., 
79-19326 


1977 census of manufactures : industry 
series, ceramic wall and flood title, SIC 
3253., 79-19327 


1977 census of manufactures : industry 
series, cereal breakfast foods, SIC 
2043., 79-19208 


1977 census of manufactures : industry 
series, cheese, natural and processed. 
SIC 2022., 79-19202 


1977 census of manufactures : industry 
series, chemical preparations, N.E.C., 
SIC 2899., 79-22018 


1977 census of manufactures : industry 
series, chewing and smoking tobacco, 
SIC 2131., 79-19228 


1977 census of manufactures : industry 
series, chewing gum, SIC 2067., 79- 
19216 


1977 census of manufactures : industry 
series, cigarettes, SIC 2111., 79-19226 

1977 census of manufactures : industry 
series, cigars, SIC 2121., 79-19227 

1977 census of manufactures : industry 


series, circular knit fabric mills, SIC 
2257., 79-19235 
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1977 census of manufactures : industry 
series, clay refractories, SIC 3255., 
79-19328 


1977 census of manufactures : industry 
series, coated fabrics, not rubberized, 
SIC 2295., 79-19250 


1977 census of manufactures : industry 
series, commercial lighting fixtures, 
SIC 3646., 79-22079 


1977 census of manufactures : industry 
series, commercial printing, letterpress, 
SIC 2751., 79-22003 


1977 census of manufactures : industry 
series, commerical laundry equipment, 
SIC 3582., 79-19401 


1977 census of manufactures : industry 
series, commerical printing, gravure, 
SIC 2754., 79-22005 


1977 census of manufactures : industry 
series, commerical printing, lithogra- 
phic, SIC 2752., 79-22004 

1977 census of manufactures : industry 
series, concrete block and brick, SIC 
3271., 79-19333 


1977 census of manufactures : industry 
series, concrete products, N.E.C., SIC 
3272., 79-19334 


1977 census of manufactures : industry 
series, condensed and evaporated milk, 
SIC 2023., 79-19203 


1977 census of manufactures : industry 
series, confectionery products, choco- 
late and cocoa products, SIC 2065, SIC 
2066., 79-21976 


1977 census of manufactures : industry 
series, construction machinery, SIC 
3531., 79-22051 


1977 census of manufactures 
series, converted paper 
N.E.C., SIC 2649., 79-21998 


1977 census of manufactures : industry 
series, conveyers and conveying equip- 
ment, SIC 3535., 79-19387 


1977 census of manufactures : industry 
series, cookies and crackers, SIC 2052., 
79-19212 


1977 census of manufactures : industry 
series, cordage and twine, SIC 2298., 
79-19253 


1977 census of manufactures : industry 
series, corrugated and solid fiber boxes, 
SIC 2653., 79-21999 


1977 census of manufactures : industry 
series, costume jewelry, SIC 3961., 
79-19442 


1977 census of manufactures : industry 
series, cottonseed oil mills, SIC 2074., 
79-21977 


1977 census of manufactures : industry 
series, creamery butter, SIC 2021., 79- 
21969 
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1977 census of manufactures : industry 
series, crown and closures, SIC 3466., 
79-19372 


1977 census of manufactures : industry 
series, curtains and draperies, SIC 
2391., 79-19262 


1977 census of manufactures : industry 
series, cut stone and stone products, 
SIC 3281., 79-19337 


1977 census of manufactures : industry 
series, cutlery, SIC 3421., 79-19361 


1977 census of manufactures : industry 
series, cyclic crudes and intermediates, 
SIC 2865., 79-22012 


1977 census of manufactures : industry 
series, dehydrated fruits, vegetables, 
and soups, SIC 2034., 79-19207 


1977 census of manufactures : industry 
series, dental equipment and supplies, 
SIC 3843., 79-19429 


1977 census of manufactures : industry 
series, die-cut paper and board, SIC 
2645., 79-19284 


1977 census of manufactures : industry 
series, distilled liquior, expect brandy, 
SIC 2085., 79-21982 


1977 census of manufactures : industry 
series, dog, cat, and other pet food, 
SIC 2047., 79-21975 


1977 census of manufactures : industry 
series, dolls, SIC 3942., 79-19436 


1977 census of manufactures : industry 
series, drapery hardware and window 
blinds and shades, SIC 2591., 79- 
21993 


1977 census of manufactures : industry 
series, electric housewares and fans, 
SIC 3634., 79-22075 


1977 census of manufactures : industry 
series, electric lamps, SIC 3641., 79- 
19407 


1977 census of manufactures : industry 
series, electrical equipment and supplies 
N.E.C., SIC 3699., 79-19414 


1977 census of manufactures : industry 
series, electrical industrial apparatus, 
N.E.C., SIC 3629., 79-22071 


1977 census of manufactures : industry 
series, electrometallurgical products, 
SIC 3313., 79-22028 


1977 census of manufactures : industry 
series, electron tubes, all types, SIC 
3671., 79-22084 


1977 census of manufactures : industry 
series, electronic capacitors, SIC 3675., 
79-19410 


1977 census of manufactures : industry 
series, electronic coils and transform- 
ers, SIC 3677., 79-19411 


1977 census of manufactures : industry 


series, electronic components, N.E.C., 
SIC 3679., 79-22087 





1977 census of manufactures : industry 
series, electronic connectors, SIC 
3678., 79-22086 


1977 census of manufactures : industry 
series, electronic resistors, SIC 3676., 
79-22085 


1977 census of manufactures : industry 
series, electrotyping and stereotyping, 
SIC 2794., 79-19295 


1977 census of manufactures : industry 
series, engine electrical equipment, SIC 
3694., 79-19413 


1977 census of manufactures : industry 
series, engraving and plate printing, 
SIC 2753., 79-19291 

1977 census of manufactures : industry 
series, envelopes, SIC 2642., 79-19283 


1977 census of manufactures : industry 
series, environmental controls, SIC 
3822., 79-19425 


1977 census of manufactures : industry 
series, explosives, SIC 2892., 79-19308 


1977 census of manufactures : industry 
series, fabric dress and work gloves, 
SIC 2381., 79-19259 


1977 census of manufactures 
series, fabricated metal 
N.E.C., SIC 3499., 79-22049 


1977 census of manufactures : industry 
series, fabricated pipe and fittings, SIC 
3498., 79-19382 


1977 census of manufactures : industry 
series, fabricated plate work (boiler 
shops), SIC 3443., 79-22039 


1977 census of manufactures : industry 
series, fabricated rubber products , 
N.E.C., SIC 3069., 79-19314 


1977 census of manufactures : industry 
series, fabricated structural metal, SIC 
3441., 79-22037 


1977 census of manufactures 
series, fabricated textile 
N.E.C., SIC 2399., 79-19268 


1977 census of manufactures : industry 
series, farm machinery and equipment, 
SIC 3523., 79-22050 


1977 census of manufactures : industry 
series, felt goods, except woven felts 
and hats, SIC 2291., 79-19247 


1977 census of manufactures : industry 
series, fertilizers, mixing only, SIC 
2875., 79-22015 


1977 census of manufactures : industry 
series, fiber cans, drams, and similar 
products, SIC 2655., 79-19287 


1977 census of manufactures : industry 
series, fine earthenware food utensils, 
SIC 3263., 79-19330 


1977 census of manufactures : industry 
series, finishing plants, cotton, SIC 
2261., 79-19237 
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1977 census of manufactures : industry 
series, finishing plants, N.E.C., SIC 
2269., 79-19239 


1977 census of manufactures : industry 
series, finishing plants, synthetics, SIC 
2262., 79-19238 


1977 census of manufactures : industry 
series, flat glass, SIC 3211., 79-19322 


1977 census of manufactures : industry 
series, flavoring extracts and sirups, 
N.E.C., SIC 2087., 79-19220 


1977 census of manufactures : industry 
series, flour and other grain mill prod- 
ucts, blended and prepared flour, SIC 
2041, SIC 2045., 79-21974 


1977 census of manufactures : industry 
series, fluid meters and counting de- 
vices, SIC 3824., 79-22096 


1977 census of manufactures : industry 
series, fluid milk, SIC 2026., 79-19205 


1977 census of manufactures : industry 
series, food preparations, N.E.C., SIC 
2099., 79-21983 


1977 census of manufactures : industry 
series, footwear, except rubber, N.E.C., 
SIC 3149., 79-19319 


1977 census of manufactures : industry 
series, fresh or frozen package fish, 
SIC 2092., 79-19222 


1977 census of manufactures : industry 
series, frozen fruits and vegetables, SIC 
2037., 79-21972 


1977 census of manufactures : industry 
series, frozen specialities, SIC 2038., 
79-21973 


1977 census of manufactures : industry 
series, fur goods, SIC 2371., 79-19258 


1977 census of manufactures : industry 
series, furniture and fixtures, N.E.C., 
SIC 2599., 79-21994 


1977 census of manufactures : industry 
series, games, toys, and children‘s vehi- 
cles, SIC 3944., 79-19437 


1977 census of manufactures : industry 
series, gaskets, packing, and sealing de- 
vices, SIC 3293., 79-19340 


1977 census of manufactures : industry 
series, general industrial machinery , 
N.E.C., SIC 3569., 79-19398 


1977 census of manufactures : industry 
series, glass containers, SIC 3221., 79- 
19323 


1977 census of manufactures : industry 
series, gray iron foundries, SIC 3321., 
79-22031 

1977 census of manufactures : industry 
series, greeting card publishing, SIC 
2771., 79-19292 

1977 census of manufactures : industry 


series, guided missiles and space vehi- 
cles, SIC 3761., 79-19417 
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1977 census of manufactures : industry 
series, gum and wood chemicals, SIC 
2861., 79-19305 


1977 census of manufactures : industry 
series, gypsum products, SIC 3275., 
79-19336 


1977 census of manufactures : industry 
series, hand and edge tools, N.E.C., 
SIC 3423., 79-19362 


1977 census of manufactures : industry 
series, hand saws and saw blades, SIC 
3425., 79-19363 


1977 census of manufactures : industry 
series, hard surface floor coverings, 
SIC 3996., 79-22102 


1977 census of manufactures : industry 
series, hardware, N.E.C., SIC 3429., 
79-19364 


1977 census of manufactures : industry 
series, hats and caps, except millinery, 
SIC 2352., 79-19257 


1977 census of manufactures : industry 
series, heating equipment, expect elec- 
tric, SIC 3433., 79-22036 

1977 census of manufactures : industry 
series, hoists, cranes, and monorails, 
SIC 3536., 79-19388 


1977 census of manufactures : industry 
series, hosiery, N.E.C., SIC 2252., 79- 
19234 


1977 census of manufactures : industry 
series, house slippers, SIC 3142., 79- 
19316 


1977 census of manufactures : industry 
series, housefurnishings, N.E.C., SIC 
2392., 79-19263 


1977 census of manufactures : industry 
series, household appliances, N.E.C., 
SIC 3639., 79-22077 


1977 census of manufactures : industry 
series, household cooking equipment, 
SIC 3631., 79-22072 


1977 census of manufactures : industry 
series, household furniture, N.E.C., 
SIC 2519., 79-21991 


1977 census of manufactures : industry 
series, household laundry equipment, 
SIC 3633., 79-22074 


1977 census of manufactures : industry 
series, household refrigerators and 
freezers, SIC 3632., 79-22073 


1977 census of manufactures : industry 
series, household vacuum cleansers, 
SIC 3635., 79-19406 


1977 census of manufactures : industry 
series, ice cream and frozen desserts, 
SIC 2024., 79-19204 

1977 census of manufactures : industry 


series, industrial controls, SIC 3622., 
79-19403 


1977 census of manufactures : industry 
series, industrial furnaces and ovens, 
SIC 3567., 79-19397 
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1977 census of manufactures : industry 
series, industrial organic chemicals, 
N.E.C., SIC 2869., 79-22013 

1977 census of manufactures : industry 
series, industrial patterns, SIC 3656., 
79-19395 


1977 census of manufactures : industry 
series, industrial trucks and tractors, 
SIC 3537., 79-19432 


1977 census of manufactures : industry 
series, instruments to measure electric- 
ity, SIC 3825., 79-22097 


1977 census of manufactures : industry 
series, internal combustion engines, 
N.E.C., SIC 3519., 79-19384 


1977 census of manufactures : industry 
series, iron and steel forgings, SIC 
3462., 79-22044 


1977 census of manufactures : industry 
series, jewelers‘ materials and lapidary 
work, SIC 3915., 79-19435 


1977 census of manufactures : industry 
series, jewelry, precious metal, SIC 
3911., 79-19433 


1977 census of manufactures : industry 
series, lace goods, SIC 2292., 79- 
19248 


1977 census of manufactures : industry 
series, lead pencils and art goods, SIC 
3952., 79-19439 


1977 census of manufactures : industry 
series, leather gloves and mittens, SIC 
3151., 79-22023 


1977 census of manufactures : industry 
series, leather goods, N.E.C., SIC 
3199., 79-22025 


1977 census of manufactures : industry 
series, leather tanning and finishing, 
SIC 3111., 79-22022 


1977 census of manufactures : industry 
series, lighting equipment, N.E.C., SIC 
3648., 79-22080 


1977 census of manufactures : industry 
series, lime, SIC 3274., 79-22027 


1977 census of manufactures : industry 
series, lithographic platemaking serv- 
ices, SIC 2795, 79-22008 

1977 census of manufactures : industry 
series, logging camps and logging con- 
tractors, SIC 2411., 79-21986 

1977 census of manufactures : industry 
series, luggage, SIC 3161., 79-19320 


1977 census of manufactures : industry 
series, macaroni and spaghetti, SIC 
2098., 79-19225 


1977 census of manufactures : industry 
series, machine tool accessories, SIC 
3545., 79-22055 


1977 census of manufactures : industry 
series, machine tools, metal cutting 
types, SIC 3541., 79-22053 
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1977 census of manufactures : industry 
series, machine tools, metal forming 
types, SIC 3542., 79-22054 


1977 census of manufactures : industry 
series, machinery, except electrical, 
N.E.C., SIC 3599., 79-19402 


1977 census of manufactures : industry 
series, malleable iron foundries, SIC 
3322., 79-19346 


1977 census of manufactures : industry 
series, malt beverages, SIC 2082., 79- 
19218 


1977 census of manufactures : industry 
series, malt, SIC 2083., 79-19219 


1977 census of manufactures : industry 
series, manufactured ice, SIC 2097., 
79-19224 


1977 census of manufactures : 
series, manufacturing 
N.E.C., SIC 3999., 79-22103 


1977 census of manufactures : industry 
series, marking devices, SIC 3953., 
79-19440 


1977 census of manufactures : industry 
series, mattresses and bedsprings, SIC 
2515., 79-21990 


1977 census of manufactures : industry 
series, measuring and _ dispensing 
pumps, SIC 3586., 79-22066 

1977 census of manufactures : industry 
series, meat packing plants, sausages 
and other prepared meats, SIC 2011, 
SIC 2013., 79-21967 


1977 census of manufactures : industry 
series, medicinal and botanicals, SIC 
2833., 79-19300 


1977 census of manufactures : industry 
series, men‘s and boy‘s neckwear, SIC 
2323., 79-19254 


1977 census of manufactures : industry 
series, men‘s footwear, except athletic, 
SIC 3143., 79-19317 


1977 census of manufactures : industry 
series, metal barrels, drums, and pails, 
SIC 3412., 79-22035 


1977 census of manufactures : industry 
series, metal cans, SIC 3411., 79- 
19360 


1977 census of manufactures : industry 
series, metal coating and allied services, 
SIC 3479., 79-19376 


1977 census of manufactures : industry 
series, metal doors, sash and trim, SIC 
3442., 79-22038 


1977 census of manufactures : industry 
series, metal foil and leaf, SIC 3497., 
79-22048 


1977 census of manufactures : industry 
series, metal household furniture, SIC 
2514., 79-19278 


1977 census of manufactures : industry 
series, metal office furniture, SIC 2522, 
79-19280 
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1977 census of manufactures : industry 
series, metal partitions and fixtures, 
SIC 2542., 79-21992 


1977 census of manufactures : industry 
series, metal sanitary ware, SIC 3431., 
79-19365 


1977 census of manufactures : industry 
series, metal stampings, N.E.C., SIC 
3469., 79-19373 


1977 census of manufactures : industry 
series, millinery, SIC 2351., 79-19256 


1977 census of manufactures : industry 
series, millwork, SIC 2431., 79-19270 


1977 census of manufactures : industry 
series, mineral wool, SIC 3296., 79- 
19342 


1977 census of manufactures : industry 
series, minerals, ground or treated, SIC 
3295., 79-19341 


1977 census of manufactures : industry 
series, mining machinery , SIC 3532., 
79-22052 


1977 census of manufactures : industry 
series, miscellaneous fabricated wire 
products, SIC 3496., 79-22047 


1977 census of manufactures : industry 
series, miscellaneous metal work, SIC 
3449., 79-22043 


1977 census of manufactures : industry 
series, miscellaneous plastics products, 
SIC 3079., 79-22021 


1977 census of manufactures : industry 
series, miscellaneous publishing, SIC 
2741., 79-19290 


1977 census of manufactures : industry 
series, mobile homes, SIC 2451., 79- 
19275 


1977 census of manufactures : industry 
series, motor vehicles and car bodies, 
SIC 3711., 79-22090 


1977 census of manufactures : industry 
series, motorcycles, bicycles, and parts, 
SIC 3751., 79-19422 


1977 census of manufactures : industry 
series, motors and generators, SIC 
3621., 79-22070 


1977 census of manufactures : industry 
series, narrow fabric mills, SIC 2241., 
79-19233 


1977 census of manufactures : industry 
series, needles, pins, and fasteners, SIC 
3964., 79-19445 


1977 census of manufactures : industry 
series, newspapers, SIC 2711., 79- 
22001 


1977 census of manufactures : industry 
series, nitrogenous fertilizers, SIC 
2873., 79-22014 


1977 census of manufactures : industry 
series, nonclay refractories, SIC 3297., 
79-19343 





1977 census of manufactures : industry 
series, noncurrent-carrying wiring de- 
vices, SIC 3644., 79-19408 

1977 census of manufactures : industry 
series, nonferrous forgings, SIC 3463., 
79-19370 


1977 census of manufactures : industry 
series, nonferrous foundries, N.E.C., 
SIC 3369., 79-19351 


1977 census of manufactures : industry 
series, nonferrous rolling and drawing, 
N.E.C., SIC 3356., 79-22033 


1977 census of manufactures : industry 
series, nonmetallic mineral products, 
N.E.C., SIC 3299., 79-19344 


1977 census of manufactures : industry 
series, nonwoven fabrics, SIC 2297., 
79-19252 


1977 census of manufactures : industry 
series, Office machines, N.E.C. and 
typewriters, SIC 3579 and SIC 3572., 
79-22064 


1977 census of manufactures : industry 
series, oil field machinery, SIC 3533., 
79-19367 


1977 census of manufactures : industry 
series, opthalmic goods, SIC 3851., 
79-19430 


1977 census of manufactures : industry 
series, optical instruments and lenses, 
SIC 3822., 79-22098 


1977 census of manufactures : industry 
series, ordnance and accessories, 
N.E.C., SIC 3489., 79-19379 


1977 census of manufactures : industry 
series, organic fibers, noncellulosic, 
SIC 2824., 79-22010 


1977 census of manufactures : industry 
series, paints and allied products, SIC 
2851., 79-22011 


1977 census of manufactures : industry 
series, paper coating and glazing, SIC 
2641., 79-21995 

1977 census of manufactures : industry 
series, paper industries machinery, SIC 
3554., 79-19392 


1977 census of manufactures : industry 
series, particleboard, SIC 2492., 79- 
19274 


1977 census of manufactures : industry 
series, pens and mechanical pencils, 
SIC 3951., 79-19310 


1977 census of manufactures 
series, periodicals, 
19288 

1977 census of manufactures : industry 
series, personal leather goods, SIC 
3172., 79-19321 


1977 census of manufactures : industry 
series, petroleum and coal products, 
N.E.C., SIC 2999., 79-22020 


1977 census of manufactures : industry 
series, petroleum refining, lubricating 
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oils and greases, SIC 2911, SIC 2992., 
79-22019 


1977 census of manufactures : industry 
series, phosphatic fertilizers, SIC 2874., 
79-19306 


1977 census of manufactures : industry 
series, photoengraving, SIC 2793., 79- 
19294 


1977 census of manufactures : industry 
series, photographic equipment and 
supplies, SIC 3861., 79-22099 

1977 census of manufactures : industry 
series, pickles, sauces, and salad dress- 
ings, SIC 2035., 79-21971 

1977 census of manufactures : industry 
series, plastics materials, and resins, 
SIC 2821., 79-19296 

1977 census of manufactures : industry 
series, plating and polishing, SIC 3471, 
79-19374, 79-19375 


1977 census of manufactures : industry 
series, pleating and stitching, SIC 
2395., 79-19266 


1977 census of manufactures : industry 
series, plumbing fittings and brass 
goods, SIC 3432., 79-19366 

1977 census of manufactures : industry 
series, polishes and sanitation goods, 
SIC 2842., 79-19302 

1977 census of manufactures : industry 
series, porcelain electrical supplies, SIC 
3264., 79-19331 


1977 census of manufactures : industry 
series, pottery products, N.E.C., SIC 
3269., 79-19332 


1977 census of manufactures : industry 
series, poultry dressing plants, poultry 
and egg processing, SIC 2016, 2017., 
79-21968 


1977 census of manufactures : industry 
series, power driven hand tools, SIC 
3546., 79-22056 


1977 census of manufactures : industry 
series, power transmission equipment, 
N.E.C., SIC 3568., 79-22062 


1977 census of manufactures : industry 
series, prefabricated metal buildings, 
SIC 3448., 79-22042 


1977 census of manufactures : industry 
series, prefabricated wood buildings, 
SIC 2452., 79-21989 


1977 census of manufactures : industry 
series, pressed and blown glass, N.E.C., 
SIC 3229., 79-19324 


1977 census of manufactures : industry 
series, pressed and molded pulp goods, 
SIC 2646., 79-19285 


1977 census of manufactures : industry 
series, primary aluminum, SIC 3334., 
79-19355 


1977 census of manufactures : industry 
series, primary batteries, dry and wet, 
SIC 3692., 79-22089 
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1977 census of manufactures : industry 
series, primary copper, SIC 3331., 79- 
19352 


1977 census of manufactures : indus 
series, primary lead, SIC 3332., 79- 
19353 


1977 census of manufactures : industry 
series, primary metal products, N.E.C., 
SIC 3399., 79-22034 


1977 census of manufactures : industry 
series, primary nonferrous metals, 
N.E.C., SIC 3339, 79-19356 


1977 census of manufactures : industry 
series, primary zinc, SIC 3333., 79- 
19354 

1977 census of manufactures : industry 
series, printing ink, SIC 2893., 79- 
19309 


1977 census of manufactures : industry 
series, printing trades machinery, SIC 
3555., 79-19393 

1977 census of manufactures : industry 


series, process control instruments, SIC 
3823., 79-19426 


1977 census of manufactures : industry 
series, processed textile waste, SIC 
2294., 79-19249 


1977 census of manufactures : industry 
series, products of purchased glass, SIC 
3231., 79-19325 


1977 census of manufactures : industry 
series, public building and related furni- 
ture, SIC 2531., 79-19281 


1977 census of manufactures : industry 
series, pumps and pumping equipment, 
SIC 3561., 79-22060 

1977 census of manufactures : industry 
series, radio and TV communication 
equipment, SIC 3662., 79-22083 


1977 census of manufactures : industry 
series, radio and TV receiving sets, 
SIC 3651., 79-22081 


1977 census of manufactures : industry 
series, railroad equipment, SIC 3743., 
79-19421 


1977 census of manufactures : industry 
series, raw cane sugar, SIC 2061., 79- 
19213 


1977 census of manufactures : industry 
series, ready-mixed concrete, SIC 
3273., 79-19335 


1977 census of manufactures : industry 
series, reclaimed rubber, SIC 3031., 
79-19313 


1977 census of manufactures : industry 
series, refrigeration and heating equip- 
ment, SIC 3585., 79-22065 

1977 census of manufactures : industry 
series, residential lighting fixtures, SIC 
3645., 79-22078 

1977 census of manufactures : industry 
series, rice milling, SIC 2044. 79- 
19209 
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1977 census of manufactures : industry 
series, robes and dressing gowns, SIC 
2384., 79-19260 


1977 census of manufactures : industry 
series, rolling mill machinery, SIC 
3547., 79-22057 


1977 census of manufactures : industry 
series, rubber and plastics footwear, 
SIC 3021., 79-19312 


1977 census of manufactures : industry 
series, sanitary food containers, SIC 
2654., 79-22000 


1977 census of manufactures : industry 
series, sanitary paper products, SIC 
2647., 79-21997 


1977 census of manufactures : industry 
series, sawmills and planing mills, gen- 
eral, SIC 2421., 79-21987 


1977 census of manufactures : industry 
series, scales and balances, except labo- 
ratory, SIC 3576., 79-19399 


1977 census of manufactures : industry 
series, Schiffli machine embroderies, 
SIC 2397., 79-19267 


1977 census of manufactures : industry 
series, screw machine products, SIC 
3451., 79-19368 


1977 census of manufactures : industry 
series, secondary nonferrous metals, 
SIC 3341., 79-19357 


1977 census of manufactures : industry 
series, service industry machinery, 
N.E.C., SIC 3589., 79-22067 


1977 census of manufactures : industry 
series, setup paperboard boxes, SIC 
2652., 79-19286 


1977 census of manufactures : industry 
series, sheet metal work, SIC 3444., 
79-22040 


1977 census of manufactures : industry 
series, ship building and repairing, SIC 
3731., 79-19419 

1977 census of manufactures : industry 
series, shortening and cooking oils, SIC 
2079., 79-19217 


1977 census of manufactures : industry 
series, signs and advertising displays, 
SIC 3993., 79-22101 


1977 census of manufactures : industry 
series, silverware and plated ware, SIC 
3914., 79-19434 


1977 census of manufactures : industry 
series, small arms ammunition, SIC 
3482., 79-19377 


1977 census of manufactures : industry 
series, small arms, SIC 3484., 79- 
19378 


1977 census of manufactures : industry 
series, soap and other detergents, SIC 
2841., 79-19301 


1977 census of manufactures : industry 
series, softwood veneer and plywood, 
SIC 2436., 79-21988 
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1977 census of manufactures : industry 
series, soybean oil mills, SIC 2075., 
79-21978 


1977 census of manufactures : industry 
series, space propulsion units and parts, 
SIC 3764., 79-19418 


1977 census of manufactures : industry 
series, space vehicle equipment, 
N.E.C., SIC 3769., 79-22094 


1977 census of manufactures : industry 
series, special dies, tools, jigs, and fix- 
tures, SIC 3544., 79-19389 


1977 census of manufactures : industry 
series, special industry machinery, 
N.E.C., SIC 3559., 79-22059 


1977 census of manufactures 
series, special product 
N.E.C., SIC 2429., 79-19269 


1977 census of manufactures : industry 
series, speed changers, drives, and 
gears, SIC 3566., 79-19396 


1977 census of manufactures : industry 
series, sporting and athletic goods, 
N.E.C., SIC 3949., 79-19438 


1977 census of manufactures : industry 
series, steel foundries , N.E.C., SIC 
3325., 79-19348 


1977 census of manufactures : industry 
series, steel investment foundries, SIC 
3324., 79-19347 


1977 census of manufactures : industry 
series, steel springs, except wire, SIC 
3493., 79-19380 


1977 census of manufactures : industry 
series, steel wire and related products, 
SIC 3315., 79-22029 


1977 census of manufactures : industry 
series, storage batteries, SIC 3691., 
79-22088 


1977 census of manufactures : industry 
series, structural wood members, 
N.E.C., SIC 2439., 79-19271 


1977 census of manufactures : industry 
series, surface active agents, SIC 2843., 
79-19303 


1977 census of manufactures : industry 
series, surgical and medical instru- 
ments, SIC 3841., 79-19427 


1977 census of manufactures : industry 
series, surgical appliances and supplies, 
SIC 3842., 79-19428 


1977 census of manufactures : industry 
series, switchgear and swithcboard ap- 
paratus, SIC 3613., 79-22069 


1977 census of manufactures : industry 
series, synthetic rubber, SIC 2822., 
79-19297 


1977 census of manufactures : industry 
series, tanks and tank components, SIC 
3795., 79-19424 


1977 census of manufactures : industry 


series, telephone and telegraph appara- 
tus, SIC 3661., 79-22082 
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1977 census of manufactures : industry 
series, textile bags, SIC 2393., 79- 
19264 


1977 census of manufactures : industry 
series, textile goods, N.E.C., SIC 2299., 
79-21984 


1977 census of manufactures : industry 
series, textile machinery, SIC 3552., 
79-22058 


1977 census of manufactures : industry 
series, thread mills, SEC 2284. 79- 
19246 


1977 census of manufactures : industry 
series, throwing and winding mills, SIC 
2282., 79-19244 


1977 census of manufactures : industry 
series, tire, cord and fabric, SIC 2296., 
79-19251 


1977 census of manufactures : industry 
series, tires and inner tubes, SIC 3011., 
79-19311 


1977 census of manufactures : industry 
series, tobacco stemming and redrying, 
SIC 2141., 79-19229 


1977 census of manufactures : industry 
series, toilet preparations, SIC 2844., 
79-19304 


1977 census of manufactures : industry 
series, transformers, SIC 3612., 79- 
22068 


1977 census of manufactures : industry 
series, travel trailers and campers, SIC 
3792., 79-22095 


1977 census of manufactures : industry 
series, truck and bus bodies, SIC 3713., 
79-22091 


1977 census of manufactures : industry 
series, truck trailers, SIC 3715., 79- 
22092 


1977 census of manufactures : industry 
series, tufted carpets and rugs, SIC 
2272., 79-19241 


1977 census of manufactures : industry 
series, turbines and turbine generator 
sets, SIC 3511., 79-19383 


1977 census of manufactures : industry 
series, typesetting, SIC 2791., 79- 
22007 


1977 census of manufactures : industry 
series, upholstered household furniture, 
SIC 2512., 79-19277 


1977 census of manufactures : industry 
series, valves and pipe fittings, SIC 
3494., 79-22046 

1977 census of manufactures : industry 
series, vegetable oil mills, N.E.C., SIC 
2076., 79-21979 


1977 census of manufactures : industry 
series, vehicular lighting equipment, 
SIC 3647., 79-19409 


1977 census of manufactures : industry 
series, vitreous china food utensils, SIC 
3262., 79-19201 





1977 census of manufactures : industry 
series, vitreous plumbing fixtures, SIC 
3261., 79-19329 


1977 census of manufactures : industry 
series, warp knit fabric mills, SIC 
2258., 79-19236 

1977 census of manufactures : industry 


series, watches, clocks, and watchcases, 
SIC 3873., 79-19431 


1977 census of manufactures : industry 
series, weaving and finishing mills, 
wool, SIC 2231., 79-19232 

1977 census of manufactures : industry 
series, weaving mills, cotton, SIC 
2211., 79-19230 


1977 census of manufactures : industry 
series, weaving mills, manmade fiber 
and silk, SIC 2221., 79-19231 


1977 census of manufactures : industry 
series, welding apparatus, electric, SIC 
3623., 79-19404 

1977 census of manufactures : industry 
series, wet corn milling, SIC 2046., 
79-19210 


1977 census of manufactures : industry 
series, wines, brandy, and brandy spir- 
its, SIC 2084., 79-21981 

1977 census of manufactures : industry 
series, wire springs, SIC 3495., 79- 
19381 

1977 census of manufactures : industry 
series, women‘s footwear, except ath- 
letic, SIC 3144., 79-19318 


1977 census of manufactures : industry 
series, women‘s handbags and purses, 
SIC 3171., 79-22024 


1977 census of manufactures : industry 
series, wood household furniture, SIC 
2511., 79-19276 


1977 census of manufactures : industry 
series, wood pallets and skids, SIC 
2448., 79-19272 


1977 census of manufactures : industry 
series, wood partitions and fixtures, 
SIC 2541., 79-19282 


1977 census of manufactures : industry 
series, wood preserving, SIC 2491., 
79-19273 


1977 census of manufactures : industry 
series, wood TV and radio cabinets, 
SIC 2517., 79-19279 


1977 census of manufactures : industry 
series, woodworking machinery, SIC 
3553., 79-19391 


1977 census of manufactures : industry 
series, wool yarn mills, SIC 2283., 79- 
19245 


1977 census of manufactures : industry 
series, woven carpets and rugs, SIC 
2272., 79-19240 

1977 census of manufactures : industry 
series, X-ray, electromedical, and elec- 
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trotherapeutic apparatus, SIC 3693., 
79-19412 


1977 census of manufactures : industry 
series, yarn mills, except wool, SIC 
2281., 79-19243 

1977 census of manufactures : lawn and 
garden equipment, SIC 3524., 79- 
19385 


1977 census of manufactures : preliminary 
industry statistics, carbon black, SIC 
2895., 79-22017 


1977 census of manufactures : preliminary 
industry statistics, musical instruments, 
SIC 3931., 79-22100 

1977 census of manufactures : preliminary 
industry statistics, sewing machines, 
SIC 3636., 79-22076 

1977 census of manufactures : roasted 
coffee, SIC 2095., 79-19223 


1977 census of manufactures : steel pipe 
and tubes, SIC 3317., 79-19345 


1977 census of mineral industries : indus- 
try series, barite, SIC 1472., 79-22139 


1977 census of mineral industries : indus- 
try series, bauxite and other aluminum 
ores, SIC 1051., 79-22131 


1977 census of mineral industries : indus- 
try series, Bentonite, SIC 1452., 79- 
22137 


1977 census of mineral industries : indus- 
try series, chemical and fertilizer min- 
eral mining, N.E.C., SIC 1479., 79- 
22142 


1977 census of mineral industries : indus- 
try series, crushed and broken stone, 
including riprap, SIC 1422, 1423, and 
1429., 79-22126 


1977 census of mineral industries : indus- 
try series, ferroalloy ores, except vana- 
dium, SIC 1061., 79-22132 

1977 census of mineral industries : indus- 
try series, hardwood veneer and 
plywod, SIC 2435., 79-22145 


1977 census of mineral industries : indus- 
try series, iron ores, SIC 1011., 79- 
22129 

1977 census of mineral industries : indus- 
try series, mercury ores and metal ores, 
N.E.C., SIC 1092 and SIC 1099., 79- 
22133 


1977 census of mineral industries : indus- 
try series, natural gas liquids, SIC 
1321., 79-22135 

1977 census of mineral industries : indus- 
try series, nonmetallic minerals, 
N.E.C., SIC 1499., 79-22144 

1977 census of mineral industries : indus- 
try series, oil and gas field services, 
N.E.C., SIC 1389., 79-22136 

1977 census of mineral industries : indus- 
try series, rock salt, SIC 1476. 79- 
22127, 79-22140 
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1977 census of mineral industries : indus- 
try series, silver ores, SIC 1044., 79- 
22130 


1977 census of mineral industries : indus- 
try series, sulfur, SIC 1477., 79-22141 


1977 census of mineral industries : indus- 
try series, talc, soapstone, and pyro- 
phyllite, SIC 1496. 79-22128, 79- 
22143 


1977 census of mineral industries : indus- 
try series, uranium-radium-vanadium 
ores, SIC 1094., 79-22134 

1977 census of minerals industries : indus- 
try series, Fuller‘s earth, SIC 1454., 
79-22138 


1977 census of retail trade : geographic 
area series, Alaska., 79-16210 

1977 census of retail trade : geographic 
area series, Arizona., 79-16211 

1977 census of retail trade : geographic 
area series, California., 79-16212 

1977 census of retail trade : geographic 
area series, Colorado., 79-16213 

1977 census of retail trade : geographic 
area series, Connecticut., 79-16214 

1977 census of retail trade : geographic 
area series, Delaware., 79-19523 

1977 census of retail trade : geographic 
area series, District of Columbia., 79- 
19524 

1977 census of retail trade : geographic 
area series, Hawaii., 79-16215 

1977 census of retail trade : geographic 
area series, Idaho., 79-16216 

1977 census of retail trade : geographic 
area series, Illinois., 79-16217 

1977 census of retail trade : geographic 
area series, Indiana., 79-19525 

1977 census of retail trade : geographic 
area series, Iowa., 79-19526 

1977 census of retail trade : geographic 
area series, Kansas., 79-16218 

1977 census of retail trade : geographic 
area series, Kentucky., 79-19527 

1977 census of retail trade : geographic 
area series, Louisiana., 79-19535, 79- 
22163 

1977 census of retail trade : geographic 
area series, Maine., 79-16219 

1977 census of retail trade : geographic 
area series, Massachusetts., 79-16220 

1977 census of retail trade : geographic 
area series, Michigan., 79-19528 

1977 census of retail trade : geographic 
area series, Minnesota., 79-19529 

1977 census of retail trade : geographic 
area series, Mississippi., 79-22164 

1977 census of retail trade : geographic 
area series, Missouri., 79-16221 

1977 census of retail trade : geographic 
area series, Montana., 79-16222 
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1977 census of retail trade : geographic 
area series, Nebraska., 79-16223 


1977 census of retail trade : geographic 
area series, Nevada., 79-16224 


1977 census of retail trade : geographic 
area series, New MHampshire., 79- 
16225 

1977 census of retail trade : geographic 
area series, New Jersey., 79-22165 

1977 census of retail trade : geographic 
area series, New Mexico., 79-16226 

1977 census of retail trade : geographic 
area series, New York., 79-19530 

1977 census of retail trade : geographic 
area series, North Carolina., 79-22166 

1977 census of retail trade : geographic 
area series, North Dakota., 79-16227 

1977 census of retail trade : geographic 
area series, Ohio., 79-22167 

1977 census of retail trade : geographic 
area series, Oklahoma., 79-22168 

1977 census of retail trade : geographic 
area series, Oregon., 79-16228 

1977 census of retail trade : geographic 
area series, Pennsylvania., 79-22169 

1977 census of retail trade : geographic 
area series, Rhode Island., 79-16229 

1977 census of retail trade : geographic 
area series, South Carolina., 79-22170 

1977 census of retail trade : geographic 
area series, South Dakota. 79-16230 

1977 census of retail trade : geographic 
area series, Tennessee., 79-19531 

1977 census of retail trade : geographic 
area series, Utah., 79-16231 

1977 census of retail trade : geographic 
area series, Vermont., 79-16232 

1977 census of retail trade : geographic 
area series, Virginia., 79-22171 

1977 census of retail trade : geographic 
area series, Washington., 79-16233 

1977 census of retail trade : geographic 
area series, West Virginia., 79-16234 

1977 census of retail trade : geographic 
area series, Wisconsin., 79-19532 

1977 census of retail trade : geographic 
area series, Wyoming., 79-16235 

1977 census of retail trade : major retail 
centers in standard metropolitan statis- 
tical areas, New Hampshire., 79-19533 


1977 census of service industries : geo- 
graphic area series, Arizona, 79- 
19537 


1977 census of service industries : geo- 
graphic area series, Colorado., 79- 
22230 


1977 census of service industries : geo- 
graphic area series, Idaho., 79-22231 


Do not order from index; see indicated entry 





Author Index 


1977 census of service industries : geo- 
graphic area series, Montana. 79- 
19538 


1977 census of service industries : geo- 
graphic area series, Utah., 79-22232 


1977 census of the construction industries 
: industry series, highway and street 
construction contractors, SIC 1611., 
79-19505 


1977 census of transportation : truck and 
use survey, Arizona., 79-16199 


1977 census of transportation : truck and 
use survey, Arkansas., 79-16200 


1977 census of transportation : truck and 
use survey, Idaho., 79-16201 


1977 census of transportation : truck and 
use survey, Kentucky., 79-16202 


1977 census of transportation : truck and 
use survey, Michigan., 79-16203 


1977 census of transportation : truck and 
use survey, New Mexico., 79-16205 


1977 census of transportation : truck and 
use survey, New York., 79-16206 


1977 census of transportation : truck and 
use survey, North Dakota., 79-16207 


1977 census of transportation : truck and 
use survey, Oregon., 79-19494 


1977 census of transportation : truck and 
use survey, Rhode Island., 79-16208 


1977 census of transportation : truck and 
use survey, Wisconsin., 79-16209 


1977 census of transportation : truck in- 
ventory and use survey, Alabama., 
79-16198 


1977 census of transportation : truck in- 
ventory and use survey, Alaska. 79- 
22147 


1977 census of transportation : truck in- 
ventory and use survey, Colorado., 
79-22148 


1977 census of transportation : truck in- 
ventory and use survey, Delaware., 
79-19491 


1977 census of transportation : truck in- 
ventory and use survey, Georgia., 79- 
22149 


1977 census of transportation : truck in- 
ventory and use survey, Iowa. 79- 
22150 


1977 census of transportation : truck in- 
ventory and use survey, Kansas., 79- 
22151 


1977 census of transportation : truck in- 
ventory and use survey, Louisiana., 
79-22152 


1977 census of transportation : truck in- 
ventory and use survey, Maryland., 
79-19492 


1977 census of transportation : truck in- 
ventory and use survey, Massachu- 
setts., 79-22153 
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1977 census of transportation : truck in- 
ventory and use survey, Montana., 
79-22154 


1977 census of transportation : truck in- 
ventory and use survey, Nevada., 79- 
16204 


1977 census of transportation : truck in- 
ventory and use survey, New Hamp- 
shire., 79-19493 

1977 census of transportation : truck in- 
ventory and use survey, Pennsylvania., 
79-22155 


1977 census of transportation : truck in- 
ventory and use survey, South Caroli- 
na., 79-19495 

1977 census of transportation : truck in- 
ventory and use survey, Tennessee., 
79-22156 


1977 census of transportation : truck in- 
ventory and use survey, Texas., 79- 
19496 


1977 census of transportation : truck in- 
ventory and use survey, Wyoming., 
79-22157 

1977 census of wholesale trade : geo- 
graphic area series, Alaska., 79-19534 

1977 census of wholesale trade : geo- 
graphic area series, Hawaii., 79-22221 

1977 census of wholesale trade : geo- 
graphic area series, Maine., 79-19536 

1977 census of wholesale trade : geo- 
graphic area series, Nevada., 79-22222 


1977 census of wholesale trade : geo- 
graphic area series, Vermont., 79- 
16236 


1977 economic census of outlying areas : 
construction industries, Puerto Rico., 
79-22162 

1977 economic censuses /, 79-22161 


1977 economic censuses : publication pro- 
gram., 79-22112 


United States. Bureau of the Census. Data 
User Services Division. 
Census data for community action. 79- 
5535 


United States. Bureau of the Census. Data 
User Services Division. User Training 
Branch. 

Catalog of training activities - Bureau of 
the Census., 79-17782 


United States. Bureau of the Census. Foreign 
Trade Division. 
U.S. Great Lakes ports; statistics for 
overseas and Canadian waterborne 
commerce., 79-1593 


United States. Bureau of the Census. 
Geography Division. 
Boundaries of counties and county equiv- 
alents as of January 1, 1979., 79-3531 


Congressional districts for the 96th Con- 
gress /, 79-14725 





U.S. Bureau of the Census. Public Information Office. 


Percent change in employment in the pri- 
vate sector by counties of the United 
States 1970 to 1975 /, 79-7228 


Percent change in manufacturing employ- 
ment by counties of the United States, 
1967 to 1972 /, 79-7227 


Primary home heating fuel by counties of 
the United States, 1950, 1960, 1970 /, 
79-3532 


United States. Bureau of the Census. 
Governments Division. 
National survey of court organization : 
1977 supplement to State judicial sys- 
tems /, 79-20812 


United States. Bureau of the Census. 
International Statistical Programs Center. 
Countries of the world, year of latest 

population census /, 79-14724 


World population; recent demographic 
estimates for the countries and regions 
of the world., 79-10803 


World population [errata sheet{., 79- 
5577 


World population, 1973 : recent demo- 
graphic estimates for the countries and 
regions of the world., 79-1841 


United States. Bureau of the Census. Public 
Information Office. 
Census Bureau report sales in Alaska‘s 
retail stores up 137.9 percent in 5-year 
period., 79-22173 


Census Bureau report sales in Arizona‘s 
retail stores up 72.1 percent in 5-year 
period., 79-22174 


Census Bureau report sales in Hawaii's 
retail stores up 77.1 percent in 5-year 
period., 79-22182 

Census Bureau report sales in Idaho‘s 
retail stores up 82.4 percent in 5-year 
period., 79-22183 

Census Bureau report sales in Illinois‘ 
retail stores up 51.9 percent in 5-year 
period., 79-22184 


Census Bureau report sales in Iowa's 
retail stores up 68.2 percent in 5-year 
period., 79-22185 

Census Bureau report sales in Kansas‘ 
retail stores up 62.2 percent in 5-year 
period., 79-22186 

Census Bureau report sales in Oklahoma‘s 
retail stores up 67.5 percent in 5-year 
period., 79-22205 


Census Bureau report sales in the District 
of Columbia's retail stores up 16.2 per- 
cent in 5-year period., 79-22180 

Census Bureau report sales in the 
Nation‘s retail stores up 58.1 percent in 
5 percent in 5-year period., 79-22220 

Census Bureau reports sales in Alabama 
retail stores up 63.1 percent in 5-year 
period., 79-22172 
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Census Bureau reports sales in Arkansas“ 
retail stores up 63.6 percent in 5-year 
period., 79-22175 

Census Bureau reports sales in 
California‘s retail stores up 66.4 percent 
in 5-year period., 79-22176 

Census Bureau reports sales in Colorado‘s 
retail stores up 68.2 percent in 5-year 
period., 79-22177 

Census Bureau reports sales in 
Connecticut's retail stores up 43.6 per- 
cent in 5-year period., 79-22178 

Census Bureau reports sales in 
Delaware's retail stores up 45.0 percent 
in 5-year period., 79-22179 

Census Bureau reports sales in Florida‘s 
retail stores up 61.7 percent in 5-year 
period., 79-22181 

Census Bureau reports sales’ in 
Kentucky's retail stores up 70.6 percent 
in 5-year period., 79-22187 

Census Bureau reports sales in Lousiana‘s 
retail stores up 72.6 percent in 5-year 
period., 79-22188 

Census Bureau reports sales in 
Maryland‘s retail stores up 52.7 percent 
in 5-year period., 79-22189 

Census Bureau reports sales in Massachu- 
setts‘ retail stores up 39.1 percent in 5- 
year period., 79-22190 

Census Bureau reports sales in Michigan‘s 
retail stores up 55.3 percent in 5-year 
period., 79-22191 

Census Bureau reports. sales’ in 
Minnesota‘s retail stores up 63.2 per- 
cent in 5-year period., 79-22192 

Census Bureau reports sales’ in 
Mississippi's retail stores up 56.6 per- 
cent in 5-year period., 79-22193 

Census Bureau reports sales in Missouri‘s 
retail stores up 55.6 percent in 5-year 
period., 79-22194 

Census Bureau reports sales in Montana‘s 


retail stores up 77.0 percent in 5-year 
period., 79-22195 


Census Bureau reports sales in Nebraska‘s 
retail stores up 61.8 percent in 5-year 
period., 79-22196 

Census Bureau reports sales in Nevada's 
retail stores up 92.4 percent in 5-year 
period., 79-22197 

Census Bureau reports sales in New 
Hampshire‘s retail stores up 64.5 per- 
cent in 5-year period., 79-22198 

Census Bureau reports sales in New 
Jersey‘s retail stores up 44.6 percent in 
5-year period., 79-22199 

Census Bureau reports sales in New 
Mexico's retail stores up 75.8 percent 
in 5-year period., 79-22200 

Census Bureau reports sales in New 
York's retail stores up 30.0 percent in 
5-year period., 79-22201 
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Census Bureau reports sales in North 
Carolina‘s retail stores up 58.5 percent 
in 5-year period., 79-22202 

Census Bureau reports sales in North 
Dakota‘s retail stores up 77.0 percent in 
5-year period., 79-22203 

Census Bureau reports sales in Ohio‘s 
retail stores up 56.0 percent in 5-year 
period., 79-22204 


Census Bureau reports sales in Oregon‘s 
retail stores up 80.8 percent in 5-year 
period., 79-22206 


Census Bureau reports. sales in 
Pennsylvania‘s retail stores up 48.8 per- 
cent in 5-year period., 79-22207 

Census Bureau reports sales in Rhode 
Island‘s retail stores up 37.9 percent in 
5-year period., 79-22208 

Census Bureau reports sales in South 
Carolina‘s retail stores up 61.9 percent 
in 5-year period., 79-22209 

Census Bureau reports sales in South 
Dakota‘s retail stores up 66.6 percent in 
5 year period., 79-22210 

Census Bureau reports. sales’ in 
Tennessee‘s retail stores up 62.2 per- 
cent in 5 year period., 79-22211 


Census Bureau reports sales in Texas‘ 
retail stores up 78.0 percent in 5-year 
period., 79-22212 


Census Bureau reports sales in Utah‘s 
retail stores up 75.9 percent in 5-year 
period., 79-22213 


Census Bureau reports sales in Vermont's 
retail stores up 50.1 percent in 5-year 
period., 79-22214 


Census Bureau reports sales in Virginia‘s 
retail stores up 65.2 percent in 5 year 
period., 79-22215 


Census Bureau reports sales in 
Washington‘s retail stores up 80.9 per- 
cent in 5-year period., 79-22216 


Census Bureau reports sales in West 
Virginia‘s retail stores up 71.9 percent 
in 5-year period., 79-22217 


Census Bureau reports. sales’ in 
Wisconsin‘s retail stores up 61.3 per- 
cent in 5-year period., 79-22218 


Census Bureau reports. sales in 
Wyoming's retail stores up 103.4 per- 
cent in 5-year period., 79-22219 


Iowa's selected service industries showed 
a 72.3 percent increase in receipts be- 
tween 1972 and 1977, Census report 
shows., 79-22233 


Maryland‘s selected service industries 
showed a 52.3 percent increase in re- 
ceipts between 1972 and 1977, Census 
report shows., 79-22234 


New Jersey‘s selected service industries 
showed a 55.4 percent increase in re- 
ceipts between 1972 and 1977, Census 
report shows., 79-22235 
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Virginia's selected service industries 
showed a 88.6 percent increase in re- 
ceipts between 1972 and 1977, Census 
report shows., 79-22236 


Wholesale trade in Delaware rose 107.6 
percent between 1972 and 1977, Census 
Bureau says., 79-22223 


Wholesale trade in Iowa rose 101.4 per- 
cent between 1972 and 1977, Census 
Bureau says., 79-22225 


Wholesale trade in Missouri rose 69.7 
percent between 1972 and 1977, Census 
Bureau says., 79-22226 


Wholesale trade in New Jersey rose 73.8 
percent between 1972 and 1977, Census 
Bureau says., 79-22227 


Wholesale trade in Pennsylvania rose 
66.2 percent between 1972 and 1977, 
Census Bureau says., 79-22228 


Wholesale trade in the District of Colum- 
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amendments : hearing before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-sixth Con- 
gress, first session ... February 6, 1979., 
79-18906 


Oversight hearing on the Emergency 


school aid act : hearing before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House 


Domestic energy resources : hearings 


before the Subcommittee on Employ- 
ment Opportunities jointly with the 
Subcommittee on Elementary, Second- 
ary, and Vocational Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 3583, 
H.R. 3976, and H.R. 3977 ...., 79- 
23367 


Full employment and balanced growth 


act of 1977 : hearing before the Sub- 
committee on Employment Opportuni- 
ties of the Committee on Education 
and Labor, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 50 ... June 22, 1977., 79-21487 


ship and ethics : hearing before the 
Subcommittee on Elementary, Second- 
ary, and Vocational Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 123 ... 
April 24, 1979., 79-17466 


Department of Defense overseas schools : 
joint hearing before the Subcommittee 
on Labor Standards and the Subcom- 
mittee on Elementary, Secondard, and 
Vocational Education of the Commit- 
tee on Education and Labor, House of 





of Representatives, Ninety-fifth Con- 
gress, second session .. August 15, 
1978., 79-6640 


Oversight hearing on the impact aid pro- 
gram : hearing before the Subcommit- 
tee on Elementary, Secondary, and 
Vocational Education of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-sixth Congress, 
first session ... April, 15, 1979., 79- 
21491 


Oversight hearing on title I of the Ele- 
mentary and secondary education act : 
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Oversight hearing on the Wagner-Peyser 
act (Employment Service) : hearing 
before the Subcommittee on Employ- 
ment Opportunities of the Committee 
on Education and Labor, House of 
Representatives, Ninety-sixth Congress, 
first session ... Los Angeles, Calif., 
March 31, 1979., 79-21495 

Oversight hearings on assessment of co- 
ordination of youth employment pro- 
grams under the Vocational education 
act and CETA : hearings before the 
Subcommittee on Elementary, Second- 
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ary, and Vocational Education jointly 
with the Subcommittee on Employ- 
ment Opportunities of the Committee 
on Education and Labor, House of 
Representatives, Ninety-sixth Congress, 
first session ...., 79-23371 


Oversight hearings on CETA : hearings 


Congress, second session, on H.R. 
13535 ... September 19, 1978., 79-8855 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Labor Standards. 

Application of the Fair labor standards 
act to blind and handicapped workers : 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Postsecondary Education. 

Hearings on House Concurrent Resolu- 
tion 84 : hearings before the Subcom- 
mittee on Postsecondary Education of 
the Committee on Education and 
Labor, House of Representatives, 


before the Subcommittee on Employ- 
ment Opportunities of the Committee 
on Education and Labor, House of 
Representatives, Ninety-sixth Congress, 
first session ... March 7 and 8, 1979., 
79-15867, 79-15868 


Oversight hearings on the Full employ- 
ment and balanced growth act of 1978 
: hearings before the Subcommittee on 
Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sixth 
Congress, first session ... February 13 
and 14, 1979., 79-21488 


Oversight on Federal enforcement of 
equal employment opportunity laws : 
hearings before the Subcommittee on 
Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, second session ... November 
28 and 29, 1978., 79-14395 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Equal Opportunities. 


Oversight hearing on the Juvenile justice 
and delinquency prevention act : hear- 
ing before the Subcommittee on Equal 
Opportunities of the Committee on 
Education and Labor, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session, on Public Law 93-415 
.. June 27, 1978., 79-3060 


hearings before the Subcommittee on 
Labor Standards of the Committee on 
Education and Labor, House of Repre- 
sentatives, | Ninety-fifth Congress, 
second session, on H.R. 8104 ... May 10 
and 11, 1978., 79-3059 


A bill to amend the Fair Labor Standards 


Act : hearings before the Subcommit- 
tee on Labor Standards of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 6256 .. ... Feb- 
ruary 7 and March 14, 1978., 79-6641 


Department of Defense overseas schools : 


joint hearing before the Subcommittee 
on Labor Standards and the Subcom- 
mittee on Elementary, Secondard, and 
Vocational Education of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 9892 ..., 79- 
6639 


Hearings on the creation of a Federal 


boxing board : hearings before the Sub- 
committee on Labor Standards of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 2726 ... 
March 28, 29, and April 3, 1979., 79- 
23366 


National employment priorities act : hear- 


ing before the Subcommittee on Labor 
Standards of the Committee on Educa- 


Ninety-sixth Congress, first session, on 
H. Con. Res. 84 ... April 4 and 5, 1979., 
79-23370 


Middle income student assistance act : 
hearings before the Subcommittee on 
Postsecondary Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-fifth Con- 
gress, second session on H.R. 10854 ..., 
79-3061 


Oversight hearing on Federal library pro- 
grams : hearing before the Subcommit- 
tee on Elementary, Secondary, and 
Vocational Education and the Subcom- 
mittee on Postsecondary Education of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-sixth Congress, first session ... 
April 3, 1979., 79-21489 


Reauthorization of the Higher education 
act and related measures : hearings 
before the Subcommittee on Postsecon- 
dary Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ...., 79-23368 


Tribally controlled community college 
act : hearings before the Subcommittee 
on Postsecondary Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 9158 
. May 18, and June 14, 1978., 79- 
3063 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Human Resources. 


tion and Labor, House of Representa- 


tives, Ninety-fifth Congress, second The Urban grant university act of 1977 : 


hearings before the Subcommittee on 


Oversight hearing on the Headstart Pro- 
gram : hearing before the Subcommit- 
tee on Human Resources of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-sixth Con- 
gress, first session ... March 22, 1979., 
79-21490 


Oversight hearing on the older American 
nutrition programs : hearing before the 
Subcommittee on Human Resources of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-sixth Congress, first session ... 
April 3, 1979., 79-21492 


Oversight on ERISA, 1978 


session, on H.R. 76 ... August 15, 1978., 
79-10450 

: hearings 
before the Subcommittee on Labor 
Standards of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on Public Law 93-406 ... May 
17, and June 1, 1978., 79-5056 


Public employee retirement income secu- 


rity act of 1978 : hearing before the 
Subcommittee on Labor Standards of 
the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, second session, 


Postsecondary Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-fifth Con- 
gress, second session, on H.R. 7328 ..., 
79-12341 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Select Education. 

The arts are fundamental to learning : 
joint hearing before the Subcommittee 
on Select Education of the Committee 
on Education and Labor, House of 
Representatives and the Special Sub- 
committee on Education, Arts, and Hu- 


manities of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
May 25, 1977., 79-21484 


Domestic violence in Vermont : hearing 
before the Subcommittee on Select 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Labor-Management Relations. 

Collective bargaining for retired employ- 
ees : hearing before the Subcommittee 
on Labor-Management Relations of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
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on H.R. 14138 ... Wheaton, IIl., on No- 
vember 15, 1978., 79-14399 


United States. Congress. House. Committee 
on Education and Labor. Subcommittee on 
Labor Standards, Pension Task Force. 
Pension Task Force report on public em- 

ployee retirement systems /, 79-3062 
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tives, Ninety-fifth Congress, second 
session ... Montpelier, Vt., on July 22, 
1978., 79-10449 


Extension of authorization for the Na- 
tional Institute of Education : hearing 
before the Subcommittee on Select 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion ... June 12, 1979., 79-23369 

Oversight hearing on education of handi- 
capped children : hearing before the 
Subcommittee on Elementary, Second- 
ary, and Vocational Education, jointly 
with the Subcommittee on Select Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-sixth Congress, first session ... 
March 27, 1979., 79-17467 


Oversight on the Age discrimination act 
of 1975 and extension of the Older 
Americans act of 1965 : hearings before 
the Subcommittee on Select Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, second session 

79-3057 


White House Conference on Families, 
1978 : joint hearings before the Sub- 
committee on Child and Human Devel- 
opment of the Committee on Human 
Resources, United States Senate, and 
the Subcommittee on Select Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, second session ... 
February 2 and 3, 1978., 79-6677 


United States. Congress. House. Committee 
on Foreign Affairs. 
Act to combat international terrorism : 
report to accompany H.R. 2441 /, 79- 
23492 


Annual report of the Gorgas Memorial 
Laboratory., 79-15877 


Arms control and disarmament act au- 
thorizations : report to accompany 
H.R. 2774., 79-12507 


Arms Control and Disarmament Agency 
authorization for fiscal years 1980-81 : 
hearings and markup before the Com- 
mittee on Foreign Affairs and its Sub- 
committee on International Security 
and Scientific Affairs, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 2774, March 6, 7, and 
13, 1979., 79-12356 


Arms control impact statements., 
12357 


The assassination of Representative Leo 
J. Ryan and the Jonestown, Guyana 
tragedy : report of a Staff Investigative 
Group to the Committee on Foreign 
Affairs, U.S. House of Representatives., 
79-15878 


79- 





Authorizing additional appropriations for 
migration and refugee assistance : 
79- 


report to accompany H.R. 4955., 
21779 


Authorizing additional Department of 
State appropriations for migration and 
refugee assistance for fiscal years 1980 
and 1981 : hearings and markup before 
the Committee on Foreign Affairs and 
its Subcommittee on International Op- 
erations, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 4955, July 25 and 27, 1979., 79- 
21533 


Authorizing appropriations for fiscal 
years 1980 and 1981 for the Depart- 
ment of State, the International Com- 
munication Agency, and the Board for 
International Broadcasting : report to 
accompany H.R. 3363., 79-14553 


The death of Representative Leo J. 
Ryan, People‘s Temple, and Jonestown 
: understanding a tragedy : hearing 
before the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session, May 15, 
1979., 79-17478 


Export administration act amendments of 
1979 : report together with individual 
and supplemental views to accompany 
H.R. 4034., 79-15959 


Implementing the Panama Canal Treaty 
of 1977 and related agreements, and for 
other purposes : report together with 
additional views, to accompany H.R. 
1716 ..., 79-14566 


International development cooperation 
act of 1979 : report of the Committee 
on Foreign Affairs, together with sup- 
plemental views ... on H.R. 3324 ..., 
79-14551 


International security assistance act of 
1979 : report of the Committee on For- 
eign Affairs together with additional 
and supplemental views ... on H.R. 
3173 ..., 79-14543 


Issues and options in the coordination of 
U.S. foreign aid policy : report /, 79- 
18915 

Legislation on foreign relations through 
1978 /, 79-10472, 79-14410 

Panama Canal implementing legislation : 
hearing and markup before the Com- 
mittee on Foreign Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 1716, April 4 and 
5, 1979., 79-17477 

Report on human rights practices in 
countries receiving U.S. aid : report /, 
79-10470 

Reports submitted to Congress pursuant 
to the Foreign relations authorization 
act, (Public Law 95-426)., 79-17482 
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Soviet interruption of mail : report to ac- 
company H. Con. Res. 167 /, 79- 
23503 

Special international security assistance 
act of 1979 : report together with sup- 
plemental and additional views to ac- 
company H.R. 4035., 79-18991 

The status of the Third United Nations 
Conference on the Law of the Sea : 
hearing before the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-sixth session, 
May 16, 1979., 79-17479 

Supplemental 1979 Middle East aid pack- 
age for Israel and Egypt : hearings and 
markup before the Committee on For- 
eign Affairs and its Subcommittees on 
International Security and Scientific 
Affairs and on Europe and the Middle 
East, House of Representatives, 
Ninety-sixth Congress, first session ...., 
79-23386 

Taiwan legislation : hearings before the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, February 7 and 8, 
1979., 79-21534 

U.S. foreign assistance and Peace Corps 
activities : report of a Staff Study Mis- 
sion to Indonesia, and 
Nepal, November 16 to December 6, 
1978, to the Committee on Foreign Af- 
fairs, U.S. House of Representatives /, 
79-18913 


United Nations Conference on Science 
and Technology for Development : a 
background paper /, 79-18914 

United States-Taiwan relations act 
report together with additional views 
to accompany H.R. 2479., 79-12496 

Views and estimates of the Committee on 
Foreign Affairs on the budget., 79- 
18912 


United States. Congress. House. Committee 
on Foreign Affairs. Staff Investigative 
Group. 

The assassination of Representative Leo 
J. Ryan and the Jonestown, Guyana 
tragedy : report of a Staff Investigative 
Group to the Committee on Foreign 
Affairs, U.S. House of Representatives., 
79-15878 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
Africa. 

The current situation in Namibia : hear- 
ing before the Subcommittee on Africa 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session, May 7, 1979., 
79-21531 


U.S. policy toward Uganda : hearing 
before the Subcommittee on Africa of 
the Committee on Foreign Affairs, 
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House of Representatives, Ninety-sixth 
Congress, first session, April 26, 1979., 
79-21535 


United States policy toward Rhodesia : 
hearings before the Subcommittee on 
Africa of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session ...., 
79-23387 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 

Asian and Pacific Affairs. 

Recognizing the People‘s Republic of 
China : the experience of Japan, Aus- 
tralia, France, and West Germany : 
report /, 79-23385 


Refugees from Indochina : current prob- 
lems and prospects : report /, 79- 
21529 : 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
Europe and the Middle East. 

Impressions of the situation in the Syrian 
Jewish community, April 1979 : hear- 
ing before the Subcommittee on 
Europe and the Middle East of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, April 2, 1979., 79- 
21530 


Issues in United States relations with 
Spain and Portugal : report /, 79- 
10469 


Proposed arms transfers to the Yemen 
Arab Republic : hearing before the 
Subcommittee on Europe and the 
Middle East of the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-sixth Congress, first session, 
March 12, 1979., 79-21527 


Supplemental 1979 Middle East aid pack- 
age for Israel and Egypt : hearings and 
markup before the Committee on For- 
eign Affairs and its Subcommittees on 
International Security and Scientific 
Affairs and on Europe and the Middle 
East, House of Representatives, 
Ninety-sixth Congress, first session ...., 
79-23386 


U.S. policy toward Iran, January 1979 : 
hearing before the Subcommittee on 
Europe and the Middle East of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, January 17, 1979., 
79-14408 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
International Economic Policy and Trade. 
Progress in U.S. and international non- 

proliferation efforts : hearing before the 
Subcommittees on International Secu- 
rity and Scientific Affairs and on Inter- 
national Economic Policy and Trade of 


Page I-362 





the Committee on Foreign Affairs, 
Ninety-sixth Congress, first session, 
March 12, 1979., 79-21532 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
International Operations. 

Authorizing additional Department of 
State appropriations for migration and 
refugee assistance for fiscal years 1980 
and 1981 : hearings and markup before 
the Committee on Foreign Affairs and 
its Subcommittee on International Op- 
erations, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 4955, July 25 and 27, 1979., 79- 
21533 


Authorizing appropriations for fiscal 
years 1980-81 for the Department of 
State, the International Communication 
Agency, and the Board for Internation- 
al Broadcasting : hearings before the 
Subcommittee on International Oper- 
ations of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session ...., 
79-17480 


United Nations finances : hearing before 
the Subcommittees on International 
Operations and on International Orga- 
nizations of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session, 
June 27, 1979., 79-21537 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
International Organizations. 

Review of recent efforts to protect en- 
dangered species : hearings before the 
Subcommittee on International Organi- 
zations of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session., 
79-21528 


U.S. participation in the United Nations 
and U.N. reform : hearing before the 
Subcommittee on International Organi- 
zations of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session., 
79-21536 


United Nations finances : hearing before 
the Subcommittees on International 
Operations and on International Orga- 
nizations of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session, 
June 27, 1979., 79-21537 


United States. Congress. House. Committee 
on Foreign Affairs. Subcommittee on 
International Security and Scientific 
Affairs. 

Arms Control and Disarmament Agency 
authorization for fiscal years 1980-81 : 
hearings and markup before the Com- 
mittee on Foreign Affairs and its Sub- 
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committee on International Security 
and Scientific Affairs, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 2774, March 6, 7, and 
13, 1979., 79-12356 


Progress in U.S. and international non- 
proliferation efforts : hearing before the 
Subcommittees on International Secu- 
rity and Scientific Affairs and on Inter- 
national Economic Policy and Trade of 
the Committee on Foreign Affairs, 
Ninety-sixth Congress, first session, 
March 12, 1979., 79-21532 

Supplemental 1979 Middle East aid pack- 
age for Israel and Egypt : hearings and 
markup before the Committee on For- 
eign Affairs and its Subcommittees on 
International Security and Scientific 
Affairs and on Europe and the Middle 
East, House of Representatives, 
Ninety-sixth Congress, first session ...., 
79-23386 


United States. Congress. House. Committee 
on Government Operations. 
Abolition of Federal Records Council : 
report to accompany H.R. 8112., 79- 
5187 


Activities of the House Committee on 
Government Operations., 79-9246 


Administration of the AFDC program : 
third report /, 79-21727 


Allocation of budget totals by program., 
79-17593 


Department of Education organization 
act : report together with separate, ad- 
ditional, supplementary, and dissenting 
views to accompany H.R. 2444., 79- 
18982 


Effectiveness of Federal agency enforce- 
ment of laws and policies against com- 
pliance, by banks and other U.S. firms, 
with the Arab boycott : thirty-first 
report /, 79-21678 


The effectiveness of the Internal Revenue 
Service‘s income information document 
matching program and tax collection 
and other problems caused by bank- 
issued numbered“ bonds or certifi- 
cates of deposit : hearing before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session, March 9, 1978., 79- 
3073 


Emergency response to hazardous materi- 
als transportation accidents : thirtieth 
report /, 79-6865 


Federal accounting and auditing act of 
1978 report to accompany H.R. 
12171., 79-5252 


Federal government pension plan report- 


ing : report to accompany H.R. 9701., 
79-6875 
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Federal grant and cooperative agreement 
act of 1977 : report to accompany H.R. 
7691., 79-21687 


Federal information centers act : report 
to accompany H.R. 13688., 79-5229 


Foreign tax credits claimed by U.S. pe- 
troleum companies twenty-fourth 
report /, 79-3177 


Freedom of information act requests for 
business data and reverse-FOIA law- 
suits : twenty-fifth report /, 79-3208 


General Accounting Office act of 1979 : 
report to accompany H.R. 24., 79- 
23493 


Interim report of the activities of the 
House Committee on Government Op- 
erations., 79-6664 


IRS taxpayer services, tax return prepar- 
ers, and tax form simplification pro- 
grams : twenty-eighth report /, 79- 
6864 


Justice Department handling of cases in- 
volving classified data and claims of 
national security : second report /, 
79-21724 


Justice Department internal investigation 
policies : twenty-sixth report /, 79- 
9223 

Lack of guidelines for Federal contract 
and grant data : twenty-ninth report /, 
79-9229 


Legislative calendar - Committee on 
Government Operations, United States 
House of Representatives., 79-1711 


Legislative savings targeted in the first 
budget resolution for fiscal year 1980 : 
report of the Committee on Govern- 
ment Operations /, 79-21736 


Low-level nuclear waste disposal 
twenty-sixth report /, 79-21677 


Military health and research : thirty-third 
report /, 79-6866 


National Historical Publications and Rec- 
ords Commission : report to accompa- 
ny H.R. 3923., 79-21713 


Near midair collisions : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fourth Con- 
gress, first session, December 16, 1975., 
79-21546 


Oversight plans of the committees of the 
U.S. House of Representatives : a 
report /, 79-12506 


Presidential records act of 1978 : report 
to accompany H.R. 13500 /, 79-9219 


Procurement practices at the U.S. Army 
Communications and Electronics Ma- 
teriel Readiness Command : thirty-sixth 
report /, 79-6874 

Recovering replacement costs of Federal 


motor pool vehicles : report to accom- 
pany H.R. 13767., 79-5228 





Reorganization of Foreign Claims Settle- 
ment Commission and abolition of mis- 
cellaneous agencies : report to accom- 
pany H.R. 4337., 79-21785 


Reorganization plan no. 1 of 1979 : report 
to accompany H. Res. 199., 79-15972 


Reorganization plan no. 2 of 1978 (Civil 
Service Commission) : report to ac- 
company H. Res. 1201.., 79-5186 


Reorganization plan no. 2 of 1979 : ad- 
verse report together with additional 
and dissenting views to accompany H. 
Res. 231., 79-21726 

Reorganization plan no. 3 of 1978 (emer- 
gency preparedness) : report together 
with additional and dissenting views to 
accompany H. Res. 1242., 79-5225 

Reorganization plan numbered 4 (ERISA 
administration) : report to accompany 
H. Res. 1308., 79-6862 

Report on allocation of budget totals by 
program : report of the Committee on 
Government Operations pursuant to 
section 302(b) of the Congressional 
budget act of 1974., 79-12440 


Report on export of products banned by 
U.S. regulatory agencies : thirty-eighth 
report /, 79-6881 

Report on improving internal auditing in 
the Departments of Air Force and 
Navy, an interim report : thirty-fourth 
report /, 79-6872 

Report on Northeast corridor improve- 
ment project construction delays and 
cost ramifications : thirty-first report /, 
79-6871 

Report on overseas real property man- 
agement : thirty-fifth report /, 79- 
6873 

Report on problems in the relationship 
between the Commerce Department's 
Maritime Administration and the Na- 
tional Maritime Council, a private 
trade organization thirty-second 
report /, 79-6877 

Search warrants and the effects of the 
Stanford Daily decision : twenty-sev- 
enth report /, 79-5224 

Search warrants should be required for 
certain mail openings by the Customs 
Service : thirty-seventh report /, 79- 
6878 


United States. Congress. House. Committee 


on Government Operations. Commerce, 

Consumer, and Monetary Affairs 

Subcommittee. 

Adequacy of the administration‘s anti-in- 
flation program : hearings before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ..., 79-14414 


Banking regulatory agencies‘ enforcement 
of the Equal credit opportunity act and 
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the Fair housing act : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, September 12, 14, and 
15, 1978., 79-14415 

Interest rate regulation on small savings 
accounts : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion ...., 79-21549 

Interrelationship between U.S. tax policy 
and U.S. tax energy policy : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-sixth Con- 
gress, first session, March 13, 1979., 
79-17487 


IRS administration of tax laws relating to 
lobbying : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, second 
session..., 79-5074 

The operations of Federal agencies in 
monitoring, reporting on, and analyz- 
ing foreign investments in the United 
States : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-fifth Congress, second session 
wy 79-8907 

Problems in the sale of travel insurance at 
airport locations : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth 
second session, April 10 and 11, 1978., 
79-21555 


U.S. export of banned products : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 
gress, second session, July 11, 12, and 
13, 1978., 79-8905 
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Biomass conversion : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth 
second session, April 14, 1978., 79- 
8902 


Environmental management plan—San 
Francisco : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, second 
session, June 23 and 24, 1978., 79- 
12361 


Nuclear waste burial grounds and storage 
sites in Illinois : hearings before a sub- 
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committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-fifth Congress, first 
and second sessions, December 9, 1977 
and February 23, 1978., 79-8908 


Radiation protection : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, April 18, 19, and July 
13, 1978., 79-8909 


Solar energy : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, second 
session ..., 79-10481 


United States. Congress. House. Committee 
on Government Operations. Government 
Activities and Transportation 
Subcommittee. 

The Consolidated Rail Corporation 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, first session, October 17, 
1977., 79-8903 


FAA certification process and regulation 
of illegal commercial operators : hear- 
ings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, September 26 
and 28, 1978., 79-10476 


Hazardous materials accident reporting : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, April 25, 
1978., 79-6666 


National energy act, federal vanpooling 
program : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 6831 ... June 8 and 9, 
1977., 79-8904 


Northeast corridor improvement project : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-10478 


Northeast corridor improvement project : 
hearings before a Subcommittee on the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, June 15 and 
19, 1978., 79-3077 


Oil tanker pollution : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, July 18 and 20, 1978., 
79-10479 
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United States. Congress. House. Committee 
on Government Operations. 
Intergovernmental Relations and Human 
Resources Subcommittee. 

Federal role in dealing with urban de- 
cline and the Intergovenmental coordi- 
nation act of 1977 : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 4406 ... Febru- 
ary 7 and 9, 1978., 79-10482 


Intergovernmental fiscal assistance 
amendments of 1979 and termination of 
general revenue sharing to State gov- 
ernments : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on H.R. 3198 ... and H.R. 2698 ... 
June 27, 28, and July 12, 1979., 79- 
23391 


Quality of scientific evidence in FDA 
regulatory decisions : the adoption of 
an antismoking warning in oral contra- 
ceptive pill labeling : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, October 4, 1978., 79- 
10480 


Student financial assistance programs : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, July 27, 
August 3, and October 6, 1978., 79- 
12365 


Supplementary fiscal assistance of 1978 : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Respresentatives, Ninety-fifth 
Congress, second session, on H.R. 
12293 ... May 4, 5, and 9, 1978., 79- 
3078 


United States. Congress. House. Committee 
on Government Operations. Legislation 
and National Security Subcommittee. 
Administration of the Buy American act : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, April 5, 
1978., 79-6665 

Auditing Federal pension plans : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, 
Ninety-fifth Congress, second session, 
on H.R. 9701 ... July 24, 1978., 79- 
8901 


Consumer price index for all-urban con- 
sumers : hearing before a Subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, second session 
on H.R. 12438 ... May 10, 1978., 79- 
10475 
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Department of Education organization 
act : hearings before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 2444 ... March 26, 27, and April 
5, 1979., 79-21547 


Establishing a Department of Education : 
hearings before a subcommittee of the 
Committee Operations, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, on H.R. 13343 ..., 79- 
3071 


Failure of departments and agencies to 
follow up on audit findings : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-sixth Con- 
gress, first session, March 21 and 22, 
1979., 79-23390 


General Accounting Office act of 1979 : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 24 ... 
June 19, 1979., 79-21548 


Military medical health and research : 
hearings before a Subcommittee on the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, July 26 and 
27, 1978., 79-3076 


Office of Federal Procurement Policy act 
amendments of 1979 : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 3763 ... May 3 
and 14, 1979., 79-17485 


Procurement practices at the U.S. Army 
Communications and Electronics Ma- 
teriel Readiness Command, Fort Mon- 
mouth, N.J. : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, second 
session, July 10, 1978., 79-5075 


Reorganization plan no. 1 of 1979 
Alaska natural gas transportation 
system : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-sixth Congress, first session, 
April 9, 1979., 79-17486 


Reorganization plan no. 2 of 1978 (Feder- 
al personnel management system) 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, June 6, 13, 
and 15, 1978., 79-8910 


Reorganization plan no. 2 of 1979 (Inter- 
national Development Cooperation 
Agency) : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
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Ninety-sixth Congress, first session, 
May 21, 1979., 79-21552 
Reorganization plan no. 3 of 1978 : Fed- 
eral Emergency Management Agency : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, June 26 and 
29, 1978., 79-15885 


Reorganization plan no. 4 of 1978 (Em- 
ployee retirement income security act) 
: hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, September 
12, 1978., 79-6668 


Strengthening Comptroller General's 
access to records, : new procedure for 
appointment : hearings before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session, on H.R. 12171 ... May 
17 and June 26, 1978., 79-3070 


Transfer of the Foreign Claims Settle- 
ment Commission : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 4337 ... June 19, 
1979., 79-21545 


United States Embassy operations—Rio 
de Janeiro : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, second 
session, April 1, 1978., 79-3072 


United States. Congress. House. Committee 


on Government Operations. Manpower and 
Housing Subcommittee. 

Department of Labor monitoring of man- 
power programs for the hard to 
employ : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, second session 
wey 79-14418 


The Gautreaux decision and its effect on 


subsidized housing : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, September 22, 1978., 
79-14416 


HUD'‘s FHA section 223(f) mortgage re- 
financing insurance program for multi- 
family buildings : hearing before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session, October 3, 1978., 79- 
12363 


HUD'‘s troubled housing projects : hear- 
ing before a subcommittee of the Com- 
mittee on Government Operations, 
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House of Representatives, Ninety-fifth 
Congress, second session, September 
26, 1978., 79-14417 


HUD‘s 312 low interest direct govern- 
ment rehabilitation loan program : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, October 5, 
1978., 79-12362 


Occupational Safety and Health Adminis- 
tration, State plans, Federal agencies, 
and toxic substance identification : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, September 14 
and 19, 1978., 79-21550 


Preemption of local rent control laws by 
HUD : hearing before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-fifth Congress, first session, De- 
cember 2, 1977., 79-21553 

Section 8 leased assistance program : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, first and second sessions ..., 
79-10477 


United States. Congress. House. Committee 
on Government Operations. Subcommittee 
on Government Information and Individual 
Rights. 

FBI compliance with the Freedom of in- 
formation act : hearing before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session, April 10, 1978., 79- 
8906 


Information policy issues relating to con- 
tractor data and administrative mark- 
ings : hearing before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, 
Ninety-fifth Congress, second session, 
September 18, 1978., 79-12364 


Justice Department handling of cases in- 
volving classified data and claims of 
national security : hearing before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session, September 19, 1979., 
79-15884 


Justice Department internal investigation 
policies : twenty-sixth report /, 79- 
9223 

Justice Department policy concerning 
news media search warrants : hearing 
before a subcommittee of the Commit- 
tee on Governments Operations, House 
of Representatives, Ninety-fifth Con- 
gress, second session, June 26, 1978., 
79-3075 
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Justice Department treatment of criminal 
cases involving CIA personnel and 
claims of national security : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fourth Con- 
gress, first session .... 79-3074 


Presidential records act of 1978 : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 
gress, second session, on H.R. 10998 
and related bills ...., 79-21551 

Right to privacy proposal of the Privacy 
Protection Study Commission : hear- 
ings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
10076 ... May 23 and 24, 1978. 79- 
6667 

Security classification exemption to the 
Freedom of information act : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-fifth Con- 
gress, first session, September 20, 1979., 
79-21554 


United States. Congress. House. Committee 
on House Administration. 
Allocation of budget totals by program., 
79-17611 


Amending Federal elections campaign act 
: report to accompany S. 832., 79- 
21786 


Annual report of the Policy Coordination 
Group for Technology Development., 
79-14456 


Approving the printing of additional 
copies of the report accompanying the 
second concurrent resolution on the 
budget for fiscal year 1980 : report to 
accompany H. Res. 360., 79-17644 


Authorizing the printing as a House doc- 
ument of a revised edition of "Our 
flag“ : report to accompany H. Con. 
Res. 66., 79-14559 


Authorizing the printing as a House doc- 
ument of a revised edition of "The 
Declaration of Independence and the 
Constitution of the United States of 
America“ : report to accompany H. 
Con. Res. 65., 79-14558 


Authorizing the printing as a House doc- 
ument of the committee print entitled 
”Proposition 13, prelude to fiscal crisis 
or new opportunities?“ : report to ac- 
company H. Con. Res. 150., 79-14560 

Authorizing the printing of additional 
copies of the committee print entitled 
”Preliminary guide to export opportu- 
nities to Japan“ : report to accompany 
S. Con. Res. 97., 79-6830 


Authorizing the printing of additional 
copies of the final report and volume II 
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of the Executive session hearings on 
the Korean influence inquiry : report 
to accompany S. Con. Res. 105., 79- 
6831 


Authorizing the printing of additional 
copies of volumes | and 2 of the com- 
mittee print entitled ”A legislative his- 
tory of the Water pollution control act 
amendments of 1972“ : report to ac- 
company S. Con. Res. 90., 79-6828 


Authorizing the reprinting of book II of 
the Senate report entitled "Intelligence 
activities and the rights of Americans“ 
: report to accompany S. Con. Res. 96., 
79-6829 


Authorizing the reprinting of the Senate 
report entitled ’First concurrent reso- 
lution on the budget, fiscal year 1979“ 
(S. rept. 95-739) : report to accompany 
S. Con. Res. 15., 79-14561 

Authorizing the Smithsonian Institution 
to acquire the Museum of African Art, 


and for other purposes : report to ac- 
company H.R. 10792., 79-3220 


Calendar of business - Committee on 
House Administration, United States 
House of Representatives., 79-1713 


Creating an additional position of assist- 
ant chief telephone operator and to 
abolish five telephone operator posi- 
tions, and for other purposes : report to 
accompany H.Res. 1280., 79-6818 


Dismissing the election contest against 
Carl D. Pursell : report together with 
supplemental views to accompany H. 
Res. 528., 79-21685 


The electronic voting system for the 
United States House of Representatives 
/, 179-15891 


Improving the administration and oper- 
ation of the Overseas citizens voting 
rights act of 1975, and for other pur- 
poses : report together with additional 
and dissenting views to accompany S. 
703., 79-3228 


The Presidential campaign 1976 /, 79- 
17493 


Presidential records act of 1978 : report 
to accompany H.R. 13500 /, 79-9219 


Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Select Committee on Narcotics 
Abuse and Control : report to accom- 
pany H. Res. 174., 79-14557 


Providing for the further expenses of the 
Committee on Interstate and Foreign 
Commerce : report to accompany H. 
Res. 1364., 79-9233 

Providing for the further expenses of the 
Select Committee on Assassinations : 
report to accompany H. Res. 1276., 
79-5238 


Providing for the orderly shipment of of- 
ficial records and papers of Members 
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of the House of Representatives 
report to accompany H. Res. 1297., 
79-5207 

Providing for the printing of the proceed- 
ings incident «> the presentation of a 
portrait of the Honorable Al Ullman : 
report to accompany H. Res. 1285., 
79-6826 


Providing for the printing of the report 
entitled "Freedom of information re- 
quests for business data and reverse- 
FOIA lawsuits“ : report to accompany 
H. Res. 1338., 79-6827 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Standards of 
Official Conduct : report to accompany 
H. Res. 111., 79-12489 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on the District of 
Columbia : report to accompany H. 
Res. 112., 79-12490 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Agriculture : 
report to accompany H. Res. 117., 79- 
12492 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Post Office 
and Civil Service : report to accompa- 
ny H. Res. 123., 79-14521 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Merchant 
Marine and Fisheries : report to ac- 
company H. Res. 132., 79-12505 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Science and 
Technology : report to accompany H. 
Res. 134., 79-14522 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Interstate and 
Foreign Commerce : report to accom- 
pany H. Res. 137., 79-14523 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Interior and 
Insular Affairs : report to accompany 
H. Res. 139., 79-14524 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Government 
Operations : report to accompany H. 
Res. 140., 79-14525 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Veterans‘ Af- 
fairs : report to accompany H. Res. 35., 
79-14515 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
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ed by the Committee on Small Business 
: report to accompany H. Res. 45., 
79-12475 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Armed Serv- 
ices : report to accompany H. Res. 60., 
79-14516 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Banking, Fi- 
nance, and Urban Affairs : report to 
accompany H. Res. 85., 79-12476 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on the Judiciary : 
report to accompany H. Res. 86., 79- 
14520 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on House Admin- 
istration : report to accompany H. Res. 
87., 79-12477 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Ways and 
Means : report to accompany H. Res. 
88., 79-12478 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Public Works 
and Transportation : report to accom- 
pany H. Res. 91., 79-12479 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Education and 
Labor : report to accompany H. Res. 
92., 79-12480 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Foreign Af- 
fairs : report to accompany H. Res. 98., 
79-12482 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Rules : report 
to H. Res. 130., 79-12494 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Permanent Select Committee 
on Intelligence : report to accompany 
H. Res. 96., 79-12481 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Select Committee on Aging : 
report to accompany H. Res. 128., 79- 
12504 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Select Committee on the 
Outer Continental Shelf : report to ac- 
company H. Res. 195., 79-14556 


Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
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ed by the Select Committee on Com- 
mittees : report to accompany H. Res. 
234., 79-14574 


Providing funds for the expenses of the 
Committee on House Administration to 
provide for computer services for the 
House of Representatives : report to 
accompany H. Res. 129., 79-12493 


Providing funds for the expenses of the 
investigations and study of welfare and 
pension plans to be conducted by the 
Committee on Education and Labor : 
report to accompany H. Res. 114., 79- 
12491 


Providing funds for the further expenses 
of investigations and studies by the Ad 
Hoc Committee on Energy : report to 
accompany H. Res. 1237., 79-3219 


Providing funds for the further expenses 
of the Committee on House Adminis- 
tration : report to accompany H. Res. 
268., 79-16000 


Providing funds for the investigations and 
studies to be conducted by the Com- 
mittee on Post Office and Civil Service 
pursuant to H. Res. 1041 : report to 
accompany H. Res. 1363., 79-9232 


Public financing of congressional elec- 
tions : hearings before the Committee 
on House Administration, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 1 and related leg- 
islation ...., 79-15890 


Report of the Committee on House Ad- 
ministration /, 79-6899 


Report on the activities of the Committee 
on House Administration of the House 
of Representatives., 79-9257 


Studies dealing with budgetary, staffing 
and administrative activities of the U.S. 
House of Representatives, 1946-1978 /, 
79-6673 


To provide for the printing of additional 
copies of the ”Ethics manual for mem- 
bers and employees of the U.S. House 
of Representatives“ : report to accom- 
pany H. Res. 258., 79-19014 


United States. Congress. House. Committee 
on House Administration. Policy Group on 
Information and Computers. 

Information policy : public laws from the 
95th Congress for the United States 
House of Representatives /, 79-12372 


United States. Congress. House. Committee 
on House Administration. Subcommittee 
on Printing. 
Our flag., 79-10610 

United States. Congress. House. Committee 
on Interior and Insular Affairs. 

Alaska national interest lands conserva- 
tion act of 1978 : report of the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, together 
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with additional, dissenting, and supple- 
mental views and additional comments 
to accompany H.R. 39 ..., 79-6797, 
79-9215 


Amending certain laws relating to the 
Osage Tribe of Oklahoma, and for 
other pu : report to accompany 
H.R. 11894., 79-5195 


Amending certain provisions of law relat- 
ing to land claims by the United States 
in Riverside County, Calif., based upon 
the accretion or avulsion, and for other 
purposes : report to accompany H.R. 

7101., 79-3150 


Amending the act creating the Indian 
Claims Commission to repeal the provi- 
sion limiting the activities of Commis- 
sioners during the 2 years following 
their terms of office : report to accom- 
pany H.R. 9945., 79-5218 


Amending the act of October 21, 1978 
(92 STAT. 1675, Public Law 95-498) : 
report to accompany H.J. Res. 199., 
79-14545 


Amending the Indian Claims Commission 
act of August 13, 1946, and for other 
purposes : report together with addi- 
tional and dissenting views to accom- 
pany H.R. 2664., 79-21689 

Amending the laws relating to the Osage 
Tribe in Oklahoma : report to accom- 
pany H.R. 4384 /, 79-9220 


Amending the National Trails System act 
of 1968 (82 Stat. 919), as amended, des- 
ignating the Oregon National Historic 
Trail and Travelway as a unit of the 
National Trails System : report to ac- 
company H.R. 6900., 79-3151 


Amending the Surface mining control 
and reclamation act of 1977 (Public 
Law 95-87) raising certain authorized 
funding levels contained therein, and 
for other purposes : report together 
with dissenting views to accompany 
H.R. 11827., 79-3163 

Amending the Water resources planning 
act (79 STAT.244, as amended) 
report to accompany H.R. 2610., 79- 
15946, 79-17582 


Authorizing appropriations for certain in- 
sular areas of the United States, and for 
other purposes : report to accompany 
H.R. 3756., 79-21707 

Authorizing appropriations for the De- 
partment of Energy for fiscal year 1979 
: report together with additional views 
to accompany H.R. 12163., 79-10613 


Authorizing appropriations to the De- 
partment of Energy in acccordance 
with section 660 of the Department of 
Energy organization act, and for other 

: report to accompany H.R. 

79-6801 


Pp 
11972., 


Authorizing appropriations to the Nucle- 
ar Regulatory Commission in accord- 
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ance with section 261 of the Atomic 
energy act of 1954, as amended, and 
section 305 of the Energy reorganiza- 
tion act of 1974, as amended, and for 
other purposes : report together with 
additional views to accompany H.R. 
2608., 79-17590, 79-19004 
Authorizing establishment of the Fort 
Scott National Historic Site, Kansas, 
and for other purposes : report to ac- 
company H.R. 13797., 79-6854 


Authorizing the establishment of the 
Frederick Law Olmsted National His- 
toric Site in the State of Massachusetts, 
and for other p : report to ac- 
company H.R. 2374., 79-21708 


Authorizing the Secretary of Energy to 
enter into cooperative agreements with 
certain States respecting residual radio- 
active material at existing sites, provid- 
ing for the regulation of uranium mill 
tailings under the Atomic energy act of 
1954, and for other p : report to 
accompany H.R. 13650 /, 79-3225 


Authorizing the Secretary of the Interior 
to conduct hydroelectric power-plants 
and various existing water projects, 
and for other p' : Teport to ac- 
company H.R. 9333., 79-6824 


Authorizing the Secretary of the Interior 
to construct, restore, operate, and 
maintain new or modified features at 
existing Federal reclamation dams for 
safety of dams purposes : report to ac- 
company H.R. 11153., 79-3162 

Authorizing the Secretary of the Interior 
to convey all right, title, and interest of 
the United States in and to a tract of 
land located in the Fairbanks Record- 
ing District, State of Alaska, to the 
Fairbanks North Star Borough, and for 
other purposes : report to accompany 
H.R. 6997., 79-3148 

Authorizing the Secretary of the Interior 
to convey certain lands in Placer 
County, California, to Mrs. Edna C. 
Marshall, and for other p : 
report to accompany H.R. 4243., 79- 
5172 


Compilation of selected acts concerning 
national parks and recreation and relat- 
ed matters /, 79-10518 


Confirming a conveyance of certain real 
property by the Southern Pacific Rail- 
road Co. to M. L. Wicks : report to 
accompany H.R. 7588., 79-3146 


Consenting to an amendment of the con- 
stitution of the State of New Mexico 
providing a method for executing 
leases and other contracts for the de- 
velopment and operation of geothermal 
stream and waters on lands granted or 
confirmed to such State : report to ac- 
company H.J. Res. 747., 79-6847 


Conveying all interests of the United 
States in certain real property in San- 
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doval County, N.Mex., to Walter Her- 
nandez : report to accompany H.R. 
1762., 79-21766 


Conveying all interests of the United 
States in certain real property in San- 
doval County, N. Mex., to Walter Her- 
nandez : report to accompany H.R. 
3121., 79-5179 


Creating the Indian Peaks Wilderness 
Area and the Arapaho National Recre- 
ation Area and to authorize the Secre- 
tary of the Interior to study the feasi- 
bility of revising the boundaries of the 
Rocky Mountain National Park : report 
to accompany H.R. 12026., 79-9218 


Crude oil transportation amendments act 
of 1979 : report with views to accom- 
pany H.R. 3243 /, 79-15964 


Declaring that the United States holds in 
trust for the Pueblo of Santa Ana cer- 
tain public domain lands : report to 
accompany H.R. 3924., 79-3172 


Declaring that the United States holds in 
trust for the Pueblo of Zia certain 
public domain lands : report to accom- 
pany H.R. 10240., 79-3173 


Designating certain lands in the State of 
Wisconsin as wilderness : report to ac- 
company H.R. 12264., 79-3193 


Designating the Boundary Waters Canoe 
Area Wilderness, establishing the 
Boundary Waters Canoe Area National 
Recreation Area, and for other pur- 
poses : report together with separate 
views to accompany H.R. 12250., 79- 
6798 


Designating the Great Bear Wildness, 
Flathead National Forest, and enlarg- 
ing the Bob Marshall Wilderness, 
Flathead and Lewis and Clark National 
Forests, State of Montana : report to- 
gether with supplemental views to ac- 
company H.R. 13972., 79-6837 


Directing the Secretary of the Interior to 
convey certain lands in Clear Creek 
County, Colo., to Harold and Doris 
Harlan : report to accompany H.R. 
10029., 79-5189 


Directing the Secretary of the Interior to 
convey certain lands in Clear Creek 
County, Colorado, to Harold and 
Doris Harlan : report to accompany 
H.R. 1968., 79-21767 


Establishing a coordinated, prompt, and 
simplified process for decisionmaking 
in regard to significant nonnuclear 
energy facilities, and for other purposes 
: report together with additional, sepa- 
rate, supplemental, and dissenting 
views to accompany H.R. 4985 /, 79- 
23487 


Establishing standards for the placement 
of Indian children in foster or adoptive 
homes, to prevent the breakup of 
Indian families, and for other purposes 
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: report together with dissenting views 
to accompany H.R. 12533., 79-3211 
Establishing the Channel Islands Marine 
National Park in the State of Califor- 
nia, and for other purposes : report to 
accompany H.R. 2975., 79-17589, 

79-18998 


Establishing the true location of a portion 
of northerly boundary of the Angeles 
National Forest, located in Los Ange- 
les County, Calif., on the common line 
between sections 16 and 17, township 4 
north, range 10 west, San Bernardino 
meridian, establishing the center quar- 
ter corner of said section 16 : report to 
accompany H.R. 11451., 79-3223 


Extending the boundaries of the Toiyabe 
National Forest in Nevada, and for 
other purposes : report to accompany 
H.R. 13221., 79-6835 


Facilitating the exchange of certain lands 
in the State of Oregon, and for other 
p : report to accompany H.R. 

12772., 79-5193 


Federal employment preference for cer- 
tain employees of the Bureau of Indian 
Affairs : report to accompany S. 666 /, 
79-6809 


Further amending the Mineral leasing act 
of 1920 (30 U.S.C. 201(a)), authorizing 
the Secretary of the Interior to ex- 
change federal coal leases and encour- 
aging recovery of certain coal deposits, 
and for other purposes : report to ac- 
company H.R. 13553., 79-6850 


Increasing the appropriations ceiling for 
title I of the Colorado River basin sa- 
linity control act (Act of June 24, 1974, 
88 STAT. 266), and for other purposes 
: report together with supplemental 
and dissenting views to accompany 
H.R. 2609., 79-17588 


Increasing the authorization of appropri- 
ations under the act of December 22, 
1974 (88 Stat, 1712) : report to accom- 
pany H.R. 11092., 79-6795 


Increasing the authorization of appropri- 
ations under the act of December 22, 
1974 (88 Stat. 1712) : report to accom- 
pany H.R. 3661., 79-21711 


Indian economic development programs : 
oversight hearings before the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session ...., 79-17507 


Legislative and review activities of the 
Committee on Interior and Insular Af- 
fairs of the House of Representatives., 
79-9239 


Legislative calendar - Committee on Inte- 
rior and Insular Affairs, United States 
House of Representatives., 79-1717 


Modifying a portion of the south bound- 
ary of the Salt River Pima-Maricopa 
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Indian Reservation in Arizona, and for 
other purposes : report to accompany 
H.R. 12344., 79-5212 

Modifying the boundary of the Cibola 
National Forest, and for other purposes 
: report to accompany H.R. 10679., 
79-6869 


Promoting a more adequate and respon- 
sive national program of water re- 
search and development, and for other 
p : report to accompany H.R. 

11226., 79-21701 


Promoting the orderly development of 
hard mineral resources in the deep 
seabed, pending adoption of an interna- 
tional regime relating thereto : report 
to accompany H.R. 2759 /, 79-23488 


Protecting archaeological resources 
owned by the United States, and for 
other purposes : report to accompany 
H.R. 1825., 79-21735 


Providing for reinstatement and valida- 
tion of United States oil and gas leases 
numbered U-12871, U-12872, U-12874, 
U-12875, U-12876, U-12877, U-12878, 
U-12881, and U-13666 : report to ac- 
company H.R. 6463., 79-5183 


Providing for the conveyance of certain 
public lands in Montana to the occu- 
pants of the land : report to accompany 
H.R. 7849., 79-5192 


Providing for the conveyance of title and 
ownership to 2.58 acres within the 
Bridger-Teton National Forest, Wyo., 
to Ben Boshetto, Jr. : report to accom- 
pany H.R. 10160., 79-3161 


Providing for the disposition of funds ap- 
propriated to pay a judgement in favor 
of the Cowlitz Tribe of Indians in 
Indian Claims Commission docket 
numbered 218, and for other purposes : 
report to accompany H. R. 5523., 79- 
3222 


Providing for the distribution of certain 
judgement funds awarded by the 
Indian Claims Commission to the Con- 
federated Tribes and Bands of the 
Yakima Indian Nation : report to ac- 
company H.R. 10581., 79-3187 


Providing for the Du Noir basin addition 
to the Washakie Wilderness : report to 
accompany H.R. 12349., 79-3192 


Providing for the establishment of the 
Friendship Hill National Historic Site 
in the State of Pennsylvania, and for 
other purposes : report to accompany 
H.R. 10984., 79-3149 

Providing for the United States to hold in 
trust for the Susanville Indian Ran- 
cheria of Lassen County, Calif., ap- 
proximately 120 acres of land : report 
to accompany H.R. 13991., 79-6848 


Providing means for the acquisition and 
retention of title to certain lands by the 
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village corporation organized pursuant 
to the Alaska native claims settlement 
act for the natives of the village of 
Kake, Alaska, and for other purposes : 
report to accompany H.R. 14026., 79- 
6836 


Providing that members of the Sisseton- 
Wahpeton Sioux Tribe may request the 
Secretary of the Interior to acquire 
certain lands, providing that the tribe 
shall have a preference right to pur- 
chase certain lands held in trust by the 
United States for tribual member : 
report to accompany H.R. 13096., 79- 
5219 


Providing that the sales of public lands in 
the town of Red Mountain, San Ber- 
nardino County, Calif, be conducted 
under the Townsite act : report to ac- 
company H.R. 1168., 79-6819 


Providing that the territory of American 
Samoa be represented by a nonvoting 
Delegate to the U.S. House of Repre- 
sentatives, and for other purposes : 
report to accompany H.R. 13702., 79- 
6815 


Relating to the disposition of certain rec- 
reational demonstration project lands 
by the State of Oklahoma : report to 
accompany H.R. 4691., 79-3160 


Relief of H. F. Mulholland and the estate 
of John Oakason : report to accompany 
H.R. 12047., 79-5182 


Report to the Committee on the Budget, 
views and estimates of the Committee 
on Interior and Insular Affairs, House 
of Representatives, submitted pursuant 
to Section 301 of the Congressional 
budget act of 1974 on the budget pro- 
posed., 79-12383 


Retirement preference for certain em- 
ployees of the Bureau of Indian Affairs 
: report together with minority and 
supplemental views to accompany H.R. 
1885 /, 79-17642, 79-23486 


Settling Indian land claims within the 
State of Rhode Island and Providence 
Plantations, and for other purposes : 
report to accompany H.R. 12860., 79- 
5191 


Statement of A. David Lester, Commis- 
sioner, Administration for Native 
Americans, Office of Human Develop- 
ment Services, Department of Health, 
Education, and Welfare for the Com- 
mittee on Interior and Insular Affairs, 
U.S. House of Representatives con- 
cerning economic development on 
Indian reservations., 79-15317 

subcommittees of 

79-17600 

Subdivision among subcommittees of 


budget allocation for fiscal year 1979 /, 
79-6807 


Subdivision among 
budget allocation., 





Subdivision among subcommittees of 
budget allocations for fiscal year 1979 : 
submitted pursuant to section 302 (b) of 
the Congressional budget act of 1974., 
79-6853 

Validating the conveyance of certain land 
in the State of California by the South- 
ern Pacific Transportation Co. : report 
to accompany H.R. 7971., 79-3147 


United States. Congress. House. Committee 


on Interior and Insular Affairs. 

Subcommittee on Energy and the 

Environment. 

Accident at the Three Mile Island nucle- 
ar powerplant oversight hearings 
before a task force of the Subcommit- 
tee on Energy and the Environment of 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session ...., 
79-17508 


Accuracy of U.S. Nuclear Regulatory 
Commission testimony : oversight hear- 
ing before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
fifth Congress, second session ... Febru- 
ary 27, 1978., 79-3097 


Department of Energy appropriations for 
fiscal year 1980 : hearings before the 
Subcommittee on Energy and the En- 
vironment of the Committee on Interi- 
or and Insular Affairs, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 3000 ... February 15 
and 16, 1979., 79-14438 


Horizonal divestiture joint hearing 
before the Subcommittee on Antitrust 
and Monopoly of the Committee on 
the Judiciary, United States Senate, 
and other Subcommittee on Energy 
and the Environment of the Committee 
on the Interior [ and Insular Affairst, 
House of Representatives, Ninety-fifth 
Congress, second session ... June 28, 
1978., 79-6712 


Interagency Review Group on Nuclear 
Waste Management : oversight hearing 
before the Subcommittee on Energy 
and the Environment of the Committee 
on Interior and Insular Affairs, House 
of Representatives, Ninety-fifth Con- 
gress, second session ... July 11, 1978., 
79-8992 


Nuclear Regulatory Commission authori- 
zations for fiscal year 1980 : hearings 
before the Subcommittee on Energy 
and the Environment of the Committee 
on Interior and Insular Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 2608 ... 
February 22 and March 2, 1979., 79- 
21592 


Nuclear regulatory legislation., 79-18926 
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Nuclear waste management : oversight 
hearings before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session ... January 
25 and 26, 1979., 79-14437, 79-21590 


Proposals affecting use of plutonium as a 
reactor fuel : hearings before the Sub- 
committee on Energy and the Environ- 
ment of the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, Ninety-fifth Co first ses- 
sion, on H.R. 5234 ... H.R. 2145 ... 
April 26, 28, and 29, 1977., 79-21589 

Reactor safety study review : oversight 
hearing before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
sixth first session ... February 
26, 1979., 79-21591 


States rights, moratoria, and NRC licens- 
ing reforms : hearings before the Sub- 
committee on Energy and the Environ- 
ment of the Committee on Interior and 
Insular Affairs, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion ..., 79-5107, 79-8990 

Uranium mill tailings control : hearings 
before the Subcommittee on Energy 
and the Environment of the Committee 
on Interior and Insular Affairs, House 
of Representatives, Ninety-fifth Con- 
gress, second session ..., 79-3098 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on Indian Affairs and 
Public Lands. 

Federal recognition of Indian tribes : 
hearing before the Subcommittee on 
Indian Affairs and Public Lands of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
13773 and similar bills, including H.R. 
12996 ... August 10, 1978. 79-14436 


United States. Congress. House. Committee 
on Interior and Insular Affairs. 
Subcommittee on Mines and Mining. 
Development of the hard mineral re- 

sources of the deep seabed : hearings 
before the Subcommittee on Mines and 
Mining of the Committee on Interior 
and Insular Affairs, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 2759 and H.R. 3268 ... 
May 1 and 22, 1979., 79-23414 


United States coal production and utiliza- 
tion : oversight hearings before the 
Subcommittee on Mines and Mining of 
the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session ... 
May 16 and 18, and July 27, 1978., 
79-12384 
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tives., 79-6694 


United States. Congress. House. Committee 
on International Relations. Special 
Subcommittee on Investigations. 
Economic aid allocations for Syria and 

compliance with section 901 of the 
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Ninety-fifth Congress, first session, 
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Perspectives on Mozambique : hearing 
before the Subcommittee on Africa of 
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Ninety-fifth Congress, second session, 
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House of Representatives, Ninety-fifth 
Congress, second session, September 7 
and 12, 1978., 79-10525 

United States arms sale policy and recent 
sales to Europe and the Middle East : 
hearing before the Subcommittee on 
Europe and the Middle East of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, October 5, 
1978., 79-9003 

United States-Soviet relations, 1978 
hearings before the Subcommittee on 
Europe and the Middle East of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, August 9; 
September 19 and 26, 1978., 79-9013 

Western Europe in 1978 : political trends 
and U.S. policy : hearings before the 
Subcommittee on Europe and the 
Middle East of the Committee on In- 
ternational Relations, House of Repre- 
sentatives, Ninety-fifth 
second session, July 12, 17, and August 
3, 1978., 79-10524 


United States. Congress. House. Committee 
on International Relations. Subcommittee 
on Inter-American Affairs. 

Arms trade in the Western Hemisphere : 
hearings before the Subcommittee on 
Inter-American Affairs of the Commit- 
tee on International Relations, House 
of Representatives, Ninety-fifth Con- 
gress, second session ..., 79-8996 

Impact of Cuban-Soviet ties in the West- 
ern Hemisphere : hearings before the 
Subcommitee on Inter-American Af- 
fairs of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session 
wy 79-9000 


Undocumented workers : implications for 
U.S. policy in the Western Hemisphere 
: hearings before the Subcommittee on 
Inter-American Affairs of the Commit- 
tee on International Relations, House 
of Representatives, Ninety-fifth Con- 
gress, second session ..., 79-6704 


United States. Congress. House. Committee 
on International Relations. Subcommittee 
on International Development. 

The Bonn Summit : its aftermath and 
new international economic initiatives : 
hearings before the Subcommittees on 
International Economic Policy and 


Page 1-371 








International women‘s issues : 


Trade and International Development 
of the Committee on International Re- 
lations, House of Representatives, 
Ninety-fifth Congress, second session, 
September 20 and 21, 1978., 79-10523 


Briefing on impact of Brazil's *economic 
miracle“ on the Amazonian Indians : 
hearing before the Subcommittee on 
International Development of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, September 6, 
1978., 79-8997 

hearing 
and briefing before the Subcommittees 
on International Organizations and on 
International Development of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, March 8 and 
22, 1978., 79-9016 


United States. Congress. House. Committee 


U.S. Congress. House. Committee on Intl Relations. Subcommittee on Intl 


Export licensing : CoCom list review 
proposals of the United States : hear- 
ings before the Subcommittee on Inter- 
national Economic Policy and Trade of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, second session, 
June 14 and 26, 1978., 79-3100 


The Nuclear antiproliferation act of 1977 
: hearings and markup before the Com- 
mittee on International Relations, 
House of Representatives and its Sub- 
committees on International Security 
and Scientific Affairs and on Interna- 
tional Economic Policy and Trade, 
Ninety-fifth Congress, first session, on 
H.R. 8638 ...., 79-21595 


Nuclear fuel transfer for reprocessing, 
pending cases : hearings before the 
Subcommittee on International Eco- 
nomic Policy and Trade of the Com- 
mittee on International Relations, 


Author Index 


United States. Congress. House. Committee 
on International Relations. Subcommittee 
on International Organizations. 

Human rights conditions in selected 
countries and the U.S. response /, 79- 
9004 


Human rights in the Dominican Republic 
: the 1978 Presidential elections : hear- 
ing before the Subcommittee on Inter- 
national Organizations of the Commit- 
tee on International Relations, House 
of Representatives, Ninety-fifth Con- 
gress, second session, May 23, 1978., 
79-9001 


Human rights in the Philippines, recent 
developments : hearing before the Sub- 
committee on International Organiza- 
tions of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session, 
April 27, 1978., 79-5116 


International women‘s issues : hearing 


on International Relations. Subcommittee 
on International Economic Policy and 
Trade. 

Agricultural exports and U.S. foreign 


House of Representatives, Ninety-fifth 
Congress, second session, September 26 
and October 3, 1978., 79-9009 


and briefing before the Subcommittees 
on International Organizations and on 
International Development of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 


The Bonn Summit : 


economic policy : hearings and markup 
before the Committee on International 
Relations and its Subcommittee on In- 
ternational Economic Policy and 
Trade, House of Representatives, 
Ninety-fifth Congress, second session 
wey 79-5108 


its aftermath and 
new international economic initiatives : 
hearings before the Subcommittees on 
International Economic Policy and 
Trade and International Development 
of the Committee on International Re- 
lations, House of Representatives, 
Ninety-fifth Congress, second session, 
September 20 and 21, 1978., 79-10523 


Clayton act amendments of 1978, Interna- 
tional Petroleum Exposition : hearing 
and markup before the Subcommittee 
on International Economic Policy and 
Trade of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, second 
session, August 3 and 7, 1978. 79- 
5109 


Computer exports to the Soviet Union : 
hearing before the Subcommittee on 
International Economic Policy and 
Trade of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 27, 1977., 79-3099 


Export administration act, agenda for 
reform : hearing before the Subcom- 
mittee on International Economic 
Policy and Trade of the Committee on 
International Relations, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, October 4, 1978., 79- 
10526 


Page I-372 





United States private investment in South 
Africa : hearings before the Subcom- 
mittees on Africa and on International 
Economic Policy and Trade of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-9011 


United States trade with Japan, Public 
lands timber export bill (H.R. 7972) : 
hearings before the Subcommittee on 
International Economic Policy and 
Trade of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, second 
session, April 4 and 21, 1978., 79-9005 


United States. Congress. House. Committee 
on International Relations. Subcommittee 
on International Operations. 

Foreign relations authorization for fiscal 
year 1979 : hearings before the Sub- 
committee on International Operations 
of the Committee on International Re- 
lations, House of Representatives, 
Ninety-fifth Congress, second session 
wey 79-3101 


Foreign relations authorization for fiscal 
year 1979 : markup before the Commit- 
tee on International Relations and its 
Subcommittee on International Oper- 
ations, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 12598 ..., 79-6697 


The future of international education : 
hearings before the Subcommittee on 
International Operations of the Com- 
mittee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session., 79-6696 


Do not order from index; see indicated entry 





Congress, second session, March 8 and 
22, 1978., 79-9016 


Investigation of Korean-American rela- 
tions : appendixes to the report of the 
Subcommittee on International Organi- 
zations of the Committee on Interna- 
tional Relations, House of Representa- 
tives., 79-5114 


Investigation of Korean-American rela- 
tions : hearing before the Subcommit- 
tee on International Organizations of 
the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, first session ..., 
79-5112, 79-5113, 79-6698 


Investigation of Korean-American rela- 
tions : report of the Subcommittee on 
International Organizations of the 
Committee on International Relations, 
U.S. House of Representatives., 79- 
6699 


The status of human rights in selected 
countries and the U.S. response /, 79- 
21594 


U.N. Special Session on Disarmament : 
hearing before the Subcommittees on 
International Security and Scientific 
Affairs and on International Organiza- 
tions of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session, 
May 3, 1978., 79-5118 


United States policy toward South Africa 
: hearing before the Subcommittees on 
Africa and on International Organiza- 
tions of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session, 
January 31, 1978., 79-5117 





January — December 1979 


United States. Congress. House. Committee 
on International Relations. Subcommittee 
on International Security and Scientific 
Affairs. 

The Arms Control and Disarmament 
Agency authorization for fiscal year 
1979 : hearings and markup before the 
Subcommittee on International Secu- 
rity and Scientific Affairs of the Com- 
mittee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, March 20 
and 22, 1978., 79-8995 

Congressional oversight of war powers 
compliance : Zaire airlift : hearing 
before the Subcommittee on Interna- 


tional Security and Scientific Affairs of 


the Committee on International Rela- 
tions, House of Representatives, 
Ninety-fifth Congress, second session, 
August 10, 1978., 79-9017 


International terrorism, legislative initia- 
tives : hearings and markup before the 
Committee on International Relations 
and its Subcommittee on In*ernational 
Security and Scientific Affairs, House 
of Representatives, Ninety-fifth Con- 
gress, second session ..., 79-9014 


International transfer of technology 
report /, 79-18927 


The Nuclear antiproliferation act of 1977 
: hearings and markup before the Com- 
mittee on International Relations, 
House of Representatives and its Sub- 
committees on International Security 
and Scientific Affairs and on Interna- 
tional Economic Policy and Trade, 
Ninety-fifth Congress, first session, on 
H.R. 8638 ....,  79-21595 


Prospective sale of airborne warning and 
control system (AWACS) aircraft to 
Iran : hearings before the Subcommit- 
tees on International Security and Sci- 
entific Affairs and on Europe and the 
Middle East of the Committee on In- 
ternational Relations, Ninety-fifth Con- 
gress, first session, June 29, July 19 and 
21, 1977., 79-8994 


Strategic Arms Limitation Talks : hear- 
ings and briefings before the Commit- 
tee on International Relations and its 
Subcommittee on International Secu- 


rity and Scientific Affairs, House of 


Representatives, Ninety-fifth Congress 
wey 7179-14439 


U.N. Special Session on Disarmament : 
hearing before the Subcommittees on 
International Security and Scientific 
Affairs and on International Organiza- 
tions of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session, 
May 3, 1978., 79-5118 





U.S. Congress. House. Committee on Interstate and Foreign Commerce. 


United States. Congress. House. Committee 
on International Relations. Subcommittee 
on International Trade and Commerce. 
United States embargo of trade with 

South Vietnam and Cambodia : hearing 
before the Subcommittee on Interna- 
tional Trade and Commerce of the 
Committee on International Relations, 
House of Representatives, Ninety- 
fourth Congress, first session, June 4, 
1975., 79-17509 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce. 
Amtrak reorganization act of 1979 

report together with minority views to 
accompany H.R. 3996., 79-19002 


Authorizations for Independent safety 
board act of 1974 : report to accompa- 
ny H.R. 12106 /, 79-6802 


Authorizing appropriations for the De- 
partment of Commerce to be available 
until expended or for periods in excess 
of one year : report together with dis- 
senting and additional views to accom- 
pany H.R. 11570., 79-21676 


Authorizing »ppropriations for the De- 
partment of Energy for fiscal year 1979 
: report together with additional views 
to accompany H.R. 12163., 79-10614 


Authorizing appropriations to the Nucle- 
ar Regulatory Commission in accord- 
ance with section 261 of the Atomic 
energy act of 1954, as amended, and 
section 305 of the Energy reorganiza- 
tion act of 1974, as amended, and for 
other purposes : report together with 
additional views to accompany H.R. 
2608., 79-17590 


Authorizing appropriations under the 
Hazardous materials transportation act 
: report to accompany H.R. 11871 /, 
79-6803 


Authorizing the Secretary of Energy to 
enter into cooperative agreements with 
certain States respecting residual radio- 
active material at existing sites, provid- 
ing for the regulation of uranium mill 
tailings under the Atomic energy act of 
1954, and for other purposes : report to 
accompany H.R. 13650 /, 79-3225 


Aviation safety and noise reduction act : 
report together with additional, minor- 
ity, and dissenting views to accompany 
H.R. 3942., 79-21721 


Biomedical research and research training 
amendments of 1978 : report /, 79- 
3168 


Compilation of certain railroad laws 
within the jurisdiction of the Commit- 
tee on Interstate and Foreign Com- 
merce : Regional rail reorganization act 
of 1973... /, 79-10501 

Compilation of energy-related legislation 
/, 1719-23407 


Do not order from index; see indicated entry 





Compilation of selected acts within the 
jurisdiction of the Committee on Inter- 
state and Foreign Commerce /, 79- 
14426 


Continuation of rail service by the Mil- 
waukee Railroad : report to accompa- 
ny H.J. Res. 341., 79-15973 


Crude oil transportation amendments act 
of 1979 : report with views to accom- 
pany H.R. 3243 /, 79-15964, 79- 
21722 

Department of Energy civilian programs 
1979 authorization act : report together 
with additional supplemental views to 
accompany H.R. 3180., 79-15955 

Dispute resolution act : report to accom- 
pany S. 957 /, 79-6859 

Dispute resolution act : report together 
with additional views to accompany S. 
423 /, 7179-23516 


Drug abuse prevention and treatment 
amendments of 1978 : report /, 79- 
3165 


Emergency energy conservation act of 
1979 : report together with additional, 
supplemental, and minority views to 
accompany S. 1030., 79-17645 

Establishing a coordinated, prompt, and 
simplified process for decisionmaking 
in regard to significant nonnuclear 
energy facilities, and for other purposes 
: report together with additional, sepa- 
rate, supplemental, and dissenting 
views to accompany H.R. 4985 /, 79- 
23487 


Exemption of savings and loan institu- 
tions from Federal Trade Commission 
act : report to accompany H.R. 3978 /, 
79-17594 


Extension of alcoholism and drug abuse 
prevention and treatment authorities : 
report /, 79-19003 


Extension of assistance for emergency 
medical services systems : report /, 
79-19000 


Extension of Controlled substances act : 
report /, 79-15957 


Federal Trade Commission improvements 
act of 1979 : report together with dis- 
senting and additional views to accom- 
pany H.R. 2313., 79-21718 


Fuels transportation safety amendments 
act of 1979 : report /, 79-15960, 79- 
17591 


H.R. 3333, *The Communications act of 
1979" section by section analysis /, 
79-23406 

Hazardous materials transportation act 
amendments : report to accompany 
H.R. 3502 /, 79-15953, 79-18996 

Health planning and resources develop- 


ment amendments of 1979 : report /, 
79-15956 


Page 1-373 





U.S. Congress. House. Committee on Interstate and Foreign Commerce. 


Health services research, health statistics, 
and health care technology act : report 
/, 79-3167 


International travel act authorization for 
1980 : report to accompany H.R. 2795., 
79-18983 


Interstate horseracing act of 1978 : report 
together with supplementary and mi- 
nority views to accompany H.R. 
14089., 79-5266 


Legislative calendar - Committee on In- 
terstate and Foreign Commerce, 
United States House of Representa- 
tives., 79-1716 


Local rail service assistance act of 1978 : 
report together with additional, indi- 
vidual, and dissenting views to accom- 
pany H.R. 11979., 79-5208 


National digestive diseases prevention, 
cure, and control act : report /, 79- 
21719 


Noise control act authorization : report 
to accompany H.R. 3995., 79-19007, 
79-21720 


Nurse training amendments of 1978 : 
report /, 79-3166 


Nurse training amendments of 1979 : 
report /, 79-18999 


Presentation by Sir Peter Parker, chair- 
man of the British Railways Board, on 
British railroad experience /, 79- 
10500 


Report of the Committee on Interstate 
and Foreign Commerce pursuant to 
section 302(b)(2) of the Congressional 
budget act of 1974., 79-17647 


Report of the Committee on Interstate 
and Foreign Commerce to the House 
Committee on the Budget pursuant to 
Section 301(c) of the Congressional 
budget act., 79-12374 


Report of the Special Study of the Op- 
tions Markets to the Securities and Ex- 
change Commission., 79-18925 


Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives., 79-9254 


Saccharin extension report together 
with additional and dissenting views to 
accompany H.R. 4453., 79-17639 


Safe drinking water act authorizations : 
report /, 79-19001 

Standby rationing plan no. 1 : standby 
gasoline rationing plan : report togeth- 
er with additional and minority views 
to accompany H. Res. 212., 79-15943 

Toxic substances control act authoriza- 
tion : report together with minority 


and additional views to accompany 
H.R. 2606., 79-18995, 79-21716 


Voluntary hospital cost containment act 
of 1978 : report together with supple- 


Page I-374 





mental and additional views to accom- 
pany H.R. 6575 /, 79-6902 


United States. Congress. House. Committee 


on Interstate and Foreign Commerce. 

Subcommittee on Communications. 

Cable television : promise versus regula- 
tory performance /, 79-8959 


The Communications act of 1978 : hear- 
ings before the Subcommittee on Com- 
munications of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 13015 ...,  79- 
14433, 79-17500, 79-21577 


H.R. 3333, *The Communications act of 
1979“ section by section analysis /, 
79-23406 


Network sports practices hearings 
before the Subcommittee on Communi- 
cations of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, first 
session ... October 3, November 2, and 
3, 1977., 79-6686 


Public broadcasting financing act of 1978 
: hearings before the Subcommittee on 
Communications of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
11100, H.R. 12021, and H.R. 12073 ... 
April 18, 19, and 20, 1978., 79-12382 


Sex and violence on TV : hearings before 
the Subcommittee on Communications 
of the Committee on Interstate and 
Foreign Commerce, House of Kepre- 
sentatives, Ninety-fifth, first session ... 
March 2, 1977., 79-5102 


Sports anti-blackout legislation, oversight 
: hearing before the Subcommittee on 
Communications of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, April 28, 
1978., 79-12381 


United States. Congress. House. Committee 


on Interstate and Foreign Commerce. 

Subcommittee on Consumer Protection 

and Finance. 

Authorization and other amendments to 
the Consumer product safety act : 
hearings before the Subcommittee on 
Consumer Protection and Finance of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 10819 ... and H.R. 
10637 and S. 2401 ... February 24 and 
28, 1978., 79-6692 


Authorizations and oversight of the 
Toxic substances control act : hearings 
before the Subcommittee on Consumer 
Protection and Finance of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 


Do not order from index; see indicated entry 





Author Index 


Ninety-sixth Congress, first session, on 
H.R. 2606 ... March 8, 13, and 20, 
1979., 79-23409 


Authorizations for the Federal Trade 
Commission and general oversight 
issues : hearings before the Subcommit- 
tee on Consumer Protection and Fi- 
nance of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-sixth Congress, 
first session, on H.R. 2313 and H.R. 
2367 ... February 28, March 1 and 7, 
1979., 79-23413 


Auto repair : hearings before the Sub- 
committee on Consumer Protection 
and Finance of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, second session ...., 79-15893 


Effects on the consumers of restrictive 
practices in the eyeglass industry : 
hearings before the Subcommittee on 
Federal, State, and Community Serv- 
ices of the Select Committee on Aging 
and the Subcommittee on Consumer 
Protection and Finance of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 95th 
Congress, first session, October 28, 
1977 and January 9, 1978., 79-6591 


Enforcement of a cellulose insulation 
safety standard : hearing the Subcom- 
mittee on Oversight and Investigations 
and the Subcommittee on Consumer 
Protection and Finance of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, second session, 
April 19, 1978., 79-6687 


Extension of the Administrative Confer- 
ence study on Magnuson-Moss rule- 
making : hearing before the Subcom- 
mittee on Consumer Protection and Fi- 
nance of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, on H.R. 12563 ... June 
15, 1978., 79-8970 


H.R. 1963, the substitute prescription 
drug act : report of the Subcommittee 
on Consumer Protection and Finance 
of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session., 79-8949 


National Highway Traffic Safety Admin- 
istration, authorization and oversight : 
hearings before the Subcommittee on 
Consumer Protection and Finance of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 11286 ... February 15, 
27, and March 3, 1978., 79-5099 


Small business investment hearings 
before the Subcommittee on Consumer 





January — December 197%. Congress. House. Committee on Interstate and Foreign Commerce. Subcommittee 


Protection and Finance of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 10717, H.R. 13032, H.R. 
13765, and identical bills ... September 
27 and 28, 1978., 79-12378 

Substitute prescription drug act : hearings 
before the Subcommittee on Consumer 
Protection and Finance of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 1963 ... June 22 and July 27, 
1978., 79-8974 


Toxic substances control act amendments 
: hearings before the Subcommittee on 
Consumer Protection and Finance of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 9616 ... S. 1531 ... 
March 7, April 26, and July 25, 1978., 
79-8969 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce. 
Subcommittee on Energy and Power. 
Analysis of the President's April 5, 1979 
crude oil pricing plan /, 79-17498 


Are the electric utilities gold plated? : a 
perspective on electric utility reliability 
:astudy /, 79-17496 

Are we running out? : a perspective on 
resource scarcity : a study /, 79-6684 


Comprehensive nuclear regulatory act of 
1978 : hearings before the Subcommit- 
tee on Energy and Power of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 9852 ... February 7, 8, and 9, 
1978., 79-8964 


The cost of an urban blackout : the Con- 
solidated Edison blackout, July 13-14, 
1977: astudy /, 79-6681 


Department of Energy authorization, 
fiscal year 1979 : hearings before the 
Subcommittee on Energy and Power 
of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session, on H.R. 11137, H.R. 
11392, and H.R. 12163 ..., 79-8982, 
79-8983 


DOE entitlements program : hearings 
before the Subcommittee on Energy 
and Power of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session ..., 79-6691 

Economic analysis of H.R. 5289, Natural 
gas policy act of 1978 /, 79-5094 

Energy emergencies : hearing before the 
Subcommittee on Energy and Power 
of the Committee on Interstate and 





Foreign Commerce, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session ... November 17, 1978., 
79-14431 


Energy impacts of the coal strike : hear- 
ing before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ... February 
16, 1978., 79-5104 


Expansion of the strategic petroleum re- 
serve (energy action no. DOE-001) : 
hearing before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ... April 10, 
1978., 79-10506 


Fuel transportation safety amendments 
act of 1979 : hearing before the Sub- 
committee on Energy and Power of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on H.R. 51, H.R. 1414, and H.R. 
2207 ... March 1, 1979., 79-23411 


Home heating oil prices and supplies : 
hearing before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ... December 
20, 1978., 79-14432 


Implications of high energy prices for 
low income people : hearings before 
the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, September 13, 1979., 
79-10513 


Interstate Oil Compact Commission 
hearing before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ... July 21, 
1978., 79-8966 


LNG facility and pipeline safety : hear- 
ings before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
6844, H.R. 11586, and H.R. 11622 ..., 
79-6689 


Local energy policies : hearings before 
the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ... May 22, June 5 and 9, 
1978., 79-6688 


National coal policy project : hearing 
before the Subcommittee on Energy 


Do not order from index; see indicated entry 





and Power of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth 
second session ... April 10, 1978., 79- 
10507 

National energy policy institute act : 
hearings before the Subcommittee on 
Energy and Power of the the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth second session, 
on H.R. 11678 and H.R. 12055 ... April 
11, and 12, 1978., 79-5097 


New York blackout of July 13, 1977 : 
costs and preventive act on : i 
before the Subcommittee on Energy 
and Power of the Committee on Inter- 
estate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, second session ... July 10, 1978., 
79-8968 


Nuclear Regulatory Commission authori- 
zation requests : hearings before the 
Subcommittee on Energy and Power 
of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives, § Ninety-fifth 
second session ... February 14 and 15, 
1978., 79-8980 


Nuclear siting and licensing act of 1978 : 
hearings before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ... July 18, 19, 
20, 1978., 79-14428 


Pacific Northwest electric power issues : 
hearings before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
13931 ...., 79-15892 


Solar commercialization : hearings before 
the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-sixth Congress, 
first session ... January 10 and 11, 
1979., 79-15894 


Strategic petroleum reserve : reprogram- 
ming of funds : hearing before the Sub- 
committee on Energy and Power of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Con second 
session ... December 18, 1978. 79- 
14430 


Trans Alaska oil pipeline system : DOE 
intervention : hearings before the Sub- 
committee on Oversight and Investiga- 
tions and the Subcommittee on Energy 
and Power of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Con; 
second session, June 26 and 27, 1978., 
79-8963 


Page I-375 





U.S. Congress. House. Committee on Interstate and Foreign Commerce. Subcommittee 


U.S. industry participation in construc- 
tion of Alaskan natural gas pipeline : 
hearing before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ... April 24, 
1978., 79-10508 


Updated analysis of the President's April 
5, 1979 crude oil pricing plan /, 79- 
17499 


Uranium mill tailings control act of 1978 
: hearings before the Subcommittee on 
Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ... June 19, 
20, and August 2, 1978., 79-10515 


Why energy prices should be deregulated 
:areport /, 79-6683 


The 95th Congress and energy policy : a 
study /, 79-8951 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce. 
Subcommittee on Health and the 
Environment. 

Antismoking initiatives of the Depart- 
ment of Health, Education, and Wel- 
fare : hearing before the Subcommittee 
on Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session ... 
February 15, 1978., 79-8961 


Biomedical research and research training 
amendments of 1978 : hearings before 
the Subcommittee on Health and the 
Environment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, second session on H.R. 10908 ... 
H.R. 10062 ... and H.R. 10190, March 
1, 2, and 3, 1978., 79-3091 


Cancer mortality among Black Ameri- 
cans : hearing before the Subcommittee 
on Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-sixth Congress, first session ... 
June 18, 1979., 79-21585 


Child health assurance act of 1979 : hear- 
ings before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 2461 and H.R. 2159 ... H.R. 4053 
... June 7 and 11, 1979., 79-21586 


Child health, oversight : hearing before 
the Subcommittee on Health and the 
Environment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-sixth Con- 
gress, first session ... May 16, 1979., 
79-21580 


Page I-376 





Comprehensive alcohol abuse and alco- 


holism prevention, treatment, and reha- 
bilitation act and the Drug abuse office 
and treatment act authorizations : hear- 
ing before the Subcommittee on Health 
and the Environment of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 3037 ... 
March 27, 1979., 79-17504 


Development of primary health care 


service, oversight : hearing before the 
Subcommittee on Health and the Envi- 
ronment of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session .. August 10, 1978., 
79-5105 


Drug abuse office and treatment amend- 


ments of 1978 : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, on H.R. 11660 ... April 
10, 1978., 79-5095 


Drug Enforcement Administration au- 


thorization : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-sixth Congress, 
first session, on H.R. 3036 ... March 21, 
1979., 79-15895 


Drug regulation reform act of 1978 : 


hearings before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 11611 and all other similar and 
identical bills ..., 79-10514, 79-12375 


Effect of radiation on human health : 


hearings before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session 
wey 79-12376, 79-12377 


Emergency medical services systems au- 


thorization : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-sixth Congress, 
first session, on H.R. 3039 ... H.R. 3124 
.. H.R. 2212 ... March 21, 1979., 79- 
17503 


Federal high-risk influenza immunization 


initiative, oversight : hearing before the 
Subcommittee on Health and the Envi- 
ronment of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session, ... April 20, 1978., 79- 
10502 


Do not order from index; see indicated entry 


Mental health systems act : 





Author Index 


Federal safe drinking water act, oversight 


: hearings before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session ... 
September 25 and 29, 1978., 79-10512 


Food safety and nutrition amendments of 


1978 : hearings before the Subcommit- 
tee on Health and the Environment of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second 
session ... July 18, 19, and 20, 1978., 
79-5101 


Health information and health promotion 


authorization : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-sixth Congress, 
first session, on H.R. 3125 and H.R. 
3038 ... March 21, 1979., 79-15896 


Health maintenance organization amend- 


ments of 1978 : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ..., June 30, 1978., 79- 
3092 


Health planning and resources develop- 


ment amendments of 1979 : hearings 
before the Subcommittee on Health 
and the Environment of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 3041 ... 
H.R. 3167 ... March 28 and 29, 1979., 
79-17505 


Health services amendments of 1978 : 


hearings before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session 
on H.R. 10553 ... February 21, 22, and 
23, 1978., 79-3090 


Health services research and health statis- 


tics amendments of 1978 : hearings 
before the Subcommittee on Health 
and Environment of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ... April 26, 
27, and 28, 1978., 79-5096 


Hospital cost containment /, 79-12430 
In-vitro fertilization, oversight : hearing 


before the Subcommittee on Health 
and the Environment of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, August 4, 
1978., 79-5106 

hearings 
before the Subcommittee on Health 





and the Environment of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 4156 ... 
and H.R. 3986 ... June 14, 25, and 26, 
1979., 79-23410 


Moratorium on saccharin ban : hearing 
before the Subcommittee on Health 
and the Environment of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, first session ... June 27, 1977., 
79-21576 


National Conference on Referral Criteria 


79-16752 


National digestive diseases prevention, 
cure, and control act : hearing before 
the Subcommittee on Health and the 
Environment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 1650 and all 
identical bills ... May 8, 1979., 79- 
21579 


Nurse training act amendments of 1979 : 
hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 1143 (and all identical bills) ... 
H.R. 1337 ... H.R. 1651 ... March 22, 
1979., 79-15897 


for X-Ray Examinations., 


President‘s Commission on Bioethics : 


hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 13662 ... August 4, 1978., 79- 
8967 


Programs of the Public health service act 
: Oversight : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-sixth Congress, 
first session ... March 15, 1979., 79- 
21578 


Research needs in nephrology and urol- 
ogy : hearings before the Subcommit- 
tee on Health and the Environment of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second 
session ... June 29, 1978., 79-10505 


Saccharin ban, oversight : hearing before 
the Subcommittee on Health and the 
Environment of the Committee on In- 
terstate and Foreign Commerce House 
of Representatives, Nineth-sixth Con- 
gress, first session, on findings of the 
National Academy of Sciences in the 
use of saccharin, April 11, 1979., 79- 
17502 





Saccharin moratorium : hearing before 
the Subcommittee on Health and the 
Environment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-sixth Con- 
gress, first session ... May 23, 1979., 
79-17506 


Safe drinking water act authorization : 
hearing before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3040 ... March 26, 1979., 79- 
17501 


Senior citizens health insurance reform 
act : hearing before the Subcommittee 
on Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 2602 ... H.R. 165 ... June 13, 
1979., 79-23408 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce. 
Subcommittee on Oversight and 
Investigations. 

Availability of gasoline : hearing before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session, December 14, 1978., 
79-14429 


Cancer-causing chemicals hearings 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-3093 


Cancer-causing chemicals in food : report 
together with separate views /, 79- 
8948 


Cigarette smoking and health, update 
1978 : hearings before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second 
session, October 5 and 6, 1978., 79- 
8986 


Conflicts of interest on Blue Shield 
boards of directors : report together 
with separate and additional views /, 
79-10499 


Consumer Product Safety Commission‘s 
regulation of tris : the need for an ef- 
fective chronic hazards program 
report together with additional, supple- 
mental, and separate views /, 79-8960 


Consumer protection issues in the devel- 
opment of solar energy : hearing before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on Inter- 
state and Foreign Commerce, House of 


Do not order from index; see indicated entry 


Gasoline 





January — December 197%. Congress. House. Committee on Interstate and Foreign Commerce. Subcommittee 


Representatives, Ninety-fifth Congress, 
second session, September 21, 1978., 
79-8985 


Contempt proceedings against Patricia 


Atthowe : including hearings and relat- 
ed documents : before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second 
session., 79-6680 


Contempt proceedings against Secretary 


of HEW Joseph A. Califano, Jr. : busi- 
ness meeting of the Subcommittee on 
Oversight and Investigations of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives 
Ninety-fifth Congress, second session., 
79-8947 


Electric rates charged by the Central 


Valley Project : hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session, April 28, 1978., 79- 
14427 


Enforcement program of the National 


Collegiate Athletic Association : report 
together with minority views /, 79- 
8950 


decontrol, Department of 
Energy justification : report together 
with minority views /, 79-8954 


Hazard posed by "old technology“ alumi- 


num wiring systems : hearings before 
the subcommittee on Oversight and In- 
vestigations of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session ..., 79-10510 


Impact of the Ethics in government act : 


report /, 79-17497 


Inadequacies of medicaid management : 


report /, 79-8956 


Irregularities in contracting at the Na- 


tional Institute on Drug Abuse : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, second session, 
July 31, 1978., 79-10511 


Life insurance marketing and cost disclo- 


sure : hearngs before the Subcommittee 
on Oversight and Investigations of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
August 7, 14, and 15, 1978., 79-8973 


Life insurance marketing and cost disclo- 


sure : report together with dissenting 
views /, 79-8955 


Page 1-377 





U.S. Congress. House. Committee on Interstate and Foreign Commerce. Subcommittee 


Man-in-the-plant : FDA‘s failure to regu- 
late deceptive drug labeling : report to- 
gether with separate views /, 79-8953 

*Man-in-the-plant“, FDA‘s failure to reg- 
ulate deceptive drug labeling : hearings 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, September 8 
and 12, 1978., 79-10509 


Motor gasoline decontrol hearings 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, July 14 and 
17, 1978., 79-8962 


NCAA enforcement program : hearings 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-8977, 
79-8979 


NCAA enforcement program [errata 
sheett : hearings before the Subcom- 
mittee on Oversight and Investigations 
of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session ..., 79-8978 

Oil imports, foreign commission pay- 
ments : hearing before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second 
session, October 3, 1978., 79-8971 


Oversight, Resource conservation and re- 
covery act : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, October 30, 1978., 79- 
12379 


Passive solar energy : hearing before the 
Subcommittee on Oversight and Inves- 
tigations of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session, August 11, 1978., 79- 
8972 


Safety of Firestone steel-belted radial 500 
tires : hearings before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second 
session., 79-8965 


The safety of Firestone 500 steel belted 
radial tires : report together with addi- 
tional and dissenting views /, 79-8952 


Solar energy and today‘s consumer : 
report /, 79-8957 


Page I-378 





Surgical performance necessity and 
quality : report together with addition- 
al views /, 79-8958 

Trans-Alaska oil pipeline system : De- 
partment of Energy intervention 
report /, 79-14425 


Trans Alaska oil pipeline system : DOE 
intervention : hearings before the Sub- 
committee on Oversight and Investiga- 
tions and the Subcommittee on Energy 
and Power of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session, June 26 and 27, 1978., 
79-8963 


Uranium lode mining claims on federal 
lands : report together with separate 
views /, 79-6685 


Use of human cadavers in automobile 
crash testing : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, August 4, 1978., 79- 
6690 


United States. Congress. House. Committee 


on Interstate and Foreign Commerce. 

Subcommittee on Transportation and 

Commerce. 

Additional authorization for the northeast 
corridor improvement project : hearing 
before the Subcommittee on Transpor- 
tation and Commerce of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-sixth Congress, first session ... 
March 7, 1979., 79-21583 


Administrative activities of the U.S. Rail- 
road Retirement Board : oversight : 
hearing before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session ... 
September 26, 1978., 79-10516 


Amtrak authorization : hearings before 
the Subcommittee on Transportation 
and Commerce of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
11493 ... H.R. 11089 ... March 20, 21, 
and April 5, 1978., 79-5098 


Amtrak contract to operate Southern 
Crescent : hearing before the Subcom- 
mittee on Transportation and Com- 
merce of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, H. Con. Res. 494, 
March 14, 1978., 79-3094 


Authorization for Office of Rail Public 
Counsel : hearing before the Subcom- 
mittee on Transportation and Com- 


Do not order from index; see indicated entry 





Author Index 


merce of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ... April 4, 1978. 79- 
10503 


Authorization for the Hazardous materi- 
als act for fiscal year 1980 : hearing 
before the Subcommittee on Transpor- 
tation and Commerce of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3502 ... April 10, 1979., 79-23412 


Authorization for U.S. Travel Service : 
hearing before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 11869 and H.R. 11870 ... April 
4, 1978., 79-3096 


ConRail authorization, fiscal year 1979 : 
hearings before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 11492 ... April 11, 12, and 17, 
1978., 79-8976 


Financial condition of the Delaware and 
Hudson Railway : hearing before the 
Subcommittee on Transportation and 
Commerce of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session ... August 15, 1978., 
79-8981 


Freight car shortage and utilization : 
hearings before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session ... 
July 25 and 26, 1978., 79-8989 


Hazardous materials transportation act 
authorization : hearing before the Sub- 
committee on Transportation and Com- 
merce of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, H.R. 11871 and H.R. 
11872 ... April 10, 1978., 79-3095 


Interstate horseracing act : hearing before 
the Subcommittee on Transportation 
and Commerce of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
14089 ... September 19, 1978., 79-8988 


Local rail service assistance : hearings 
before the Subcommittee on Transpor- 
tation and Commerce of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 11979 ... July 12 and 17, 1978., 
79-8975 





January — December 1979 


Mandatory deposits on beverage contain- 
ers, oversight : hearing before the Sub- 
committee on Transportation and Com- 
merce of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ... August 10, 1978., 
79-12380 


Noise act authorization for fiscal year 
1979 : hearing before the Subcommittee 
on Transportation and Commerce of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 12068 and H.R. 12069 
... April 13, 1978., 79-8987 


Noise control act authorization : hearing 
before the Subcommittee on Transpor- 
tation and Commerce of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-sixth Congress, first session ... 
March 21, 1979., 79-21587 


Presentation by Sir Peter Parker, chair- 
man of the British Railways Board, on 
British railroad experience /, 79- 
10500 


Rail public counsel authorization for 
fiscal year 1980 : hearing before the 
Subcommittee on Transportation and 
Commerce of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2420 ... February 
27, 1979., 79-21581 


Railroad safety authorization for fiscal 
year 1979 : hearings before the Sub- 
committee on Transportation and Com- 
merce of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ..March 15 and 16, 
1978., 79-5100 


Report of the Subcommittee on Trans- 
portation and Commerce on coal slurry 
pipelines and H.R. 1609, the Coal pipe- 
line act of 1978, for the consideration 
of the Committee on Interstate and 
Foreign Commerce /, 79-6682 


Resource conservation and recovery act, 
oversight : hearings before the Sub- 
committee on Transportation and Com- 
merce of the Committee on Interstate 
and Foreign Commerce, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ... March 7, 8, and 9, 
1978., 79-10504 


Tourism and travel, oversight : hearing 
before the Subcommittee on Transpor- 
tation and Commerce of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-fifth Congress, second session 
on National tourism policy study, 
August 1, 1978., 79-8984 





U.S. Congress. House. Committee on Merchant Marine and Fisheries. 


Transportation by slurry pipeline : hear- 
ings before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session 
on H.R. 6248, H.R. 6643, and H.R. 
10663 ... February 7 and 16, 1978., 79- 
3089 


United States Railway Association au- 
thorization for fiscal year 1980 : hear- 
ing before the Subcommittee on Trans- 
portation and Commerce of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 2419 ... February 27, 1979., 79- 
21582 


United States Travel Service authoriza- 
tion for fiscal year 1980 : hearing 
before the Subcommittee on Transpor- 
tation and Commerce of the Commit- 
tee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 2795 ... S. 233 ... March 15, 1979., 
79-21584 


United States. Congress. House. Committee 
on Merchant Marine. 
Transportation of Coast Guard employ- 
ees : report to accompany H.R. 185., 
79-3175 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 

Alaska national interest lands conserva- 
tion act of 1978 : report of the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, together 
with additional, dissenting, and supple- 
mental views and additional comments 
to accompany H.R. 39 ..., 79-9215 


Amending the Marine protection, re- 
search, and sanctuaries act of 1972 : 
report to accompany H.R. 2519 /, 79- 
14578, 79-18967 


Anadromous fish conservation act expan- 
sion report to accompany H.R. 
13392., 79-5227 


Authorization for conservation programs 
on certain public lands : report to ac- 
company H.R. 13745., 79-5223 


Capital construction fund : report to ac- 
company H.R. 12959., 79-5226 


Coast Guard authorization for fiscal year 
1980 : report together with additional 
views to accompany H.R. 2295., 79- 
18970 

Conservation of anadromous fish authori- 
zation report to accompany H.R. 
2035., 79-18994 

Deep seabed mining : report together 
with dissenting views to accompany 
H.R. 2759., 79-21788 


Do not order from index; see indicated entry 





Duck stamp act amendments : report to 
accompany H.R. 13372., 79-5167 


Endangered species act amendments of 
1978 : report together with additional 
views to accompany H.R. 14104., 79- 
6844 


Endangered species act of 1973 authori- 
zation : report to accompany H.R. 
2218., 79-18992 


Establishing the Channel Islands Marine 
National Park in the State of Califor- 
nia, and for other purposes : report to 
accompany H.R. 2975., 79-17589 


Fish and wildlife conservation act of 1979 
: report to accompany H.R. 3292., 79- 
23482 


Fishery conservation and management 
act authorization : report to accompany 
H.R. 1798., 79-18993 


Implementation of the Panama Canal 
Treaty of 1977 : report together with 
additional, dissenting, and minority 
views, to accompany H.R. 1716 ..., 
79-14567 


Intervention on the high seas act amend- 
ments : report to accompany H.R. 188., 
79-3176 


Legislative calendar - Committee on 
Merchant Marine and Fisheries, United 
States House of Representatives., 79- 
1723 


Maritime appropriation authorization act 
for fiscal year 1980 : report together 
with additional views to accompany 
H.R. 2462., 79-15951 


Maritime medals : report to accompany 
H.R. 13235., 79-3197 


Merchant Marine Academy nominations : 
report to accompany H.R. 3489., 79- 
9214 


The Merchant marine act, 1936, the Ship- 
ping act, 1916, and related acts : (as 
amended through the 95th Congress), 
January 1, 1979., 79-17524 


Merchant marine miscellaneous : hearings 
before the Subcommittee on Merchant 
Marine of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-fifth Congress, first 
session ..., 79-9062 


NACOA authorization : report to accom- 
pany H.R. 3577., 79-14580 


National aquaculture act of 1979 : report 
to accompany H.R. 20., 79-19005 


National ocean pollution research and de- 
velopment and monitoring planning act 
of 1978 authorization : report to ac- 
company H.R. 2520 /, 79-18966 


Oceanography miscellaneous : hearings 
before the Subcommittee on Oceanog- 
raphy and the Subcommittee on Fish- 
eries and Wildlife Conservation and the 
Environment and the Committee on 


Page I-379 





U.S. Congress. House. Committee on Merchant Marine and Fisheries. 


Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress ..., 79-5128, 79-6716, 79-9057 

Oil pollution liability and compensation 
act : report to accompany H.R. 85 /, 
79-15952 


Our merchant marine march : report to 
accompany H. Con. Res. 3., 79-12483 


Panama Canal act of 1979 : report of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, to- 
gether with additional, dissenting, and 
minority views, to accompany H.R. 
111., 79-14572, 79-15941 


Port safety grants : report to accompany 
H.R. 2994., 79-17632 


Providing an adequate and well-balanced 
merchant fleet : report to accompany 
H.R. 11861., 79-9224 


Regulatory reform for the domestic off- 
shore trades : report together with dis- 
senting views to accompany H.R. 
6503., 79-21686 


Report of the Committee on Merchant 
Marine and Fisheries on allocation of 
budget totals to subcommittees., 79- 
6893 


Report of the Committee on Merchant 
Marine and Fisheries pursuant to sec- 
tion 302(b) of the Congressional budget 
act of 1974., 79-17631 


Report on the activities of the Merchant 
Marine and Fisheries Committee., 79- 
15929 


Shipping act amendments of 1979 : report 
together with additional views to ac- 
company H.R. 3055., 79-15977 


Speed of Great Lakes vessels : report to 
accompany H.R. 11658., 79-9225 


Water bank program : report to accom- 
pany H.R. 2043., 79-21715 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. Ad 
Hoc Select Subcommittee on Maritime 
Education and Training. 

Maritime education and training, miscel- 
laneous : hearings before the Ad Hoc 
Committee on Maritime Education and 
Training of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, Ninety-fifth Congress, 
on ... H.R. 5412 ... H.R. 3489, H.R. 
4997..., 79-6714 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on Coast Guard and 
Navigation. 

Coast Guard drug interdiction : hearings 
before the Subcommittee on Coast 
Guard and Navigation of the Commit- 
tee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
10371 and H.R. 10698 ..., 79-9059 


Page I-380 





Coast Guard miscellaneous : hearings 
before the Subcommittee on Coast 
Guard and Navigation and the Sub- 
committee on Merchant Marine of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, first session ..., 
79-9060, 79-23430 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on Fisheries and Wildlife 
Conservation and the Environment. 

Alaska lands : hearings before the Sub- 
committee on Fisheries and Wildlife 
Conservation and the Environment of 
the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion , on H.R. 1652 ... H.R. 5605 ... 
H.R. 6564 ..., 79-3110 


Alaska national interest lands : hearings 
before the Subcommittee on Fisheries 
and Wildlife Conservation and the En- 
vironment of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 39, H.R. 2219 ...., 
79-21614 


Coordination act amendments : hearings 
before the Subcommittee on Fisheries 
and Wildlife Conservation and the En- 
vironment of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, Ninety-fifth Congress, 
second session .... July 26, 27, August 
10, 1978., 79-9063 


Endangered species : hearings before the 
Subcommittee on Fisheries and Wild- 
life Conservation and the Environment 
of the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on endangered species authori- 
zation, H.R. 10883 ... February 15, 
1978 : endangered species oversight ..., 
79-5126 


Fish and wildlife miscellaneous : hearings 
before the Subcommittee on Fisheries 
and Wildlife Conservation and the En- 
vironment of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, Ninety-fifth Congress, 
first session 79-9055, 79-9058, 
79-9061, 79-21612, 79-23431 


Indian fishing rights : hearing before the 
Subcommittee on Fisheries and Wild- 
life Conservation and the Environment 
of the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, second 
session ... January 13, 1978., 79-3109 


Ocean dumping and pollution : hearings 
before the Subcommittee on Oceanog- 
raphy and the Subcommittee on Fish- 
eries and Wildlife Conservation and the 
Environment of the Committee on 


Do not order from index; see indicated entry 





Author Index 


Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress ..., 79-5127 

Oceanography miscellaneous : hearings 
before the Subcommittee on Oceanog- 
raphy and the Subcommittee on Fish- 
eries and Wildlife Conservation and the 
Environment and the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress ...., 79-5128 


200-mile fishery : hearings before the 
Subcommittee on Fisheries and Wild- 
life Conservation and the Environment 
of the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-fifth Congress, second 
session ..., 79-6715 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on Merchant Marine. 
Closed conferences and shippers‘ councils 

in the U.S. liner trades : hearings 
before the Subcommittee on Merchant 
Marine of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second sesson, on H.R. 11422..., 79- 
10551 


Maritime authorization and oversight, 
1980 : hearings before the Subcommit- 
tee on Merchant Marine of the Com- 
mittee on Merchant Marine and Fisher- 
ies, House of Representatives, Ninety- 
sixth Congress, first session, on H.R. 
2462 ...., 79-21613 


Maritime education and training, miscel- 
laneous : hearings before the Ad Hoc 
Committee on Maritime Education and 
Training of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, Ninety-fifth Congress, 
on ... H.R. 5412 ... H.R. 3489, H.R. 
4997..., 79-6714 


Merchant marine miscellaneous : hearings 
before the Subcommittee on Merchant 
Marine of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-fifth Congress, first 
session ey 79-9056, 79-9062, 79- 
23432 


Pacific Far East Line oversight : hearings 
before the Subcommittee on Merchant 
Marine of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session ... February 23, 1978, 
March 20, 1978., 79-10550 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on Oceanography. 

Ocean dumping and pollution : hearings 
before the Subcommittee on Oceanog- 
raphy and the Subcommittee on Fish- 
eries and Wildlife Conservation and the 





January — December 1979 U.S. Congress. House. Committee on Post Office and Civil Service. Subcommittee 


Environment of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress ..., 79-5127 

Oceanography miscellaneous : hearings 
before the Subcommittee on Oceanog- 
raphy and the Subcommittee on Fish- 
eries and Wildlife Conservation and the 
Environment and the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-fifth Con- 
gress ..., 79-5128, 79-6716, 79-9057 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Subcommittee on Panama Canal. 

Canal operation under 1977 treaty : hear- 
ings before the Subcommittee on the 
Panama Canal of the Committee on 
Merchant Marine and Fisheries, House 
of Representatives, Ninety-sixth Con- 
gress, first session ...., 79-15905 


Sea-level canal studies : hearings before 
the Subcommittee on the Panama 
Canal of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session, on H.R. 10087 ... H.R. 
13176 ... June 21, 27, 28, 1978. 79- 
10552 


United States. Congress. House. Committee 

on Post Office and Civil Service. 

Board of Actuaries of the Civil Service 
Retirement System annual report., 79- 
18935 


The congressional frank : report to ac- 
company H.R. 3777., 79-21725 


Current salary schedules of Federal offi- 
cers and employees together with a his- 
tory of salary and retirement annuity 
adjustments., 79-6719 


Federal employment preference for cer- 
tain employees of the Bureau of Indian 
Affairs : report to accompany S. 666 /, 
79-6809 


Federal Prevailing Rate Advisory Com- 
mittee annual report., 79-5132, 79- 
6717, 79-17525 


Fradulent advertising : report to accom- 
pany H.R. 13369., 79-3216 


Implementation of the Panama Canal 
Treaty of 1977 : hearings before the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 1716 and H.R. 111 ..., 79-14450 

Legislative calendar - Committee on Post 
Office and Civil Service, United States 
House of Representatives., 79-1724 

Legislative review by the Committee on 
Post Office and Civil Service, House of 
Representatives., 79-6911 

National Diabetes Week : report to ac- 
company H.J. Res. 209., 79-17638 





National Lupus Week : report to accom- 
pany H.J. Res. 19., 79-17637 


Panama Canal Treaty implementation : 
report together with supplemental and 
individual views, to accompany H.R. 
1716 ..., 79-14568 


Pay of Architect of Capitol : report to 
accompany H.R. 4732., 79-23485 


Postal reorganization : report together 
with supplemental and additional views 
to accompany H.R. 79., 79-15944 


Postal Service policy governing the fuel- 
ing of vehicles : hearing before the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
December 13, 1978., 79-9082 

Postal supervisors‘ arbitration : report to- 
gether with supplemental views to ac- 
company H.R. 827., 79-15979 


Report of the Committee on Post Office 
and Civil Service pursuant to section 
302(b) of the Congressional budget act 
of 1974., 79-6896, 79-17626 


Retirement preference for certain em- 
ployees of the Bureau of Indian Affairs 
: report together with minority and 
supplemental views to accompany H.R. 
1885 /, 79-17642, 79-23486 

Six-day mail delivery : hearings before 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first and 
second sessions ..., 79-6721 


Soviet interruption of mail : report to ac- 
company H. Con. Res. 167 /, 79- 
23503 


Status report on the operation of the 
United States Postal Service and the 
Postal Rate Commission hearings 
before the Committee on Post Office 
and Civil Service, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, May 14 and 24, 1979., 79- 
23435 


Technical and conforming amendments 
to Ethics in government act : report to 
accompany H.R. 2805 /, 79-18968 


Title 5, United States Code : Government 
organization and employees /, 79- 
9072 

United Soviet Socialist Republics inter- 
ruption of United States mail : a report 
/, 19-9073 

United States Space Observance : report 
to accompany H.J. Res. 353., 79- 
17629 


United States. Congress. House. Committee 


on Post Office and Civil Service. 

Subcommittee on Census and Population. 

Discussion of 1980 census procedure : 
hearing before the Subcommittee on 
Census and Population of the Commit- 


Do not order from index; see indicated entry 





tee on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, second session, March 21, 
1978., 79-9076 


Oversight hearings on the 1980 census : 
hearings before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and C.vil Service, 
House of Representatives, Ninety-sixth 
Congress, first session ...., 79-23434 

The use of population data in Federal 
assistance programs /, 79-9071 


United States. Congress. House. Committee 


on Post Office and Civil Service. 

Subcommittee on Civil Service. 

Civil service agencies authorization bills : 
hearings before the Subcommittee on 
the Civil Service of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 3751 and H.R. 
3752 ... June 19 and 20, 1979., 79- 
23436 


Department of Energy personnel system : 
hearing before the Subcommittee on 
the Civil Service of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, March 29, 1979., 79- 
15908 


General Accounting Office personnel 
system : hearings before the Subcom- 
mittee on the Civil Service of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3339 ... July 10 and 20, 1979., 
79-23437 


Proposal of AID concerning new person- 
nel system : hearings before the Sub- 
committee on the Civil Service of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-sixth Congress, first session, 
March 1 and May 2, 1979., 79-21620 

Separate personnel system for the Gener- 
al Accounting Office : hearing before 
the Subcommittee on Civil Service of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, second 
session ... August 15, 1978., 79-6722 


United States. Congress. House. Committee 


on Post Office and Civil Service. 

Subcommittee on Compensation and 

Employee Benefits. 

Abuses of overtime pay : hearings before 
the Subcommittee on Compensation 
and Employee Benefits of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, second session, October 26 
and November 3, 1978., 79-9081 


Adverse effect created by early retire- 
ment because of RIF and reorganiza- 


Page 1-381 





U.S. Congress. House. Committee on Post Office and Civil Service. Subcommittee 


tion : hearing before the Subcommittee 
on Compensation and Employee Bene- 
fits of the Committee on Post Office 
and Civil Service, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, March 6, 1979., 79-14452 

Annuity provisions for former spouses : 
hearings before the Subcommittee on 
Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3951., 79-21619 


Appeals process for disputed claims 
under Federal employees health bene- 
fits program : hearing before the Sub- 
committee on Compensation and Em- 
ployee Benefits of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, April 19, 1978. 79- 
9075 


Converting Federal blue-collar employees 
to general schedule : hearing before the 
Subcommittee on Compensation and 
Employee Benefits of the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-sixth 
Congress, first session, February 12, 
1979., 79-14451 


Federal employees group life insurance 
program : hearing before the Subcom- 
mittee on Compensation and Employee 
Benefits of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 3448 and H.R. 
1265 ... June 12, 1979., 79-21622 


Federal employees group life insurance 
program : hearings before the Subcom- 
mittee on Compensation and Employee 
Benefits of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session ..., 79-6720 


Health maintenance organizations : hear- 
ing before the Subcommittee on Com- 
pensation and Employee Benefits of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second sesson, 
August 16, 1978., 79-10555 


Leave time for observing religious holi- 
days : hearing before the Subcommittee 
on Compensation and Employee Bene- 
fits of the Committee on Post Office 
and Civil Service, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session, February 27, 1978., 
79-9077 


Oversight hearing on cost of merging 
civil service and social security retire- 
ment systems : hearings before the Sub- 
committee on Compensation and Em- 
ployee Benefits of the Committee on 
Post Office and Civil Service, House of 


Page I-382 





Representatives, Ninety-sixth Congress, 
first session, April 3 and 24, 1979., 79- 
21621 


Retirement provisions for certain employ- 
ees of Bureau of Indian Affairs and 
Indian Health Service : hearing before 
the Subcommittee on Compensation 
and Employee Benefits of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 1885 ... 
May 15, 1979., 79-17526 


Use of physical and psychiatric examina- 
tions to determine fitness for duty : 
hearing before the Subcommittee on 
Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-fifth Congress, second 
session, February 28, 1978., 79-9074 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Employee Ethics and 
Utilization. 

Presidential staffing, a brief overview /, 
79-6718 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Human Resources. 
Financial disclosure provisions of the 

Ethics in government act of 1978 : 
hearing before the Subcommittee on 
Human Resources of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2805 ... April 23, 
1979., 79-15907 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Postal Operations and 
Services. 

Citizens‘ rate relief act : hearing before 
the Subcommittee on Postal Operations 
and Services of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 12844 
August 1, 1978., 79-9078 


Impact of electronic communications sys- 
tems on postal operations : hearings 
before the Subcommittee on Postal Op- 
erations and Services of the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, first session, April 6 and 
May 5, 1977., 79-9080 


Mail between the Soviet Union and the 
United States : hearings before the Sub- 
committee on Postal Operations and 
Services of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, on H. Con. Res. 579 ... 
May 8 and July 25, 1978., 79-9079 


Do not order from index; see indicated entry 





Author Index 


The Postal service act of 1979 : joint 
hearings before the Subcommittee on 
Postal Operations and Services and the 
Subcommittee on Postal Personnel and 
Modernization of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 79 ...., 79-15906 


Postal Service budget review for 1979 : 
hearing before the Subcommittee on 
Postal Operations and Services of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
June 13, 1978., 79-12400 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Subcommittee on Postal Personnel and 
Modernization. 

Military mail system : hearing before the 
Subcommittee on Postal Personnel and 
Modernizaton of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
second session, February 16, 1978., 
79-10556 


Postal research and development : hear- 
ings before the Subcommittee on Postal 
Personnel and Modernization of the 
Committee Post Office and Civil Serv- 
ice, House of Representative, Ninety- 
fifth Congress, second session, April 13 
and 18, 1978., and supplies., 79-10557 


The Postal service act of 1979 : joint 
hearings before the Subcommittee on 
Postal Operations and Services and the 
Subcommittee on Postal Personnel and 
Modernization of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 79 ...., 79-15906 


Postal supervisors arbitration bill : hear- 
ing before the Subcommittee on Postal 
Personnel and Modernization of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 827 ... May 2, 1979., 79-15909 


Postal system of the United States Armed 
Forces in Europe /, 79-9070 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Act to combat international terrorism : 
report to accompany H.R. 13387 /, 
79-6906 


Act to combat international terrorism : 


report to accompany H.R. 2441 /, 79- 
23492 


Amending the Water resources planning 
act (79 STAT.244, as amended) 
report to accompany H.R. 2610., 79- 
17582 


Authorizations for Independent safety 
board act of 1974 : report to accompa- 
ny H.R. 12106 /, 79-6802 





January — December 197%. Congress. House. Committee on Public Works and Transportation. Subcommittee 


Authorizing appropriations under the 
Hazardous materials transportation act 
: report to accompany H.R. 11871 /, 
79-6803 


Aviation safety : joint hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
and the Committee on Public Works 
and Transportation, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session ... October 27, 1978., 
79-12330 


Aviation safety and noise reduction act : 
report together with additional, minor- 
ity, and dissenting views to accompany 
H.R. 3942., 79-19008, 79-21721 


C. Bascom Slemp Building : report to 
accompany H.R. 11671., 79-5202 


Charles A. Lindbergh Federal Building : 
report to accompany H. R. 7296., 79- 
6816 


Chet Holifield Building : report to ac- 
company H.R. 12138., 79-3171 


Compensation for victims of water pollu- 
tion /, 79-21631 

E. C. ”Took“ Gathings Building : report 
to accompany H.R. 8812., 79-5201 

Federal water pollution control act au- 
thorizations for certain programs 
report to accompany H.R. 12140., 79- 
3156 


Federico Degetau Federal Building 
report to accompany H.R. 4270., 79- 
3170 


Frederick G. Payne Building : report to 
accompany H.R. 13481., 79-5204 


Fuels transportation safety amendments 
act of 1979: report /, 79-17591 


George Mahcn Federal Building : report 
to accompany H.R. 130809., 79-5222 


Glenn Cunningham Lake and Standing 
Bear Lake : report to accompany H.R. 
7041., 79-3158 


Hazardous materials transportation act 
amendments : report to accompany 
H.R. 3502 /, 79-15953, 79-18996 


Joe Skubitz Social Security Administra- 


tion Center : report to accompany 
H.R. 12634., 79-5200 


Joe Waggonner Federal Building : report 
to accompany H.R. 13514., 79-5205 
John A. Blatnik lock : report to accom- 
pany H.R. 3583., 79-5173 

John F. Kennedy Center authorization : 
report to accompany H.R. 3051., 79- 
18997 

John J. Flynt, Jr., Federal Building : 
report to accompany H.R. 13187., 79- 
5203 

Justice William O. Douglas Federal 


Building : report to accompany H.R. 
14148., 79-6900 





Lake Moomaw : report to accompany 
H.R. 12112., 79-3154 


Legislative calendar - Committee on 
Public Works and Transportation, 
United States House of Representa- 
tives., 79-1728 


Legislative history of the Airline deregu- 
lation act of 1978 /, 79-21632 


Mike Monroney Aeronautical Center : 
report to accompany H.R. 7674., 79- 
5177 


National economic development and 
public works act of 1979 : report to- 
gether with additional, supplemental, 
and dissenting views to accompany 
H.R. 2063., 79-21717 


National Visitor Center act : report to 
accompany H.R. 3927., 79-19006 


Noise control act authorization : report 
to accompany H.R. 3995., 79-21720 


Oil pollution liability and compensation 
act : report to accompany H.R. 85 /, 
79-15952 


Omar Burleson Federal Building : report 
to accompany H.R. 13808., 79-5221 


Paul P. Rao U.S. Customs Customs 
Court and Federal Office Building : 
report to accompany H.R. 7279., 79- 
5198 


R. Shaefer Heard Park : report to accom- 
pany H.R. 212., 79-3159 


Report of the Committee on Public 
Works and Transportation pursuant to 
section 302(b) of the Congressional 
budget act of 1974., 79-12441, 79- 
21732 


River basin authorizations : report to ac- 
company H.R. 12139., 79-3157 


Smithsonian Institution museum support 
facilities report to accompany S. 
1029., 79-5241 


Solar collector installation : report to ac- 
company H.R. 13597., 79-5220 


Studies for the restoration and renovation 
of the Pension Building : report to ac- 
company S.J. Res. 160., 79-5268 


Summary of activities - Committee on 
Public Works and _ Transportation., 
79-9259 


Tennessee Valley Authority bonds 
report to accompany H.R. 2686., 79- 
23515 


Ventura Harbor : report to accompany 
H.R. 11241., 79-3155 

Water resources development act of 1978 
: report together with minority views 
to accompany H.R. 13059., 79-5196 

William L. Springer Building : report to 
accompany H.R. 7305., 79-5199 


Do not order from index; see indicated entry 





United States. Congress. House. Committee 


on Public Works and Transportation. 

Subcommittee on Aviation. 

Aircraft piracy, international terrorism : 
hearings before the Subcommittee on 
Aviation of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 1834 and H.R. 
2441 ... February 28 and March 1, 
1979., 79-15912 


Airport and airway development act and 
related matters : hearings before the 
Subcommittee on Aviation of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, 
Ninety-fifth Congress, second session, 
June 6, 7, 8, 1978., 79-5135 

Hazardous materials transportation, Inde- 
pendent safety board act amendments : 
joint hearings before the Subcommittee 
on Aviation and the Subcommittee on 
Surface Transportation of the Commit- 
tee on Public Works and Transporta- 
tion, House of Representatives, Ninety- 
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Administration of the local public works 
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Subcommittee on Economic Develop- 
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gations and Review of the Committee 
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Administration of the local public works 
capital development and investment 
program : joint hearings before the 
Subcommittee on Economic Develop- 
ment and the Subcommittee on Investi- 
gations and Review of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-fifth 
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vestigations and Review of the Com- 
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Ninety-fifth Congress, second session, 
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committee on Investigations and 
Review and the Subcommittee on 
Water Resources of the Committee on 
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Congress, second session, September 
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79-12405 
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Ninety-fifth Congress, second session, 
July 11, 12, 13, 1978., 79-10563 
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Subcommittee on Investigations and 
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United States. Congress. House. Committee 
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Subcommittee on Public Buildings and 
Grounds, 
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Flooding problems, Red River of the 
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Review and the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, September 
30, 1978, at East Grand Forks, Minn., 
79-12405 


Modification of secondary treatment re- 
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waters : hearings before the Subcom- 
mittee on Water Resources of the 
Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, second 
session, May 24 and 25, 1978. 79- 
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Water resources development act of 1978 
: hearings before the Subcommittee on 
Water Resources of the Committee on 
Public Works and _ Transportation, 
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Congress, second session, on H.R. 
13059., 79-6726 


Watershed projects : hearing before the 
Subcommittee on Water Resources of 
the Committee on Public Works and 
Transportation, House of Representa- 
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session ... September 21, 1978., 79- 
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United States. Congress. House. Committee 
on Rules, 

Amending rule XXII of the Rules of the 
House of Representatives to remove 
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bill, memorial, or resolution, and to 
provide for the addition and deletion of 
names of Members as sponsors after 
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the introduction of a bill, memorial, or 
resolution : report to accompany H. 
Res. 86., 79-6834 


Amending the Rules of the House of 
Representatives to permit the Perma- 
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Rules, United States House of Repre- 
sentatives., 79-1729 


Providing for consideration of resolutions 
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Providing for the agreeing to the Senate 
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Providing for the agreeing to the Senate 
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accompany H. Res. 1445., 79-3317 


Providing for the consideration en bloc 
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H.R. 4018, H.R. 5146, H.R. 5037, H.R. 
5289, and H.R. 5236 : report to accom- 
pany H. Res. 1434., 79-3308 


Providing for the consideration of confer- 
ence reports, authority to declare re- 
cesses, and motions to suspend the 
rules : report to accompany H. Res. 
1404., 79-6884 


Providing for the consideration of H.R. 7 
: report to accompany H. Res. 337., 
79-17624 


Providing for the consideration of H.R. 
10 : report to accompany H. Res. 241., 
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Providing for the consideration of H.R. 
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Providing for the consideration of H.R. 
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4057 : report to accompany H. Res. 
333., 79-21729 
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4167 : report to accompany H. Res. 
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4439 : report to accompany H. Res. 
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5269 : report to accompany H. Res. 
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tee on the Rules and Organization of 
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3824 ... April 24 and May 1 and 7, 
1979., 79-23359 


Revenue bonds for housing finance 
agency : report to accompany H.R. 


1979., 79-17450 Ninety-sixth Congress, first session, on 12343., 79-3213 
H.R. 3560 and H.R. 3939 ... May 2, 4, Revenue bonds for housing finance 
and 7, 1979., 79-23362 agency : report to accompany H.R. 
District of Columbia retirement reform 3824., 79-21710 
Comnsittes ca the District of Colem- act: report /, 79-17586 Revenue bonds for housing finance au- 
bia, House of Representatives., 79- Enhancing the flexibility of contractual thority : hearing and markup before the 
9247 authority of the Temporary Commis- pee ca ig oe = the 
Pe «ati ; sion on Financial Oversight of the Dis- ommittee on t strict of Colum- 
pyrene a emg oe Sem trict of Columbia : report to accompa- bia, House of Representatives, Ninety- 
oversight : hearing and markups of the fift : 
Subcommittee on Fiscal Affairs and ny S. 3120., 79-5216 me Canepa, a on, en TR. 
Health and the Committee on the Dis- Federal Capital region planning and de- = a pan Bang 243 ... June 20 and 
trict of Columbia, House of Repre- velopment : hearings before the Com- : = é 
sentatives, Ninety-sixth Congress, first mittee on the District of Columbia, Technical aspects of the District's tax 
session, on H.R. 3672 and H.R. 3879 ... House of Representatives, Ninety-fifth system : studies and papers prepared 
April 25 and May 7, 1979., 79-23360 Congress, second session ... February for the District of Columbia Tax Revi- 
Amend Redevelopment act of 1945 and 22, 23, and April 14, 1978., 79-12335 sion Commission /, 79-14389 
transfer U.S. real property to RLA : Federal payment : hearing and markups Transfer of real property of the United 
hearings and markups before the Sub- of the Subcommittee on Government States to the District of Columbia Re- 
committee on Fiscal and Government Affairs and Budget and the Committee development Land Agency : report to 
Affairs and the Committee on the Dis- on the District of Columbia, House of accompany H.R. 13224., 79-3195 


Do not order from index; see indicated entry Page 1-393 


United States. Congress. House. Committee 
on the District of Columbia. 
Activities and summary report of the 











U.S. Congress. House. Committee on the District of Columbia. Subcommittee on 


United States. Congress. House. Committee 
on the District of Columbia. Subcommittee 
on Economic Development and Regional 
Affairs. 

Natural gas shortage : oversight hearings 
before the Subcommittee on Economic 
Development and Regional Affairs of 
the Committee on the District of Co- 
lumbia, House of Representatives, 
Ninety-fifth Congress, first session ... 
March 2 and April 5, 1977., 79-6633 


Washington Metropolitan Area Transit 
Authority : oversight hearings before 
the Subcommittee on Economic Devel- 
opment and Regional Affairs of the 
Committee on the District of Colum- 
bia, House of Representatives, Ninety- 
fifth Congress session ... May 24 and 
June 9, 1978., 79-6637 


Water supply policy and programs in the 
Washington metropolitan region : over- 
sight hearings before the Subcommittee 
on Economic Development and Re- 
gional Affairs of the Committee on the 
District of Columbia, House of Repre- 
sentatives, | Ninety-fifth Congress, 
second session ... January 25, 30, and 
February 1, 1978., 79-8839 


United States. Congress. House. Committee 
on the District of Columbia. Subcommittee 
on Fiscal Affairs. 

Revenue bonds for housing finance au- 
thority : hearing and markup before the 
Subcommittee on Fiscal Affairs and the 
Committee on the District of Colum- 
bia, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
12749 and H.R. 13243 ... June 20 and 
27, 1978., 79-8842 


United States. Congress. House. Committee 
on the District of Columbia. Subcommittee 
on Fiscal Affairs and Health. 

Additional appropriations for financial 
oversight : hearing and markups of the 
Subcommittee on Fiscal Affairs and 
Health and the Committee on the Dis- 
trict of Columbia, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 3672 and H.R. 3879 ... 
April 25 and May 7, 1979., 79-23360 


District of Columbia retirement reform 
act : financing retirement funds for 
police, firemen, teachers, and judges : 
hearings and markups before the Sub- 
committee on Fiscal Affairs and Health 
and the Committee on the District of 
Columbia, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3560 and H.R. 3939 ... May 2, 4, 
and 7, 1979., 79-23362 


United States. Congress. House. Committee 
on the District of Columbia. Subcommittee 
on Fiscal and Government Affairs. 

Amend Redevelopment act of 1945 and 
transfer U.S. real property to RLA : 


Page I-394 





hearings and markups before the Sub- 
committee on Fiscal and Government 
Affairs and the Committee on the Dis- 
trict of Columbia, House of Repre- 
sentatives, | Ninety-fifth Congress, 
second session, on H.R. 10311 ... H.R. 
12117 and H.R. 13224 ... April 18 and 
June 20 and 27, 1978., 79-8840 


Commuter tax : hearings and markups of 
the Subcommittee on Fiscal and Gov- 
ernment Affairs and the Committee on 
the District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 11303 ... H.R. 
10116 ..., 79-6634 


Contractual authority for financial over- 
sight : hearing and markups of the Sub- 
committee on Fiscal and Government 
Affairs and the Committee on the Dis- 
trict of Columbia, House cf Repre- 
sentatives, Ninety-fifth Congress, 
second session, on H.R. 13548 and S. 
3120 ... August 1, 8, and 15, 1978., 79- 
8841 


Federal payment : hearing and markups 
of the Subcommittee on Fiscal and Go- 
verment Affairs and the Committee on 
the District of Columbia, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 11127 and 
H.R. 12594 ... May 3, 10, and 11, 1978., 
79-6636 


Home rule amendments : hearings and 
markups before the Subcommittee on 
Fiscal and Government Affairs of the 
Committee on the District of Colum- 
bia, House of Representatives, Ninety- 
fifth Congress ..., 79-10444 


United States. Congress. House. Committee 
on the District of Columbia. Subcommittee 
on Government Affairs and Budget. 
Federal payment : hearing and markups 

of the Subcommittee on Government 
Affairs and Budget and the Committee 
on the District of Columbia, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 3287 ... April 24, 
May 7, 1979., 79-23358 


Revenue bonds for housing finance 
agency : hearing and markups before 
the Subcommittee on Government Af- 
fairs and Budget and the Committee on 
the District of Columbia, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 3608 and H.R. 
3824 ... April 24 and May 1 and 7, 
1979., 79-23359 


United States. Congress. House. Committee 
on the District of Columbia. Subcommittee 
on Judiciary. 

D.C. crimial code revisions : hearings 
before the Subcommittee on Judiciary 
of the Committee on the District of 
Columbia, House of Representatives, 
Ninety-fifth Congress, second session 
wy 79-6635 


Do not order from index; see indicated entry 





Author Index 


Miscellaneous hearings : hearings and 
markups of the Subcommittee on Judi- 
ciary and of the Committee on the Dis- 
trict of Columbia, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session ... June 28 and July 17, 
1978., 79-10445 


United States. Congress. House. Committee 
on the District of Columbia. Subcommittee 
on Metropolitan Affairs. 

National capital transportation act 
amendments of 1979 : hearings and 
markups before the Subcommittee on 
Metropolitan Affairs and the Commit- 
tee on the District of Columbia, House 
of Representatives, Ninety-sixth Con- 
gress, first session ...., 79-23361 


United States. Congress. House. Committee 
on the Judiciary. 
Act to combat international terrorism : 
report to accompany H.R. 13387 /, 
79-6906 


Act to combat international terrorism : 
report to accompany H.R. 2441 /, 79- 
23492 


Amateur sports act of 1978 : report to- 
gether with dissenting views to accom- 
pany S. 2727., 79-3236 


Amending section 207 of title 18, United 
States Code : report together with sep- 
arate and additional views to accompa- 
ny S. 869., 79-18969 


Amending subsection (a) of section 2737 
of title 10, United States Code, and for 
other purposes : report to accompany 
H.R. 7201., 79-6883 


Amending the Federal charter of the Boy 
Scouts of America : report to accom- 
pany H.R. 11956., 79-3221 


Amending the Immigration and national- 
ity act : report together with dissenting 
views to accompany H.R. 12509., 79- 
5190 


Amending title 18 of the United States 
Code to make lawful certain activities 
concerning certain foreign and domes- 
tic legal lotteries : report to accompany 
H.R. 11580., 79-6851 


Amending title 18 of the United States 
Code to make lawful certain activities 
concerning certain foreign and domes- 
tic legal lotteries : report together with 
dissenting views to accompany H.R. 
1301., 79-14526 


Antonio Rivera Aristizabal : report to ac- 
company H.R. 2098., 79-21772 


Ball State University and the American 
Association of Colleges for Teacher 
Education : report to accompany H.R. 
1415., 79-6796 


Brian Hall and Vera W. Hall : report to 
accompany H.R. 934., 79-17578 

Brigitte Marie Harwood : report to ac- 
company S. 391., 79-3264 





January — December 1979 


Certain former employees of Western 
Airlines : report to accompany H. Res. 
83., 79-3152 


Chester Chun Ket Young (also known as 
Chun-Kit Yeung) : report to accompa- 
ny S. 1165., 79-3256 


Civil Rights Commission authorization 
act of 1979 : report together with sup- 
plemental views to accompany H.R. 
2641., 79-14577 


Civil rights of institutionalized persons : 
report together with supplemental and 
dissenting views to accompany H.R. 
10., 79-14552 


Concrete Industries (Monier), Ltd. 
report to accompany S. 1006., 79- 
6855 


Contract disputes act of 1978 : report to- 
gether with additional views to accom- 
pany H.R. 11002., 79-5239 


Court interpreters act : report to accom- 
pany H.R. 14030., 79-6882 


Datronics Engineers, Inc. : report to ac- 
company S. 1562., 79-6856 


Department of Justice authorization act, 
fiscal year 1980 : report together with 
additional views to accompany H.R. 
3303., 79-14573, 79-15942, 79-18963 


Dispute resolution act : report to accom- 
pany S. 957 /, 79-6859 


Dispute resolution act : report together 
with additional views to accompany S. 
423 /, 79-23516 


Do Sook Park : report to accompany S. 
1563., 79-3253 


Doris Mauri Coonrad : report to accom- 
pany H.R. 932., 79-17575 


Elvi Engelsmann Jensen : report to ac- 
company S. 1401., 79-3254 


Eugenia Cortes : report to accompany S. 
2247., 79-3249 


Eun Kyung Cho and Hei Kyung Cho : 
report to accompany H.R. 929., 79- 
21750 


Federal district court organization : study 
of judicial business in certain districts : 
report to accompany H.R. 14145., 79- 
6895 


Federal district court organization act of 
1978 : report to accompany H.R. 
13331., 79-5237 


For relief of Batavia Turf Farms, Inc. : 
report to accompany H.R. 412556., 
79-3227 


For the relief of Thomas Joseph Hunter 
and Rose Hunter : report to accompa- 
ny H.R. 10600., 79-3234 


Foreign intelligence surveillance act of 
1978 : report together with supplemen- 
tal, additional, and dissenting views to 
accompany H.R. 7308 /, 79-6808 





U.S. Congress. 


Gaspar Louis Sayoc : report to accompa- 
ny S. 142., 79-3265 

Gladys Venicia Cruz-Sanchez : report to 
accompany H.R. 1163., 79-21754 


Hermina Jormigos : report to accompany 
H.R. 9660., 79-3269 


Historic Chattahoochee compact : report 
to accompany H.R. 13692., 79-10615 


Imelda C. Jayag Potter : report to ac- 
company S. 579., 79-3261 


Immigration and naturalization of adopt- 
ed children : report to accompany H.R. 
12508., 79-3186 


Increasing the minimum amount of a 
Federal construction contract subject 
to the bonding requirements of the 
Miller act : report to accompany H.R. 
3185., 79-6867 


James C. Wilkinson : report to accompa- 
ny H.R. 1158., 79-17576 


Jesus Reveles y Rivera : report to accom- 
pany H.R. 1424., 79-5263 


Jesusa Navarro Romero and Antonio An- 
geles Romero : report to accompany S. 
2379., 79-3267 


Jin Syen Suh : report to accompany S. 
1154., 79-3257 


John F. Johnson : report to accompany 
H.R. 9075., 79-3240 

Jose Quintana Dominguez Sendejas 
report to accompany H.R. 3319., 79- 
21762 


Joselyn Buccat Lalley and Jodelyn 
Buccat Lalley : report to accompany S. 
2294., 79-3250 


Joseph J. Andrews : report to accompany 
H.R. 896., 79-17573 


Juanita Binabise : report to accompany S. 
1110., 79-3258 


Jury system improvements act of 1978 : 
report to accompany S. 2075., 79- 
3243 


Justice system improvement act of 1979 : 
report together with separate, supple- 
mental, additional, and dissenting views 
to accompany H.R. 2061., 79-21714 

Kainoosh-Fard Bullock and her son, 


Kami Bullock : report to accompany S. 
1826., 79-3266 


Kim In Hung : report to accompany 
H.R. 8810., 79-3239 

Lamom Petersen and Dang Petersen : 
report to accompany H.R. 1486., 79- 
21755 

Lawrence Youngman : report to accom- 
pany S. 2079., 79-3244 

Leah Mi Cohen : report to accompany 
H.R. 925., 79-21749 


Legislative calendar - Committee on the 


Judiciary, United States House of Rep- 
| 


resentatives., 79-1721 
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House. Committee on the Judiciary. 


Lunette Joyce Clarke : 
pany H.R. 11953., 79-3270 


Magistrate act of 1979 : report together 
with dissenting views to accompany 
H.R. 1046., 79-17610 

Maria Corazon Samtoy : report to ac- 
company H.R. 948., 79-21752 

Maria Elena Jumalon : to accom- 
pany S. 1166., 79-3255 

Maria Estela Sims : report to accompany 
H.R. 946., 79-21751 

Maryrose and Rosemary Evangelista : 
report to accompany H.R. 11405., 79- 
3271 

Michael Bruce Holland : report to ac- 
company S. 1484., 79-3263 


Michael Carl Brown : report to accompa- 
ny HLR. 3142., 79-21759 

Miriama Jones : report to accompany S. 
337., 79-3262 

Mr. and Mrs. Aaron Wayne Ogburn : 
report to accompany H.R. 899., 79- 
17574 

New  Hampshire-Vermont 
school compact : 
S. 2403., 79-9231 

Nyoman Rahmawati : report to accompa- 
ny H.R. 1153., 79-21753 

Panama Canal Treaty implementing legis- 
lation : report to accompany H.R. 1716 
wy 79-14569 

Patrick A. and Wayne L. Thomas : 
report to accompany H.R. 3146., 79- 
21760 


Payment of losses incurred as a result of 
the ban on the use of the chemical Tris 
: report together with dissenting views 
to accompany S. 1503., 79-3284 

Proposed equal rights amendment exten- 
sion : report together with concurring, 
supplemental, additional, individual, 
separate, dissenting, and minority views 
to accompany H.J. Res. 638., 79-3218 

Providing for nationwide service of sub- 
poenas in all suits involving the False 
claims act, and for other purposes : 
report to accompany H.R. 12393., 79- 
3224 

Providing services and supervi- 
sion to drug dependent Federal offend- 

: Teport to accompany S. 3336., 

79.9227 

Racketeering in the sale and distribution 
of cigarettes : report to accompany 
H.R. 8853., 79-6846 

Rebecca Sevilla DeJesus : report to ac- 
company H.R. 3218., 79-21761 

Reimbursement for losses incurred by 
government banning of Tris : hearings 
before the Subcommittee on Adminis- 
trative Law and Governmental Rela- 
tions of the Committee on the Judici- 
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U.S. Congress. House. Committee on the Judiciary. 


ary, House of Representatives, Ninety- 
fifth Congress, second session ... June 
14 and 15, 1978., 79-9023 


Renate Irene McCord : report to accom- 
pany H.R. 9568., 79-3238 


Repeal of certain expatriation provisions 
of the Immigration and nationality act : 
report to accompany H.R. 13349., 79- 
5211 


Report on the activities of the Committee 
on the Judiciary of the House of Rep- 
resentatives., 79-9252 


Restoring posthumously full rights of citi- 
zenship to Jefferson F. Davis : report 
together with supplemental views to 
accompany H.J. Res. 1041., 79-5210 


Revision of title 49, United States Code, 
”’Transportation“ : report of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, on H.R. 10965 ..., 79- 
3214 


Rodney L. Herold and others : report to 
accompany H.R. 898., 79-17577 


Rodolfo N. Arriola : report to accompa- 
ny S. 2509., 79-3268 


Russell W. Allen : report to accompany 
H.R. 12555., 79-3241 


Sang Yun Yoon : report to accompany S. 
1618., 79-3252 


Sergio and Javier Arredondo : report to 
accompany H.R. 1753., 79-21757 


Special prosecutor act of 1978 : report 
together with additional and dissenting 
views to accompany H.R. 9705., 79- 
3188 


Speedy trial act amendments act of 1979 : 
report to accompany S. 961., 79- 
21773 


Susan Katherine Adamski : report to ac- 
company H.R. 1628., 79-21756 


Susanna Shu-Hui Jean : report to accom- 
pany S. 2248., 79-3251 


Technical amendments to the Federal dis- 
trict court organization act of 1978 : 
report to accompany H.R. 2301., 79- 
14530 


Technical and conforming amendments 


to Ethics in government act : report to 
accompany H.R. 2805 /, 79-18968 


Timmy Lao Olavere : report to accompa- 
ny S. 612., 79-3260 


To confer U.S. citizenship posthumously 
upon Leopoldine Marie Schmid 
report to accompany H.R. 8930., 79- 
6849 


U.S. attorneys and U.S. marshals for the 
Northern Mariana Islands : report to 
accompany H.R. 13892., 79-6857 

U.S. Capitol Historical Society : report to 
accompany H.R. 11035., 79-6852 
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U.S. marshals‘ transportation expenses act 
: report to accompany S. 2411., 79- 
6858 

United States code., 79-4944, 79-4945, 
79-8632, 79-10319, 79-10320 


United States Code. Supplement., 79- 
18817 

United States code [erratat., 

Witness fees : report to accompany S. 
2049., 79-3242 

Worldwide ceiling on immigration 
report to accompany H.R. 12443., 79- 
3169 

Yom, Chong Ok : report to accompany 
H.R. 12431., 79-5267 

Young-Shik Kim : 
S. 973., 79-3259 


Zora Singh Sunga : report to accompany 
H.R. 2433., 79-21758 


79-10321 


report to accompany 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Administrative Law and Governmental 
Relations. 

Amateur sports act of 1978 : hearings 
before the Subcommittee on Adminis- 
trative Law and Governmental Rela- 
tions of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
12626 and H.R. 12920 ... June 21 and 
22, 1978., 79-9021 


Authority to contract for supervisory af- 
tercare of drug dependent offenders : 
hearing before the Subcommittee on 
Administrative Law and Governmental 
Relations of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 12290 ... June 8, 1978., 79- 
10534 


Authorization for the Department of Jus- 
tice Civil Division : hearing before the 
Subcommittee on Administrative Law 
and Governmental Relations of the 
Committee on the Judiciary, House of 
Representatives, Ninety-sixth Congress, 
first session ... March 23, 1979., 79- 
21601 


Federal tort claims act : hearings before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, second session ..., 79-10531 


Miller act amendment : hearing before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, second session, on H.R. 3185 ... 
June 28, 1978., 79-9025 


Nationwide service of subpenas in suits 
under the False claims act : hearing 
before the Subcommittee on Adminis- 
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trative Law and Governmental Rela- 
tions of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
12393 ... June 8, 1978., 79-9026 


Payments to individuals suffering from ef- 
fects of atomic bomb explosions : hear- 
ings before the Subcommittee on Ad- 
ministrative Law and Governmental 
Relations of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-fifth Congress, second session 
on H.R. 8440 ... March 31 and June 8, 
1978., 79-6707 


Public disclosure of lobbying activity : 
hearings before the Subcommittee on 
Administrative Law and Governmental 
Relations of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 81...., 79-23415 


Suits to adjudicate disputed titles to land 
in which the United Sates claims an 
interest : hearing before the Subcom- 
mittee on Administrative Law and 
Governmental Relations of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ..., 79-10529 


Transportation or mailing of materials re- 
lating to foreign lotteries : hearing 
before the Subcommittee on Adminis- 
trative Law and Governmental Rela- 
tions of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
sixth Congress, first session, on H.R. 
1301 ... February 21, 1979., 79-21602 


United States. Congress. House. Committee 


on the Judiciary. Subcommittee on Civil 

and Constitutional Rights. 

Authorization requests of the Civil Rights 
Commission : hearing before the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
sixth Congress, first session ... March 7, 
1979., 79-23417 


Court interpreters act : hearings before 
the Subcommittee on Civil and Consti- 
tutional Rights of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 10228, H.R. 10129, 
and S. 1315, July 19, August 2, and 9, 
1978., 79-21597 


Fair housing act : hearings before the 
Subcommittee on Civil and Constitu- 
tional Rights of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 3504 and H.R. 7787 ..., 79- 
3104 


Fair housing amendments act of 1979 : 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
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Representatives, Ninety-sixth Congress, 
first session, on H.R. 2540 ...., 79- 
23418 


FBI oversight : hearings before the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ..., 79-9019 

Federal capabilities in crisis management 
and terrorism : hearings before the 
Subcommittee on Civil and Constitu- 
tional Rights of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, second session 
wy 79-9030 


GAO report on EEO action programs at 
the Department of Justice : hearings 
before the Subcommittee on Civil and 
Constitutional Rights of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second 
session ... April 12 and July 12, 1978., 
79-21598 


GAO report on the Voting rights act : 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session ... February 6 and June 
15, 1978., 79-14442 


U.S. Commission on Civil Rights authori- 
zation extension : hearings before the 
Subcommittee on Civil and Constitu- 
tional Rights of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 10831 ...,  79-14441 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on Courts, 
Civil Liberties, and the Administration of 
Justice. 

The awarding of attorneys‘ fees in Feder- 
al courts : hearings before the Subcom- 
mittee on Courts, Civil Liberties, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first and second sessions ..., 79-12388 


Bill of Rights procedures act : hearings 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 214 ... July 13 and 20, 1978., 
79-10536 


Bureau of Prisons fiscal year 1980 author- 
ization : hearings before the Subcom- 
mittee on Courts, Civil Liberties, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-sixth Congress, 
first session ... March 21 and 23, 1979., 
79-21603 


Bureau of Prisons pre-trial detention pro- 
gram : hearings before the Subcommit- 





tee on Courts, Civil Liberties, and the 
Administration of Justice of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ... May 4 and 5, 1978., 
79-9028 


Bureau of Prisons youth and juvenile 
policies : hearing before the Subcom- 
mittee on Courts, Civil Liberties, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session ... October 27, 1978., 
79-12390 


Civil rights of institutionalized persons : 
hearings before the Subcommittee on 
Courts, Civil Liberties, and the Admin- 
istration of Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on H.R. 10 ... February 14 and 15, 
1979., 79-21599 


Dispute resolution act : hearings before 
the Subcommittee on Courts, Civil Li- 
berties, and the Administration of Jus- 
tice of the Committee on the Judiciary, 
House of Representatives, Ninety-fifth 
Congress, second session, on S. 957 ... 
July 27, August 2, 1978., 79-9027 


Federal district court organization act of 
1978 : hearing before the Subcommittee 
on Courts, Civil Liberties, and the Ad- 
ministration of Justice of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives, | Ninety-fifth Congress, 
second session, on H.R. 12869 ... June 
2, 1978., 79-3103 


Foreign intelligence surveillance act 
hearings before the Subcommittee on 
Courts, Civil Liberties, and the Admin- 
istration of Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 7308 ... June 22, 28, 
and 29, 1978., 79-6708 


General oversight : hearings before the 
Subcommittee on Courts, Civil Liber- 
ties, and the Administration of Justice 
of the Committee on the Judiciary, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-10537 

The history of private patent legislation 


in the House of Representatives /, 79- 
17512 


Judicial housekeeping : hearing before 
the Subcommittee on Courts, Civil Li- 
berties, and the Administration of Jus- 
tice of the Committee on the Judiciary, 
House of Representatives, Ninety-fifth 
Congress, second session ... May 4, 
1978., 79-10535 

Legal Services Corporation : oversight 
hearing before the Subcommittee on 
Courts, Civil Liberties, and the Admin- 
istration of Justice of the Committee on 
the Judiciary, House of Representa- 
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Congress. House. Committee on the Judiciary. Subcommittee on Criminal 


tives, Ninety-fifth Congress, second 
session ... May 22, 1978., 79-12389 

Performance rights in sound recordings : 
hearings before the Subcommittee on 
Courts, Civil Liberties, and the Admin- 
istration of Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second 
session ..., 79-10540 

Selection and removal of U.S. attorneys : 
hearings before the Subcommittee on 
Courts, Civil Liberties, and the Admin- 
istration of Justice of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second 
session ... March 13, May 10 and 11, 
1978., 79-9029 


United States. Congress. House. Committee 


on the Judiciary. Subcommittee on Crime. 

Cigarette bootlegging : hearings before 
the Subcommittee on Crime of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session ... February 28, March 
8, and April 19, 1978., 79-9024 

The Justice Department's fight against 
youth crime : a review of the Office of 
Juvenile Justice and Delinquency Pre- 
vention of the Law Enforcement As- 
sistance Administration /, 79-15898 


Reorganizing and reauthorizing the Law 
Enforcement Assistance Administration 
: hearings before the Subcommittee on 
Crime of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, second session ... No- 
vember 20 and 21, 1978., 79-17513 


Speedy trial act : hearing before the Sub- 
committee on Crime of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second 
session ... April 13, 1978., 79-12387 

Treasury‘’s proposed gun regulations : 
hearings before the Subcommittee on 
Crime of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, second session ... May 4 
and 18, 1978., 79-12386 

Unemployment and crime : hearings 
before the Subcommittee on Crime of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Con- 
gress, first and second session ..., 79- 
$121 


White-collar crime : hearings before the 
Subcommittee on Crime of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ..., 79-14443 


United States. Congress. House. Committee 


on the Judiciary. Subcommittee on 

Criminal Justice. 

Legislation to revise and recodify Federal 
criminal laws : hearings before the Sub- 
committee on Criminal Justice of the 
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U.S. Congress. House. Committee on the Judiciary. Subcommittee on Criminal 


Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first and second sessions, on H.R. 6869 
wey 79-12385 


Sale of children in interstate and foreign 
commerce : hearings before the Sub- 
committee on Criminal Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ... March 21 and April 25, 
1977., 79-14444 


Sentencing in capital cases hearing 
before the Subcommittee on Criminal 
Justice of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
13360 ... July 19, 1978., 79-10538 


Special prosecutor legislation : hearing 
before the Subcommittee on Criminal 
Justice of the Committee on the Judi- 
cary, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 2835 and related bills... May 18, 
1977., 79-10530 


Victims of crime compensation : hearings 
before the Subcommittee on Criminal 
Justice of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 
7010 and related bills ..., 79-10532 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Immigration, Citizenship, and 
International Law. 

Admission of refugees into the United 
States : hearings before the Subcommit- 
tee on Immigration, Citizenship, and 
International Law of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3056..., 79-5120 


Alleged Nazi war criminals : hearing 
before the Subcommittee on Immigra- 
tion, Citizenship, and International 
Law of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ..., 79-9020 


Group life insurance for public safety of- 
ficers : hearing before the Subcommit- 
tee on Immigration, Citizenship, and 
International Law of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on H.R. 6845 and S. 262 ... 
August 16, 1978., 79-10539 


Oversight of INS policies and legal issues 
: hearing before the Subcommittee on 
Immigration, Citizenship, and Interna- 
tional Law of the Committee on the 
Judiciary, House of Representatives, 
Ninety-fifth Congress, second session ... 
August 3, 1978., 79-10533 
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United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Immigration, Refugees, and International 
Law. 

Panama Canal Treaty implementation : 
hearings before the Subcommittee on 
Immigration, Refugees, and Interna- 
tional Law of the Committee on the 
Judiciary, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 1716 ... April 3, 1979., 79-21600 


Refugee act of 1979 : hearings before the 
Subcommittee on Immigration, Refu- 
gees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2816 ...., 79- 
23416 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Monopolies and Commercial Law. 
Additional district and circuit court 

judges : hearings before the Subcom- 
mittee on Monopolies and Commercial 
Law of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ... March 
10, 23, and 24, 1977., 79-9022 


Restoring effective enforcement of the 
anti-trust laws : hearings before the 
Subcommittee on Monopolies and 
Commercial Law of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on H.R. 2060 and H.R. 2204 ... 
February 27, March 7, and April 10, 
1979., 79-17514 


United States. Congress. House. Committee 
on Veterans‘ Affairs. 
Activities of the Committee on Veterans‘ 
Affairs, House of Representatives., 
79-9251 


The aging veteran : present and future 
medical needs., 79-14465 


The aging veteran : present and future 
medical needs [correction}., 79-14466 


Authorizing the VA to furnish memorial 
markers to commemorate certain de- 
ceased veterans : report to accompany 
H.R. 12257., 79-3179 


Extension of certain Veterans‘ Adminis- 
tration health care programs : report to 
accompany H.R. 3892., 79-18980 


Extension of veterans readjustment ap- 
pointment authority : report to accom- 
pany H.R. 12353., 79-6800 


Hearings on the Veterans‘ Administration 
budget for fiscal year 1979 : hearings 
before the Committee on Veterans‘ Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session, February 
28 and March 1, 1979., 79-17543 


Legislative calendar - Committee on Vet- 
erans‘ Affairs, United States House of 
Representatives., 79-1734 
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Legislative recommendations of Amvets : 
hearing before the Committee on Vet- 
erans‘ Affairs, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion ... March 29, 1979., 79-17546 


Legislative recommendations of the 
American Legion for fiscal year 1979 : 
hearing before the Committee on Vet- 
erans‘ Affairs, House of Representa- 
tives, Ninety-fifth Congress, second 
session ... September 12, 1978., 79- 
10590 


Legislative recommendations of the Vet- 
erans of Foreign Wars : hearing before 
the Committee on Veterans‘ Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session ... March 6, 
1979., 79-18946 


Legislative recommendations of Veterans‘ 
organizations, 1978 : hearings before 
the Committee on Veterans‘ Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session ... January 18, 
March 7, and April 4, 1978., 79-9145 


Naming of the proposed new Veterans‘ 
Administration hospital in Little Rock, 
Ark., for John L. McClellan : report to 
accompany H.R. 10287., 79-3183 


Olin E. Teague Veteran‘s Center : report 
to accompany H.R. 11579., 79-5188 


Program of direct loans to veterans for 
residential solar energy systems and 
certain other energy conservation im- 
provements : hearing before the Sub- 
committee on Housing of the Commit- 
tee on Veterans‘ Affairs, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, May 2, 1978., 79- 
18947 


Providing an allowance to States or agen- 
cies or political subdivisions of States 
for expenses incurred in the burial of 
veterans : report to accompany H.R. 
12252., 79-3178 


Providing hospital care to certain veter- 
ans living in a State, territory, com- 
monwealth, or possession of the United 
States not contiguous to the 48 States : 
report to accompany H.R. 12011., 79- 
6799 


Relationship between the amputation of 
an extremity and the subsequent devel- 
opment of cardiovascular disorders /, 
79-3130 


Report of the Committee on Veterans‘ 
Affairs pursuant to section 302(b) of 
the Congressional budget act of 1974., 
79-6887, 79-17615 


Report on the fifty percent survey : vet- 
erans, training, and jobs /, 79-5156 


Report to the Committee on the Budget 
from the Committee on Veterans‘ Af- 
fairs submitted pursuant to section 301 
of the Congressional budget act of 
1974 on the budget., 79-12419 





January — December 1979 U.S. Congress. House. Committee on Veterans‘ Affairs. Subcommittee on Medical 


To pay tribute to members of the U.S. 
Armed Forces who served honorably 
in Southeast Asia during the Vietnam 
conflict : report to accompany H.R. 
12261., 79-3180 


Veteran senior citizen health act of 1979 : 
report to accompany H.R. 4015., 79- 
18985 


Veterans‘ Administration analysis and 
evaluation of the non-service-connect- 
ed pension program : a report /, 79- 
3133 

Veterans‘ disability compensation and 
survivors’ benefits amendments of 1979 
: report to accompany H.R. 2282., 79- 
17625 


Veterans‘ health care amendments of 
1979 : report together with separate 
views to accompany H.R. 1608. 79- 
18981 


Veterans organizations legislative recom- 
mendations : hearing before the Com- 
mittee on Veterans‘ Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session ... February 27, 1979., 79- 
17545 


Waiver of usury provisions for veterans 
loan guaranty benefits : report to ac- 
company H.R. 411., 79-18979 


United States. Congress. House. Committee 
on Veterans‘ Affairs. Subcommittee on 
Cemeteries and Burial Benefits. 
Disposition of cemeteries in the Panama 

Canal Zone where American veterans 
are buried : hearings before the Sub- 
committee on Cemeteries and Burial 
Benefits of the Committee on Veterans‘ 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session ... 
March 1, 1978., 79-9142 


Hearings to review the Veterans Admin- 
istration marker program hearing 
before the Subcommittee on Cemeter- 
ies and Burial Benefits of the Commit- 
tee on Veterans‘ Affairs, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ... H.R. 12732 and H.R. 
4538, July 26, 1978., 79-3132 


United States. Congress. House. Committee 
on Veterans‘ Affairs. Subcommittee on 
Compensation, Pension, and Insurance. 
Increased rates of compensation : hear- 

ings before the Subcommittee on Com- 
pensation, Pension, and Insurance of 
the Committee on Veterans‘ Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, March 21 
and 22, 1978., 79-9143 


Veterans insurance programs : hearing 
before the Subcommittee on Compen- 
sation, Pension, and Insurance of the 
Committee on Veterans Affairs, House 
of Representatives, Ninety-fifth Con- 
gress, second session, June 14, 1978., 
79-5153 





United States. Congress. House. Committee 


Hearings to receive legislative recommen- 
dations on H.R. 2282, H.R. 407, and 
other bills : hearing before the Sub- 
committee on Compensation, Pension, 
Insurance, and Memorial Affairs of the 
Committee on Veterans‘ Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, March 21, 1979., 
79-21652 


Oversight of VA cemetery system : over- 
seas military cemeteries and memorials, 
status of site selection Region IV na- 
tional cemetery, national cemeteries in- 
cluding Arlington National Cemetery : 
hearings before the Subcommittee on 
Compensation, Pension, Insurance, and 
Memorial Affairs of the Committee on 
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17695 


Increased loan levels for the 1977 crops 
of wheat and feed grains : report to 
accompany S. Res. 193., 79-21693 


Interest rates on upland cotton price sup- 
port loans : report to accompany S. 
3468., 79-5355 


International emergency food fund and 
amendments to the price support pro- 
gram for sugar : report to accompany 
S. 3460., 79-5353 


Land conveyance to the Bell County, 
Ky., Board of Education : report to 
accompany S. 41., 79-14601 


Legislative calendar - Committee on Ag- 
riculture, Nutrition, and Forestry, 
United States Senate., 79-1696 


Legislative review activities; report of 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate., 79-14612, 79-19029 


License fees and exemptions under the 
Perishable agricultural commodities act 
: report to accompany S. 976., 79- 
5356 

Meat and poultry inspection; report of 
the Secretary of Agriculture to the 
Committee on Agriculture, House of 
Representatives, Committee on Agri- 
culture, Nutrition and Forestry, U.S. 
Senate., 79-19099 


Multilateral trade negotiations briefing : 
hearing before the Committee on Agri- 
culture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 
gress, first session, February 26, 1979., 
79-17407 


Nomination of David G. Gartner, Com- 
missioner-designate, Commodity Fu- 
tures Trading Commission : hearing 
before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session ... May 17, 1978., 79-5009 


Nomination of Read P. Dunn, Jr., to be a 


member of the Commodity Futures 
Trading Commission : hearing before 
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the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, April 25, 1979., 79-21403 

Nominations of James H. Williams to be 
Deputy Secretary of Agriculture and a 
member of the Board of Directors of 
the Commodity Credit Corporation : 
hearing before the Committee on Agri- 
culture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 
gress, first session, Thursday, February 
22, 1979., 79-14350 

Problems of entry into family farming : 
joint hearing before the Select Com- 
mittee on Small Business and the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session ... Eau 
Claire, Wis., December 11, 1978., 79- 
14460 


Reduction in appropriations for the 1980 
WIC program : report to accompany 
S. 292., 79-14610 

Renewable natural resources 
emerging issues /, 79-18882 


Rural development policy and coordina- 
tion act of 1979 : report to accompany 
S. 670., 79-16049 


The state of American agriculture : hear- 
ing before the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-sixth Congress, 
first session, Wednesday, January 24, 
1979., 79-14348 

Statement /, 79-16072 

Status of the family farm., 79-15832 

Termination of the Cross-Florida Barge 
Canal project and extension of the 
boundaries of the Ocala National 
Forest : report to accompany S. 3337 / 

79-5365 

W.R. Bob“ Poage Pecan Field Station 

and Roman L. Hruska Meat Animal 


Research Center : report to accompany 
S. 3467., 79-5354 
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Rural Electrification. 

Agricultural subterminal storage facilities 
act of 1979 : hearing before the Sub- 
committee on Agricultural Credit and 
Rural Electrification of the Committee 
on Agriculture, Nutrition, and Forest- 
ry, United States Senate, Ninety-sixth 
Congress, first session, on S. 261 ... 
April 6, 1979., 79-17405 

Effects of Council on Environmental 
Quality regulations on rural electric 
cooperatives : hearing before the Sub- 
committee on Agricultural Credit and 
Rural Electrification of the Committee 
on Agriculture, Nutrition, and Forest- 
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ry, United States Senate, Ninety-fifth 
Congress, second session, Wednesday, 
December 6, 1978., 79-12295 


Family farm entry assistance act : hearing 
before the Subcommittee on Agricul- 
tural Credit and Rural Electrification 
of the Committee on Agriculture, Nu- 
trition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 582 ... April 3, 1979., 79- 
21404 


Federal disaster lending for crop loss due 
to drought : joint hearings before the 
Subcommittee on Economic Develop- 
ment, Marketing, and the Family 
Farmer of the Select Committee on 
Small Business and the Subcommittee 
on Agricultural Credit and Rural Elec- 
trification of the Committee on Agri- 
culture, Nutrition, and _ Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session ... January 30, 31, 
and February 1, 1978., 79-10585 


REA financing of telecc 
facilities : hearing before the Subcom- 
mittee on Agricultural Credit and 
Rural Electrification of the Committee 
on Agriculture, Nutrition, and Forest- 
ry, United States Senate, Ninety-sixth 
Congress, first session, on S. 836 ... 
May 1, 1979., 79-23326 


Reauthorization of FmHA loan programs 
: hearing before the Subcommittee on 
Agricultural Credit and Rural Electrifi- 
cation of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 985 ... April 24, 
1979., 79-17408 
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on Agriculture, Nutrition, and Forestry. 

Subcommittee on Agricultural Production, 

Marketing, and Stabilization of Prices. 

Consumer and agricultural protection act 
of 1978 : hearings before the Subcom- 
mittee on Agricultural Production, 
Marketing, and Stabilization of Prices 
of the Committee on Agriculture, Nu- 
trition, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session, S. 2626 ... May 22, 23, and 24, 
1978., 79-3029 


Federal crop insurance and disaster assist- 
ance programs : hearings before the 
Subcommittee on Agricultural Produc- 
tion, Marketing, and Stabilization of 
Prices of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-fifth Congress, 
second session ..., 79-5007, 79-8757, 
79-10411 


Revisions in the Federal crop insurance 
program : hearings before the Subcom- 
mittee on Agricultural Production, 
Marketing, and Stabilization of Prices 
of the Committee on Agriculture, Nu- 





trition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... March 20 and 29, 1979., 79- 
17406 


Rural transportation problems : hearings 
before the Subcommittee on Agricul- 
tural Production, Marketing, and Stabi- 
lization of Prices of the Committee on 
Agriculture, Nutriton, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 79-8769 


United States. Congress. Senate. Committee 


on Agriculture, Nutrition, and Forestry. 

Subcommittee on Agricultural Research 

and General Legislation. 

FIFRA extension : hearing before the 
Subcommittee on Agricultural Re- 
search and General Legislation of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 717 ... April 26, 1979., 79-21405 

Food safety and quality : hearings before 
the Subcommittee on Agricultural Re- 
search and General Legislation of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, first session ..., 
79-8758 


Human methods of livestocks slaughter : 
hearing before the Subcommittee on 
Agricultural Research and General 
Legislation of the Committee on Agri- 
culture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 3092 ... 
June 15, 1978., 79-5010 


Rural research in USDA hearings 
before the Subcommittee on Agricul- 
tural Research and General Legislation 
of the Committee on Agriculture, Nu- 
trition, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session, May 4 and 5, 1978., 79-8768 


USDA inspection of foreign meat proc- 
essing plants : hearing before the Sub- 
committee on Agricultural Research 
and General Legislation of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2343 ... July 27, 1978., 79-8763 


Worker safety in pesticide production : 
hearings before the Subcommittee on 
Agricultural Research and General 
Legislation of the Committee on Agri- 
culture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, first session, December 13 and 
14, 1977., 79-10412 


United States. Congress. Senate. Committee 


on Agriculture, Nutrition, and Forestry. 

Subcommittee on Environment, Soil 

Conservation, and Forestry. 

Rare II wilderness proposals : hearings 
before the Subcommittee on Environ- 
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ment, Soil Conservation, and Forestry 
of the Committee on Agriculture, Nu- 
trition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, February 6, 8, and 9, 1979., 79- 
15836 


Reorganization of natural resource func- 
tions of USDA : hearing before the 
Subcommittee on Environment, Soil 
Conservation, and Forestry of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-sixth Congress, first session, 
April 10, 1979., 79-17409 


Resource conservation and development : 
hearing before the Subcommittee on 
Environment, Soil Conservation, and 
Forestry of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-sixth Congress, 
first session, March 20, 1979., 79- 
21408 


United States. Congress. Senate. Committee 


on Agriculture, Nutrition, and Forestry. 

Subcommittee on Foreign Agricultural 

Policy. 

Agricultural trade with the People’s Re- 
public of China and Taiwan : hearing 
before the Subcommittee on Foreign 
Agricultural Policy of the Committee 
on Agriculture, Nutrition, and Forest- 
ry, United States Senate, Ninety-sixth 
Congress, first session, Tuesday, March 
13, 1979., 79-23321 


Amendments to the Agricultural trade 
development and assistance act of 1954 
: hearing before the Subcommittee on 
Foreign Agricultural Policy of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 1... S. 962 .. S. 1053 ... May 8, 
1979., 79-23320 


Food for peace, 1954-1978 major 
changes in legislation /, 79-18881 


Implementation of the Agricultural 
export trade expansion act of 1978 : 
hearing before the Subcommittee on 
Foreign Agricultural Policy of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-sixth Congress, first session, 
April 11, 1979., 79-23322 


Inspection standards of vegetable imports 
: hearings before the Subcommittee on 
Foreign Agricultural Policy of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, second session 
wy 79-3030 


United States. Congress. Senate. Committee 
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Subcommittee on Nutrition. 

Child nutrition amendments of 1978 : 
hearings before the Subcommittee on 
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Nutrition of the Committee on Agri- 
culture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2630 ... S. 
2809 ... S. 2824 ... and administration 
views ..., 79-5006 


Food stamp authorization for 1979 : hear- 
ing before the Subcommittee on Nutri- 
tion of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1309 ... June 14, 1979., 79- 
23325 


Food stamps for the elderly : hearing 
before the Subcommittee on Nutrition 
of the Committee on Agriculture, Nu- 
trition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, June 1, 1979., 79-23324 


Nutrition and cancer research : hearings 
before the Subcommittee on Nutrition 
of the Committee on Agriculture, Nu- 
trition, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session ... June 12 and 13, 1978., 79- 
8765 


Nutrition education in medical schools : 
hearing before the Subcommittee on 
Nutrition of the Committee on Agri- 
culture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 79-8766, 79- 
21407 


Nutrition labeling and information : hear- 
ings before the Subcommittee on Nutri- 
tion of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session wy 79-5012, 79-8764, 79- 
15833 


Nutrition research (conducted by U.S. 
Department of Agriculture) : hearing 
before the Subcommittee on Nutrition 
of the Committee on Agriculture, Nu- 
trition, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session, February 22, 1978., 79-5011 


Oversight of the 1980 Food and Nutrition 
Service budget : hearings before the 
Subcommittee on Nutrition of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-sixth Congress, first session, 
February 27 and 28, 1979., 79-23323 
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Subcommittee on Rural Development. 
Amendments to the Rural development 

act : hearing before the Subcommittee 
on Rural Development of the Commit- 
tee on Agriculture, Nutrition, and For- 
estry, United States Senate, Ninety- 
sixth Congress, first session, on S. 670 
. and S. 892 ... April 9, 1979., 79- 
17411 
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Energy policy and strategy for rural de- 
velopment : hearings before the Sub- 
committee on Rural Development of 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 79-5008 


Impact of Federal health programs on 
rural areas : hearings before the Sub- 
committee on Rural Development of 
the Committee on Agriculture, Nutri- 
tion, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session, February 16, 1978, Hinton and 
Carlisle, Iowa, February 17, 1978, 
Jesup and Lisbon, Iowa., 79-8767 


Rural development oversight : hearing 
before the Subcommittee on Rural De- 
velopment of the Committee on Agri- 
culture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session, April 2, 1979., 
79-17410 

Rural development oversight : hearings 
before the Subcommittee on Rural De- 
velopment of the Committee on Agri- 
culture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, first session, June 16 and 22, 
1977., 79-21409 


United States. Congress. Senate. Committee 
on Appropriations. 

Agriculture, rural development, and re- 
lated agencies appropriation bill, 1980 : 
report to accompany H.R. 4387., 79- 
17702 


Alcohol fuels : hearing before the Com- 
mittee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session : special hearing., 79- 
5015 

Allocation to subcommittees of budget 
totals from the first concurrent resolu- 
tion for fiscal year 1979 /, 79-7102 


Allocation to subcommittee[st of budget 
totals from the second concurrent reso- 
lution for fiscal year 1979 /, 79-7128 


Budget rescissions and deferrals, 1975 : 
hearings before subcommittees of the 
Committee on Appropriations, United 
States Senate, Ninety-fourth Congress, 
first session on H.R. 3260., 79-21415 

Continuing appropriations, 1979 : report 
to accompany H.J. Res. 1139., 79- 
5420 


Department of Defense appropriation bill, 
1979 : report to accompany H.R. 
13635., 79-3398 

Department of Housing and Urban De- 
velopment, independent agencies ap- 
propriation bill, 1979 : report to accom- 
pany H.R. 12936., 79-3377 

Department of Housing and Urban De- 
velopment, independent agencies ap- 
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propriation bill, 1980 : report to accom- 
pany H.R. 4394., 79-21814 

Department of Labor black lung supple- 
mental appropriation : report to accom- 
pany H. J. Res. 945., 79-3368 

Departments of Labor and Health, Edu- 
cation, and Welfare, and related agen- 
cies appropriation bill, 1980 : report to 
accompany H.R. 4389., 79-17703 

Departments of State, Justice, and Com- 
merce, the judiciary, and related agen- 
cies appropriation bill, 1980 : report to- 
gether with additional views to accom- 
pany H.R. 4392., 79-17705 

District of Columbia appropriation bill, 
1979 : report to accompany H.R. 
13468., 79-3378 

District of Columbia appropriation bill, 
1980 : report to accompany H.R. 4580., 
79-17710 


Energy and water development appropri- 
ation bill, 1980 : report to accompany 
H.R. 4388., 79-17700 


First budget rescission bill, fiscal year 
1979 : report together with views of 
the Committee on the Budget and addi- 
tional views to accompany H.R. 2439., 
79-12543 


New York City loan guarantees : report 
to accompany H.J. Res. 1008., 79- 
5375 


Patterns of regional change : interpreta- 
tions and highlights /, 79-6602 


Public works for water and power devel- 
opment and energy research appropri- 
ation bill, 1978 : report to accompany 
H.R. 7553., 79-21694 


Resolution disapproving deferral of 
budget authority : Department of the 
Interior, Bureau of Reclamation (def- 
feral no. D78-63) : report together with 
views of the Committee on the 
Budget., 79-5341 


Resolution disapproving deferral of 
budget authority, Department of Com- 
merce (National Oceanic and Atmos- 
pheric Administration) : report togeth- 
er with views of the Committee on the 
Budget to accompany S. Res. 50., 79- 
12542 


Second supplemental appropriations for 
fiscal year 1978 : hearings before sub- 
committees of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session 
on H.R. 13467 ..., 79-5016 


Selected essays on patterns of regional 
change : the changes, the Federal role, 
and the Federal response /, 79-8775 

Subcommittee jurisdiction., 79-21414 

Supplemental appropriations bill, 1979 : 


report to accompany H.R. 4289., 79- 
16057 
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Supplemental appropriations for fiscal 
year 1977 : hearings before subcommit- 
tees of the Committee on Appropri- 
ations, United States Senate, Ninety- 
fifth Congress, first session, on H.R. 
4877 ..., 79-21413 


Treasury, Postal Service, and general 
government appropriation bill, 1980 : 
report together with additional views 
to accompany H.R. 4393., 79-21839 


Urgent supplemental appropriations for 
the Department of Agriculture : report 
to accompany H. J. Res. 1024., 79- 
3373 


Veterans‘ and survivors‘ benefits adjust- 
ment act of 1979 : report to accompany 
S. 689., 79-21825 


Views of the Committee on Appropri- 
ations, United States Senate, on the 
first concurrent resolution on the 
budget., 79-18891 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Agriculture, Rural Development, and 
Related Agencies. 

Agriculture, rural development, and re- 
lated agencies appropriations for fiscal 
year 1979 : hearings before a subcom- 
mittee of the Committee on Appropri- 
ations, United States Senate, Ninety- 
fifth Congress, second session., 79- 
6599, 79-8772, 79-12306, 79-12307, 
7179-17417 


Emergency agricultural act of 1978 : 
hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session : special hearing., 79- 
12308 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Department of Defense. 

Department of Defense appropriations 
for fiscal year 1978 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, first session, on 
H.R. 7933 ..., 79-21416, 79-21417 


Department of Defense appropriations 
for fiscal year 1979 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session., 
79-5017 


Department of Defense appropriations 
for fiscal year 1980 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-sixth Congress, first session., 
79-21418 

GBU-15 modular guided weapon system : 
hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
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partment of Defense., 79-12310 


United States, Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Departments of Labor and Health, 
Education, and Welfare and Related 
Agencies. 

Black lung supplemental and oversight on 
HEW positions : hearing before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session : 
special hearing., 79-12309 


Brown lung : hearing before a Subcom- 
mittee of the Committee on Appropri- 
ations, United States Senate, Ninety- 
fifth Congress, first session : special 
hearing, Department of Health, Educa- 
tion, and Welfare., 79-8773 


Congregate housing services program : 
hearing before subcommittees of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session : special hearing : De- 
partment of Housing and Urban Devel- 
opment, Departments of Labor, and 
Health, Education, and Welfare /, 79- 
21422 


Departments of Labor and Health, Edu- 
cation, and Welfare and related agen- 
cies appropriations for fiscal year 1979 
: hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second  session., 79-5018, 79-15846, 
79-17421, 79-18892 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Energy and Water Development. 

Energy and water development appropri- 
ations for fiscal year 1980 : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, Ninety-sixth Congress, first ses- 
sion., 79-15845, 79-17418 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Foreign Assistance and Related Programs. 
Foreign assistance and related programs 

appropriations for fiscal year 1980 : 
hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-sixth Congress, 
first session, on H.R. 4473 ...., 79- 
23327 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
HUD-Independent Agencies. 

Congregate housing services program : 
hearing before subcommittees of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session : special hearing : De- 
partment of Housing and Urban Devel- 
opment, Departments of Labor, and 
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Health, Education, and Welfare /, 79- 
21422 


Department of Housing and Urban De- 
velopment, and certain independent 
agencies appropriations for fiscal year 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session, on H.R. 12936 ..., 
79-3033, 79-12311, 79-17419, 79- 
21420, 79-21421 


Federal Home Loan Bank Board building 
: hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session : special hearing ..., 79- 
10415 


New York City loan guarantee appropri- 
ations : hearing before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session : special hearing., 
79-5019 


Veterans Administration benefits pro- 
grams in the Republic of the Philip- 
pines : hearing before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, first session., 79-8776 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Military Construction. 

Department of Defense appropriations 
for fiscal year 1978 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, first session, on 
H.R. 7933 ..., 79-21416, 79-21417 


Military construction appropriations for 
fiscal year 1980 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-sixth Congress, first session, on 
H.R. 4391 ...., 79-17423 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Public Works. 

Public works for water and power devel- 
Opment and energy research appropri- 
ations for fiscal year 1979 : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, United States 
Senate, Ninety-fifth Congress, second 
session., 79-12312 


United States. Congress, Senate. Committee 
on Appropriations. Subcommittee on State, 
Justice, Commerce, the Judiciary, and 
Related Agencies. 

Departments of State, Justice, and Com- 
merce, the Judiciary, and related agen- 
cies appropriations for fiscal year 1979 
: hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session., 79-5020, 79-21425 
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United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on the 
Dept. of the Interior and Related 


Agencies. 

Department of the Interior and related 
agencies appropriations for fiscal year 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session, on H.R. 12932 

79-17420 


United States. Congress. Senate. Committee 
on Appropriations, Subcommittee on the 
District of Columbia. 

District of Columbia appropriations for 
fiscal year 1979 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session, 
on H.R. 13468 ..., 79-3032, 79-8774, 
79-10413 


District of Columbia appropriations for 
fiscal year 1980 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-sixth Congress, first session., 
79-15844 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on the 
Legislative Branch. 

Fraud in government : hearing before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session : 
special hearing ..., 79-10414 


Improving government debt collection 
operations : hearings before a subcom- 
mittee of the Committee on Appropri- 
ations, United States Senate, Ninety- 
sixth Congress, first session : special 
hearing, legislative branch., 79-21419 


Legislative branch appropriations for 
fiscal year 1978 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, first session ..., 
79-21423 


Legislative branch appropriations for 
fiscal year 1980 : hearings before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-sixth Congress, first session., 
7179-17422, 79-21424 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Transportation and Related Agencies. 
Coast Guard oilspill cleanup program : 
hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session : special hearing., 79- 
6601 

Coast Guard‘s resource needs for re- 
sponding to oilspills : hearing before a 
Subcommittee of the Committee on 
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Appropriations, United States Senate, 
Ninety-fifth Congress, second session : 
special hearing., 79-6600 

Department of Transportation and related 
agencies appropriations for fiscal year 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session., 79-5021 


Department of Transportation and related 
agencies appropriations for fiscal year 
1980 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-sixth Con- 
gress, first session, on H.R. 4440 ....., 
79-21426 


United States. Congress. Senate. Committee 


Treasury, Postal Service, and general 
government appropriations for fiscal 
year 1979 : hearings before a subcom- 
mittee of the Committee on Appropri- 
ations, United States Senate, Ninety- 
fifth Congress, first session., 79-5022 


United States. Congress. Senate. Committee 
on Appropriations. Transportation 
Subcommittee. 

Report to Subcommittee on Transporta- 
tion of the Senate Appropriations 
Committee on the Minority Business 
Rsource Center /, 79-6428 


United States. Congress. Senate. Committee 
on Armed Services. 

An Air Force grade extensions of certain 
other current military personnel prac- 
tices : report to accompany S. 3454., 
79-5176 


Authorizing appropriations for fiscal year 
1979 for military procurement, research 
and development, active duty, selected 
reserve, and _ civilian personnel 
strengths, civil defense, and for other 
purposes : report to accompany S. 
3486., 79-3391 

Authorizing appropriations for fiscal year 
1980 for intelligence activities of the 
U.S. government, the intelligence com- 
munity staff, the Central Intelligence 
Agency retirement and _ disability 
system, and for other purposes : report 
to accompany S. 975., 79-17678 


Authorizing appropriations for fiscal year 
1980 for military procurement, research 
and development, active duty, selected 
reserve, and _ civilian personnel 
strengths, civil defense, and for other 
purposes : report to accompany S. 428 

. together with additional views /, 
79-19072 


Authorizing the Secretary of Defense to 
provide transportation to the Girl 
Scouts of the United States of America 
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in connection with international world 
friendship events or troops on foreign 
soil meetings, and for other purposes : 
report to accompany S. 3373., 79- 
7108 


Broadening eligibility for the Junior Re- 
serve Officers‘ Training Corps program 
: report to accompany H.R. 7161., 79- 
3385 


Certain nominations in the Army, Navy, 
Air Force, and the Marine Corps : 
hearing before the Committee on 
Armed Services, United States 
Senate,Ninety-fifth Congress, second 
session ... June 29, 1978., 79-3043 

The consequences of a comprehensive 
test ban treaty : report /, 79-6611 


Department of Defense authorization for 
appropriations for fiscal year 1979 : 
hearings before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2571 ..., 79-5026, 79-6612 

Department of Defense authorization for 
appropriations for fiscal year 1980 : 
hearings before the Committee on 
Armed Services, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 428 ..., 79-15849, 79-17428, 79- 
18897, 79-21437 


Department of Defense supplemental ap- 
propriation authorization act, 1979 : 
report to accompany S. 429 together 
with additional views., 79-14611 


Department of Energy national security 
and military applications of nuclear 
energy authorization act of 1980 
report to accompany S. 673 /, 79- 
16051 


Federal acquisition act : hearings before 
the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 1264 ... 
September 22, October 5, 1978., 79- 
8787 


Fiscal year 1979 supplemental military 
authorization hearings before the 
Committee on Armed Services, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 429 ...., 79-15850 


Fiscal year 1980 Department of Energy 
authorization for atomic energy defense 
activities : hearing before the Commit- 
tee on Armed Services, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 673 ... March 26, 1979., 
79-17429 


Implementing the Panama Canal Treaty 
of 1977 and related agreements : report 
to accompany H.R. 111., 79-17708 


Korea, the U.S. troop withdrawal pro- 
gram : report of the Pacific Study 
Group to the Committee on Armed 
Services, United States Senate., 79- 
8788 
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Legislative calendar - Committee on 
Armed Services, United States Senate., 
79-1698 


Military construction authorization, fiscal 
year 1980 : report to accompany S. 
1319., 79-16056 


Naval petroleum and oil shale reserves 
authorization act for fiscal year 1980 : 
report to accompany H.R. 3354., 79- 
23556 


Nomination of Edward C. Meyer to be 
General and Chief of Staff, U.S. Army 
: hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-sixth Congress, first session ... 
June 7, 1979., 79-17430 


Nomination of W. Graham Claytor, Jr., 
to be Deputy Secretary of Defense : 
hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-sixth Congress, first session ... 
July 26, 1979., 79-21435 


Nominations of David C. Jones, Thomas 
B., Hayward, and Lew Allen, Jr. : 
hearings before the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, second session ... 
May 18, 22, 1978., 79-10427 


Nominations of Gen. Robert H. Barrow 
and Vice Adm. James D. Watkins : 
hearing before the Committee on 
Armed Services, United States Senate, 
Ninety-sixth Congress, first session ... 
May 1, 1979., 79-21434 


Nominations of Hans M. Mark, Antonia 
H. Chayes, Robert Jay Hermann, and 
John Howard Moxley III : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, Ninety-sixth 
Congress, first session ... July 13, 1979., 
79-23330 


Nominations of Stanley R. Resor, Duane 
Sewell, and James P. Wade, Jr. : hear- 
ing before the Committee on Armed 
Services, United States Senate, Ninety- 
fifth Congress, second session 
August 3, 1978., 79-8790 


Panama Canal Treaty implementing legis- 
lation : hearings before the Committee 
on Armed Services, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1024 ... June 26-27, 1979., 
79-23331 


Proposed action under Public Law 85- 
804 relating to settlement of Navy ship- 
building claims : hearings before the 
Committee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, August 24-25, 1978., 
79-12313 


Report on the activities of the Committee 
on Armed Services, United States 
Senate., 79-12508 


Requiring reinstitution of registration for 
certain persons under the Military se- 





lective service act and for other pur- 
poses : report together with additional 
and minority views to accompany S. 
109., 79-17692 


S. Res. 555 and S. Res. 556 to disapprove 
pending ship claims settlements under 
Public Law 85-804 : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, September 14, 1978., 
79-12314 


Strategic and critical materials stock 
piling act of 1979 : report to accompa- 
ny H.R. 2154., 79-16054 


The Strategic and critical materials trans- 
action authorization act of 1979 
report to accompany H.R. 595., 79- 
23560 


United States. Congress. Senate. Committee 
on Armed Services. Pacific Study Group. 
Korea, the U.S. troop withdrawal pro- 

gram : report of the Pacific Study 
Group to the Committee on Armed 
Services, United States Senate., 79- 
8788 


United States-Japan security relationship : 
the key to East Asian security and sta- 
bility : report of the Pacific Study 
Group to the Committee on Armed 
Services, United States Senate, March 
22, 1979., 79-14369 


United States. Congress. Senate. Committee 
on Armed Services. Subcommittee on 
Manpower and Personnel. 

Benefits for survivors of military person- 
nel : hearing before the Subcommittee 
on Manpower and Personnel of the 
Committee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session ... August 17, 1978., 
79-10425 


Defense officer personnel management 
act : hearings before the Subcommittee 
on Manpower and Personnel of the 
Committee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, on H.R. 5503 ... June 
27, 1978., 79-8789 


Military recruiting practices : hearings 
before the Subcommittee on Manpower 
and Personnel of the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, second session, 
October 10 and 12, 1978., 79-17431 


Reinstitution of procedures for registra- 
tion under the Military selective serv- 
ice act : hearing before the Subcommit- 
tee on Manpower and Personnel of the 
Committee on Armed Services, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 109 ... S. 226 ... 
March 13, May 21, July 10, 1979., 79- 
17432 


Status of the all-volunteer armed force : 
hearing before the Subcommittee on 
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Manpower and Personnel of the Com- 
mittee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, June 20, 1978. 79- 
12317 


United States. Congress. Senate. Committee 


on Armed Services. Subcommittee on 

Military Construction and Stockpiles. 

Consideration of stockpile legislation : 
hearings before the Subcommittee on 
Military Construction and Stockpiles of 
the Committee on Armed Services, 
United States Senate, Ninety-fifth Con- 
gress, second session ... March 8, 9, 
1978., 79-12316 


Department of Defense base realinement 
policy : hearing before the Subcommit- 
tee on Military Construction and 
Stockpiles of the Committee on Armed 
Services, United States Senate, Ninety- 
fifth Congress, second session, August 
4, 1978., 79-12315 


Energy initiatives review, Department of 
Defense : hearing before the Subcom- 
mittee on Military Construction and 
Stockpiles of the Committee on Armed 
Services, United States Senate, Ninety- 
fifth Congress, second session, Decem- 
ber 18, 1978., 79-10426 


Military construction authorization, fiscal 
year 1980 : hearing before the Subcom- 
mittee on Military Construction and 
Stockpiles of the Committee on Armed 
Services, United States Senate, Ninety- 
sixth Congress, first session, on S. 856 
.. April 25, 1979., 79-21436 


Naval petroleum reserves : hearing before 
the Subcommittee on Military Con- 
struction and Stockpiles of the Com- 
mittee on Armed Services, United 
States Senate, Ninety-sixth Congress, 
first session, on H.R. 3354 ... July 19, 
1979., 79-23332 


Stockpile commodity legislation : hearing 
before the Subcommittee on Military 
Construction and Stockpiles of the 
Committee on Armed Services, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 27 ... H.R. 595 ... S. 
1397 ... July 10, 1979., 79-23333 


Strategic and critical materials stock 
piling act revision : hearing before the 
Subcommittee on Military Construc- 
tion and Stockpiles of the Committee 
on Armed Services, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 290 ... March 19, 1979., 
79-15851 


United States. Congress, Senate. Committee 


on Armed Services. Subcommittee on 

Research and Development. 

Impact of SALT on U.S. military re- 
search and development hearing 
before the Subcommittee on Research 
and Development of the Committee on 
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Armed Services, United States Senate, 
Ninety-fifth Congress, second session, 
June 8, 1978., 79-21438 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Alternative mortgages : hearings before 

the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... August 21 and 22, 1978., 
79-6620 


Amending the Credit control act : hear- 
ings before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 35 ... S. 389 ... May 
23 and 24, 1979., 79-23339 


Amending the International banking act 
of 1978 : report to accompany S. 1646., 
79-23539 


Assignment of claims act : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate ..., 
79-3380 


Authorization of appropriations for inter- 
national affairs functions of the Depart- 
ment of the Treasury for fiscal year 
1980 : report to accompany S. 976., 
79-16044 


Authorizing the issuance of a gold medal 
to John Wayne : report to accompany 
S. 631., 79-19045 


Authorizing the issuance of a gold medal 
to the widow of Hubert H. Humphrey 
: report to accompany S. 613., 79- 
19044 


Authorizing the issuance of gold medals 
to the first transatlantic balloonists, Ben 
Abruzzo, Maxie Anderson, and Larry 
Newman : report to accompany S. 
348., 79-19043 


Authorizing the President of the United 
States to present a gold medal to the 
widow of Robert F. Kennedy : report 
to accompany H.R. 8839., 79-7127 


Civil defense : hearing before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, second session ... Janu- 
ary 8, 1979., 79-18901 


Competition in banking act of 1977 : 
hearings before the Committee on 
Banking, Housing and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 72 ..., 79- 
3047 


Consolidated banking regulation act of 
1978 : joint hearings before the Com- 
mittee on Governmental Affairs and 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session on §.2750 ... August 23 and 24, 
1978., 79-10486 





Consolidated banking regulation act of 
1979 : joint hearings before the Com- 
mittee on Governmental Affairs and 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 332 ... February 28 and May 
15, 1979., 79-23397 


Council on Wage and Price Stability 
amendments of 1979 : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, to 
accompany S. 349, together with addi- 
tional and minority views., 79-12546, 
79-14592 


Credit card solicitations : hearing before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... January 9, 1979., 79-14378 


Defense production act extension amend- 
ments of 1979 : report of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, to ac- 
company S. 932., 79-16041 


Department of Defense contract profit 
policy hearing before the Senate 
Committee on Banking, Housing, and 
Urban Affairs jointly with the Subcom- 
mittee on Priorities and Economy in 
Government of the Joint Economic 
Committee, Ninety-sixth Congress, first 
session, March 21, 1979., 79-21447 


Development financing act of 1979 : 
report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany S. 1150 
together with additional and minority 
views., 79-16040 


Economic and social consequences of nu- 
clear attacks on the United States : a 
study /, 79-14379 


Economic and social consequences of nu- 
clear attacks on the United States 
[erratat : a study /, 79-21450 


The elderly in housing : hearing before 
the Subcommittee on Housing and 
Urban Affairs of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session ... Clifton, New 
Jersey, April 23, 1979., 79-23342 


Energy capital requirements : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... September 27, 1978., 
79-12322 


Energy financing legislation : hearings 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, 
first session ... July 25, 26, and 27, 
1979., 79-21451 


Export administration act of 1979 : report 
of the Committee on Banking, Hous- 
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ing, and Urban Affairs, United States 
Senate, to accompany S. 737 together 
with additional views., 79-16043 

Expressing the sense of the Senate that 
further efforts be made by Federal de- 
partments and agencies to channel ad- 
ditional deposits to minority-owned 
commerical banks and savings and loan 
associations : report to accompany S. 
Res. 411., 79-9407 


Extending the authorization for the strik- 
ing of bicentennial medals : report to 
accompany S. 3581., 79-7123 

Extension of the Council on Wage and 
Price Stability : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 349 ... February 8 and 9, 1979., 79- 
14377 


Federal credit programs : hearing before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... March 2, 1979., 79-17443 

Federal Reserve requirements act of 1978 
: hearings before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 3304 ..., 
79-8808 


Federal Reserve's first monetary policy 
report for 1979 : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-sixth Congress, first session ... 
February 20 and 23, 1979., 79-14381 

Full employment and balanced growth 
act of 1978 : joint hearing before the 
Committee on Human Resources and 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 50 ..., 79-5087 

Housing and community development 
amendments of 1979 : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, to 
accompany S. 1149 together with addi- 
tional views., 79-16039 


Interest rate control act amendments of 
1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
3499 together with additional views., 
79-7113 


Legislative calendar - Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate., 79-1700 


Monetary policy improvement act of 
1979 : hearings before the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-sixth 
Congress, first session, on S. 85 ... S. 
353 ..... 79-15861 


Page I-417 





U.S. Congress. Senate. Committee on Banking, Housing, and Urban Affairs. 


Monetary policy report from the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate., 79- 
17651, 79-23545 


National public works and economic de- 
velopment act of 1979 : hearings before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 914....,  79-21457 


National public works and economic de- 
velopment act of 1979 : joint report of 
the Committee on Environment and 
Public Works and the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
914 together with additional views., 
79-23537 


New York City financial aid : hearings 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2892 ... and H.R. 
12426 ..., 79-5037 


New York City loan guarantee act : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, 
first session ... February 7, 1979., 79- 
14382 


Nomination of Andrew A. DiPrete : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, on the nomination 
of Andrew A. DiPrete to be a member 
of the Federal Home Loan Bank 
Board, June 13, 1979., 79-21449 


Nomination of Emmett J. Rice : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, 
first session ... June 5, 1979., 79-17447 


Nomination of Frederick H. Schultz : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session ... June 25, 1979., 
79-21459 


Nomination of George C. Eads : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, 
first session, on the nomination of 
George C. Eads to be a member of the 
Council of Economic Advisers, April 
25, 1979., 79-15859 


Nomination of Nancy H. Teeters : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... September 11, 1978., 
79-5039 


Nomination of P. A. Mack, Jr. : hearing 
before the Committee on Banking, 
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Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, 
first session .. July 24, 1979., 79- 
23344 


Nomination of Paul A. Volcker : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, 
first session, on the nomination of Paul 
A. Volcker, to be Chairman, Board of 
Governors, Federal Reserve System, 
July 30, 1979., 79-23346 


Nominations of Hugh F. Owens, Ralph 
D. DeNunzio, Brenton H. Rupple, and 
Michael A. Taylor : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session ... 
to be directors, Securities Investor Pro- 
tection Corporation, April 19, 1978., 
79-21458 


Nominations of Irvine H. Sprague, Wil- 
liam B. Welsh, and Sterling Tucker : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session ... January 29, 1979., 
79-14383 


Oversight activities of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate; a report. 79- 
14606 


The President‘s new anti-inflation pro- 
gram : hearing before the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-fifth 
Congress, second session ... November 
3, 1978., 79-8803 


Reauthorization of Federal Insurance Ad- 
ministration insurance programs 
report to accompany S. 903., 79- 
23531 


Repeal of notice requirement under the 
Right to financial privacy act of 1978 : 
report to accompany S. 37., 79-12516 


Report of the Committee on Banking, 
Housing, and Urban Affairs : present- 
ing its recommendations and estimates 
for the next 5 fiscal years beginning 
with 1980 to the Committee on the 
Budget /, 79-14376 


Report of the Committee on Banking, 
Housing, and Urban Affairs pursuant to 
section 302(b) of the Congressional 
budget act of 1974., 79-17679 


Report of the Committee on Banking, 
Housing, and Urban Affairs pursuant to 
section 302(b) of the Congressional 
budget act of 1974 : report., 79-7116 


Rural housing amendment of 1979 
report to accompany S. 1064., 79- 
17671 


Second meeting on the conduct of mone- 
tary policy : hearings before the Com- 
mittee on Banking, Housing, and Urban 
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Affairs, United States Senate, Ninety- 
fifth Congress, second session ... April 
24 and 25, 1978., 79-8806 


Small business defense procurement prob- 
lems : hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... September 29, 
1978., 79-10432 


Strategic stockpile policy : hearing before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... November 14, 1978., 79- 
10433 


Susan B. Anthony dollar coin act of 1978 
: hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session on S. 3036 ... July 
17, 1978., 79-3045 


The Susan B. Anthony dollar coin act of 
1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
3036, together with additional views., 
79-3383 


Third meeting on the conduct of mone- 
tary policy : hearings before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, second session ... No- 
vember 15 and 16, 1978., 79-8807 


Tie-ins of the sale of insurance by banks 
and bank holding companies : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, 
first session, on a study by the Federal 
Reserve Board ... June 14, 1979., 79- 
21455 


Trading in foreign exchange markets : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... December 20, 
1978., 79-12325 


Treasury sales of U.S. gold and the Gold 
medallian act of 1978 : hearing before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2843 ... August 25, 1978., 
79-10434 


Truth in lending simplification and 
reform act : hearing before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on S. 108 
.. §. 37 ... February 2, 1979., 79- 
14384 

Truth in lending simplification and 
reform act : report of the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, to accompa- 
ny S. 108., 79-19031 
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U.S. export control policy and extension 
of the Export administration act : hear- 
ings before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, 
first session., 79-15860, 79-17445 


Urban policy initiatives : hearings before 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 3209 ... S. 3210 ... S. 3211 
July 11 and 12, 1978., 79-8809 


Use of export controls and export credits 
for foreign policy purposes : hearings 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... October 10 and 11, 
1978., 79-8805 


1978 budgets of bank regulatory agencies 
: hearings before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... Februrary 7 
and 8, 1978., 79-8804 


1979 budgets of bank regulatory agencies 
: hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session ... January 26, 1979., 
79-17442 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on Consumer Affairs. 

Credit card redlining : hearings before 
the Subcommittee on Consumer Affairs 
of the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 15 ... June 4 and 5, 1979., 
79-23340 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on Economic Stabilization. 
Inflation : hearings before the Subcom- 

mittee on Economic Stabilization of 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... March 22 and 23, and April 25, 
1979., 79-17446 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on Financial Institutions. 
Depository institutions deregulation act 

of 1979 : hearings before the Subcom- 
mittee on Financial Institutions of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 1347 ...., 79-17444, 79-21448, 79- 
23341 


Equity for the small saver : hearings 
before the Subcommittee on Financial 
Institutions of the Committee on Bank- 





ing, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. Con. Res. 5 ... 
S. Res. 59 ... April 11 and 12, 1979., 
79-21452 


NOW accounts, Federal Reserve mem- 
bership, and related issues : hearings 
before the Subcommittee on Financial 
Institutions of the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session ...., 79-21446 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on Housing and Urban 


Affairs. 

FNMA-FHLMC underwriting : hearing 
before the Subcommittee on Housing 
and Urban Affairs of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... December 19, 
1978., 79-21453 


Housing authorization legislation : hear- 
ings before the Subcommittee on Hous- 
ing and Urban Affairs of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on S. 593 
.. S. 745 ... S. 740 ... and related bills, 
April 10, 24, and May 1, 1979., 79- 
21454 


Housing outlook for 1979 hearing 
before the Subcommittee on Housing 
and Urban Affairs of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... December 22, 
1978., 79-14380 


Multifamily housing rehabilitation : hear- 
ing before the Subcommittee on Hous- 
ing and Urban Affairs of the Commit- 
tee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
fifth Congress, second session ... De- 
cember 21, 1978., 79-12324 


Problem of property insurance in urban 
America : hearing before the Subcom- 
mittee on Housing and Urban Affairs 
of the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ... August 7, 1978., 79-5038 


Tax-exempt mortgage revenue bonds : 
hearing before the Subcommittee on 
Housing and Urban Affairs of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-sixth Congress, first session ... 
June 12, 1979., 79-23345 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on International Finance. 
Amending the Export-Import Bank act 

and the Trade act : hearings before the 
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Subcommittee on International Finance 
of the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 339 ... July 12 and 19, 1979., 
79-23343 


Authorization for Treasury‘s international 
affairs functions : hearing before the 
Subcommittee on International Finance 
of the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 976 ... May 3, 1979., 79- 
17449 

Export policy : hearing before the Sub- 
committee on International Finance of 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ..., 79-3048 


Multilateral trade negotiations : hearings 
before the Subcommittee on Interna- 
tional Finance of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session ... April 4 and 5, 
1979., 79-21456 


U.S. export control policy and extension 
of the Export administration act : hear- 
ings before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, 
first session., 79-15860, 79-17445 


U.S. export policy : a report /, 79-12323 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Subcommittee on Rural Housing and 
Development. 

Rural housing authorizations : hearing 
before the Subcommittee on Rural 
Housing and Development, Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-sixth 
Congress, first session, on S. 1000 ... S. 
1064 ... May 4, 1979., 79-17448 


United States. Congress. Senate. Committee 
on Commerce. 

The replacement of Alton Locks and 
Dam 26 : an advisory report of the 
Department of Transportation to the 
Senate Commerce Committee., 79- 
6427 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. 

Amendment to the North Pacific fisheries 
act of 1954 : report to accompany S. 
3082., 79-7098 


Amtrak improvement act of 1979 : report 
to accompany S. 712., 79-19067 
Anadromous fish conservation act au- 


thorizations : report to accompany S. 
838 /, 79-19064 
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Annual report of the Federal Communi- 
cations Commission on the effect of 
Public law 93-107, the Sports antiblack- 
out law, on the broadcasting of sold- 
out home games of professional foot- 
ball, baseball, basketball and hockey., 
79-10439 


Antarctic living marine resources negoti- 
ations : hearing before the National 
Ocean Policy Study of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
fifth Congress, second session ... June 
14, 1978., 79-8823 


Authorization of appropriations for the 
United States Railway Association : 
report to accompany S. 447., 79- 
14607 


Authorization of the National ocean pol- 
lution research and development and 
monitoring planning act for fiscal year 
1980 : report to accompany S. 1122., 
79-16028 


Authorizations for fishery programs 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... April 2, 1979., 
79-18904 


Authorizations for the Federal fire pre- 
vention and control act of 1974 : report 
to accompany S. 1160., 79-16048 


Authorizations for the Hazardous materi- 
als transportation act : report to ac- 
company S. 1141., 79-16037 


Authorize additional appropriations for 
the International travel act of 1961 : 
report to accompany S. 233., 79- 
12519 


Authorizing appropriations for the Office 
of Rail Public Counsel : report to ac- 
company S. 448., 79-14614 


Automotive development : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... March 23, 1979., 79-23348 


Aviation safety : joint hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
and the Committee on Public Works 
and Transportation, House of Repre- 
sentatives,  Ninety-fifth Congress, 
second session ... October 27, 1978., 
79-12330 


Aviation safety and noise abatement act 
of 1979 : report to accompany S. 413., 
79-14603 


Coast Guard authorization hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 709 ... April 9, 1979., 
79-15864 
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Coast Guard authorization, fiscal year 
1980 : report to accompany S. 709., 
79-16030 


Coastal zone management and marine 
sanctuaries reauthorization : hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, 
first session ... April 11, 1979., 79- 
23350 


Deep seabed mineral resources act : joint 
hearings before the Subcommittee on 
Energy Resources and Materials Pro- 
duction of the Committee on Energy 
and Natural Resources and the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 493 ... March 29 and April 9, 1979., 
79-17472 


Deep seabed mineral resources act 
report together with additional views 
to accompany S. 493 /, 79-23543 


Diesel fuel and gasoline conservation act 
of 1977 : hearing before the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
fifth Congress, second session, on S. 
1699 ... September 14, 1978., 79-6632 


Economic regulation of the trucking in- 
dustry : hearing before the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
sixth Congress, first session ...., 79- 
17461 


Federal Trade Commission authorization 
for fiscal years 1980-1982 : report to- 
gether with additional views to accom- 
pany S. 1020., 79-21808 


Fishery conservation and management 
act reauthorization : report to accom- 
pany S. 917., 79-19030 


Hazardous materials transportation : a 
review and analysis of the Department 
of Transportation‘s regulatory program 
/, 7179-17452 


The impact on small communities of 
motor carriage regulatory revision /, 
79-3050 


Industrial technology : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, 
on governmental policy and innovation 
in the semiconductor and computer in- 
dustries October 30, 1978., 79- 
12331 


Intercity bus service in small communi- 
ties /, 79-6624 


International North Pacific Fisheries con- 
vention : hearing before the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
fifth Congress, second session ... May 
10, 1978., 79-8822 
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International visitor facilitation : hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
first session, on international visitor fa- 
cilitation, April 14 and 28, 1977., 79- 
21466 


Legislative calendar - Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate., 79-1703 


Liquefied energy gases : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session ..., 79-10441, 79-12328 


Liquefied natural gas : safety, siting, and 
policy concerns /, 79-6625 


Local rail services act of 1978 : report to 
accompany S. 2981., 79-5359 


Marine mammal protection act : hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
first session ... February 9 and 11, 
1977., 79-21465 


Marine protection, research, and sanctu- 
aries act, title II, authorization for 
fiscal year 1980 : report to accompany 
S. 1123., 79-16029 


Maritime appropriation authorization act 
for fiscal year 1980 : report to accom- 
pany S. 640., 79-16020 


The Merchant marine act, 1936, the Ship- 
ping act, 1916, and related acts : (as 
amended through the 95th Congress), 
January 1, 1979., 79-17524 


Merchant marine march : report to ac- 
company H. Con. Res. 3., 79-14608 


Motor vehicle tractor lengths : hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session, on oversight hearings 
on truck lengths and S. 3431 ... Sep- 
tember 7, 1978., 79-8831 


NASA authorization for fiscal year 1980 : 
hearings before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sixth 
Congress, first session, on S. 357 ..., 
79-10443, 79-15863, 79-21464 


NASA authorization for fiscal year 1980 : 
report of the Committee on Com- 
merce, Science, and Transportation on 
H.R. 1786 ....,  79-16055 


NASA supplemental authorization for 
fiscal year 1979 : report of the Commit- 
tee on Commerce, Science, and Trans- 
portation on H.R. 1787 ..., 79-19051 


National Advisory Committee on Oceans 
and Atmosphere authorization for 
fiscal years 1980 and 1981 : report to 
accompany S. 951., 79-16027 





January — December 1979 


National aeronautics and space act of 
1958, as amended, and related legisla- 
tion /, 79-8814 


National aquaculture organic act of 1978 
: hearings before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, second session, on S. 2582, 
S. 2762, and H.R. 9370 ..., 79-8818 


National export program : hearing before 
the Committee on Commerce, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session 
..» September 28, 1978., 79-5046 


National tourism policy act : report to 
accompany S. 1097., 79-16025 

National tourism policy study : hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session ... September 20, 26, and 
28, 1978., 79-8830, 79-17454 


Nomination and reauthorization of the 
Federal fire prevention and control act 
: hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sixth 
Congress, first session, on nomination, 
Gordon Vickery, to be Administrator, 
United States Fire Administration ... 
February 26, 1979., 79-23357 


Nomination, Civil Aeronautics Board : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on nomination of 
Marvin S. Cohen, to be a member, 
Civil Aeronautics Board, September 
26, 1978., 79-5049, 79-6630 


Nomination, Consumer Product Safety 
Commission : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, 
on nomination of Samuel D. Zagoria, 
to be a member, Consumer Product 
Safety Commission, October 5, 1978., 
79-5050 


Nomination, National Transportation 
Safety Board : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, 
on nomination of Francis H. McA- 
dams, to be a Member of the National 
Transportation Board, July 31, 1978., 
79-3052, 79-17459 


Nomination of Assistant Secretary for 
Maritime Affairs : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-sixth Congress, first session, on 
nomination of Samuel B. Nemirow to 
be Assistant Secretary for Maritime Af- 
fairs, June 29, 1979., 79-21477 





National Telecc ications and In- 
formation Administration hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session ... April 14, 1978., 79- 
3053 





Nomination of associate administrator to 


the National Oceanic and Atmospheric 
Administration : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session ... 
May 22, 1978., 79-8820 


Nomination of Commissioner to the Con- 


sumer Product Safety Commission : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session, on nomination of 
Stuart M. Statler to be a Commissioner 
of the Consumer Product Safety Com- 
mission, July 10, 1979., 79-23352 


Nomination of Commissioner to the Fed- 


eral Trade Commission : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on nomination of Robert Pi- 
tofsky, to be a Commissioner, Federal 
Trade Commission, June 22, 1978., 
79-6629 


Nomination of Under Secretary of Com- 


merce : hearing before the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of Luther H. Hodges, Jr., to be 
Under Secretary of Commerce, May 
24, 1979., 79-17462 


Nominations, Board of Directors of 


USRA : hearing before the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
fifth Congress, second session ... Sep- 
tember 7, 1978., 79-5048 


Nominations of inspector general : hear- 


ing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... April 30, 1979., 
79-15865 


Nominations to the Federal Communica- 


tions Commission and the Communica- 
tions Satellite Corporation : hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, 
first session ... February 23, 1979., 79- 
23355 


Nominations to the Interstate Commerce 


Commission : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-sixth Congress, first session, on 
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Nomination of Assistant Secretary to the 


nomination of Marcus Alexis, Darius 
W. Gaskins, Jr., and Thomas A. Tran- 
tum to be members of the Interstate 
Commerce Commission, June 27, 1979., 
79-23353 


Nominations to the National Passenger 


Corporation and United States Railway 
Association : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-sixth Congress, first session ... 
February 21, 1979., 79-14387 


Ocean shipping act of 1978 : report to 


accompany H.R. 9998., 79-3396 
hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-sixth Congress, first session ... 
April 11, 1979., 79-21472 


Oil spill liability and compensation : hear- 


ings before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, first session ... June 9, 10, and 20, 
1977., 79-21470 


hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-sixth Congress, first session ... 
June 22, 1979., 79-23351 

hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 411 ... February 8, 
April 25 and 26, 1979., 79-21475 


Pipeline safety act of 1979 : report to 


accompany S. 411., 79-19066 


Reauthorization of the National Advisory 


Committee on Oceans and Atmosphere 
: hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sixth 
Congress, first session April 10, 
1979., 79-17457 


Reciprocal fisheries agreement for 1978 


between the United States and Canada 
: hearing before the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, second session .... May 10, 
1978., 79-8816 


Regulation of air cargo freight transpor- 


tation : hearing before the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
sixth Congress, first session ... April 5, 
1979., 79-23354 


Report of the Committee on Commerce, 


Science, and Transportation pursuant 
to section 302(b) of the Congressional 
budget act of 1974., 79-17693 


Report of the Senate Committee on Com- 


merce, Science, and Transportation, 
submitted pursuant to section 302(b) of 
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the Congressional budget act of 1974., Authorizations for the FTC : hearing sumers of the Committee on Com- 
79-9418 before the Subcommittee for Consum- merce, Science, and Transportation, 
Report of the Senate Committee on Com- ers of the Committee on Commerce, United States Senate, Ninety-fifth Con- 
merce, Science, and Transportation to Science, and Transportation, United gress, second session, on S. 3118 ... Oc- 


the Senate Committee on the Budget /, a Senate, E* = tober 23 and 24, 1978., 79-8836 
79-12327 irst session, on S. .. May 2, 


ee 1979., 79-17464 United States. Congress. Senate. Committee 

Report on radiation health and safety /, | 4 uthorizations for the Natural gas pipe- | om Commerce, Science, and 

Lal line safety act : hearing before the Sub- Transportation. Subcommittee on Aviation. 
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79-21696 merce, Science, and Transportation, before the Subcommittee on Aviation 


Selected papers on the National Bureau United States Senate, Ninety-fifth Con- of the Committee on Commerce, Sci- 
of Standards /, 79-6626 gress, first session, on S. 957 ... May 5, ence, and Transportation, United States 
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; mittee on Commerce, Science, and tion act of 1978 : hearings before the 

The third U.N. Law of the Sea Confer- 


, Transportation, United States Senate, Subcommittee on Aviation of the Com- 
ence : (from the 1967 Pardo resolution Ninety-fifth Congress, second session ... mittee on Commerce, Science, and 
through the 6th session of the third November 21 and 22, 1978., 79-12332 Transportation, United States Senate, 
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United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. Subcommittee on 
Merchant Marine and Tourism. 

Allocation of energy sources to the travel 
and tourism industry : hearing before 
the Subcommittee on Merchant Marine 
and Tourism of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sixth 
Congress, first sesion, on S. Res. 87 ... 
April 2, 1979., 79-17460 


Authorize appropriations for certain 
maritime programs : hearing before the 
Subcommittee on Merchant Marine 
and Tourism of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sixth 
Congress, first session, on S. 640 ... 
April 4, 1979., 79-17458 


Authorize appropriations for USTS 
hearing before the Subcommittee on 
Merchant Marine and Tourism of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 233 ... February 2, 1979., 79-12333 


Intercoastal shipping act of 1933 : hearing 
before the Subcommittee on Merchant 
Marine and Tourism of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
fifth Congress, second session, on H.R. 
6503 ... August 29, 1978., 79-5045 


Ocean shipping act of 1978 : hearing 
before the Subcommittee on Merchant 
Marine and Tourism of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2873 ... May 17 and September 6, 
1978., 79-8826 


Revitalization of the American passenger 
fleet : hearing before the Subcommittee 
on Merchant Marine and Tourism of 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1281 ... S. 1365 ... June 28, 
1979., 79-21478 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. Subcommittee on Science, 
Technology, and Space. 

Export policy : hearing before the Sub- 
committee on International Finance of 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ..., 79-3048 

NASA authorization for fiscal year 1979 : 
hearings before the Subcommittee on 
Science, Technology, and Space of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2527..., 79-8819 





Nominations to the U.S. Metric Board : 
hearing before the Subcommittee on 
Science, Technology, and Space of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
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justment clause increases, 1977 /, 79- 
8921, 79-10492 


Government preparedness for weather 
emergencies for winter of 1977-1978 : 
hearings before the Subcommittee on 
Intergovernmental Relations of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session., 79-3080 


Impact of natural gas prices on consum- 
ers : hearings before the Subcommittee 
on Intergovernmental Relations of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, on March 7, 1979, 
Washington, D.C., and March 10, 1979, 
Memphis, Tenn., 79-21563 


Public attitude toward congressional 
review of programs : hearing before 
the Subcommittee on Intergovernmen- 
tal Relations of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session , April 26, 1978., 79-10485 


Reorganization plan no. 3 of 1978 (disas- 
ter preparedness) : hearings before the 
Subcommittee on Intergovernmental 
Relations of the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, June 20 and 21, 1978., 79- 
8918 


Small communities act of 1978 : hearing 
before the Subcommittee on Intergov- 
ernmental Relations of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 3277 ... August 2, 1978., 
79-5083 

Urban policy in America hearings 
before the Subcommittee on Intergov- 
ernmental Relations of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session ..., 79-8920 


United States. Congress. Senate. Committee 
on Governmental Affairs. Subcommittee on 
Reports, Accounting, and Management. 
Energy advisers : an analysis of Federal 
advisory committees dealing with 
energy /, 79-21557 

Interlocking directorates among the 
major U.S. corporations : a staff study 
/, 79-7092 

Voting rights in major corporations : a 
staff study /, 79-3366 
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on Human Resources. 
Adolescent health, services, and pregnan- 
cy prevention and care act of 1978 : 
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report to accompany S. 2910., 79- 
9406 


Adolescent health, services, and pregnan- 
cy prevention care act of 1978 : hear- 
ings before the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2910 ... June 14, and July 12, 
1978., 79-8922 


Better jobs and income act, 1978 : hear- 
ings before the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2084 ... March 22 and 23, 1978., 
79-8925 


College opportunity act of 1978 : joint 
hearing before the Committee on 
Human Resources, United States 
Senate, and the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, second 
session, on S. 2539 ... February 9, 
1978., 79-8927 


Disease prevention and health promotion 
act of 1978 : report together with addi- 
tional views, to accompany S. 3116., 
79-5377 


Domestic violence, 1978 : hearings before 
the Subcommittee on Child and Human 
Development of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session ... Los Angeles, Calif., March 4, 
1978, Washington D.C., March 8, 
1978., 79-8928 


Education amendments of 1977 : report 
to accompany S. 1752., 79-21699 


Full employment and balanced growth 
act of 1978 : joint hearing before the 
Committee on Human Resources and 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 50 ..., 79-5087 


Indochina migration and refugee assist- 
ance amendments of 1978 : hearings 
before the Committee on Human Re- 
sources, United States Senate, Nintey- 
fifth Congress, second session, on S. 
3309 ... and related bill, August 9, 
1978., 79-5091 


Indochina migration and refugee assist- 
ance amendments of 1978 : report to 
accompany S. 3309 /, 79-7111 


Labor law reform act of 1978 : hearing 
before the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session, on H.R. 
8410 ... June 29, 1978., 79-3085 

Legislative calendar - Committee on 
Human Resources, United States 
Senate., 79-1714 

Legislative review activity; report of the 
Committee on Human _ Resources, 
United States Senate., 79-14609 
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Longshoremen‘s and harbor workers‘ 
compensation act amendments of 1978 : 
hearing before the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2020 ... September 28, 
1978., 79-12373 


National Art Bank act of 1978 : hearings 
before the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2645 ... August 22 and 23, 1978. 79- 
8933 


Nomination : hearing, 79-21570 


Nomination : hearing before the Commit- 
tee on Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on Howard Jenkins, Jr., of 
Maryland, to be a Member of the Na- 
tional Labor Relations Board, Septem- 
ber 7, 1978., 79-3086, 79-6678, 79- 
8935, 79-8936, 79-8937, 79-8938, 
79-8939, 79-21571, 79-21572 


Report of the Committee on Human Re- 
sources /, 79-7104 


Uses of state administered Federal educa- 
tion funds; annual report of the U.S. 
Commissioner of Education to the 
Senate Committee on Human Re- 
sources, House Committee on Educa- 
tion and Labor., 79-4253 


Youth unemployment, 1978 hearing 
before the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress second session ... July 
31, 1978., 79-10498 


Alcohol prevention programs, 1978 


hearing before the Subcommittee on 
Alcoholism and Drug Abuse of the 
Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session ... March 24, 
1978, Bangor, Maine., 79-6674 


Drug abuse office, prevention, and treat- 


ment amendments of 1978 : hearing 
before the Subcommittee on Alcohol- 
ism and Drug Abuse of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2916 ... April 19, 1978., 
79-8929 


Occupational alcoholism programs under 


Federal contracts, 1978 : joint hearing 
before the Subcommittee on Alcohol- 
ism and Drug Abuse of the Committee 
on Human Resources and the Subcom- 
mittee on Federal Spending Practices 
and Open Government of the Commit- 
tee on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2515 ... August 
17, 1978., 79-8923 


Phencyclidine (PCP or angel dust) : joint 


hearings before the Subcommittee on 
Alcoholism and Drug Abuse of the 
Committee on Human Resources and 
the Subcommittee to Investigate Juve- 
nile Delinquency of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 2778 ... June 7 and 21, 1978., 
79-8941 
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session, on S. 2522 ... 
1978., 79-3082 


February 24, 


Sudden infant death syndrome act exten- 


sion, 1978 : hearing before the Subcom- 
mittee on Child and Human Develop- 
ment of the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2523 ... March 1, 1978., 79-8943 


White House Conference on Families, 


1978 : joint hearings before the Sub- 
committee on Child and Human Devel- 
opment of the Committee on Human 
Resources, United States Senate, and 
the Subcommittee on Select Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-fifth Congress, second session ... 
February 2 and 3, 1978., 79-6677 


United States. Congress. Senate. Committee 
on Human Resources. Subcommittee on 
Education, Arts, and Humanities. 

The arts are fundamental to learning : 


joint hearing before the Subcommittee 
on Select Education of the Committee 
on Education and Labor, House of 
Representatives and the Special Sub- 
committee on Education, Arts, and Hu- 
manities of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, first session ... 
May 25, 1977., 79-21484 


Education amendments of 1977 : hearings 


before the Subcommittee on Education, 
Arts, and Humanities of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 


United States. Congress. Senate. Committee 
on Human Resources. Subcommittee on 
United States. Congress. Senate. Committee Child and Human Development. 


on Human Resources. Subcommittee on Child care and child development pro- 
Aging. grams, 1977-78 : hearings before the 


sion, on S. 1753 ..., 79-3081 


Family contribution schedule for the 
basic educational opportunity grant 
program, 1978 : hearing before the 


Older Americans act of 1978 : hearings 


Subcommittee on Child and Human 


before the Subcommittee on Aging of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2850 ..., 
79-10496 


Special needs and problems of older 
Americans in rural and small communi- 
ties : hearing before the Subcommittee 
on Aging of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, second session ... 
July 28, 1978, Portland, Maine., 79- 
8940 


Development of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, first and 
second sessions ..., 79-5084, 79-8926 


Children and youth camp safety act, 1978 
: hearing before the Subcommittee on 
Child and Human Development of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 258 ... 
March 21, 1978., 79-6675 


Domestic volunteer service act extension, 


Subcommittee on Education, Arts, and 
Humanities of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session ... September 28, 1978., 79- 
10493 


Tuition advance fund act, 1978 : hearing 


before the Subcommittee on Education, 
Arts, and Humanities of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 3044 ... October 25, 1978, 
Boston, Mass., 79-10497 


1978 : hearings before the Subcommit- United States. Con . Sensi” Cieeetites 


tee on Child and Human Development on Hi Ressurees, Subcomeniites on 


of the Committee on Human Re- 
sources, United States Senate, Ninety- ea ee ee 


fifth Congress, second session ... Febru- 
ary 9 and 20, 1978., 79-8944 


Family planning services and population 


United States. Congress. Senate. Committee 
on Human Resources. Subcommittee on 
Alcoholism and Drug Abuse. 

Alcohol and drug abuse education 
amendments of 1978 : hearing before 
the Subcommittee on Alcoholism and 


Comprehensive employment and training 
amendments of 1978 : hearings before 


Drug Abuse of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2915 ... April 20, 1978., 
79-8924 





research act extension of 1978 : hearing 
before the Subcommittee on Child and 
Human Development of the Committee 
on Human Resources, United States 





the Subcommittee on Employment, 
Poverty, and Migratory Labor of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2570 ...., 
79-8932 
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Economic opportunity amendments of 
1977-78 : hearings before the Subcom- 
mittee on Employment, Poverty, and 
Migratory Labor of the Committee on 
Human Resources, United States Sente, 
Ninety-fifth Congress, second session, 
on S. 2090 ... Nov. 21, 1977, and 
March 13 and 14, 1978., 79-6676 


Full employment and balanced growth 
act of 1978 : joint hearing before the 
Committee on Human Resources and 
the Committee on Banking, Housing, 
and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 50 ..., 79-5087 


Report on the programs authorized under 
the Economic opportunity act of 1964, 
as amended /, 79-8931 


Youth employment and training act of 
1977 : hearings before the Subcommit- 
tee on Employment, Poverty, and Mi- 
gratory Labor of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1242 ... H.R. 2992 ... April 
20, 21, 22, 1977., 79-6679 
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Congress,second session ... 
1978., 79-3084 


National health insurance, 1978 : hearings 
before the Subcommittee on Health 
and Scientific Research of the Commit- 
tee on Human Resources, United States 
Senate, second session ..., 79-10494, 
79-17494 


Nurse training amendments of 1978 : 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2416 ... 
April 5, 1978., 79-3087 

Preclinical and clinical testing by the 
pharmaceutical industry, 1977 : hearing 
before the Subcommittee on Health 
and Scientific Research of the Commit- 
tee on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 79-5093 

Recombinant DNA regulation act, 1977 : 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 


May 23, 


session ... October 3, 4, and 5, 1978., 
79-10495 


United States. Congress. Senate. Committee 
on Human Resources. Subcommittee on 
the 
Education for all handicapped children 
act. 1978 : hearing before the Subcom- 
mittee on the Handicapped of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session ... May 13, 1978, 
Portland, Maine., 79-5086 

Oversight on the Developmentally dis- 
abled assistance and bill of rights act, 
1977 : hearing before the Subcommittee 
on the Handicapped of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... March 31, 1977., 79-21569 

Rehabilitation amendments of 1978 
hearings before the Subcommittee on 
the Handicapped of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2600 ... March 10 and 14, 


United States. Congress. Senate. Committee 


United States Senate, Ninety-fifth Con- 


1978., 79-8942 


gress, first session, on S. 1217 ... April 
6, 1977., 79-21573 


on Human Resources. Subcommittee on 
Health and Scientific Research. 
Disease prevention and health promotion 


United States. Congress. Senate. Committee 
on Interior and Insular Affairs. 
The 94th Congress and the energy record 


act of 1978 : hearings before the Sub- 
committee on Health and Scientific Re- 
search of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 3115 ... May 25, June 7, and 9, 
1978., 79-5085 


Drug regulation reform act of 1978 : 
hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2755 ...., 
79-8930 


Health planning amendments of 1978 : 
hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2410 ..., 
79-5090 


Health services extension act of 1978 : 


hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session on S. 2474, to 
amend the Public health service act ..., 
February 9 and March 1, 1978., 79- 
3083 


Marketing and promotion of infant for- 
mula in the developing nations, 1978 : 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth 





United States. Congress. Senate. Committee 
on Human Resources. Subcommittee on 
Labor. 

ERISA improvements act of 1978 : joint 
hearings before the Subcommittee on 
Labor of the Committee on Human 
Resources and the Subcommittee on 
Private Pension Plans and Employees 
Fringe Benefits of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 
3017 ... August 15, 16, and 17, 1978., 
79-5088 


Federal employees flexible and com- 
pressed work schedules act, 1978 
hearing before the Subcommittee on 
Labor of the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 517 ... Aubust 21, 1978., 79-5089 


Legislative history of the Federal mine 
safety and health act of 1977 /, 79- 
5092 


National workers‘ compensation stand- 
ards act of 1978 : hearings before the 
Subcommittee on Labor of the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 3060 ... Septem- 
ber 19, 20, and 22, 1978., 79-8934 


Oversight on the administration of the 
Occupational safety and health act, 
1978 : hearings before the Subcommit- 
tee on Labor of the Committee on 
Human Resources, United States 
Senate, Ninety-fifth Congress, second 
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Clinical laboratory improvement act of 
1979 : report together with additional 
views to accompany S. 590., 79-16026 

The coming decade : American women 
and human resources policies and pro- 
grams, 1979 : hearings before the Com- 
mittee on Labor and Human Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session ..., 79- 
15904 


Domestic volunteer service act amend- 
ments of 1979 : report of the Commit- 
tee on Labor and Human Resources, 
United States Senate, together with ad- 
ditional views to accompany S. 239., 
79-19037 


Drug abuse and treatment act, 1972 : 
report together with minority views to 
accompany S. 525., 79-19041 

The Drug regulation reform act of 1979 : 
report of the Committee on Labor and 
Human Resources, United States 
Senate, to accompany S. 1075 together 
with additional views., 79-23553 

Emergency medical services systems 
amendments of 1979 and Sudden infant 
death syndrome amendments of 1979 : 
report of the Committee on Labor and 
Human Resources, United States 
Senate, to accompany S. 497., 79- 
16019, 79-19039 
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Equal employment opportunity for handi- 
capped individuals act of 1979 : report 
to accompany S. 446., 79-23549 


Equal employment opportunity for the 
handicapped act of 1979 : hearings 
before the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 446 ... June 20 and 21, 
1979., 79-21610 


Erisa improvements act of 1979 : hearings 
before the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 209 ... February 6, 7, and 8, 
1979., 79-17520 


Extend Comprehensive alcohol abuse, 
prevention, treatment, rehabilitation 
act, 1970 : report together with minor- 
ity views to accompany S. 440., 79- 
19040 


Health planning amendments of 1979 : 
report together with minority views to 
accompany S. 544., 79-19036 


Military construction authorization act, 
1980 : adverse report together with mi- 
nority views of the Committee on 
Labor and Human Resources, United 
States Senate, on S. 1319 ....,  79-21815 


National Science Foundation authoriza- 
tion act for fiscal year 1980 : report to 
accompany H.R. 2729., 79-19042 


National Science Foundation authoriza- 
tion act for fiscal year 1980 : report 
together with additional views to ac- 
company S. 527., 79-14616 


Nomination : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-sixth Con- 
gress, first session ... March 12, 1979., 
79-17522, 79-17523, 79-18933, 79- 
18934, 79-23427, 79-23428, 79- 
23429 


Nurse training amendments of 1979 : 
report of the Committee on Labor and 
Human Resources, United States 
Senate, to accompany S. 230. 79- 
19038 


Report of the Committee on Labor and 
Human Resources pursuant to section 
302(b) of the Congressional budget act 
of 1974., 79-21841 


Report of the Senate Committee on 
Labor and Human Resources present- 
ing its views and estimates pursuant to 
the Congressional budget act, Public 
Law 93-344, together with minority 
views to the Committee on the Budget 
on the budget proposed., 79-18932 

Wyant nomination : joint hearing before 
the Committee on Labor and Human 
Resources and Committee on Veterans‘ 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of Dennis R. Wyant, of Maryland, 
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to be Deputy Assistant Secretary of 
Labor for Veterans‘ Employment, 
March 12, 1979., 79-14448 


United States. Congress. Senate. Committee 
on Labor and Human Resources. 
Subcommittee on Alcoholism and Drug 
Abuse. 

Comprehensive alcohol abuse and alco- 
holism prevention, treatment, and reha- 
bilitation act amendments of 1979 : 
hearings before the Subcommittee on 
Alcoholism and Drug Abuse of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session, on S. 440 
.. February 22 and 26, 1979., 79- 
23423 


Drug abuse prevention, treatment, and 
rehabilitation act of 1979 : hearing 
before the Subcommittee on Alcohol- 
ism and Drug Abuse of the Committee 
on Labor and Human Resources, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 525 ... March 
2, 1979., 79-23424 


United States. Congress. Senate. Committee 
on Labor and Human Resources. 
Subcommittee on Child and Human 
Development. 

Domestic volunteer service act amend- 
ments of 1979 : hearings before the 
Subcommittee on Child and Human 
Development of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 239 ... February 8 
and March 7, 1979., 79-15903 


United States. Congress. Senate. Committee 
on Labor and Human Resources. 
Subcommittee on Education, Arts, and 
Humanities. 

Arts, humanities, and museum services 
act of 1979 : hearings before the Sub- 
committee on Education, Arts, and Hu- 
manities of the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1386 ... June 26, 27, and 28, 
1979., 79-23422 


Family contribution schedule for the 
basic educational opportunity grant 
program, 1979 : hearing before the 
Subcommittee on Education, Arts, and 
Humanities of the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... April 6, 1979., 79-23426 


United States. Congress. Senate. Committee 
on Labor and Human Resources. 
Subcommittee on Health and Scientific 
Research. 

Diabetes research and training amend- 
ments and National Diabetes Advisory 
Board extension act of 1979 : hearing 
before the Subcommittee on Health 
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and Scientific Research of the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 451 ... Febru- 
ary 26, 1979., 79-17519 


Emergency medical services systems 
amendments of 1979 : hearing before 
the Subcommittee on Health and Sci- 
entific Research of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 497 ... February 28, 
1979., 79-23425 


Legislative hearing on S. 544, Health 
planning amendments of 1979, S. 230, 
Nurse training amendments of 1979, 
and S. 590, Clinical laboratory im- 
provement act of 1979 : hearing before 
the Subcommittee on Health and Sci- 
entific Research of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 544 ... S. 230 ... S. 
590 ... March 16, 1979., 79-21611 


National Science Foundation authoriza- 
tion act for fiscal years 1980 and 1981 : 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session, on S. 527 
. March 2, 1979., 79-17521 


United States. Congress. Senate. Committee 
on Labor and Public Welfare. 
Subcommittee on Children and Youth. 
Child and family services act, 1975 : 

hearings before the Subcommittee on 
Children and Youth of the Committee 
on Labor and Public Welfare, United 
States Senate, Ninety-fourth Congress, 
first session, on S. 626 and H.R. 2966 
wey 7179-21608 


United States. Congress. Senate. Committee 
on Labor and Public Welfare. 
Subcommittee on Health. 

Preclinical and clinical testing by the 
pharmaceutical industry, 1977 : hearing 
before the Subcommittee on Health 
and Scientific Research of the Commit- 
tee on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 79-5093 


United States. Congress. Senate. Committee 
on Labor and Public Welfare. 
Subcommittee on Labor. 

Teamsters‘ Union Central States pension 
fund, 1976 : hearing before the Sub- 
committee on Labor of the Committee 
on Labor and Public Welfare, United 
States Senate .. Ninety-fourth Con- 
gress, second session ... July 1, 1976., 
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United States. Congress. Senate. Committee 
on Public Works. 
Special bridge replacement program., 
79-17650 


United States. Congress. Senate. Committee 
on Rules and Administration. 

Amending rule XXV of the Standing 
Rules of the Senate to change the name 
of the Committee on Human Resources 
to the Committee on Labor and 
Human Resources : report to accompa- 
ny S. Res. 30., 79-12515 


Annual report of the Policy Coordination 
Group for Technology Development., 
79-14456 


Authorizing additional expenditures by 
the Committee on Agriculture, Nutri- 
tion, and Forestry, for inquiries and in- 
vestigations : report to accompany S. 
Res. 42., 79-12520 


Authorizing additional expenditures by 
the Committee on Appropriations for 
routine purposes : report to accompany 
S. Res. 53., 79-12540 


Authorizing additional expenditures by 
the Committee on Armed Services for 
inquiries and investigations : report to 
accompany S. Res. 81., 79-12521 

Authorizing additional expenditures by 
the Committee on Armed Services for 
routine expenses : report to accompany 
S. Res. 82., 79-12541 


Authorizing additional expenditures by 
the Committee on Banking, Housing, 
and Urban Affairs for inquiries and in- 
vestigations : report to accompany S. 
Res. 57., 79-12522 


Authorizing additional expenditures by 
the Committee on Commerce, Science, 
and Transportation for inquiries and in- 
vestigations : report to accompany S. 
Res. 26., 79-12524 


Authorizing additional expenditures by 
the Committee on Energy and Natural 
Resources for inquiries and investiga- 
tions : report to accompany S. Res. 60., 
79-12525 


Authorizing additional expenditures by 
the Committee on Environment and 
Public Works for inquiries and investi- 
gations : report to accompany S. Res. 
43., 79-12526 


Authorizing additional expenditures by 
the Committee on Finance for inquiries 
and investigations : report to accompa- 
ny S. Res. 52., 79-12527 


Authorizing additional expenditures by 
the Committee on Finance for routine 
purposes : report to accompany S. Res. 
51., 79-12539 

Authorizing additional expenditures by 
the Committee on Foreign Relations 
for inquiries and investigations : report 
to accompany S. Res. 75., 79-12528 
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Authorizing additional expenditures by 
the Committee on Governmental Af- 
fairs for inquiries and investigations : 
report to accompany S. Res. 79., 79- 
12529 

Authorizing additional expenditures by 
the Committee on Human Resources 
for inquiries and investigations : report 
to accompany S. Res. 31., 79-12530 

Authorizing additional expenditures by 
the Committee on Rules and Adminis- 
tration for inquiries and investigations : 
report to accompany S. Res. 36., 79- 
12514 


Authorizing additional expenditures by 
the Committee on Rules and Adminis- 
tration for routine purposes : report to 
accompany S. Res. 238., 79-23555 


Authorizing additional expenditures by 
the Committee on the Budget for in- 
quiries and investigations : report to ac- 
company S. Res. 73., 79-12523 

Authorizing additional expenditures by 
the Committee on the Judiciary for in- 
quiries and investigations : report to ac- 
company S. Res. 48., 79-12531 

Authorizing additional expenditures by 
the Committee on Veterans‘ Affairs for 
inquiries and investigations : report to 
accompany S. Res. 66., 79-12532 

Authorizing additional expenditures by 
the Select Committee on Intelligence : 
report to accompany S. Res. 76., 79- 
12535 


Authorizing additional expenditures by 
the Select Committee on Small Busi- 
ness for inquiries and investigations : 
report to accompany S. Res. 69., 79- 
12533 


Authorizing expenditures by the Select 
Committee on Indian Affairs : report to 
accompany S. Res. 70., 79-12536 

Authorizing expenditures by the Special 
Committee on Aging : report to ac- 
company S. Res. 65., 79-12534 


Authorizing supplemental expenditures 
by the Committee on Environment and 
Public Works for inquiries and investi- 
gations : report to accompany S. Res. 
171., 79-17687 


Authorizing supplemental expenditures 
by the Committee on Finance for in- 
quiries and investigations : report to ac- 
company S. Res. 487., 79-3375 


Authorizing the printing as a Senate doc- 
ument of field notebooks prepared by 
Herbert C. Hoover in connection with 
the Geological atlas of the United 
States, folio 31, Pyramid Peak folio 
California : report to accompany S. 
Res. 114., 79-14613 

Authorizing the printing of a compilation 
of materials entitled “History of the 
Committee on Rules and Administra- 
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tion“, as a Senate document : report to 
accompany S. Res. 209., 79-21818 

Authorizing the printing of a revised edi- 
tion of ’Our flag“ as a House docu- 
ment : report to accompany H. Con. 
Res. 66., 79-14619 

Authorizing the printing of a revised edi- 
tion of "the Declaration of Indepen- 
dence and the Constitution of the 
United States of America“ as a House 
document : report to accompany H. 
Con. Res. 65., 79-14618 

Authorizing the printing of additional 
copies of part 1 of the Senate report 
entitled "Developments in aging, 1978“ 
: report to accompany S. Res. 108., 
79-14593 

Authorizing the printing of the commit- 
tee print entitled "Study on Federal 
regulation, framework for regulation, 
appendix to volume VI“ as a Senate 
document : report to accompany S. 
Res. 44., 79-12537 

Authorizing the printing of the commit- 
tee print entitled "Study on Federal 
regulation, volume VI, framework for 
regulation“ as a Senate document : 
report to accompany S. Res. 45., 79- 
12538 

Authorizing the printing of the prayers of 
the Chaplain of the Senate during the 
95th Congress as a Senate document : 
report to accompany S. Con. Res. 108., 
79-7120 

Authorizing the printing of the report en- 
titled "Highway needs to solve energy 
problems“ as a Senate document 
report to accompany S. Res. 559., 79- 
7121 

Authorizing the printing of the report en- 
titled "Special bridge replacement pro- 
gram, eighth annual report to Con- 
gress“ as a Senate document : report to 
accompany S. Res. 161., 79-17677 

Authorizing the reprinting of House doc- 
ument numbered 504, 89th Congress, 
entitled “Washington's farewell ad- 
dress“, as a Senate document : report 
to accompany S. Res. 35., 79-12513 

Authorizing the reprinting of the Senate 
report entitled "First concurrent reso- 
lution on the budget, fiscal year 1979“ 
(S. rept. 95-739) : report to accompany 
S. Con. Res. 15., 79-14594 

Construction of the Franklin Delano 
Roosevelt Memorial : hearing before 
the Committee on Rules and Adminis- 
tration, United States Senate, Ninety- 
fifth Congress, second session, on S.J. 
Res. 142 ... July 26, 1978., 79-9099 

Expenditure authorizations and require- 
ments for Senate committees., 79-9098 

Extending the authorization for the Fed- 
eral Election Commission : report to- 
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gether with minority views to accom- 
pany S. 832., 79-14604 


Extending the Select Committee on 
Indian Affairs through the 95th Con- 
gress : report together with additional 
views to accompany S. Res. 405., 79- 
3376 


Increasing the limitation on expenditures 
by the Special Committee on Aging for 
the procurement of consultants : report 
to accompany S. Res. 129., 79-23530 


Legislative calendar - Committee on 
Rules and Administration, United 
States Senate., 79-1730 


Legislative review during the Congress 
by the Senate Committee on Rules and 
Administration; report., 79-19026 


Nomination of John Warren McGarry of 
Massachusetts to the Federal Election 
Commission : report together with ad- 
ditional views and minority views to 
accompany the nomination., 79-6530, 
79-6531 


Nominations of Thomas Everett Harris 
and Frank P. Reiche to be members of 
the Federal Election Commission 
report together with supplemental 
views to accompany the nominations., 
79-21235 


Report of the Committee on Rules and 
Administration pursuant to section 
302(b) of the Congressional budget act 
of 1974., 79-7117, 79-17688 


Report of the Select Committee on Con- 
gressional Operations, U.S. House of 
Representatives and the Committee on 
Rules and Administration, U.S. Senate, 
identifying court proceedings and ac- 
tions of vital interest to the Congress., 
79-8838, 79-12334 


Senate cloture rule., 79-9097 


To authorize the Smithsonian Institution 
to plan for the development of the area 
south of the original Smithsonian Insti- 
tution building adjacent to Indepen- 
dence Avenue at 10th Street SW., 
Washington, D.C. : report to accompa- 
ny S. 927., 79-19053 


Transferring to the Superintendent of 
Documents the function of distributing 
government publications to certain for- 
eign governments : report to accompa- 
ny S. 3578., 79-7119 


U.S. Capitol Historical Society wall cal- 
endars for use by the Senate : report to 
accompany S. Res. 585., 79-7129 


United States. Congress. Senate. Committee 
on Rules and Administration. Technical 
Services Staff. 

Annual report of the Technical Services 
Staff to the chairman of the Committee 
on Rules and Administration, United 
States Senate., 79-23440 
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on the Budget. 
Budget views and estimates., 79-12422 


First budget rescission bill, fiscal year 
1979 : report together with views of 
the Committee on the Budget and addi- 
tional views to accompany H.R. 2439., 
79-12543 


First concurrent resolution on the budget, 
fiscal year 1980 : hearings before the 
Committee on the Budget, United 
States Senate, Ninety-sixth Congress, 
first session ..., 79-14385, 79-15862, 
79-18902 


First concurrent resolution on the budget, 
fiscal year 1980 : report of the Commit- 
tee on the Budget, House of Repre- 
sentatives, to accompany H. Con. Res. 
107 ... together with supplemental, ad- 
ditional, minority, and additional mi- 
nority views., 79-14570 


Housing costs and inflation : hearings 
before the Committee on the Budget, 
United States Senate, Ninety-fifth Con- 
gress, second session, July 14, 1978., 
79-5040 


Legislative calendar - Committee on the 
Budget, United States Senate., 79- 
1701 


The President's fiscal year 1979 tax ex- 
penditure proposals : a report to the 
Senate and House Committees on the 
Budget /, 79-9172 


Report, Budget Committee : report of the 
Committee on the Budget, U.S. Senate, 
as prescribed by section 301(b) of the 
Congressional budget and impound- 
ment control act of 1974., 79-12450 


Report of the Committee on Banking, 
Housing, and Urban Affairs : present- 
ing its recommendations and estimates 
for the next 5 fiscal years beginning 
with 1980 to the Committee on the 
Budget /, 79-14376 

Report of the Committee on Energy and 
Natural Resources to the Committee 
on the Budget, United States Senate, 
pursuant to section 301(c) of the Con- 
gressional budget and impoundment 
control act of 1974., 79-6644 

Report of the Senate Committee on Com- 
merce, Science, and Transportation to 
the Senate Committee on the Budget /, 
79-12327 


Report of the Senate Committee on 
Labor and Human Resources present- 
ing its views and estimates pursuant to 
the Congressional budget act, Public 
Law 93-344, together with minority 
views to the Committee on the Budget 
on the budget proposed., 79-18932 

Report to the Senate Committee on the 


Budget : pursuant to section 301(c) of 
the Congressional budget and im- 
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poundment control act of 1974 /, 79- 
14454 


Resolution disapproving deferral of 
budget authority : Department of the 
Interior, Bureau of Reclamation (def- 
feral no. D78-63) : report together with 
views of the Committee on the 
Budget., 79-5341 


Resolution disapproving deferral of 
budget authority, Department of Com- 
merce (National Oceanic and Atmos- 
pheric Administration) : report togeth- 
er with views of the Committee on the 
Budget to accompany S. Res. 50., 79- 
12542 


Second concurrent resolution on the 
budget, fiscal year 1979 : hearings 
before the Committee on the Budget, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 79-6621 


Second concurrent resolution on the 
budget, fy 1979 : report of the Commit- 
tee on the Budget, United States 
Senate, to accompany S. Con. Res. 104 
... together with additional and minor- 
ity views., 79-7107 

Second concurrent resolution on the 
budget, fy 1980 : report of the Commit- 
tee on the Budget, United States 
Senate, to accompany S. Con. Res. 36 
.. together with supplemental, addi- 
tional, and minority views., 79-21843 


Senate budget scorekeeping report., 79- 
1609 


The state of the Nation‘s economy and 
the fiscal year 1979 budget : hearing 
before the Committee on the Budget, 
United States Senate, Ninety-fifth Con- 
gress, second session, Nashville, Tenn., 
February 18, 1978., 79-6622 


Tax expenditures : relationships to spend- 
ing programs and background material 
on individual provisions /, 79-5041 


TVA bonded indebtedness ceiling : hear- 
ing before the Committee on the 
Budget, United States Senate, Ninety- 
sixth Congress, first session, Knoxville, 
Tenn., February 15, 1979., 79-23347 


Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of amendment no.— to H.R. 
13511 : report to accompany S. Res. 
576., 79-3414 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 11 : report to accompa- 
ny S. Res. 163., 79-21692 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3392 : report to accom- 
pany S. Res. 566., 79-3403 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 10587 : report to 
accompany S. Res. 567., 79-3404 
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Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3309 : report to accom- 
pany S. Res. 572., 79-3405 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 857 : report to accom- 
pany S. Res. 574., 79-3471 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 349 : report together 
with minority views to accompany S. 
Res. 105., 79-14600 


United States. Congress. Senate. Committee 
on the Judiciary. 

Access to justice : hearings before the 
Committee on the Judiciary, United 
States Senate, Ninety-sixth Congress, 
first session ... February 13 and 27, 
1979., 79-23421 


Andree Marie Helene McGiffin : report 
to accompany H.R. 8192., 79-3459 


Angelo B. Cortes : report to accompany 
S. 144., 79-17658 


Anthony Rogers : report to accompany 
H.R. 1750., 79-5435 


Antitrust enforcement act of 1978., 79- 
9398 


The Antitrust enforcement act of 1979 : 
report of the Committee on the Judici- 
ary, United States Senate, together 
with minority and additional views to 
accompany S. 300., 79-17697 

Antitrust enforcement act of 1979, S. 300 
: hearings before the Committee on the 
Judiciary, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 300 ...., 79-17518 

Appropriate Technology Week : report 
to accompany S. Con. Res. 11., 79- 
19033 


Bankruptcy code amendments relating to 
nondischargeability : report to accom- 
pany H.R. 2807., 79-21811 

Benjamin N. Mascarenas : report to ac- 
company S. 153., 79-17659 

Benjamin N. Mascarenas : report to ac- 
company S. 352., 79-5408 

Boulos Stephan : report to accompany 
H.R. 2292., 79-3432 

Carmela Scudieri : report to accompany 
H.R. 1748., 79-3424 

Carmen Cecilia Blanquicett : report to 
accompany H.R. 2291., 79-3431 

Carmen Prudence Hernandez : report to 
accompany H.R. 2758., 79-3437 

Caroline Valdez Sulfelix : report to ac- 
company S. 2446., 79-5400 

Cathy Gee Yuen : report to accompany 
H.R. 1777., 79-5438 

Chakrapani Sethumadhavan : report to 
accompany S. 1631., 79-5449 
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Chakrapani Sethumadhavan : report to 
accompany S. 180., 79-17664 


Chatchai ’Rick“ Chatranon : report to 
accompany S. 809., 79-5409 

Ching Wu Wang : report to accompany 
S. 2677., 79-5387 

Chong Hui Schrein : report to accompa- 
ny S. 216., 79-21829 


Christopher Robert West : report to ac- 
company H.R. 2662., 79-3436 


Civil Rights Commission act of 1978 : 
joint views of eight members of the 
Committee on the Judiciary, United 
States Senate ... S. 3067., 79-9385 


Commending the American Indians par- 
ticipating in the longest walk : report 
to accompany S. Res. 502., 79-3374 

Committee on the Judiciary program., 
79-18931 

Concrete Industries (Monier), Limited : 
report to accompany S. 1006., 79- 
7099 


Contract services for drug dependent 
Federal offenders act of 1978 : report 
to accompany S. 3336., 79-9405 


Craig Day : report to accompany H.R. 
9611., 79-3466 


Daniel Crowley : report to accompany 
H.R. 2940., 79-3440 


Datronics Engineers, Inc. : report to ac- 
company S. 1562., 79-7100 


Days of Remembrance of Victims of the 
Holocaust : report to accompany S.J. 
Res. 97., 79-23550 


Debbie Agatta Hepburn : report to ac- 
company S. 3106., 79-5405 

Declaring October 13, 1979, as ’National 
Jogging Day“ : report to accompany 
S. Res. 196., 79-17699 

Department of Justice authorization act, 
fiscal year 1980 : report of the Commit- 
tee on the Judiciary, United States 
Senate, to accompany S. 1157., 79- 
16045 


Department of Justice authorization act, 
fiscal year 1980 : report to accompany 
S. 1157., 79-19063 


Derrick Mariano Tan : report to accom- 
pany H.R. 2939., 79-3439 


Designate the birthday of Martin Luther 
King, Junior, a legal public holiday : 
report together with minority views to 
accompany S. 25., 79-21827 

Dimitrious Panoutsopoulos, Angeliki 
Panoutsopoulos, and Georgios Panout- 
sopoulos : report to accompany H.R. 
1940., 79-3428 


Direct popular election of the President 
and Vice President of the United States 
: report together with minority and ad- 
ditional views of the Committee on the 
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Judiciary, United States Senate, on S.J. 
Res. 28., 79-19046 


Doctor Rolando Reyes Perez and his 
wife, Aurora Sevilla Alonzo Perez : 
report to accompany S. 540., 79-5414 

Donna Marainne Benney : 
company H.R. 6934., 79-3453 

Doris Mauri Coonrad : repo! 
pany H.R. 932., 79-21833 

Douglas Jagdish Degenhardt (adoptive 
name) : report to accompany S. 3124., 
79-5392 


Dr. Angelito Dela Cruz : report to ac- 
company S. 161., 79-17668 

Dr. Cosme R. Cagas, his wife, Linda San 
Diego Cagas, and his children, Elcee 
Cagas, Chess Cagas, Georgina Cagas, 
and Chester Cagas : report to accom- 
pany S. 2203., 79-5397 

Dr. Daryl C. Johnson : report to accom- 
pany H.R. 5097., 79-5373 

Dr. Francisco Dozon and his wife, Luz- 
viminda Dozon : report to accompany 
S. 1292., 79-5415 


Dr. John Alexis L. S. Tam and Yeut 
Shum Tam : report to accompany H.R. 
2558., 79-3434 

Dr. Laurence T. Gayao, his wife, Edith 
Gayao, and their child, Lorraine 
Gayao : report to accompany S. 148., 
79-5382 


Dr. Lesley B. Tiongko Serrano, and her 
son, Kenneth Neil Serrano : report to 
accompany S. 147., 79-5416 


Dr. Manuel Javier Mariano and his wife, 
Lilia Zapanta Mariano : report to ac- 
company S. 131., 79-17669 

Dr. Orlando Fusilero Bravo : 
accompany S. 141., 79-5381 


Edmundo Alfredo Oreiro Espinueva : 
report to accompany H.R. 2256., 79- 
5442 

Elisabetta Basso Gallizio : report to ac- 
company H.R. 4530., 79-3446 


Elizabeth D. Yee Kraus : report to ac- 
company H.R. 4875., 79-5446 

Equal access to justice act : report to 
accompany S. 265., 79-21812 

Eustace John D*‘Souza : report to accom- 
pany H.R. 9613., 79-3467 

FBI forcible crimes against banking insti- 
tutions program : hearing before the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session ... August 18, 1978., 
79-23419 


FBI statutory charter : hearings before 
the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, second session 79-10543, 
79-18928 


to ac- 


rt to accom- 


report to 
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Federal courts improvement act of 1979 : 
report to accompany S. 1477., 79- 
23540 


Federal district court organization act of 
1978 : to report to accompany S. 3375., 
79-5345 

The Federal magistrate act of 1979 : 
report to accompany S. 237., 79- 
19032 


Fidel Grosso-Padilla : report to accompa- 
ny H.R. 3090., 79-3442 


Fon-Chiau Shih : report to accompany S. 
49., 79-17655 


Food for Peace Year : report to accom- 
pany S.J. Res. 63., 79-19068 


For relief of Batavia Turf Farms, Inc. : 
report to accompany H.R. 12556., 79- 
5419 


For the relief of certain aliens : report to 
accompany S. 707., 79-21830 


For the relief of certain employees of the 
Charleston Naval Shipyard, Charles- 
ton, S.C. : report to accompany S. 
1909., 79-7097 


For the relief of Chan Siu Ha (also 
known as Linda Chan) : report to ac- 
company S. 319., 79-21836 


For the relief of Charles M. Metott : 
report to accompany H.R. 6760., 79- 
5374 


For the relief of Comdr. Edward White 
Rawlins : report to accompany H.R. 
1445., 79-5369 


For the relief of Eazor Express, Inc. : 
report to accompany S. 3382., 79- 
7105 


For the relief of Jan Kutina : 
accompany S. 3395., 79-5451 


For the relief of Jerry W. Manandic and 
Ceferino W. Manandic : report to ac- 
company S. 151., 79-21835 

For the relief of Marie Grant : report to 
accompany H.R. 1427., 79-5371 

For the relief of Marlin Toy Products, 
inc. : report to accompany S. 648., 
79-17681 

For the relief of William J. Elder and the 
estate of Stephen M. Owens, deceased : 
report to accompany H.R. 3460., 79- 
5372 


Francesco Giuttari : report to accompany 
H.R. 8751., 79-3461 

Gary Daves and Marc Cayer : report to 
accompany H.R. 4533., 79-5421 

Geoffrey Parnham : report to accompany 
H.R. 1449., 79-5434 

Gladys Yan Chan Lu : report to accom- 
pany S. 1112., 79-5423 

Granting the status of permanent resi- 
dence to certain aliens : report to ac- 
company H.J. Res. 489., 79-3468 
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Heung-Sang Chun (also known as Mar- 
gret Chun) : report to accompany S. 
117., 79-17656 


High court of American Samoa appeals 
act : report to accompany S. 2793., 
79-9403 

Hildegard G. Blakeley : report to accom- 
pany H.R. 1450., 79-5448 


Hye Jin Wilder : report to accompany 
H.R. 6801., 79-3452 


Interstate taxation, S. 2173 : hearings 
before the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, first and second sessions ...., 79- 
17515 


Irma Victoria Bolarte Alvarado : report 
to accompany H.R. 3613., 79-3444 


Jackson Ormiston Edward[st Cuffy and 
Merle Cleopatra Edwards Cuffy 
report to accompany H.R. 7653., 79- 
5450 


Jae Keun Christianson : report to accom- 
pany H.R. 8308., 79-3460 


James C. Wilkinson : report to accompa- 
ny H.R. 1158., 79-21834 


James William Dibben : report to accom- 
pany H.R. 9352., 79-3464 


Janet Abraham, also known as Janet 
Susan Abraham : report to accompany 
S. 170., 79-17663 


Janet Abraham, also known as Janet 
Susan Abraham : report to accompany 
S. 2670., 79-5402 


Jennet Juanita Miller (also known as 
Jennet Juanita Flowers) : report to ac- 
company H.R. 1405., 79-5424 

Jin Suk Park : report to accompany S. 
1398., 79-5385 

Johanne Lapointe : report to accompany 
H.R. 7550., 79-3456 

John T. Knight : report to accompany 
H.R. 9071., 79-5379 

Jonathan Winston Max : report to accom- 
pany H.R. 5933., 79-3450 

Joseph J. Andrews : report to accompany 
H.R. 896., 79-21831 

Juana Todd Atherley : report to accom- 
pany H.R. 1931., 79-3425 

Julio Ortiz-Medina : report to accompany 
H.R. 1422., 79-5428 

Jung In Bang : report to accompany H.R. 
5230., 79-3449 

Karin Ehard : report to accompany H.R. 
1775., 79-5437 

Kazuko Nishioka Dowd : report to ac- 
company H.R. 4535., 79-3447 

Kim In Hyung : report to accompany 
H.R. 8810., 79-3462 

Kwok Hung Poon and his wife, Sandra 


Shau Man Lai Poon : report to accom- 
pany S. 169., 79-17662 
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Kwong Lar Yuen : report to accompany 
H.R. 1798., 79-5441 


Kyung Hee Kim, Dong Choon Kim, and 
Dong Ho Kim : report to accompany 
S. 2834., 79-5388 


Law enforcement assistance reform 
hearings before the Committee on the 
Judiciary, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 241 ...., 79-21606 


Law enforcement assistance reform act of 
1979 : report of the Committee on the 
Judiciary, United States Senate, to ac- 
company S. 241., 79-16035 


Lawrence Youngman : report to accom- 
pany S. 2079., 79-5380 


Leah Mi Cohen : report to accompany S. 
275., 79-17685 


Lee So Ryung : report to accompany 
H.R. 1936., 79-3426 


Legislative and executive calendar - 
Committee on the Judiciary, United 
States Senate., 79-1722 


Lester Bruce Priday : report to accompa- 
ny H.R. 1446., 79-5433 


The liability for the repayment of certain 
erroneously made contributions by the 
United States : report to accompany S. 
400., 79-17682 


Librado Perez : 
28., 79-17654 


Lilia Araujo : report to accompany H.R. 
1406., 79-3469 


Lily Lirio Galindo : report to accompany 
H.R. 6664., 79-3451 

Ling-Yung Kung : report to accompany 
H.R. 10407., 79-5447 

Loi Lin Irene Chung (Tsui) : report to 
accompany S. 152., 79-5383 


Lourie Ann Eder : 
S. 229., 79-17686 


Luzbella Y. Imasa, Doctor of Medicine : 
report to accompany S. 1778., 79- 
5396 

M. Sgt. William E. Boone, U.S. Army, 
retired : report to accompany H.R. 
2952., 79-5351 

Marcelino S. Silva, and his wife, Emilie 
M. Silva : report to accompany S. 953., 
79-5384 

Margaret Perry : report to accompany S. 
2349., 79-5386 

Margaret Somerville Jefferis : report to 
accompany H.R. 7604., 79-3457 

Maria Miraflor Carabbacan : report to ac- 
company H.R. 1392., 79-3470 

Marina Houghton : report to accompany 
H.R. 1753., 79-5436 

Marinelle Khristy Cruz : report to ac- 
company H.R. 5163., 79-3448 


report to accompany S. 


report to accompany 
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Marlene Holder : report to accompany 
H.R. 2756., 79-5425 


Martha Castro Fitz Maurice : report to 
accompany H.R. 3618., 79-5426 

Mary Jo Natividad and Regina Natividad 
: report to accompany S. 3042., 79- 
5390 

Masami Yamada : report to accompany 
S. 2671., 79-5403 


Meeja Sa Foster : report to accompany 
H.R. 3217., 79-3443 


Monika Grantz : report to accompany 
H.R. 8927., 79-3463 


Mr. and Mrs. Aaron Wayne Ogburn : 
report to accompany H.R. 899., 79- 
21832 


Mrs. Angelita Short : report to accompa- 
ny H.R. 1428., 79-5432 


Mrs. Sun Pok Winer : report to accompa- 
ny H.R. 1396., 79-5429 


Narciso Michelena : report to accompany 
S. 1701., 79-5395 


National Diabetes Week : report to ac- 
company S.J. Res. 98., 79-21823 


National Energy Education Day : report 
to accompany S.J. Res. 43., 79-21824 


National Inventors Day conference 
report to accompany S.J. Res. 168., 
79-5418 


National Meals on Wheels Week : report 
to accompany H.J. Res. 367., 79- 
23551 


National Recreation and Parks Week : 
report to accompany S.J. Res. 90., 79- 
23548 

Natividad Casing and Myrna Casing : 
report to accompany H.R. 2369., 79- 
5443 


New MHampshire-Vermont _ interstate 
school compact : report to accompany 
S. 2403., 79-9399 


Nick F. Flangas, also known as Nikolaos 
Flengas : report to accompany S. 454., 
79-5417 


Noel Abueg Emde : report to accompany 
H.R. 7387., 79-3454 


Nora L. Kennedy : report to accompany 
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vention and safety education programs 
for low-income minorities /, 79-23222 


79-23223 

Tricycles., 79-17308 

TV fire and shock hazards., 79-21259 

What you should know about home fire 
safety., 79-17301 

What you should know about smoke de- 
tectors., 79-21251 

Wood and coal burning heating stoves., 
79-21266 

Your home could be full of poisons : but 
you can poison proof it., 79-17302 


action, 1978-1979., 79- 


Toys., 


United States. Consumer Product Safety 


Commission. Directorate for 

Communications. 

Consumer complaint contact 
annual report., 79-21271 


system, 


United States. Consumer Product Safety 


Commission. Directorate for Hazard 

Identification and Analysis-Epidemiology. 

Division of Program Analysis. 

Hazard analysis of step stools (0620) /, 
79-10336 


Injuries associated with skateboards 
(Product Code 1333) /, 79-12234 


Injuries associated with small objects /, 
79-12235 


Residential electrical wiring systems and 
thermal insulation, 79-23220 


Results of national household fire survey 
/, 7179-12236 


Unvented gas space heaters /, 79-12233 


United States. Consumer Product Safety 


Commission. Directorate for Hazard 

Indentification and Analysis-Epidemiology. 

Injuries associated with public play- 
ground equipment /, 79-23225 
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U.S. Copyright Office. 


United States. Consumer Product Safety 
Commission. Office of Strategic Planning. 
An evaluation of the effectiveness of 

child-resistant packaging /, 79-4948 


United States. Cooperative Fire Protection 
Staff Group. 
Wildfire statistics, 79-12577, 79-19102 


United States. Copyright Office. 
Announcement, from the copyright 
office, Library of Congress., 79-1358 
Authors’ publishing and recording ar- 
rangements., 79-2693 


Before you submit an application for reg- 
istration of a claim to copyright., 79- 
17057 

"Best edition“ of published copyrighted 
works for the collections of the Li- 
brary of Congress., 79-6275, 79- 
17061 


Catalog of copyright entries. Third series. 
Part 1: Books and pamphlets including 
serials and contributions to periodicals., 
79-1351, 79-4660, 79-11933 

Catalog of copyright entries. Third series. 
Part 11B: Commercial prints and 
labels., 79-14045 

Catalog of copyright entries. Third series. 
Part 11B: Commerical prints and 
labels., 79-1355 


Catalog of copyright entries. Third series. 
Part 14: Sound recordings., 79-1350, 
79-4663, 79-10148 


Catalog of copyright entries. Third series. 
Part 2: Periodicals. 79-1352, 79- 
10145 


Catalog of copyright entries. Third series. 
Part 5: Music., 79-1354, 79-10146, 
79-17064 

Catalog of copyright entries. Third series. 
Part 6: Maps and atlases., 79-1348, 
79-14044 


Catalog of copyright entries. Third series. 
Parts 12-13: Motion pictures. 79- 
1356, 79-17065 


Catalog of copyright entries. Third 
Series. Parts 3-4: Dramas and works 
prepared for oral delivery., 79-1353, 
79-4661, 79-14043 


Catalog of copyright entries. Third series. 
Parts 7-11A: Works of art., 79-1349, 
79-4662, 79-10147 


The certification space of the application 
form., 79-18615 

Compendium of Copyright Office prac- 
tices., 79-1357 

Computing and measuring devices., 79- 
2691, 79-22986 

Concordance — Title 17, Copyright law, 
keyword-in-context index : of the 
Copyright law of the United States, as 
enacted on October 19, 1976 /, 79- 
20902 
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U.S. Copyright Office. 


Copyright fees effective January 1, 1978., 
79-6274, 79-17059 


The Copyright Office., 79-20903 


Copyright protection not available for 
names, titles, or short phrases., 79- 
18618 


Deposit of copies or phonorecords with- 
out accompanying application or writ- 
ten request., 79-2687, 79-18617, 79- 
22982 


Duration of copyright under the new 
law., 79-17062, 79-20904 


The effective date of registration., 79- 
2688, 79-15554 


The effects of not replying., 79-15553 


Highlights of the new copyright law., 
79-2695, 79-18621 


How to investigate the copyright status 
of a work., 79-6276 

How to open and maintain a deposit ac- 
count in the Copyright Office., 79- 
18616 


Ideas, methods, or systems., 79-22985 
Ideas, plans, methods, or systems., 79- 
2690 


International copyright relations of the 
United States., 79-6277, 79-22987 


Limitations on the information furnished 
by the Copyright Office., 79-15551 


New classification system for copyright 
registrations., 79-6271, 79-15552 

New copyright registration procedures., 
79-6272, 79-17056 


Performances of music on coin-operated 
phonorecord players., 79-6278 


Publications of the Copyright Office., 
79-6273, 79-17058 


Registration for periodicals on form TX., 
79-18619 


Renewal of copyright., 79-22984 


Repeal of notice of use requirement., 
79-2692, 79-17063 


Replacement certificates for coin-operat- 
ed phonorecord players., 79-2694 


Reproduction of copyrighted works by 
educators and librarians., 79-2689 


Reproduction of copyrighted works for 
blind and physically handicapped indi- 
viduals., 79-18620 

Requirements for maintaining a deposit 
account in the Copyright Office., 79- 
17060 

Specifications for visual arts identifying 
material., 79-22988 


Trademarks., 79-22983 


United States. Copyright Office. Information 
& Reference Division. 

The six basic needs of education vs. 

Public Law 94-553, Copyright act of 
1976 /, 7179-22644 
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United States. Cost Accounting Standards 
Board. 
Standards, rules & regulations - Cost Ac- 
counting Standards Board., 79-1620 


United States. Council of Economic 
Advisers. 


Economic indicators., 79-1705 


Economic report of the President; trans- 
mitted to the Congress, together with 
the Annual report of the Council of 
Economic Advisers., 79-8383 


United States. Council on Environmental 
Quality. 
American urban malls : a compendium /, 
79-18396 


The costs of sprawl : executive summary 
/, 19-6345 


Environmental quality., 79-8392 


The feasibility of a standard chemical 
classification system and a standard 
chemical substances information system 
: a report to the Congress prepared 
pursuant to Section 25(b) of the Toxic 
Substances Control Act of 1976 (15 
U.S.C. 2601)., 79-6342 


The global environment and basic human 
needs /, 79-6343 


The good news about energy., 79-12058 


Off-road vehicles on public land /, 79- 
14117 


Our nation’s wetlands : an interagency 
task force report /, 79-20955 


The President‘s environmental program., 
79-20954 


Progress in environmental quality /, 79- 
6344 


Regulations for implementing the proce- 
dural provisions of the National envi- 
ronmental policy act., 79-17118 


Wildlife and America : contributions to 
an understanding of American wildlife 
and its conservation /, 79-14136 


102 monitor., 79-846 


United States. Council on Wage and Price 
Stability. 
Fact book : wage and price standards., 
79-6347 


Pay and price standards : a compendium., 
79-17119 


Quarterly report - Council on Wage and 
Price Stability., 79-4698 


A quarterly report of the Council on 
Wage and Price Stability, 79-10206, 
79-12059, 79-14138 

A study of bread prices 
7S-20957 


A study of the textile and apparel indus- 
tries : including prices, wages, employ- 
ment, foreign trade, capacity : staff 
report /, 79-6346 


: staff report., 
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Wage and price standards., 79-6348 


The wholesale price index, review and 
evaluation : Council report., 79-20958 


United States. Court of Claims. 


Calendar - Court of Claims., 79-1283 

Cases decided in the United States Court 
of Claims; with report of decisions of 
the Supreme Court in Court of Claims 
cases., 79-8289, 79-15520 

Rules of the United States Court of 
Claims., 79-8290, 79-8291, 79-18587 


United States. Court of Customs and Patent 


Appeals. 

Cases decided in United States Court of 
Customs and Patent Appeals., 79- 
14012 


Customs bulletin and decisions., 79-1492 


United States. Court of Military Appeals. 


Annual report submitted to the Commit- 
tees on Armed Services of the Senate 
and the House of Representatives and 
to the Secretary of Defense and Secre- 
tary of Transportation and the Secre- 
taries of the Departments of the Army, 
Navy, and Air Force pursuant to the 
Uniform Code of Military Justice., 
79-10907 


United States. Crop Reporting Board. 


79-16158 
Agricultural prices., 


Agricultural prices, 
79-14696 


Agricultural situation., 
Cattle., 79-10733, 
Cattle on feed., 

Celery., 79-163 
Cold storage., 79-172 


Commercial fertilizers., 
16159, 79-19182 


Crop production., 


Acreage., 
79-165 


annual summary., 


79-128 
79-16150, 79-17767 
79-157 


79-173, 79- 


79-126 


Crop production; acreage, yield, produc- 
tion. Annual summary., 79-9475 

Crop reporting Board catalog, releases., 
79-10727 

Dairy products., 79-150 

Dairy products annual summary., 79- 
14690 

Egg products; liquid, frozen, dried pro- 
duction under Federal inspection., 79- 
141 

Eggs, chickens and turkeys., 

Farm labor., 79-174 

Farm production 
16155 

Field crops production, 
value., 79-12646 


Floriculture crops; production area and 
sales, intentions., 79-10743 


79-140 


expenditures., 79- 


disposition, 
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Grain stocks., 79-152 

Hatchery production., 79-5516 

Hog and pig reports : a handbook on 
surveying and estimating procedures., 
79-21931 

Hogs and pigs., 

Honey production : 
1970-75., 79-7141 


Hop stocks., 79-12656, 79-17772 
Livestock slaughter., 79-158 


Livestock slaughter, annual summary., 
79-10734 


Meat animals; production, 
income., 79-10735 


Milk production., 79-148 
Mink., 79-10750 
Naval stores., 79-175 


Noncitrus fruits & nuts; production, use, 
value. Annual summary., 79-9476 


Noncitrus fruits & nuts; production, use, 
and value. Midyear supplement., 79- 
12648 


Onion stocks., 79-12652 
Peanut stocks and processing., 
Popcorn., 79-12647 

Potato stocks., 79-164 


Poultry; production, 
income., 79-12649 


Poultry slaughter., 79-143 


Prices received by farmers : Minnesota- 
Wisconsin manfacturing grade milk 
price series and final two-state esti- 
mates for 1974-1976., 79-5519 


Prospective plantings., 79-12645 

Regional cold storage holdings; annual 
summary., 79-10744 

Rice stocks., 79-155 

Seed crops., 79-166 

Seed crops. Preliminary., 79-12650 

Sheep and lambs on feed., 79-160 

Turkeys., 79-5517, 79-5518, 79-5521 

Vegetable seed stocks., 79-16140 

Vegetable seeds., 79-12651 

Vegetables., 79-162 

Vegetables. Annual summary., 79-14691 

Winter wheat and rye seedings. 79- 
12641 


United States. Curtailment Strategies 

Technical Advisory Committee. 

National gas survey : report of the Cur- 
tailment Strategies Technical Advisory 
Committee to the Federal Power Com- 
mission., 79-5931 


United States. Customs Court. 
Customs bulletin and decisions., 


79-159 
final estimates for 


disposition, 


79-170 


disposition & 


79-1492 





United States Customs Court reports; 
cases adjudged in the United States 
Customs Court., 79-4610, 79-15521 


United States. Customs Service. 


Customs bulletin., 79-4817 
Customs bulletin and decisions., 79-1492 


Customs regulations of the United States., 
79-1497 


GSP & the traveler., 79-17197 

Importing a car /, 79-17193 

Information for travelers : State laws on 
importing alcoholic beverages. 79- 
17196 

Trademark information for travelers., 
79-17195 


U.S. Customs guide for private flyers /, 
79-12122 


United States Customs hints for visitors 
(nonresidents), 79-17194 


United States. Defense Advanced Research 


Projects Agency. 

Angular sensitivity of controlled implant- 
ed doping profiles /, 79-5590 

DISTRIB I : an impurity redistribution 
computer program /, 79-10806 

Microelectronic processing laboratory at 
NBS /, 79-9488 

Optical materials characterization : final 
technical report, February 1, 1978-Sep- 
tember 30, 1978 /, 79-19555 

Spreading resistance analysis for silicon 
layers with nonuniform resistivity /, 
79-19540 

A wafer chuck for use between -196 and 
350C /, 79-9489 


United States. Defense Advisory Committee 


on Women in the Services. 

Changing roles of women in the Armed 
Forces., 79-17855 

DACOWITS 1951-1976 : future role for 
women in the Armed Forces., 79- 
5677 


United States. Defense Civil Preparedness 


Agency. 

Comprehensive emergency management : 
a Governor's guide /, 79-22320 

Domestic terrorism /, 79-22318 

Federal emergency authorities : abstracts 
/, 19-22319 

Foresight., 79-692 

Information bulletin - Defense Civil Pre- 
paredness Agency., 79-691 

Reception and care planning guidance for 
host communities /, 79-19795 


State comprehensive emergency manage- 
ment : final report of the Emergency 
Preparedness Project /, 79-22317 

Where to get Federal help during an 
energy emergency., 79-3776 
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U.S. Defense Logistics Agency. 
United States. Defense Communications 


Agency. 
Global autovon telephone directory., 
79-658 


United States. Defense Fuel Supply Center. 
DFCS chronicle., 79-690 


DFSC fuel line., 79-689 


United States. Defense Fuel Supply Center. 
Federal Womens‘s Program Committee. 
Not for women only., 79-9556 


United States. Defense Intelligence Agency. 
= _— opportunity plan., 


United States. Defense Intelligence Agency. 
Handbook and Tactical Analysis Section. 
Physical training of the Soviet soldier /, 

79-9523 


United States. Defense Intelligence Agency. 
Soviet/Warsaw Pact Division. 
Physical training of the Soviet soldier /, 
79-9523 


United States. Defense Logistics Agency. 

Annual management report of the De- 
fense Logistics Agency., 79-5686 

COMSEC supplement to industrial secu- 
rity manual for safeguarding classified 
information., 79-3747 

Defense disposal manual /, 79-9539, 
79-10928 

Defense Logistics Agency index of publi- 
cations., 79-682 

Defense retail imterservice support 
(DRIS) manual., 79-3760 

DLA organization directory., 79-16353 

Federal supply classification listing of 
DOD standardization documents., 79- 
688, 79-22316 

Files maintenance and disposition., 79- 
3775 

Index of Federal catalog system publica- 
tions., 

Index of specifications and standards., 
79-22315 

Logistics packing management., 79-3808 

Military assistance pro address di- 
rectory., 79-3768, 79-3769, 79-5722, 
79-5723, 79-7377, 79-7378 

Military standard requisitioning and issue 
procedures., 79-5724 

Military standard requisitioning and issue 
procedures ferratat., 79-3771 

MILSBILLS : military standard billing 
system /, 79-7379 

{[MILSBILLS requisition fund codes.f, 
79-16352 

MILSTRIP routing identifier codes., 
79-3766, 79-3767, 79-5720, 79-5721 

Minority business directory., 79-5688 
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U.S. Defense Logistics Agency. 


Production manual for contract adminis- 
tration services., 79-5740, 79-5741, 
79-14805 


Quarterly listing of numbered letters., 
79-683 


Register of planned emergency produc- 
ers., 79-7357, 79-7358 


United States. Defense Logistics Agency. 
Contract Administration Services. 
List of primary ACO functions and re- 
sponsibilities., 79-1865 


United States. Defense Logistics Services 
Center. 
Abrasives /, 79-7345 


Actuators, electro-mechanical., 79-7346 
Agents., 79-5689 

Agricultural supplies., 79-1867 

Air conditioning equipment., 79-19654 


Aircraft and vehicular steering, axle, 
wheel, and tract components., 79- 
5690 


Analyzers and testers, laboratory., 79- 
10920, 79-16343 


Antenna /, 79-19656 


Aprons, dresses, and skirts., 79-10921, 
79-16344 


Armatures, rotating., 79-7347 
Attenuator, fixed., 79-1868, 79-7348 
Attenuators, variable., 79-19657 


Badges and insignias /, 79-1869, 79- 
1870, 79-1871, 79-7349 


Bags, envelopes, and shipping sacks., 
79-19658 


Bands, markers, plates, and signs /, 79- 
1872, 79-5691 


Bands, neckwear, and handkerchiefs., 
79-5692, 79-12819 


Bearing and bushing, plain /, 79-19659 
Bearing, antifriction /, 79-16345 

Belts, straps, and related items., 79-9525 
Biologicals., 79-1873, 79-10922 
Bombs and components /, 79-5693 


Books, maps, and other publications., 
79-1874 


Bottles and jars., 79-1875, 79-19660 


Boxes, electrical components., 79-1876, 
79-16346 


Brakes and brake components., 79-7350 


Brushes, cleaning and painting., 79- 
19661, 79-19662, 79-19663 


Business machines., 79-19664 
Cabinets and racks., 79-16347 


Cable assemblies, electrical and electron- 
ic., 79-1877 


Capacitor, variable., 79-1879, 79-5695 
Capacitors, fixed /, 79-1880 
Caps and plugs., 79-16348 
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Caps, radiator and tank /, 79-19665, 
79-22293 


Capstans, hoists, winches, and windlasses 
/, 179-5694, 79-19666 


Cartridge and propellant actuated devices 
and components., 79-1881 


Cartridges, weapon., 79-9526, 79-19667 


Chain and wire rope., 79-9527, 79- 
10923, 79-19668 


Chain, power transmission /, 79-9528, 
79-19669 


Charger, battery /, 79-19670 

Chemical analysis instruments., 79-9529 
Chemical products., 79-1883, 79-9530 
Chemicals., 79-1882 


Chests, cases, packages, special contain- 
ers, shipping and storage containers., 
79-10924, 79-14784 


Circuit breaker., 79-1884 


Cleaning and polishing compounds., 79- 
5697 


Cloth., 79-1885, 79-19671, 79-19672 


Clothing and textile repair shop, mobile., 
79-7351 


Coats and coat-like garments., 79-1886, 
79-5698, 79-12820 


Coils and transformers., 79-1887 


Coils, reactors, suppressors, and trans- 
formers /, 79-5699, 79-10925, 79- 
16350 


Compounds and greases - cutting, lubri- 
cating, and hydraulic., 79-1889 


Computer-associated equipment /, 79- 
19673 


Conduit components., 79-1890, 79-9531 
Conduit electrical., 79-3759 

Conduit fittings, 79-19674 

Conduit outlets /, 79-19675 


Connector, electrical /, 79-1891, 79- 
9532, 79-19676, 79-19677 


Connectors and couplers, electronic and 
electrical., 79-1893, 79-19681 


Consoles, switchboards, and panels., 79- 
1892, 79-19680 


Consolidated master cross reference list., 
79-7405, 79-7406, 79-9555 


Contact/clip, electrical /, 79-19679 


Contact sets., 79-12822, 79-16351, 79- 
19678 


Converters, electrical, nonrotating /, 79- 
1894, 79-7352, 79-19683 


Conveyors and elevators /, 79-19682 
Couplings., 79-1895 

Craftsmen measuring tools., 79-5700 
Craftsmens measuring tools., 79-7353 


Cutting tools for machine tools., 79- 
1896, 79-19685 
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Decades, electrical., 79-1911, 79-19686 


Defense integrated data system : DIDS 
procedures manual : data bank interro- 
gations/search /, 79-22297 


Defense integrated data system : DIDS 
procedures manual : item identification 
/, 79-22295, 79-22296 


Defense integrated data system : DIDS 
procedures manual : materiel manage- 
ment decision rule tables /, 79-22299, 
79-22300, 79-22301, 79-22302 


Defense integrated data system (DIDS) 
procedures manual., 79-5703, 79- 
9534, 79-9536, 79-9537, 79-9538, 
79-12823, 79-12824, 79-12826, 79- 
12827, 79-12829, 79-12831, 79- 
14785, 79-14788 


Defense integrated data system (DIDS) 
procedures manual : data bank interro- 
gations/search., 79-1902 


Defense integrated data system (DIDS) 
procedures manual : development and 
maintenance of item logistics data 
tools., 79-1899, 79-1907 


Defense integrated data system (DIDS) 
procedures manual : document identifi- 
er code (DIC) input/output (1/0) for- 
mats (fixed length)., 79-1904, 79- 
1905 


Defense integrated data system (DIDS) 
procedures manual : edit/validation cri- 
teria., 79-1906, 79-7355, 79-12828, 
7179-14786, 79-22298 


Defense integrated data system (DIDS) 
procedures manual : general and ad- 
ministrative information., 79-1897, 
79-5701, 79-22294 


Defense integrated data system (DIDS) 
procedures manual : item identifica- 
tion., 79-1900, 79-1901, 79-7354 


Defense integrated data system (DIDS) 
procedures manual : multiple applica- 
tion procedures., 79-1898 


Defense integrated data system (DIDS) 
procedures manual : publications., 79- 
1910 


Defense integrated data system (DIDS) 
procedures manual : reports and statis- 
tics., 79-1908, 79-1909, 79-7356, 
79-12830, 79-14787 

Defense integrated data system (DIDS) 
procedures manual : supply manage- 
ment., 79-1903, 79-5702, 79-9535, 
79-12825 

Delay _lines., 79-1912, 79-5704, 79- 
19687, 79-19688 

Dental instruments, equipment and sup- 
plies., 79-10926, 79-10927 

Department of Defense ammunition 
code., 79-675 

Distributors, 
79-1913 


and magnetos, ignition., 
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Drafting, surveying, and mapping instru- 
ments., 79-5705 


Drill bits, counterbores, and countersinks 
/, 79-1914, 79-19689 


Dummy load, electrical., 79-19690 


Electric and electronic bases, holders, 
and supports /, 79-1923, 79-5706 


Electric and electronic properties measur- 
ing and testing instruments., 79-1922 


Electrical cable, cord, wire, and assem- 
blies /, 79-1918, 79-1919, 79-14789 


Electrical connector parts., 79-1917 
Electrical control equipment., 79-19691 


Electrical/electronic groups, sets, and as- 
semblies., 79-1915, 79-1916, 79- 
9540 


Electrical posts, splices, and terminais., 
79-1924 


Electrical protective devices., 79-10929 


Electrical _ rotating 
12832, 79-19693 


Electronic circuitry devices /, 79-5707 


Engine block and components., 79-3763, 
79-5708, 79-19694, 79-19695 


Engine electrical system components., 
79-1925, 79-10930 


Engine fuel and cooling system compo- 
nents., 79-1926 


Engines, turbines, and components., 79- 
7359 


Fabricated nonmetallic 
10944 


Fastening devices., 79-12833 


Federal item name directory for supply 
cataloging., 79-679 


Federal supply code for manufacturers, 
excluding United States and Canada. 
Name to code/code to name., 79-678 


Federal supply code for manufacturers, 
United States and Canada. Code to 
name., 79-677 


Federal supply code for manufacturers, 
United States and Canada. Name to 
code., 79-676 


Fencing, architectural and related metal 
products., 79-12834 


Fiber cordage., 79-1927, 79-9541, 79- 
12835 


Filters, electrical., 79-1928 

Fire fighting equipment /, 79-1929 

Fire surfacing materials /, 79-7360 
Fittings, hose, pipe, and tube., 79-12840 
Flanges, pipe., 79-10931 

Floor coverings, 79-10932 


Food-cooking, 
ment., 79-1931 


Footwear., 79-1930 
Furniture, office /, 79-19698 


machinery., 79- 


material., 79- 


baking-serving equip- 
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Gases - compressed and liquefied., 79- 
1932, 79-19700, 79-19701 


Gasket and packing materials., 79-19699 
Generator engine accessory., 79-10933 


Geophysical, astronomical, and meteoro- 
logical instruments., 79-7362 


Glass, fabricated and window, observa- 
tion., 79-1933, 79-1934 


Glass figured, corrugated, plate, sheet, 
and spandrel., 79-7363 


Gloves, mittens, and sleeves., 79-10934 


Goggles and related protective devices., 
79-1935 


Grenades /, 79-19702 


Grinding, threading, honing, and buffing 
machines., 79-5709 


Guns and related components., 79-1936, 
79-10935, 79-12836, 79-19703 


Hand tools, powered and non-powered., 
79-10936, 79-19704 


Handcranks and handwheels /, 79-1937 

Handles, tool /, 79-7364 

Handwear /, 79-9542, 79-12837 

Hardware - bands, straps, strapping, and 
components., 79-1940, 79-7365 

Hardware - builders and cabinet., 79- 
5710 

Hardware - bumpers, bushings, mounts, 
and pads., 79-19705, 79-19706, 79- 
19707 

Hardware - clamps., 79-1938, 79-1939 

Hardware - protective devices /, 79- 
12838, 79-14790 

Hardware - seats, shims, and spacers /, 
79-7366, 79-12839, 79-14791 

Hardware, protective devices /, 79- 
19708 

Hazard-detecting instruments and appara- 
tus., 79-1941 

Headset, electrical., 79-1942, 79-14792, 
79-19710 

Heat exchanger, fluid /, 79-7367, 79- 
14793 

Heating elements, electrical, immersion, 
and nonimmersion., 79-1943 

Hinges /, 79-1944 

Holder, electrical contact brush. 79- 
1945 

Holders, supports, and brackets, electrical 
and electronic., 79-1946, 79-9543 

Hose, air duct and air breathing /, 79- 
1947 

Hose, pipe, and tube fittings., 79-1949, 
79-12842, 79-19711, 79-19715 

Hose, pipe, and tube fittings, quick dis- 
connect and self sealing., 79-5711, 
79-14794 
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Hose, pipe, and tubing., 79-1948, 79- 
9544 


Hose, tubing, and hose and tubing assem- 
blies /, 79-19712 


Hospital and medical bags, cases, covers, 
and pads. 79-5712, 79-12841, 79- 
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Extradition : supplementary treaty be- 
tween the United States of America 
and Spain amending the treaty of May 
29, 1970, signed at Madrid January 25, 
1975., 79-4769 


Family planning development and serv- 
ices : agreement between the United 
States of America and Indonesia, 
signed at Jakarta January 3, 1978., 79- 
4763 


Fauji-Agrico fertilizer project : agree- 
ment between the United States of 
America and Pakistan, signed at Isla- 
mabad, April 1, 1977., 79-4746 


Federal Republic of Germany : post 
report., 79-14154 


Fertilizer distribution and marketing : 
agreement between the United States 
of America and Bangladesh, signed at 
Dacca August 31, 1977., 79-6382 
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Fiji : post report., 79-2812 
Finland : post report., 79-10222 


Fisheries : agreement between the United 
States of America and the Republic of 
Korea terminating the agreement of 
November 24, 1972, effected by ex- 
change of notes signed at Washington 
February 24 and March 3, 1977., 79- 
21007 


Fisheries off the United States coasts : 
agreement between the United States 
of America and the People‘s Republic 
of Bulgaria, signed at Washington De- 
cember 17, 1976, with agreed minute 
and_ related __ietter., 79-8477, 79- 
21006, 79-21008, 79-21009 


Food and Agriculture Organization 
amendments to the constitution adopt- 
ed by the nineteenth session of the 
FAO Conference, Rome, November 
12-December 1, 1977., 79-4799 

Food and nutrition : agreement between 
the United States of America and Co- 
lombia, signed at Bogota, September 
14, 1976., 79-4735 

Foreign consular offices in the United 
States., 79-2795 

France : post report., 79-2813 

Gabon : post report., 79-2814 

Gambia : post report., 79-2815 

Geneva : post report., 79-12062 

Geological and geophysical research sta- 
tion at Alice Springs : agreement be- 
tween the United States of America 
and Australia, effected by exchange of 
notes dated at Canberra February 28, 
1978., 79-8451 

Geothermal energy research and devel- 
opment agreement between the 
United States of America and Mexico, 
signed at Mexico July 21, 1977., 79- 
12079 


German Democratic Republic : post 
report., 79-2816 


Greece : post report., 79-10223 
Guatemala : post report., 79-10224 


A guide to visas, passports, and consular 
services., 79-20962 


Guinea : post report., 79-2817 

Guyana : post report., 79-4710 

Haiti : post report., 79-4711 

Health and medicine : memorandum of 
understanding between the United 


States of America and Italy, signed at 
Rome, November 21, 1977., 79-17154 


Health services : agreement between the 
United States of America and Haiti, 
signed at Port-au-Prince, August 30, 
1977., 79-12086 

Helicopter pilot training : agreement be- 
tween the United States of America 





and other governments, opened for sig- 
nature July 14, 1977., 79-14173 

Highway transportation : agreement be- 
tween the United States of America 
and Saudi Arabia, signed at Riyadh 
and Washington August 16 and 26, 
1977., 79-8449 


Honduras : post report., 79-10225 


Housing and urban affairs : memorandum 
of understanding between the United 
States of America and Canada, signed 
at Ottawa, June 28, 1977., 79-4773 


Housing for low-income families : agree- 
ment between the United States of 
America and Portugal, signed at 
Lisbon, March 4, 1977., 79-21037 

Housing loan guaranty : agreement be- 
tween the United States of America 
and Paraguay, signed at Asuncion 
August 15, 1977., 79-8448 


Improvement of agricultural officers 
training agreement between the 
United States of America and Mali 
signed at Bamako May 13, 1977., 79- 
4771 


Improvement of food crops production : 
agreement between the United States 
of America and Nepal, signed at Kath- 
mandu, August 4, 1977., 79-4777 


Improvement of food production technol- 
ogy : agreement between the United 
States of America and Nepal, signed at 
Kathmandu, June 30, 1976., 79-4723 


Increased cereal crops : agreement be- 
tween the United States of America 
and Mali, signed at Bamako, May 13, 
1977., 79-12085 


India : post report., 79-10226 
Indonesia : post report., 79-12063 


Information for married applicants., 79- 
14141 


Integrated agricultural production and 
marketing : agreement between the 
United States of America and the Phil- 
ippines, signed at Manila, June 27, 
1977., 79-4754 

Integrated communications system 
agreement between the United States 
of America and Thailand signed at 
Bangkok January 10, 1977., 79-4728 


Integrated rural development : agreement 
between the United States of America 
and Jamaica, signed at Kingston Febru- 
ary 28, 1978., 79-8491, 79-14170, 
79-15596 


Interagency Task Force on Immigration 
Policy staff report /, 79-16970 


Interagency Task Force on Immigration 
Policy staff report companion papers /, 
79-22931 

International trade in textiles : protocol 
between the United States of America 
and other governments extending the 
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arrangement of December 20, 1973, 
done at Geneva December 14, 1977., 
79-4770 


International wheat agreement, 1971 
modification and extension of Wheat 
trade convention and Food aid conven- 
tion : protocols between the United 
States of America and other govern- 
ments, open for signature at Washing- 
ton, March 17 through April 7, 1976., 
79-6366 


Investment guaranties : agreement be- 
tween the United States of America 
and Portugal, resuming and interpret- 
ing the agreement of May 22 and 25, 
1953, effected by exchange of notes 
signed at Lisbon October 31 and No- 
vember 10, 1977., 79-8446, 79-8455, 
79-8462, 79-12084 

Iraq : post report., 79-10227 

Israel : post report., 79-10228 

Ivory Coast : post report., 79-10229 

Jamaica : post report., 79-2818 

Japan : post report., 79-18723 

Joint defense space research facility : 
agreement between the United States 
of America and Australia, amending 
and extending the agreement of De- 
cember 9, 1966, effected by exchange 
of notes signed at Canberra, October 
19, 1977., 79-4792 

Joint Egypt/United States report on 
Egypt/United States cooperative 
energy assessment /, 79-19819 

Jordan : post report., 79-10230 

Keeping the secret : State Department 
security handbook., 79-20961 


Key officers of foreign service posts., 
79-1464 

Khmer Republic : post report., 79-4712 

Korea : post report., 79-2819 

Kuwait : post report., 79-4713 

Lake Chad irrigated agriculture : agree- 
ment between the United States of 
America and Chad, signed at 
N‘Djamena January 25, 1977, and 
amending agreements signed at 
N‘Djamena August 30, 1977, and 
signed at N‘Djamena September 28, 
1977., 79-6370 

Land mobile radio stations operating near 
border : agreement between the United 
States of America and Canada effected 
by exchange of letters signed at Ottawa 
and Washington December 21, 1976 
and January 13, 1977 with interim ar- 
rangement., 79-4729 

Laos : post report., 79-10231 

Lebanon : post report., 79-4714 

Lesotho : post report., 79-2820 

Liberia : post report., 79-10232 
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Loan of T-38 aircraft and equipment : 
agreement between the United States 
of America and Portugal, signed at 
Washington January 19, 1977, and ex- 
tending agreement signed at Washing- 
ton September 19, 1977., 79-8450 

Luxembourg : post report., 79-2821 

Madagascar : post report., 79-10233 

Mahaweli Ganga irrigation : agreement 
between the United States of America 
and Sri Lanka, signed at Colombo No- 
vember 9, 1977., 79-8466 


Malaria control : agreement between the 
United States of America and Pakistan 
amending the agreement of June 22, 
1976 signed at Islamabad January 12, 
1978., 79-4764, 79-4778, 79-8492 


Malawi : post report., 79-2822 
Malaysia : post report., 79-2823 
Mali : post report., 79-10234 


Management training assistance team : 
agreement between the United States 
of America and Singapore effected by 
exchange of letters signed at Singapore 
February 23 and 24, 1977., 79-4743 

Mapping, charting, and geodesy : agree- 
ment between the United States of 
America and Indonesia, signed at Ja- 
karta October 21, 1977., 79-12078 


Maritime boundaries : agreement between 
the United States of America and 
Mexico effected by exchange of notes 
signed at Tlatelolco and Mexico No- 
vember 24, 1976., 79-4726 


Maritime matters : memorandum of un- 
derstanding between the United States 
of America and Argentina, signed at 
Buenos Aires, March 31, 1978., 79- 
21055 


Martinique : post report., 79-2824 

Mauritania : post report., 79-2825 

Meteorological cooperation : agreement 
between the United States of America 


and Iran, signed at Tehran, November 
26, 1977., 79-12099 

Mexico : post report., 79-20992 

Military assistance : eligibility require- 
ments pursuant to the International se- 
curity assistance and arms export con- 
trol act of 1976 : agreement between 
the United States of America and Ven- 
ezuela effected by exchange of notes 
dated at Caracas June 16 and 30, 1977., 
79-2865 


Morocco : post report., 79-2826 


Mutual defense assistance : cash contribu- 
tion by Japan, agreement between the 
United States of America and Japan 
relating to the agreement of March 8, 
1954, effected by exchange of notes 
signed at Tokyo July 26, 1977., 79- 
2871, 79-21033 
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Narcotic drugs : additional cooperative 
arrangements to curb illegal traffic : 
agreement between the United States 
of America and Mexico effected by ex- 
change of letters signed at Mexico 
August 5, 1977 and amending agree- 
ment effected by exchange of letters 
signed at Mexico September 29, 1977., 
79-2873, 79-4742, 79-4781, 79- 
14166, 79-14167, 79-14168, 79- 
21061, 79-21062, 79-21067 


Narcotic drugs : computerization of in- 
formation : agreement between the 
United States of America and Mexico, 
effected by exchange of letters signed 
at Mexico September 6, 1977., 79- 
4783, 79-21063 


Narcotic drugs : illicit crop detection 
system : agreement between the United 
States of America and Mexico, effected 
by exchange of letters, signed at 
Mexico, May 22, 1978, and amending 
agreement, effected by exchange of let- 
ters, signed at Mexico, September 26, 
1978, and exchange of letters, signed at 
Mexico, January 12, 1979., 79-21060 


Narcotic drugs : prohibition of poppy 
cultivation : agreement between the 
United States of America and Afghani- 
stan, signed at Kabul September 29, 
1977., 79-4779, 79-4780 


Narcotic drugs : provision of additional 
technical assistance to curb illegal traf- 
fic : agreement between the United 
States of America and Mexico, effected 
by exchange of letters signed at Mexico 
September 28, 1978., 79-21077 


Narcotic drugs : provision of aircraft : 
agreement between the United States 
and Mexico, effected by exchange of 
letters, signed at Mexico, August 23, 
1978., 79-21064 


National energy control center : agree- 
ment between the United States of 
America and Egypt signed at Cairo 
September 30, 1976., 79-4721 


Natural gas pipeline : agreement between 
the United States of America and 
Canada, signed at Ottawa September 
20, 1977, and amending agreement ef- 
fected by exchange of notes signed at 
Washington June 6, 1978., 79-6385 


Navy medical research unit : agreement 
between the United States of America 
and the Republic of China, extending 
the agreement of March 30, April 26 
and October 14, 1955, as amended, ef- 
fected by exchange of notes, signed at 
Taipei October 14, 1975., 79-4786 

Nepal : post report., 79-2827 

Netherlands : post report., 79-2828 

New Zealand : post report., 79-10235 
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Niger : post report., 79-10237 
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Nigeria : post report., 79-10236 


North Shaba rural development : agree- 
ment between the United States of 
America and Zaire, signed at Kinshasa, 
January 27, 1977., 79-21013 


Norway : post report., 79-10238 


Offset for F-5 aircraft purchases : memo- 
randum of understanding between the 
United States of America and Switzer- 
land, signed at Washington and Bern 
July 2 and 9, 1975., 79-12068 


Oman : post report., 79-10239 


Omega Navigation Station : agreement 
between the United States of America 
and Liberia amending the agreement of 
April 10 and 18, 1973 effected by ex- 
change of notes dated at Monrovia 
March 22 and August 22, 1978., 79- 
23055 


Omega navigational facility : agreement 
between the United States of America 
and Australia, effected by exchange of 
notes signed at Canberra, June 8 and 
September 20, 1977., 79-4798 


Panama : post report., 79-2829 


Papua New Guinea : post report., 79- 


2830 
Paraguay : post report., 79-2831 


Peace Corps : agreement between the 
United States of America and Oman, 
amending the agreement of November 
15 and 28, 1972, effected by exchange 
of notes signed at Muscat May 4 and 
August 25, 1977., 79-14169, 79- 
15594, 79-21078 


People‘s Republic of China : post report., 
79-8438 


Peru : post report., 79-10240 
Poland : post report., 79-2832 


Pollution : addition to joint contingency 
plan of Annex IV concerning Beaufort 
Sea agreement between the United 
States of America and Canada efffected 
by exchange of notes signed at Ottawa 
July 28 and August 30, 1977., 79-4784 


Population planning : agreement between 
the United States of America and the 
Philippines, amending the agreement of 
August 31, 1977, signed at Manila 
March 6, 1978., 79-12098, 79-17140, 
79-17141, 79-23043 


Portugal : post report., 79-10241 


Postal money orders : agreement between 
the United States of America and Ban- 
gladesh, signed at Washington, August 
11, 1977., 79-14172 


Press conference by the Honorable 
Henry A. Kissinger, Secretary of State, 
Washington, D.C., April 22, 1976., 
79-20983 


Press conference, May 4, 1977, Washing- 
ton, D.C. : major topics; SALT negoti- 
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ations, Middle East, Southern Africa, 
Vietnam., 79-20986 


Primary school reconstruction : agree- 
ment between the United States of 
America and Guatemala, signed at 
Guatemala September 14, 1977., 79- 
17134 


Prisoner transfer : treaty between the 
United States of America and Bolivia, 
signed at La Paz, February 10, 1978., 
79-21038 


Program to assist Sahel rural population : 
agreement between the United States 
of America and Chad, signed at 
N‘Djamena August 30, 1976., 79-6365 


Protection of classified information : ar- 
rangement between the United States 
of America and France effected by ex- 
change of notes signed at Paris Sep- 
tember 7, 1977., 79-4756 


Provision of services for Kimpo Interna- 
tional Airport expansion : memoran- 
dum of agreement between the United 
States of America and the Republic of 
Korea, signed at Seoul and Washington 
August 30 and September 26, 1975, and 
amending agreement signed at Wash- 
ington and Seoul March 29 and May 
12, 1976., 79-8464 

Public sector manpower training : agree- 
ment between the United States of 
America and Guyana, signed at 
Georgetown, July 13, 1977., 79-4788 

Qatar : post report., 79-2833 

Radio communications between amateur 
stations on behalf of third parties : ar- 
rangement between the United States 
of America and Jamaica effected by 
exchange of notes dated at Kingston 
February 24 and May 12, 1977., 79- 
4753, 79-4796 


Range and livestock : agreement between 
the United States of America and 
Niger, signed at Niamey September 26, 
1977., 79-12077 

Re-equipment of the Institute Pedagologi- 
que Nationale D‘Education Technique 
: agreement between the United States 
of America and Lebanon, signed at 
Beirut, March 21, 1978., 79-23053 


Reciprocal fisheries : agreement, with 
agreed minute, between the United 
States of America and the United 
Kingdom of Great Britain and North- 
ern Ireland, signed at Washington June 
24, 1977., 79-17145 


Regional rural agribusiness development : 
agreement between the United States 
of America and the Central American 
Bank for Economic Integration signed 
February 2, 1977., 79-4731 

Reimbursement of income taxes : agree- 
ment between the United States of 
America and the United Nations, ef- 





fected by exchange of letters, signed at 
New York, June 30 and July 12, 1978., 
79-21027 

Remarks by the Honorable Henry A. 
Kissinger, Secretary of State, upon re- 
ceiving the Chizuk Amuno Synagogue 
Distinguished Leadership Award, Bal- 
timore, Maryland, May 9, 1976., 79- 
20982 

Remote sensing : acquisition of satellite 
data : memorandum of understanding 
between the United States of America 
and India, signed at New Delhi Janu- 
ary 3, 1978, with related note., 79- 
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Remote sensing : global crop information 
: agreement between the United States 
of America and Canada, effected by 
exchange of notes signed at Washing- 
ton March 31 and April 10, 1978., 79- 
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Report on human rights practices in 
countries receiving U.S. aid : report /, 
79-10470 

Reports submitted to Congress pursuant 
to the Foreign relations authorization 
act, (Public Law 95-426)., 79-17482 

Research cooperation in transportation : 
memorandum of understanding be- 
tween the United States of America 
and the Polish People’s Republic, 
signed at Warsaw November 3, 1971, 
and extending agreement signed at 
Warsaw October 16, 1978., 79-14176, 
79-21040 


Research cooperation in transportation : 
understanding between the United 
States of America and the Hungarian 
People‘s Republic, signed at Budapest, 
October 11, 1978., 79-17184 

Research institute of medical sciences : 
agreement between the United States 
of America and Thailand modifying 
and continuing the agreements of De- 
cember 23, 1960 and April 1 and 25, 
1963 effected by exchange of notes 
signed at Bangkok January 19 and 28, 
1977., 79-2855 


Right of priority on patents : agreement 
between the United States of America 
and the Republic of Korea, effected by 
exchange of notes, signed at Seoul, Oc- 
tober 30, 1978., 79-23067 

Roads gravelling project : agreement be- 
tween the United States of America 
and Kenya, signed at Nairobi, July 1, 
1977., 79-4782 


Rural access roads : agreement between 
the United States of America and Bo- 
livia, signed at La Paz, September 20, 
1976., 79-4717 

Rural community health : agreement be- 
tween the United States of America 
and Tunisia, signed at Tunis December 
29, 1977., 79-8482 
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Rural cooperative system : agreement be- 
tween the United States of America 
and Columbia signed at Bogota April 
28, 1976., 79-21010 


Rural dev it : agreement between 


the United States of America, and Af- 


ghanistan, signed at Kabul, September 
18, 1977., 79-17142 

Rural education : agreement between the 
United States of America and Bolivia, 
signed at La Paz August 30, 1977., 
79-6378, 79-21001 

Rural electrification : agreement between 
the United States of America and Ban- 
gladesh, signed at Dacca December 15, 
1977., 79-8480, 79-8488 

Rural finance experimental project : 
agreement between the United States 


of America and Bangladesh, signed at 
Dacca August 31, 1977., 79-8460 

Rural health services : agreement be- 
tween the United States of America 
and Egypt, amending the agreement of 
September 39, 1976, signed at Cairo, 
December 29, 1977., 79-17144 

Rural municipal development : agreement 
between the United States of America 
and Panama, signed at Panama, No- 
vember 28, 1975., 79-4760 

Rural roads system : agreement between 
the United States of America and 
Kenya, signed at Nairobi September 
30, 1977., 79-8468 

Rwanda : post report., 79-2834 

Safeguarding of classified information : 
arrangement between the United of 
America and Kuwait signed at Kuwait 
January 26, 1977., 79-4751 

Saint Lawrence Seaway : tariff of tolls : 
agreement between the United States 
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supplementing the agreement of March 
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March 20, 1978., 79-21011 
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tween the United States of America 
and the United Nations, effected by ex- 
change of letters, signed June 21, and 
23, August 26, and September 30, 
1976., 79-14160 

SALT and American security., 79-10209 


SALT II and American security., 79- 
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Saudi Arabia : post report., 79-2835 
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agreement between the United States 
of America and the Socialist Federal 
Republic of Yugoslavia extending the 
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A of the agreement of September 27, 
1973, as amended and extended, effect- 
ed by exchange of notes dated at 
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Washington May 17 and June 30, 
1977., 79-4794 


Scientific and technical cooperation : 
agreement between the United States 
of America and Australia, extending 
the agreement of October 16, 1968, as 
extended, effected by exchange of 
notes, signed at Canberra, October 10, 
1978., 79-23062 


Scientific and technological cooperation : 
agreement between the United States 
of America and the Socialist Federal 
Republic of Yugoslavia, extending the 
agreement of May 18, 1973, effected by 
exchange of notes dated at Belgrade, 
June 30, 1978., 79-21074 


Second amendment of Articles of agree- 
ment of the International Monetary 
Fund : between the United States of 
America and other governments, ap- 
proved by the Board of Governors of 
the International Mone Fund, 
Washington, April 30, 1976., 79-6368 

The Secretary of State press conference., 
79-1461 


Seismograph station near Kluane Lake, 
Yukon Territory : agreement between 
the United States of America and 
Canada, extending the agreement of 
April 2 and May 9, 1974, as extended, 
effected by exchange of notes dated at 
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1977., 79-4797 
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April 27, 1977., 79-4737 


Settlement of claims : agreement between 
the United States of America and the 
People‘s Republic of China, signed at 
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controlled cargoes agreement be- 
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and Brazil, effected by exchange of let- 
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America and Norway, effected by ex- 
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79-23051, 79-23052 


Sierra Leone : post report., 79-2836 
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source plan., 79-1776 


Do not order from index; see indicated entry 





U.S. General Accounting Office. 


Land management plan : Heppner plan- 
ning unit : draft environmental state- 
ment., 79-7207 

Mt Adams Wilderness : Gifford Pinchot 
National Forest, Washington /, 79- 
12575 

Olympic National Forest and Park, 
Washington /, 79-21861 

A statewide comprehensive plan for fish 
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the State of Oregon., 79-17720, 79- 
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Foundation’s review process for grant 
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in the rehabilitation loan program : 
report /, 79-13533 
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of command and inspectors general 
grievance procedures : report /, 79- 
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Actions needed to stop excess medicare 
payments for blood and blood products 
: report to the Congress /, 79-13554 

Activities of special police acd guard 
forces in the District of Columbia can 
be improved : report /, 79-4135 

Additional GAO audit standards : audit- 
ing computer-based systems., 79- 
11503 

Additional IRS actions needed to make 
sure that individuals pay the correct 
social security tax : report /, 79-2425 
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Additional precious metals can be recov- 
ered., 79-11536 


Adjustment assistance to firms under the 
Trade act of 1974 : income mainte- 
nance or successful adjustment : report 
to the Congress /, 79-11534 


Administration of U.S. export licensing 
should be consolidated to be more re- 
sponsive to industry : report to the 
Congress /, 79-5969 


Administrative weaknesses in St. Louis‘ 
Comprehensive employment and train- 
ing act program : report /, 79-20166 


After six years, legal obstacles continue 
to restrict government use of the stand- 
ard statistical establishment list : report 
to the Congresss /, 79-20161 


Agency for International Development's 
housing investment guaranty program : 
report to the Congress /, 79-2439 


Agriculture's statistics agency : computa- 
tion of average market price of rice 
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unimpeded GAO access to records 
needed : report to the Congress /, 79- 
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The Air Force can reduce inventories by 
eliminating unneeded stock levels : De- 
partment of Defense /, 79-2443 


Alternatives to protect property owners 
from damages caused by mine subsi- 
dence : report /, 79-13504 


American Samoa needs effective aid to 
improve government operations and 
become a self-supporting territory : 
report /, 79-4122 


Analysis of the energy and economic ef- 
fects of the Iranian oil shortfall : report 
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Annual adjustments, the key to Federal 
executive pay : report to the Congress 
/, 79-15091 


Annual report of the Comptroller Gener- 
al of the United States., 79-7816 


Are OPEC financial holdings a danger to 
U.S. banks or the economy? : report /, 
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large bank trust department sales of 
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Areas around nuclear facilities should be 
better prepared for radiological emer- 
gencies : report to the Congress /, 79- 
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deployable enlisted personnel : report / 
» 79-2423 

Army efforts to restore integrity to its 


financial management systems : report 
/, 79-13528 
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Island Arsenal may be inappropriate : 
report /, 79-15116 
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Army‘s fiscal year 1979 programs for 
‘procuring conventional ammunition 
and related production base support : 
report /, 79-5975 


Army‘s FY 1980 programs for procuring 
conventional ammunition, moderniza- 
tion, and expansion : report /, 79- 
16612 


Army‘s requirements for war reserve ma- 
teriel can be reduced without impairing 
combat effectiveness : report /, 79- 
7844 


An assessment of DOD‘s pollution con- 
trol progress and future cost : report /, 
79-13571 


Attainable benefits of the Medicaid man- 
agement information system are not 
being realized : report /, 79-7838 


Audit of financial transactions of the Ser- 
geant at Arms for the 12 months ended 
June 30, 1978 : House of Representa- 
tives : report /, 79-4139 


Audit of the Commodity Credit Corpor- 
tation communication from _ the 
Comptroller General of the United 
States ..., 79-3143 


Audit of the Federal Crop Insurance 
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Audit of the financial statements of Fed- 
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Audit of the House of Representatives 
Beauty Shop., 79-15096 
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16596 


Audit of the Office of the Attending Phy- 
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over personal and other sensitive data : 
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Workers Service Center, Inc., was 
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AWOL in the military, a serious and 
costly problem : report to the Congress 
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Bank robbery : the Federal law enforce- 
ment role should be reduced : report to 
the Congress /, 79-2427 
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tification and disclosure : report to the 
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Beef marketing : issues and concerns : 
study /, 79-2406 


Before licensing floating nuclear power- 
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report to the Congress /, 79-2413 
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report /, 79-13499 

Better equipment maintenance and per- 
sonnel training needed to improve fire- 
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and opinions : report /, 79-4136 


Better management of Metro subway 
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pesticide residues in imported food is 
essential : report to the Congress /, 
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Better water management and conserva- 
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be overcome : report /, 79-5940 


Can the Army and Air Force Reserve 
support the active forces effectively? : 
report to the Congress /, 79-15113 
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Cash management policy and procedures 
need improvement report /, 79- 
13527 

Centralizing Air Force aircraft compo- 
nent repair in the field can provide sig- 
nificant savings : report /, 79-15115 

Changes in the U.S. Postal Service's cash 
management practices could increase 
income and reduce cost : report /, 79- 
20163 


Changes needed in personnel practices of 
the Agency for International Develop- 
ment : report /, 79-2438 

Changes needed in the tax laws govern- 
ing the exclusion for scholarships and 
fellowships and the deduction of job 
related educational expenses : report /, 
79-18195 


Changes needed in U.S. valuation system 
for imported merchandise : report to 
the Congress /, 79-13550 


Changing character and structure of 
American agriculture : an overview : 
study /, 79-4127 


The Civil reserve air fleet : an effective 
program to meet defense emergency 
airlift requirements : report /, 79- 
16608 

Civil Service needs to improve claims 
review process under the Federal em- 
ployees health benefits program 


report by the Comptroller General of 
the United States., 79-2430 


Cleaning up commingled uranium mill 
tailings : is Federal assistance neces- 
sary? : report /, 79-11517 

Coal slurry pipelines : progress and prob- 
lems for new ones : report /, 79- 
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Coal trespass in the Eastern States—more 
Federal oversight needed : report /, 
79-15084 

Codisposal of garbage and sewage 
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problems : report to the Congress /, 
79-15076 
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can be done: report /, 79-20139 


Colorado River Basin water problems : 
how to reduce their impact : report to 
the Congress /, 79-15072 
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Commercial safety regulations are avoid- 
ed by some large aircraft operators : 
report /, 79-7824 


Commercializing solar heating : a nation- 
al strategy needed : report to the Con- 
gress /, 79-22581 

Communication and management prob- 
lems hinder the planning process for 





major mass transit projects : report /, 
79-16571 

The community development block grant 
program : discretionary grant funds not 
always given to the most promising 
small city programs : report /, 79- 
2407 

Community-managed septic systems : a 
viable alternative to sewage treatment 
plants : a report to the Congress /, 
79-5938 

Comparative growth in compensation for 
postal and other Federal employees 
since 1970 : report to the Congress /, 
79-11520 


Compensations Micronesian world war II 
Claims : controversial award of claims 
and difficulties distributing payments : 
report to the Senate Committee on 
Energy and Natural Resources /, 79- 
20173 


Comptroller General of the United States 
[decisions, testimonies, reviewst B- 
[seriest., 79-919 

The Congress should act to establish mili- 
tary compensation principles : report to 
the Congress of the United States /, 
79-15088 


The Congress should clearly define the 
National Weather Service's role to pro- 
vide specialized weather services 
report /, 79-13496 

Congressional control over appropri- 
ations to the Corps of Engineers can be 
strengthened : report to the Congress / 
, 79-13532 


Conrail faces continuing problems 
report /, 79-4126 


Considerations for adjustment assistance 
under the 1974 Trade act : a summary 
of techniques used in other countries : 
report to the Congress /, 79-11533 


Continuous management attention needed 
for Army to improve combat unit per- 
sonnel requirements : report /, 79- 
2422 


Conversion of urban waste to energy : 
developing and introducing alternate 
fuels from municipal solid waste 
report to the Congress /, 79-13519 


Cooperative actions result in more eco- 
nomical computer acquisition and im- 
proved security at the New Orleans 
Computer Center : report to the House 
Committee on Government Operations 
/, 179-20178 


Corps of Engineers flood control projects 
could be completed faster through leg- 
islative and managerial changes : report 
/, 79-4128 


Correctional institutions can do more to 


improve the employability of offenders 
: report to the Congress /, 79-13547 
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Cost waivers under the foreign military 
sales program : more attention and 
control needed : report to the Congress 
/, 79-2419 

Critical manpower problems restrict the 
use of National Guard and Reserve 
forces : report to the congress /, 79- 
20160 

Customs‘ cargo processing, fewer but 
more intensive inspections are in order 
: report to the Congress /, 79-2426 

Customs‘ classification of imported vehi- 
cles : a controversial issue /, 79-7836 

Data base management systems : without 
careful planning there can be problems 
: report to the Congress /, 79-20152 

Data collected from non-Federal sources 
: Statistical and paperwork implications 
: study /, 79-5952 

Decisions of the Comptroller General of 
the United States., 79-918, 79-4119 


The Defense Department continues to 
subsidize the foreign military sales pro- 
gram by not charging for normal in- 
ventory losses : report /, 79-20151 

Defense Department is not doing enough 
to maximize competition when award- 
ing contracts for foreign military sales 
programs: report /, 79-7847 

The Defense Department's systems of ac- 
counting for the value of foreign mili- 
tary sales need improvement : report /, 
79-20150 

Defense headquarters staff reductions : an 
overview : study /, 79-4133 


Defense use of military personnel in in- 
dustrial facilities, largely unnecessary 
and very expensive : report /, 79- 
15087 

The Department of Defense continues to 
improperly subsidize foreign military 
sales : report to the Congress /, 79- 
2418 


Department of Defense in overcompen- 
sating its foreign employees : report /, 
79-20155 

Department of Defense pay practices for 
German nationals should be changed : 
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The Department of Defense should adopt 
new clothing allowances : report /, 
79-16588 

Department of Energy‘s consolidation of 
information processing activities needs 
more attention : report /, 79-5942 

Department of Housing and Urban De- 
velopment reorganization plan : some 
accomplishments but more needed : 
report /, 79-11519 

The Department of Justice should im- 
prove its equal employment opportuni- 
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ty programs : report to the Congress /, 
79-13539 


The Department of the Army‘s food irra- 
diation program : is it worth continu- 
ing? : report /, 79-4154 

Desalting water probably will not solve 
the Nation‘s water problems, but can 
help : report to the Congress /, 79- 
15077 


Developing a domestic common carrier 
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the issues? : report to the Congress /, 
79-11510 
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needed : report to the Congress /, 79- 
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Development of a national make-or-buy 
Strategy : progress and problems : 
report to the Congress /, 79-2453 


Development of a national productivity 
clearinghouse : report /, 79-7831 


Difficulties in evaluating public affairs 
government-wide and at the Depart- 
ment of Health, Education, and Wel- 
fare: report /, 79-18201 


Digests of major weapon system reports 
issued January and February 1979 : 
report to the Congress /, 79-16614 


Disclosure and summons provisions of 
1976 Tax reform act—privacy gains 
with unknown law enforcement effects 
: report /, 79-13544 

District of Columbia‘s rent establishment 
policies and procedures need improve- 
ment : report to the Congress /, 79- 
5951 


DOD "total force management“'—fact or 
rhetoric? : report to the Congress /, 
79-11522 


DOD‘s commendable initial efforts to 
solve land use problems around air- 
fields : report /, 79-9882 


DOD ‘s oversight of individual skill train- 
ing in the military services should be 
more comprehensive : report /, 79- 
22588 


Does the Federal incentive awards pro- 
gram improve productivity? : report to 
the Congress /, 79-13531 

Domestic housing and community devel- 
opment : issues for planning : study /, 
79-11511 

The drinking-driver problem : what can 
be done about it? : report to the Con- 
gress /, 79-13509 

The economic and energy effects of alter- 
native oil import policies : report to the 
Congress /, 79-22583 

Effects of Alaskan North Slope crude oil 
and continued crude oil production at 
Elks Hills Naval Petroleum Reserve : 
report /, 79-2415 
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Effects of the Employee retirement 
income security act on pension plans 
with fewer than 100 participants 
report to the Congress /, 79-16604 


Efficiency of Reserve and Guard training 
has improved since 1974, but more can 
be done : report to the Congress /, 
79-22589 


Efforts to charge for using government- 
owned assets for foreign military sales : 
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action needed : report /, 79-20153 


Efforts to improve management of U.S. 
foreign aid—changes made and 
changes needed : report /, 79-13563 


Electric energy options hold great prom- 
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: report to the Congress /, 79-11514 


Electricity utility fuel—procurement 
practices and the impact of rate reform 
activities on small businesses : report /, 
79-13518 


Emergency natural gas purchases : ac- 
tions needed to correct program abuses 
and consumer inequities : report to the 
Congress /, 79-11512, 79-13514 
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provements needed in the Army and 
Air Force Exchange Service and the 
Navy Resale System Office : report to 
the Congress /, 79-20157 


Endangered species, a controversial issue 
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gress /, 79-20138 


Energy-saving strategies for Federal pro- 
curement : report, 79-16577 
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Environmental Protection Agency stand- 
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provement : report /, 79-16590 
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Pacific support functions mismanaged? 
: report /, 79-16591 

Evaluation of efforts by the city of 
Denver and five Federal agencies to 
comply with certain Federal affirma- 
tive action requirements : report /, 
79-4124 


Evaluation of four energy conservation 
programs—fiscal year 1977 : report to 
the Congress /, 79-7827 


Evaluation of programs in the Depart- 
ment of Transportation—an assessment 
: report to the Congress /, 79-13572 


Examination of financial statements, in- 
surance operations of the Federal 
Housing Administration : communica- 
tion from the Comptoller General of 
the United States ..., 79-3144 


Examination of financial statements, 
Inter-American Foundation., 79-17566 
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duct against its employees : report /, 
79-2428 

Federal actions are needed to improve 
safety and security of nuclear materials 
transportation : report to the Congress 
/, 79-15081 


Federal agencies can, and should, do 
more to combat fraud in Government 
programs : report to the Congress /, 
79-4137 


Federal agencies can provide more op- 
portunities for minority motor carriers : 
report /, 79-15112 


Federal agencies should use good meas- 
ures of performance to hold managers 
accountable : report /, 79-7832 


The Federal bail process fosters inequities 
: report to the Congress /, 79-5956 
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often been unsuccessful in obtaining ad- 
ditional staff : report to the Congress /, 
79-22585 


Federal cost principles are often not ap- 
plied in grants and contracts with State 
and local governments : report to the 
Congress /, 79-13545 


Federal efforts to increase minority op- 
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unions have had little success : report 
to the Congress /, 79-13556 
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system—possibilities for improvement : 
report /, 79-5949 


Federal employment examinations : do 
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fuel, are they needed? : report to the 
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The Federal government's severance pay 
programs need reform : report to the 
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cancer treatment capability by sharing : 
report /, 79-13559 
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report /, 79-13495 
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tion knowledge ; report to the Con- 
gress /, 79-2452 

Federal leasing policy, is the split repon- 
sibility working? : report /, 79-16576 

Federal management weaknesses cry out 
for alternatives to deliver programs 
and services to Indians to improve 
their quality of life : report tc the Con- 
gress /, 79-2409 


The Federal program to strengthen de- 
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tion lacks direction : report to the Con- 
gress /, 79-13553 


Federal protection and preservation of 
wild and scenic rivers is slow and 
costly : report to the Congress /, 79- 
5936 


Federal regulation of propane and naph- 
tha : is it necessary? : report to the 
Congress /, 79-7826 

Federal response to the 1976-77 drought : 
what should be done next? : report /, 
79-13505 


The Federal role in improving productiv- 
ity : is the National Center for Produc- 
tivity and Quality of Working Life the 
proper mechanism? : report to the Con- 
gress /, 79-5945 


Federal seed money : more careful selec- 
tion and application needed : report to 
the Congress /, 79-16592 


Federal snow removal reimbursement 
policy : improvements needed : report 
/, 1719-22579 

A Federal strategy is needed to help im- 
prove medical and dental care in pris- 
ons and jails : report to the Congress /, 
79-5955 


Federally assisted employment and train- 
ing : a myriad of programs should be 
simplified : report to the Congress /, 
79-15097 


Federaly sponsored research at educa- 
tional institutions : a need for improved 
accountability : report /, 79-2454 


Financial and legal implications of Iran‘s 
cancellation of arms purchase agree- 
ments : report /, 79-22587 
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tions September 30, 1978 : report to the 
Congress /, 79-11544 


The Fishery conservation and manage- 
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report /, 79-20137 


The Fly America act should allow more 
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plant productivity : report /, 79-9885 
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education, and outreach needed 
report to the Congress /, 79-7840 

Full potential to achieve savings by in- 
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hancing capital equipment not realized 
: report /, 79-2417 
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the independence and efficieny of the 
military justice system : report to the 
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the Federal government : report /, 
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Illinois : report to the Congress /, 79- 
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any person on the basis of race, reli- 
gion, national origin, or political opin- 
ion, under the direction of the Nazi 
government of Germany, and for other 
purposes., 79-7046 

An act to amend the Immigration and 
nationality act to facilitate the admis- 
sion into the United States of more 
than two adopted children, and to pro- 
vide for the expeditious naturalization 
of adopted children., 79-3360 


An act to amend the Independent Safety 
Board act of 1974 to authorize addi- 
tional appropriations., 79-5277 

An act to amend the Internal Revenue 
Code of 1954 to insure that the deduc- 
tion for contributions to a black lung 
benefit trust be allowed for any such 





contributions which are made for the 
purpose of satisfying unfunded future 
liability, and for other purposes., 79- 
7011 


An act to amend the Internal Revenue 
Code of 1954 to provide that income 
from the conducting of certain bingo 
games by certain tax pt organi 
tions will not be subject to tax, and for 
other purposes., 79-7021 


An act to amend the Internal Revenue 
Code of 1954 to reduce income taxes, 
and for other purposes., 79-7075 


An act to amend the Internal Revenue 
Code of 1954 with respect to excise tax 
on certain trucks, buses, tractors, et 
cetera, home production of beer and 
wine, refunds of the taxes on gasoline 
and special fuels to aerial applicators, 
and partial rollovers of lump sum dis- 
tributions., 79-5318 


An act to amend the International bank- 
ing act of 1978 (Public Law 95-369) to 
extend the time for foreign banks to 
obtain required deposit insurance with 
respect to existing branches in the 
United States., 79-23526 


An act to amend the International devel- 
opment and food assistance act of 1978 
and the Foreign assistance and related 
programs appropriations act, 1979 by 
striking out certain prohibitions relat- 
ing to Uganda, and for other purposes., 
79-23529 


An act to amend the Jury selection and 
service act of 1968, as amended, by 
revising the section on fees of jurors 
and by providing for a civil penalty 
and injunctive relief in the event of a 
discharge or threatened discharge of an 
employee by reason of such employee's 
Federal jury service., 79-7062 


An act to amend the National Capital 
transportation act of 1969 to remove 
the limitation on the amount authorized 
for District of Columbia contributions 
for the cost of construction of the 
rapid transit system of the National 
Capital region., 79-23519 

An act to amend the National ocean pol- 
lution research and development and 
monitoring planning act of 1978 to au- 
thorize appropriations to carry out the 
provisions of such act for fiscal year 
1980., 79-16009 


An act to amend the North Pacific fisher- 
ies act of 1954., 79-6988 


An act to amend the Older Americans 
act of 1965 to provide for improved 
programs for older persons, and for 
other purposes., 79-7008 

An act to amend the Pennsylvania 
Avenue Development Corporation act 
of 1972, to provide for the establish- 
ment of the San Antonio Missions Na- 
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tional Historical Park, and for other 
purposes., 79-9378 

An act to amend the Perishable agricul- 
tural commodities act., 79-7055 


An act to amend the pilot project work- 
fare provisions of the Food stamp act 
of 1977., 79-3352 


An act to amend the Ports and water- 
ways safety act of 1972, and for other 
purposes., 79-5322 

An act to amend the Public health serv- 
ice act and related health laws to revise 
and extend the programs of financial 
assistance for the delivery of health 
services ..., 79-9375 


An act to amend the Public health serv- 
ice act to revise and extend the au- 
thorities under that act relating to 
health services research and health sta- 
tistics and to establish a National 
Center for Health Care Technology, 
and for other purposes., 79-7086 


An act to amend the Public health serv- 
ice act to revise and extend the pro- 
gram of assistance under that act for 
health maintenance organizations., 79- 
7054 


An act to amend the Public works and 
economic development act of 1965 to 
authorize a program of research, devel- 
opment, and demonstration of guayule 
rubber production and manufacture as 
an economic development opportunity 
for the Southwestern States., 79-9358 


An act to amend the Rail passenger serv- 
ice act to extend the authorizations of 
appropriations for an additional fiscal 
year, to provide for public considera- 
tion and implementation of a rail pas- 
senger service study, and for other pur- 
poses., 79-3361 


An act to amend the Regional rail reor- 
ganization act of 1973 to authorize ap- 
propriations for the United States Rail- 
way Association for fiscal year 1979., 
79-5331 


An act to amend the Regional rail reor- 
ganization act of 1973 to authorize the 
purchase of an additional 
$1,200,000,000 of the series A preferred 
stock of the corporation, and for other 
purposes., 79-9345 

An act to amend the Regional rail reor- 
ganization act of 1973 to require Con- 
Rail to make premium payments under 
certain medical and life insurance poli- 
cies ..., 79-9361 


An act to amend the Rehabilitation act of 
1973 to extend certain programs estab- 
lished in such act, to establish a com- 
munity service employment program 
for handicapped individuals ..., 79- 
7076 


An act to amend the Securities exchange 
act of 1934 to authorize appropriations 
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for the Securities and Exchange Com- 
mission for fiscal years 1979 and 1980, 
and for other purposes., 79-5294 


An act to amend the Shipping act, 1916, 
to strengthen the provisions prohibiting 
rebating practices in the United States 
foreign trades., 79-16016 


An act to amend the Small business act 
and the Small business investment act 
of 1958., 79-7025 


An act to amend the Speedy trial act of 
1974., 79-21798 


An act to amend the tariff schedules of 
the United States to provide for the 
duty-free entry of competition bobsleds 
and luges., 79-7084 

An act to amend the Water resources 
planning act (79 Stat. 244, as amend- 
ed)., 79-3354 

An act to amend title 10, United States 
Code, to make certain changes in the 
Retired Serviceman‘s Protection Plan 
and the Survivor Benefit Plan as au- 
thorized by chapter 73 of that title, and 
for other purposes., 79-3350 


An act to amend title [V of the Employ- 
ee retirement income security act of 
1974 to postpone for 10 months the 
date on which the corporation must 
pay benefits under terminated multiem- 
ployer plans., 79-16015 

An act to amend title 5, United States 
Code, to authorize the Civil Service 
Commission to comply with the terms 
of a court decree, order, or property 
settlement in connection with the di- 
vorce, annulment, or legal separation 
of a Federal employee who is under 
the civil service retirement system, and 
for other purposes., 79-3332 


An act to amend title 5, United States 
Code, to establish a program to in- 
crease part-time career employment 
within the civil service., 79-5303 

An act to amend title 5, United States 
Code, to provide that Japanese-Ameri- 
cans shall be allowed civil service re- 
tirement credit for time spent in World 
War II interment camps., 79-3340 


An act to amend title 10, United States 
Code, to allow nationals, as well as 
citizens, of the United States to partici- 
pate in the Junior Reserve Officers‘ 
Training Corps program., 79-3330 

An act to amend title 10, United States 
Code, to authorize the Secretary of 
Defense to provide transportation to 
the Girl Scouts of the United States of 
America in connection with interna- 
tional world friendship events or 
troops on foreign soil meetings, and for 
other purposes., 79-7014 

An act to amend title 10, United States 
Code, to modernize the permanent fac- 





ulty structure at the United States Mili- 
tary Academy, and for other purposes., 
79-7048 

An act to amend title 10, United States 
Code, to prohibit union organization of 
the armed forces ..., 79-9369 

An act to amend title 10, United States 
Code, to provide that a member of the 
Board of Regents of the Uniformed 
Services University of the Health Sci- 
ences whose term of office has expired 
shall continue to serve until a successor 
is appointed., 79-9355 

An act to amend title XI of the Merchant 
marine act, 1936, to permit the guaran- 
tee of obligations for financing Great 
Lakes vessels in an amount not exceed- 
ing 87 1/2 per centum of the actual or 
depreciated actual cost of each vessel., 
79-9321 


An act to amend title 18 of the United 
States Code to eliminate racketeering 
in the sale and distribution of ciga- 
rettes, and for other purposes., 79- 
9350 


An act to amend title 28 of the United 
States Code to make certain changes in 
the divisions within judicial districts 
and in the places of holding court ..., 
79-7063 


An act to amend title 28 of the United 
States Code to make certain changes in 
the places of holding Federal district 
courts, in the divisions within judicial 
districts, and in judicial district divid- 
ing lines., 79-5287 

An act to amend title 28 of the United 
States Code to provide that the re- 
quirement that each United States at- 
torney and United States marshal 
reside in the district for which he is 
appointed shall not apply to an individ- 
ual appointed to such a position for the 
Northern Mariana Islands if such indi- 
vidual is at the same time serving in 
the same capacity in another district., 
79-7040 

An act to amend title 38, United States 
Code, to improve the housing benefits 
programs of the Veterans‘ Administra- 
tion, to authorize the Administrator of 
Veterans‘ Affairs to pay an allowance 
to a State for expenses incurred in the 
burial of eligible veterans ..., 79-7007 


An act to amend title 38, United States 
Code, to provide improvements in the 
pension program for certain veterans of 
a period of war with non-service-con- 
nected disabilities .., 79-7072 

An act to amend title 38, United States 
Code, to revise and improve certain 
health-care programs of the Veterans‘ 
Administration, to authorize the con- 
struction, alteration, and acquisition of 
certain medical facilities, and to expand 
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certain benefits for disabled 
and for other purposes., 79-16013 

An act to amend title 39 of the United 
States Code to provide better enforce- 
ment procedures for a ge fraudu- 
lent solicitations through the mails., 
79-5276 


An act to amend title 44 to insure the 
preservation of and public access to the 
official records of the President, and 
for other purposes., 79-9357 


An act to authorize a supplemental ap- 
propriation to the National Aeronautics 
and Space Administration for research 
and development., 79-16008 


An act to authorize additional appropri- 
ations for the acquisition of lands and 
interests in lands within the Sawtooth 
National Recreation Area in Idaho., 
79-7087 

An act to authorize additional appropri- 
ations for the Temporary Commission 
on Financial Oversight of the District 
of Columbia, and for other purposes., 
79-16018 


An act to authorize and direct the Secre- 
tary of the Interior to acquire certain 
lands for the benefit of the Mille Lacs 
Band of the Minnesota Chippewa Indi- 
ans., 79-9348 

An act to authorize appropriations for ac- 
tivities and programs carried out by the 
Secretary of the Interior through the 
Bureau of Land Management., 79- 
3328 


An act to authorize appropriations for ac- 
tivities for the National Science Foun- 
dation for fiscal year 1980, and for 
other purposes., 79-21799 


An act to authorize appropriations for en- 
vironmental esearch, development, 
and demonstrations for the fiscal year 
1979, and for other purposes., 79-9316 


An act to authorize appropriations for 
fiscal year 1979 for procurement of air- 
craft, missiles, naval vessels, tracked 
combat vehicles, torpedoes, and other 
weapons and for research, develop- 
ment, test and evaluation for the 
Armed Forces, to prescribe the author- 
ized personnel strength for each active 
duty component and the Selected Re- 
serve of each Reserve component of 
the Armed Forces and for civilian per- 
sonnel of the Department of Defense, 
to authorize the military training stu- 
dent loads, to authorize appropriations 
for civil defense, and for other pur- 
poses., 79-5326 


An act to authorize appropriations for 
fiscal year 1979 for the Department of 
State, the International Communication 
— and the Board for Internation- 

to make changes in 
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make changes in the Foreign Service 
personnel system, to establish policies 
and responsibilities with respect to sci- 
ence, technology, and American diplo- 
macy, and for other purposes., 79- 
3363 


An act to authorize appropriations for 
fiscal year 1980 for international devel- 
Opment and economic assistance pro- 
grams and for the Peace Corps, and for 
other purposes., 79-21805 


An act to authorize appropriations for 
fiscal years 1980 and 1981 for the De- 
partment of State, the International 
Communication Agency, and _ the 
Board for International Broadcasting., 
79-23522 


An act to authorize appropriations for 
fiscal years 1980 and 1981 under the 
Arms control and disarmament act, and 
for other purposes., 79-23528 


An act to authorize appropriations for the 
construction of certain highways in ac- 
cordance with title 23 of the United 
States Code, for highway safety, for 
mass transportation in urban and in 
rural areas, and for other purposes., 
79-9363 


An act to authorize appropriations for the 
Department of Energy for national se- 
curity programs for fiscal year 1979, 
and for other purposes., 79-7026 


An act to authorize appropriations for the 
fiscal year 1979 under the International 
investment survey act of 1976, and for 
other purposes., 79-3339 


An act to authorize appropriations for the 
international affairs functions of the 
Department of the Treasury for fiscal 
year 1980., 79-21800 


An act to authorize appropriations for the 
purpose of carrying out the activities 
of the Department of Justice for fiscal 
year 1979, and for other purposes., 
79-9374 


An act to authorize appropriations to 
carry out conservation programs on 
military reservations and public lands 
during fiscal years 1979, 1980, and 
1981., 79-5292 


An act to authorize appropriations to 
carry out the Fishery conservation and 
management act of 1976 during fiscal 
year 1979, to provide for the regulation 
of foreign fish processing vessels in the 
fishery conservation zone, and for 
other purposes., 79-3329, 79-23523 


An act to authorize appropriations to the 
National Aeronautics and Space Ad- 
ministration for research and develop- 
ment, construction of facilities, and re- 
search and program management, and 
for other purposes., 79-5285, 79- 
21801 
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An act to authorize appropriations to the 
Nuclear Regulatory Commission for 
fiscal year 1979, and for other pur- 
poses., 79-9364 


An act to authorize electronic surveil- 
lance to obtain foreign intelligence in- 
formation., 79-9323 


An act to authorize establishment of the 
Fort Scott National Historic Site, 
Kansas, and for other purposes., 79- 
5325 


An act to authorize Federal agencies to 
experiment with flexible and com- 
pressed employee work schedules, 
79-3345 


An act to authorize supplemental interna- 
tional security assistance for the fiscal 
year 1979 in support of the peace 
treaty between Egypt and Israel, and 
for other purposes., 79-21792 


An act to authorize the appropriation of 
specified dollar amounts for each of the 
National Science Foundation’s major 
program areas (and certain subpro- 
grams), and to provide requirements 
relating to periods of availability and 
transfers of the authorized funds., 79- 
5300 


An act to authorize the Architect of the 
Capitol to install solar collectors for 
furnishing a portion of the energy 
needs of the Rayburn House Offfice 
Building and House Office Building 
Annex Numbered 2, and for other pur- 
poses., 79-7065 


An act to authorize the issuance of substi- 
tute Treasury checks without undertak- 
ings of indemnity, except as the Secre- 
tary of the Treasury may require., 79- 
3338 


An act to authorize the permanent estab- 
lishment of a system of Federal infor- 
mation centers., 79-7013 


An act to authorize the President of the 
United States to present on behalf of 
the Congress a specially struck gold 
medal to Lieutenant General Ira C. 
Eaker, United States Air Force (re- 
tired)., 79-5304, 79-16007, 79-16011 


An act to authorize the Secretary of Ag- 
riculture to accept and administer on 
behalf of the United States gifts or de- 
vises of real and personal property for 
the benefit of the Department of Agri- 
culture or any of its programs., 79- 
5308 


An act to authorize the Secretary of Ag- 
riculture to provide cooperative forest- 
ry assistance to States and others, and 
for other purposes., 79-3322 


An act to authorize the Secretary of Ag- 
riculture to relinquish exclusive legisla- 
tive jurisdiction over lands or interests 
under his control., 79-5307 
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An act to authorize the Secretary of 
Energy to enter into cooperative agree- 
ments with certain States respecting re- 
sidual radioactive material at existing 
sites ..., 79-9366 


An act to authorize the Secretary of the 
Army to return to the Federal Repub- 
lic of Germany ten paintings of the 
German Navy seized by the United 
States Army at the end of World War 
II., 79-7032 


An act to authorize the Secretary of the 
Interior to construct, restore, operate, 
and maintain new or modified features 
at existing Federal reclamation dams 
for safety of dams purposes., 79-7066 


An act to authorize the Smithsonian Insti- 
tution to acquire the Museum of Afri- 
can Art, and for other purposes., 79- 
5289 


An act to authorize the Smithsonian Insti- 
tution to construct support museum 
facilities, 79-9347 


An act to authorize withholding from sal- 
aries disbursed by the Secretary of the 
Senate and from certain employees 
under the jurisdiction of the Architect 
of the Capitol for contribution to cer- 
tain charitable organizations., 79-7004 


An act to change the name of the Dis- 
trict of Columbia Bail Agency to the 
District of Columbia Pretrial Services 
Agency., 79-3344 


An act to change the tax treatment of 
income earned abroad by United States. 
citizens and residents, and for other 
purposes., 79-7081 

An act to clarify the authority for em- 
ployment of personnel in the White 
House Office and the Executive Resi- 
dence at the White House, to clarify 
the authority for employment of per- 
sonnel by the President to meet unan- 
ticipated needs, and for other pur- 
poses., 79-7061 

An act to clarify the status of certain 
legislative and judicial officers under 
the provisions of title 5, United States 
Code, relating to annual and sick leave, 
and for other purposes., 79-9326 


An act to confer jurisdiction upon the 
United States Court of Claims to hear, 
determine, and render judgment upon 
the claim of John T. Knight., 79-6920 


An act to consent to certain amendments 
to the New Hampshire-Vermont inter- 
state school compact, approved by 
Public Law 91-21., 79-9331 


An act to continue the work of the 
President's Commission on Pension 
Policy to develop a national retirement 
income policy in the United States, and 
for other purposes., 79-17649 


An act to create the District Court for 
the Northern Mariana Islands, imple- 
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menting article IV of the Covenant to 
establish a Commonwealth of the 
Northern Mariana Islands in Political 
Union with the United States of Amer- 
ica., 79-18959 


An act to create the Indian Peaks Wilder- 
ness Area and the Arapaho National 
Recreation Area ..., 79-9311 


An act to declare that the United States 
holds in trust for the Pueblo of Zia 
certain public domain lands., 79-5329 

An act to designate a building in Pitts- 
burg, Kansas, as the “Joe Skubitz 
Social Security Administration 
Center“., 79-9336 


An act to designate a certain Federal 
building in Big Stone Gap, Virginia, 
the ”*C. Bascom Slemp Building“., 79- 
7045 


An act to designate a certain Federal 
building in Bloomington, Illinois, the 
*Leslie C. Arends Building“., 79-9329 

An act to designate a certain Federal 
building in Champaign, Illinois, the 
"William L. Springer Building“., 79- 
7037 

An act to designate certain lands in the 
State of Wisconsin as wilderness., 79- 
7015 


An act to designate the Boundary Waters 
Canoe Area Wilderness, to establish 
the Boundary Waters Canoe Area 
Mining Protection Area, and for other 
purposes., 79-7016 

An act to designate the building known 
as the Ozark National Forest Head- 
quarters Building in Russellville, Ar- 
kansas, as the *Henry R. Koen Forest 
Service Building“, 79-7002 


An act to designate the Federal building 
and United States courthouse in Hato 
Rey, Puerto Rico, the ’Federico Dege- 
tau Federal Building“., 79-5272 


An act to designate the *George Mahon 
Federal Building“., 79-7039 

An act to designate the Great Bear Wil- 
derness, Flathead National Forest, and 
enlarge the Bob Marshall Wilderness, 
Flathead and Lewis and Clark National 
Forests, State of Montana., 79-9339 


An act to designate the Meat Animal Re- 
search Center located near Clay 
Center, Nebraska, as the "Roman L. 
Hruska Meat Animal Research 
Center“., 79-5302 


An act to designate the Mike Monroney 
Aeronautical Center., 79-5270 


An act to designate the new Terminal 
Radar Approach Control Federal 
Building in Hempstead, Long Island, 
New York, as the "Charles A. Lind- 
bergh Federal Building., 79-9328 


An act to designate the "Omar Burleson 
Federal Building’. 79-7038 





An act to designate the ’Paul G. Rogers 
Federal Building“., 79-9330 


An act to designate the proposed new 
Veterans‘ Administration hospital in 
Little Rock, Arkansas, as the "John L. 
McClellan Memorial Veterans‘ Hospi- 
tal“, and for other purposes., 79-9306 


An act to designate the United States De- 
partment of Agriculture‘s Bee Research 
Laboratory in Tucson, Arizona, as the 
”Carl Hayden Bee Research Center“., 
79-6995 


An act to designate the United States De- 
partment of Agriculture‘s Pecan Field 
Station in Brownwood, Texas, as the 
”"W. R. “Bob‘ Poage Pecan Field Sta- 
tion“., 79-5314 


An act to designate the United States 
Post Office and Federal Building in 
Griffin, Georgia, the "John J. Flynt, 
Jr. Federal Building*., 79-9337 


An act to designate the Veterans‘ Admin- 
istration center located at 1901 South 
First Street, Temple, Texas, as the 
"Olin E. Teague Veterans‘ Center“, 
and for other purposes., 79-5275 


An act to enable the Department of Jus- 
tice and the Administrative Office of 
the United States Courts to provide 
services and special supervision to drug 
dependent Federal offenders in an effi- 
cient and effective manner., 79-9332 


An act to enhance the flexibility of con- 
tractual authority of the Temporary 
Commission on Financial Oversight of 
the District of Columbia., 79-5281 


An act to establish a comprehensive and 
coordinated national climate policy and 
program, and for other purposes., 79- 
3333 

An act to establish a Rural Transporta- 
tion Advisory Task Force, and for 
other purposes., 79-7067 

An act to establish a uniform law on the 
subject of bankruptcies., 79-9362 


An act to establish fees and allow per 
diem and mileage expenses for wit- 
nesses before United States courts., 
79-7043 


An act to establish standards for the 
placement of Indian children in foster 
or adoptive homes, to prevent the brea- 
kup of Indian families, and for other 
purposes., 79-7078 

An act to extend and amend the special 
supplemental food program and the 
child care food program, and for other 
purposes., 79-9376 

An act to extend certain programs under 
the Higher education act of 1965 for 
one year, and for other purposes., 79- 
21802 
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An act to extend for three years the au- 
thorizations for appropriations under 
the Safe drinking water act., 79-23525 

An act to extend provisions of the Noise 
control act of 1972 for one year, and 
for other purposes., 79-7079 


An act to extend temporarily the authori- 
ty of the Secretary of the Treasury to 
waive the imposition of countervailing 
duties., 79-19021 

An act to extend the authority for the 
flexible regulation of interest rates on 
deposits and accounts in depository in- 
stitutions., 79-9379, 79-10620 

An act to extend the boundaries of the 
Toiyabe National Forest in Nevada, 
and for other purposes., 79-9367 


An act to extend the Commission on 
Civil Rights for five years, to authorize 
appropriations for the Commission, to 
effect certain technical changes to 
comply with changes in the law, and 
for other purposes., 79-6994 

An act to extend the Commodity ex- 
change act, and for other purposes., 
79-3355 


An act to extend the programs of assist- 
ance under title X and part B of title 
XI of the Public health services act., 
79-9370 

An act to extend until the close of June 
30, 1981, the existing suspension of 
duties on certain metal waste and 
scrap, unwrought metal, and other arti- 
cles of metal, and for other purposes., 
79-9322 


An act to facilitate the exchange of cer- 
tain lands in the State of Oregon, and 
for other purposes., 79-5283 

An act to further amend the Mineral leas- 
ing act of 1920 (30 U.S.C. 201(a)), to 
authorize the Secretary of the Interior 
to exchange Federal coal leases and to 
encourage recovery of certain coal de- 
posits, and for other purposes., 79- 
7051 

An act to improve the administration and 
operation of the Overseas citizens 
voting rights act of 1975, and for other 
purposes., 79-9359 

An act to improve the operations of the 
national sea grant program, to author- 
ize appropriations to carry out such 
program for fiscal years 1979 and 1980, 
and for other purposes., 79-5295 

An act to improve the range conditions 
of public rangelands., 79-7029 

An act to incorporate the United States 
Capitol Historical Society., 79-9320 

An act to increase the authorization of 
appropriations under the act of Decem- 
ber 22, 1974 (88 Stat. 1712)., 79-21796 


An act to increase the fiscal year 1979 
authorization for appropriations for the 
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food stamp program, and for other pur- 
poses., 79-23520 


An act to increase the price of migratory- 
bird hunting and conservation stamps 
and to provide for consultation by the 
Secretary of the Interior with State 
and local authorities before migratory 
bird areas are recommended for pur- 
chase or rental, and for other pur- 
poses., 79-7049 

An act to make specific provisions for 
ball or roller bearing pillow block, 
flange, take-up, cartridge, and hanger 
units in the tariff schedules of the 
United States, and for other purposes., 
79-7019 


An act to make technical and conforming 
changes to the financial disclosure pro- 
visions in the Ethics in government act 
of 1978., 79-16010 


An act to make technical corrections in 
the North Pacific fisheries act of 1954., 
79-7050 


An act to modify a portion of the south 
boundary of the Salt River Pima-Mari- 
copa Indian Reservation in Arizona, 
and for other purposes., 79-5284 


An act to name a certain Federal building 
in Jonesboro, Arkansas, the ”E. C. 
Took‘ Gathings Building“., 79-5290 

An act to name a certain Federal building 
in Laguna Niguel, California, the 
”’Chet Holifield Building’., 79-5274 

An act to name a certain Federal building 
in Shreveport, Louisiana, the "Joe 
Waggoner Federal Building“. 79- 
9338 


An act to name a lake which has been 
completed as part of the Papillion 
Creek basin project as the ’Standing 
Bear Lake“., 79-5288 


An act to name the post office and Fed- 
eral building in Portland, Maine, the 
"Frederick G. Payne Building“., 79- 
7034 

An act to permit any State the reciprocal 
right to sue in the Superior Court of 
the District of Columbia to recover 
taxes due such State., 79-3343 


An act to permit the State of Hawaii to 
use the proceeds from the sale, lease, 
or other disposition of certain real 
property for any public purpose., 79- 
9319 

An act to prohibit discrimination in rates 
charged by the Southwestern Power 
Administration., 79-6996 


An act to promote a more adequate and 
responsive national program of water 
research and development, and for 
other purposes., 79-5320 


An act to promote and coordinate ama- 
teur athletic activity in the United 
States, to recognize certain rights for 
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United States amateur athletes, to pro- 
vide for the resolution of disputes in- 
volving national governing bodies, and 
for other purposes., 79-7077 


An act to provide authorization of appro- 
priations for the United States Interna- 
tional Trade Commission for fiscal year 
1979., 79-5296 


An act to provide for an accelerated pro- 
gram of research, development, and 
demonstration of solar energy photo- 
voltaic energy technologies leading to 
early competitive commercial applica- 
bility of such technologies to be carried 
out by the Department of Energy ..., 
79-9356 


An act to provide for an expanded and 
comprehensive extension program for 
forest and rangeland renewable re- 
sources., 79-3321 


An act to provide for consumers a fur- 
ther means of minimizing the impact of 
inflation and economic depression by 
narrowing the price spread between 
costs to the producer and the consumer 
of needed goods, service, facilities, and 
commodities through the development 
and funding of specialized credit 
sources for, and technical assistance to, 
self-help, not-for-profit cooperatives, 
and for other purposes., 79-3327 


An act to provide for conveyance of cer- 
tain lands near Dixon, New Mexico, to 
the University of New Mexico., 79- 
7047 


An act to provide for cost-of-living ad- 
justments in the annuity of a retired 
Comptroller General, and for other 
purposes., 79-7028 

An act to provide for grants to tribally 
controlled community colleges, and for 
other purposes., 79-9315 


An act to provide for nationwide service 
of subpoenas in all suits involving the 
False claims act, and for other pur- 
poses., 79-7068 

An act to provide for payments to local 
governments based upon the acreage of 
the National Wildlife Refuge System 
which is within their boundaries, and 
for other purposes., 79-7003 


An act to provide for recalculation of the 
retired pay of individuals who served 
as sergeant major of the Marine Corps 
before December 16, 1967., 79-9352 


An act to provide for the appointment of 
additional district and circuit judges, 
and for cther purposes., 79-5327 


An act to provide for the regulation of 
rates or charges by certain state-owned 
carriers in the foreign commerce of the 
United States, and for other purposes., 
79-7010 


An act to provide for the resolution of 
claims and disputes relating to Govern- 
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ment contracts awarded by executive 
agencies., 79-7056 


An act to provide for the United States 
to hold in trust for the Susanville 
Indian Rancheria of Lassen County, 
California, approximately one hundred 
and twenty acres of land., 79-6997 


An act to provide means for the acquisi- 
tion and retention of title to certain 
lands by the village corporation orga- 
nized pursuant to the Alaska Native 
claims settlement act for the natives of 
the village of Kake, Alaska, and for 
other purposes., 79-9318 


An act to provide that members of the 
Sisseton-Wahpeton Sioux Tribe may 
request the Secretary of the Interior to 
acquire certain lands, and to provide 
that the tribe shall have a preference 
right to purchase certain lands held in 
trust by the United States for tribal 
members., 79-3351 


An act to provide that the Exchange Sta- 
bilization Fund shall not be available 
for payment of administrative expenses, 
and for other purposes., 79-7080 


An act to reform the civil service laws., 
79-3365 


An act to regulate interstate commerce 
with respect to parimutuel wagering on 
horseracing, to maintain the stability of 
the horseracing industry, and for other 
purposes., 79-7030 


An act to rename the United States Fed- 
eral building in Yakima, Washington, 
the ”Justice William O. Douglas Fed- 
eral Building“., 79-9333 


An act to reorganize the executive 
branch of the government and increase 
its economy and efficiency by estab- 
lishing Offices of Inspector General 
within the Departments of Agriculture, 
Commerce, Housing and Urban Devel- 
opment, the Interior, Labor, and Trans- 
portation ..., 79-5315 


An act to repeal a section of Public Law 
95-630., 79-14584 


An act to repeal certain provisions of law 
establishing limits on the amount of 
land certain religious corporations may 
hold in any Territory of the United 
States., 79-9353 


An act to repeal certain requirements re- 
lating to notice of animal and plant 
quarantines, and for other purposes., 
79-5305 


An act to repeal certain sections of title 
III of the Immigration and nationality 
act, and for other purposes., 79-5298 

An act to repeal chapter 27 of title 44, 
United States Code., 79-5279 

An act to require persons who acquire, 
transfer, or hold interests in agricultur- 
al land to report such transactions and 
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holdings to the Secretary of Agricul- 
ture ..., 79-9313 

An act to require the Secretary of Agri- 
culture to convey a reversionary inter- 
est held by the United States in certain 
lands located in Bell County, Ken- 
tucky, to the Board of Education, Bell 
County, Kentucky., 79-23521 


An act to rescind certain budget authori- 
ty contained in the message of the 
President of January 31, 1979 (H. Doc. 
96-46), transmitted pursuant to the Im- 
poundment control act of 1974., 79- 
19022 


An act to revise, codify, and enact with- 
out substantive change the Interstate 
Commerce act and related laws as sub- 
title IV of title 49, United States Code, 
’Transportation“., 79-5321 

An act to revise miscellaneous timing re- 
quirements of the revenue laws, and 
for other purposes., 79-9377 


An act to revise the Strategic and critical 
materials stock piling act, to require 
that appropriations for acquisition of 
strategic and critical materials be au- 
thorized by law, to establish a national 
defense stockpile transaction fund, and 
for other purposes., 79-21797 


An act to settle Indian land claims within 
the State of Rhode Island and Provi- 
dence Plantations, and for other pur- 
poses., 79-3348 


An act to strengthen the economy of the 
United States through increased sales 
abroad of United States agricultural 
commodities., 79-7020 

An act to suspend until the close of June 
30, 1980, the duty on certain doxorubi- 
cin hydrochloride antibiotics., 79-7082 

An act to terminate the authorization of 
the navigation project on the Columbia 
Slough, Oregon., 79-7012 

An act to transfer certain real property of 
the United States to the District of Co- 
lumbia Redevelopment Land Agency., 
79-6990 


An act to translate into practical reality 
the right of all Americans who are 
able, willing, and seeking to work to 
full opportunity for useful paid em- 
ployment at fair rates of compensation 
sy 79-7035 

An act to validate certain land convey- 
ances, and for other purposes., 79- 
7071 

Aeronautical statutes and related materi- 
als., 79-310, 79-10826 

Antarctic conservation act of 1978 : [an 
act to implement the Agreed Measures 
for the Conservation of Antarctic 


Fauna and Flora, and for other meas- 
urest., 79-7044 





Arms control and disarmament act, 
amendment : [an act to authorize ap- 
propriations under the Arms control 
and disarmament act for the fiscal year 
1979, and for other purposest., 79- 
5273 

Civil service classification and salary laws 
: vol. II, 87th through 95th Congress /, 
79-12229 

Civil service preference retirement, and 
salary classification laws /, 79-8627 

Communications satellite act of 1962, 
amendment : [an act to provide for the 
establishment, ownership, operation, 
and governmental oversight and regu- 
lation of international maritime satellite 
telecc ications services}., 79- 


7058 


Community mental health centers act, 
amendments : [an act to amend the 
Community mental health centers act, 
to revise and extend the programs 
under that act, to amend the Public 
health services act ...[., 79-7085 

Compendium of principal energy re- 
search and development legislation : 
enactments and amendments effective 
prior to October 1, i977 : report /, 
79-21634 

Compilation of certain railroad laws 
within the jurisdiction of the Commit- 
tee on Interstate and Foreign Com- 
merce : Regional rail reorganization act 
of 1973... /, 79-10501 

Compilation of energy-related legislation 
/, 79-23407 

Compilation of laws relating to media- 
tion, conciliation, and arbitration be- 
tween employers and employees 
Laws disputes between carriers and 
employers and subordinate officials 
under Labor Board, Eight-hour laws, 
Employers‘ liability laws, Labor and 
child labor laws : vol. II, 91st thru 95th 
Congresses /, 79-8619 

Compilation of selected acts concerning 
national parks and recreation and relat- 
ed matters /, 79-10518 


Compilation of selected acts within the 
jurisdiction of the Committee on Inter- 
state and Foreign Commerce /, 79- 
14426 

Compilation of selected Federal nutrition 
statutes /, 79-15834 

Compilation of the Economic opportuni- 
ty act of 1964, as amended through 
November 2, 1978 /, 79-18905 

Consumer product safety act, amendment 
: [an act to amend the Consumer prod- 
uct safety act to extend the authoriza- 
tion of appropriations, and for other 
purposes}., 79-7088 

Court interpreters act : [an act to provide 
more effectively for the use of inter- 
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preters in courts of the United States, 
and for other purposesf., 79-9334 

Customs ural reform and simplifi- 
cation act of 1978 : [an act to provide 
customs ural reform, and for 
other purposesf., 79-3357, 79-9309 

Diplomtic relations act : [an act to com- 
plement the Vienna convention on dip- 
lomatic relations}., 79-3347 

Drug abuse prevention and treatment 
amendments of 1978 : [an act to amend 
the Drug Abuse Office and treatment 
act of 1972 to extend the programs of 
assistance under that act for drug abuse 
prevention, education, treatment, and 
rehabilitation, and for other purposest., 
79-6998 

Emergency interim consumer product 
safety standard act of 1978 : [an act to 
amend the Consumer product safety 
act to establish an interim consumer 
product safety rule relating to the 
standards for flame resistance and cor- 
rosiveness of certain insulation, and for 
other purposes}., 79-6987 

Energy Research and Development Ad- 
ministration : statutes and legislative 
histories /, 79-5138 

Energy tax act of 1978 : [an act to pro- 
vide tax incentives for the production 
and conservation of energy, and for 
other purposes{., 79-9372 


Ethics in government act of 1978 : [an 
act to establish certain Federal agen- 
cies, effect certain reorganizations of 
the Federal Government, to implement 
certain reforms in the operation of the 
Federal Government and to preserve 
and promote the integrity of public of- 
ficials and institutions, and for other 
purposes., 79-7033 

Ethics in government act of 1978, amend- 
ments : [an act to amend section 207 of 
title 18, United States Codef., 79- 
21791 


Export-Import Bank act of 1945, as 
amended through November 10, 1978., 
79-21281 

Farm relief and agricultural adjustment 
acts /, 79-8620 


Federal aviation act of 1958., 79-14757 


The Federal credit union act, as amended 
to November 10, 1978., 79-14098 


Federal district court organization act of 
1978, amendment : [an act to amend 
the Federal district court organization 
act of 1978 with respect to certain ad- 
ministrative matters arising from the re- 
drawing of the Federal judicial districts 
in the State of Illinoist., 79-19019 

Federal fire prevention and control act of 
1974, amendments : [an act to authorize 
appropriations for the Federal fire pre- 
vention and control act of 1974, and to 
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change the name of the National Fire 
Prevention and Control Administration 
to the United States Fire Administra- 
tion}., 79-6992 


Federal food, drug and cosmetic act as 
amended : January 1979., 79-9956 


Federal nonnuclear energy research and 
development act of 1974., 79-5138 

Federal physicians comparability allow- 
ance act of 1978 : [an act to amend title 
5, United States Code, to provide spe- 
cial allowances to certain physicians 
employed by the United States in order 
to enhance the recruitment and reten- 
tion of such physiciansf., 79-9365 

Federal Power Commission laws and hy- 
droelectric power development laws /, 
79-8621 


Federal reserve act (approved December 
23, 1913) as amended through 1976 : 
with an appendix containing provisions 
of certain other acts of Congress that 
affect the Federal Reserve System /, 
79-13485 


Firefighters‘ Memorial Sunday, designa- 
tion authorization : [joint resolution to 
designate October 7, 1979, the Sunday 
of ’Fire Prevention Week“ as ”Fire- 
fighters‘ Memorial Sunday“ ...f., 79- 
6999 


Fish and wildlife improvement act of 
1978 : [an act to improve the adminis- 
tration of fish and wildlife programs, 
and for other purposesf., 79-9371 


Great Lakes pilotage aci of 1960, amend- 
ment : [an act to amend the Great 
Lakes pilotage act of 1960 in order to 
relieve the restrictive qualification 
standards for United States registered 
pilots on the Great Lakesf{., 79-9312 


Housing and community development 
amendments of 1978 : [an act to amend 
and extend certain Federal laws relat- 
ing to housing, community, and neigh- 
borhood development and preserva- 
tion, and related programs, and for 
other purposest., 79-7053 


Indians, Osage Tribe, Okla. : [an act to 
amend certain laws relating to the 
Osage Tribe of Oklahoma, and for 
other purposes}., 79-7017 

Indians, Pueblo of Santa Ana, N. Mex. : 
[an act to declare that the United 
States holds in trust for the Pueblo of 
Santa Ana certain public domain 
landst., 79-7018 


Intelligence and intelligence-related activ- 
ities authorization act for fiscal year 
1979 : [an act to authorize appropri- 
ations for fiscal year 1979 for intelli- 
gence and intelligence-related activities 
of the United States Government ...f., 
79-3334 


Intercoastal shipping act, 1933, amend- 
ment : [an act to amend the Intercoas- 
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tal shipping act, 1933, and for other 
purposest., 79-7006 

International security assistance act of 
1978 : [an act to amend the Foreign 
assistance act of 1961 and the Arms 
export control act to authorize interna- 
tional security assistance programs for 
fiscal year 1979, and for other pur- 
posest., 79-3342 


Joint resolution authorizing and request- 
ing the President to designate the 
seven-day period beginning on May 28, 
1979, as ”’Vietnam Veterans Week“, 
79-9324 


Joint resolution authorizing and request- 
ing the President to proclaim the 7-day 
period beginning on May 4, 1979, as 
"Asian/Pacific American Heritage 
Week“, 79-5291 


Joint resolution authorizing the President 
to invite the States of the Union and 
foreign nations to participate in the In- 
ternational Petroleum Exposition to be 
held at Tulsa, Oklahoma, from Septem- 
ber 10, 1979, through September 10, 
1979., 79-6991 


Joint resolution designating the week of 
October 8 through October 14, 1979, as 
”National Diabetes Week“., 79-21804 


Joint resolution extending the deadline 
for the ratification of the equal rights 
amendment., 79-9213 


Joint resolution granting the status of 
permanent residence to certain aliens., 
79-6941 


Joint resolution making an urgent appro- 
priation for the black lung program of 
the Department of Labor, and for 
other purposes, for the fiscal year 
ending September 30, 1978., 79-3326 


Joint resolution making continuing appro- 
priations for the fiscal year 1979, and 
for other purposes., 79-7009 


Joint resolution making urgent supple- 
mental appropriations for the Depart- 
ment of Agriculture, Agricultural Sta- 
balization and Conservation Service, 
and for other purposes for the fiscal 
year ending September 30, 1978., 79- 
3325, 79-5271 


Joint resolution proposing an amendment 
to the Constitution to provide for rep- 
resentation of the District of Columbia 
in the Congress., 79-9212 


Joint resolution providing financial assist- 
ance for the city of New York., 79- 
9310 


Joint resolution relative to the convening 
of the first session of the Ninety-sixth 
Congress, and for other purposes., 79- 
7073 


Joint resolution to amend section 8 of the 
Export-Import Bank act of 1945., 79- 
9308 


Do not order from index; see indicated entry 





Author Index 


Joint resolution to authorize and request 
the President to issue annually a proc- 
lamation designating the first Sunday 
of September following Labor Day of 
each year as National Grandparents 
Day., 79-23524 


Joint resolution to authorize and request 
the President to proclaim the week of 
May 6 through 12, 1979, as National 
Historic Preservation Week.“, 79- 
16006 


Joint resolution to authorize and request 
the President to proclaim the week of 
September 16 through 22, 1979, as 
”*National Meals on Wheels Week“, 
79-23527 


Joint resolution to authorize the President 
to issue a proclamation designating that 
week in November 1978, which in- 
cludes Thanksgiving Day as ”National 
Family Week“., 79-5313 

Joint resolution to consent to an amend- 
ment of the constitution of the State of 
New Mexico to provide a method for 
executing leases and other contracts for 
the development and operation of geo- 
thermal steam and waters on lands 
granted or confirmed to such State., 
79-7041 


Joint resolution to declare May 18, 1979 
to be "National Museum Day.“, 79- 
16005 


Joint resolution to extend the authority of 
the Federal Reserve banks to buy and 
sell certain obligations., 79-7042 


Joint resolution to extend the time for 
filing the Economic report., 79-14582 


Joint resolution to provide for a tempo- 
rary extension of certain Federal Hous- 
ing Administration mortgage insurance 
and related authorities, of the national 
flood insurance program, of the crime 
insurance and riot reinsurance pro- 
grams, of certain rural housing authori- 
ties, and for other purposes., 79-9307 


Joint resolution to provide for the desig- 
nation of a week as "National Lupus 
Week“., 79-21803 


Joint resolution to restore posthumously 
full rights of citizenship to Jefferson F. 
Davis., 79-7001 


Laws concerning the Federal Architec- 
tural and Transportation Barriers Com- 
pliance Board., 79-23217 


Laws relating to social security and un- 
employment compensation : vol. II, 
9ist through 95th Congresses /, 79- 
8629 


Laws relating to vocational education 
and agricultural extension work : vol. 
II, 92d through 95th Congress /, 79- 
8631 


Legislation on foreign relations through 
1978 /, 79-10472, 79-14410 
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Liquor laws /, 79-8622 


The Merchant marine act, 1936, the Ship- 
ping act, 1916, and related acts : (as 
amended through the 95th Congress), 
January 1, 1979., 79-17524 


Middle income student assistance act : [an 
act to amend title IV of the Higher 
education act of 1965 to increase the 
availability of assistance to middle- 
income students}., 79-9346 

National aeronautics and space act of 
1958, as amended, and related legisla- 
tion /, 79-8814 


National energy act., 79-10460 


National energy conservation policy act : 
[an act for the relief of Jack R. 
Misnerf., 79-7083 

Natural gas policy act of 1978 : [an act 
for the relief of Joe Cortina of Tampa, 
Floridat., 79-9373 

Naturalization laws /, 79-8623 


The Noise control act of 1972 as amend- 
ed by the Quiet communities act of 
1978., 79-13420 


Nuclear regulatory legislation., 79-18926 


Older Americans act of 1965, as amended 
: history and related acts., 79-22697 


Packers and stockyards act, 1921, amend- 
ments : [an act to amend the Packers 
and stockyards act, 1921, and for other 
purposest., 79-3356 

Pascua Yaqui Indians, Ariz., extension of 
Federal benefits : [an act to provide for 
the extension of certain Federal bene- 
fits, services, and assistance to the 
Pascua Yaqui Indians of Arizona, and 
for other purposesf., 79-3337 


Patent laws., 79-19564 


Pension Building, D.C. : [joint resolution 
to initiate preliminary studies for the 
restoration and renovation of the Pen- 
sion Building in Washington, District 
of Columbia, to house a museum of the 
building arts, and for other purposest., 
79-7074 

Pregnancy sex discrimination, prohibition 
: [an act to amend title VII of the Civil 
rights act of 1964 to prohibit sex dis- 
crimination on the basis of pregnan- 
cy}., 79-7052 


Privacy protection for rape victims act of 
1978 : [an act to amend the Federal 
rules of evidence to provide for the 
protection of the privacy of rape vic- 
timsf., 79-9335 

Psychotropic substances act of 1978 : [an 
act to amend the Comprehensive drug 
abuse prevention and control act of 
1970 and other laws to meet obliga- 
tions under the Convention on Psycho- 
tropic Substances relating to regulatory 
controls on the manufacture, distribu- 
tion, importation, and exportation of 





psychotropic substances, and for other 
purposes., 79-7090 

Public building act of 1926 with amend- 
ments, Condemnation laws with 
amendments, Public works and con- 
struction laws /, 79-8624 

Public debt limit, temporary increase : 
[an act to provide for a temporary in- 
crease in the public debt limit, and for 
other purposes}., 79-19020 

Public law. [Slip law}., 79-951 


Radio laws of the United States /, 79- 
8625 

Railroad retirement and unemployment 
insurance act, as amended /, 79-8626 

Small business act, amendment : [an act 
to amend the Small business act by 
transferring thereto those provisions of 
the Domestic volunteer service act of 
1973 affecting the operation of volun- 
teer programs to assist small business 
ee 

Small Business Administration and invest- 
ment act with amendments : 1953-78 /, 
79-8628 


The Social security act and related laws / 
» 7179-10466 

Supplement to compilation of veterans 
laws : 94th and 95th Congress /, 79- 
8630 


Taiwan relations act : [an act to help 
maintain peace, security, and stability 
in the Western Pacific and to promote 
the foreign policy of the United States 
by authorizing the continuation of 
commercial, cultural, and other rela- 
tions between the people of the United 
States and the people on Taiwan, and 
for other purposesf., 79-19023 

Tariff schedules of the United States an- 
notated., 79-1522 


Taxes, regulations on taxation of fringe 
benefits, prohibition : [an act to prohib- 
it the issuance of regulations on the 
taxation of fringe benefits, and for 
other purposes}., 79-6993 


Territory of American Samoa : [an act to 
provide that the Territory of American 
Samoa be represented by a nonvoting 
Delegate to the United States House of 
Representatives, and for other pur- 
posesf., 79-9342 

Three Mile Island nuclear powerplant ac- 
cident, Presidential Commission for in- 
vestigation : [joint resolution to confer 
certain powers on the Presidential 
Commission appointed to investigate 
the Three Mile Island nuclear power- 
plant accident}., 79-17648 


Title 5, United States Code : Government 
organization and employees /, 79- 
9072 

Title 38, United States Code, Veterans‘ 
benefits., 79-14468 
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Trade agreements act of 1979 : [an act to 
approve and implement the trade 
agreements negotiated under the Trade 
act of 1974, and for other purposest., 
79-21795 


ations for the Coast Guard for fiscal 
years 1980 and 1981, and for other pur- 
poses}., 79-16014 

U.S. Tax Court, judges‘ retirement pay : 
[an act to amend section 7447 of the 
Internal Revenue Code of 1954 with 
respect to the revocation of an election 
to receive retired pay as a judge of the 
Tax Court}., 79-7005 

United States code., 79-4944, 79-4945, 
79-6524, 79-8632, 79-10319, 79- 
10320 


United States Code. Supplement., 79- 
18817 


United States code [erratat., 79-10321 
United States statutes at large., 79-15197 


Urban Mass Transportation Act of 1964, 
as amended through December 1978, 
and related laws., 79-21217 


Veterans‘ Administration programs exten- 
sion act of 1978 : [an act to amend title 
38, United States Code, to extend cer- 
tain expiring programs of the Veterans‘ 


Administration, to extend and improve 
the program of veterans readjustment 
appointments in the Federal Govern- 
ment, and for other purposest., 79- 
9327 

Veterans‘ disability compensation and 
survivors‘ benefits act of 1978 : [an act 
to amend title 38, United States Code, 
to provide increases in the rates of dis- 
ability and dependency and indemnity 
compensation for disabled veterans and 
their survivors ...[., 79-9317 


United States. Library of 


Congress. 

American Folklife Center., 79-6290 

Annual report of the Librarian of Con- 
gress., 79-18613 

Antarctic bibliography., 79-10149 

A catalog of the gifts of Lessing J. 
Rosenwald to the Library of Congress, 
1943 to 1975., 79-4656 

Chinese cooperative catalog., 79-1378, 
79-4667 

Chinese periodicals in the Library of 
Congress /, 79-11934 

Films and other materials for projection., 
79-1375 

For Congress and the nation : a chrono- 
logical history of the Library of Con- 
gress /, 79-14040 

Health : a selected list of books that have 
appeared in Talking book topics and 
Braille book review., 79-20906 
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LC acquisition trends., 79-14047 

LC special foreign acquisitions program 
newsletter., 79-14046 

Letters from a distinguished American : 
twelve essays by John Adams on 
American foreign policy, 1780 /, 79- 
4655 


Letters of delegates to Congress, 1774- 
1789 /, 79-14042 


The Library of Congress: a brief sum- 
mary of major activities, 79-15549 

Library of Congress information bulletin., 
79-1338 


Library of Congress name headings with 
references., 79-1379 

Library of Congress publications in 
print., 79-18614 


Marking manuscripts /, 79-17055 

Monographic series - Library of Con- 
gress., 79-1376 

Music, books on music, and sound re- 
cordings., 79-20907 

National Commission on New Techno- 
logical Uses of Copyrighted Works 
(CONTU), meetings 1 through 5., 79- 
6534 


New serial titles; a union list of serials 
commencing publication after Decem- 
ber 31, 1949., 79-1339 


New serial titles, classed subject arrange- 
ment., 79-1340 


The Potomac Basin in the twenty-first 
century : prospects for a review of Po- 
tomac Basin research /, 79-6671 


Preserve., 79-6266 


Procedures for salvage of water-damaged 
library materials /, 79-17053 


Quarterly journal of the Library of Con- 
gress., 79-1337 


Report of the Librarian of Congress. 
Supplement., 79-1337 


Selected references in the literature of 
conservation /, 79-17054 

Subject catalog - Library of Congress., 
79-1374 


United States. Library of Congress. 

Acquisitions Dept. 

Monthly checklist of State publications., 
79-1377 


United States. Library of Congress. African 

Section. 

Kenya : subject guide to official publica- 
tions /, 79-8307 

The Nigerian petroleum industry : a 
guide /, 79-6269 

The United States and Africa : guide to 
U.S. official documents and govern- 
ment-sponsored publications on Africa, 
1785-1975 /, 79-2686 
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Zanzibar‘s Afro-Shirazi Party, 1957-1977 
: a bibliography /, 79-6270 


United States. Library of Congress. Catalog 

Publication Division. 

Monographic series - Library of Con- 
gress., 79-8312 

Music, books on music, and sound re- 
cordings., 79-20907 

Newspapers in microform. Foreign coun- 
tries, 79-15556 

Newspapers in microform. United States., 
79-15557 


United States. Library of Congress. 
Congressional Research Service. 
Are the electric utilities gold plated? : a 
perspective on electric utility reliability 
:a study /, 79-17496 
Are we running out? : a perspective on 
resource scarcity : a study /, 79-6684 


Background material on health insurance 
: descriptions of bills pending in com- 
mittee and the administration proposal 
/, 19-23375 


Building a consensus on legislation for a 
national materials policy /, 79-14457 

Comparison of major features of health 
insurance proposals /, 79-23377 

Compensation for victims of water pollu- 
tion /, 79-21631 


Competitive problems in the drug indus- 
try : chloramphenicol (chloromycetin) : 
summary and analysis /, 79-18944 

Competitive problems in the drug indus- 
try : fixed-dose combination antibiotic 
drugs : summary and analysis /, 79- 
18945 

The cost of an urban blackout : the Con- 
solidated Edison blackout, July 13-14, 
1977 : a study /, 79-6681 
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Adsorption and chemical reaction of gas- 
eous mixtures of hydrogen chloride 
and water on aluminum oxide and ap- 
plication to solid-propellant rocket ex- 
haust clouds /, 79-4675 


Advanced technology airfoil research : 
proceedings of a conference held at 
Langley Research Center, Hampton, 
Virginia, March 7-9, 1978., 79-15564 

Aerodynamic and directional acoustic 
performance of a scoop inlet /, 79- 
2743 


Aerodynamic characteristics at Mach 6 
of a wing-body concept for a hyper- 
sonic research airplane /, 79-8345 


Aerodynamic characteristics of a fixed 
arrow-wing supersonic cruise aircraft 
at Mach numbers of 2.30, 2.70, and 
2.95 /, 79-11962 


Aerodynamic characteristics of a hyper- 
sonic research airplane concept having 
a 70 swept double-delta wing at Mach 
number 0.2 /, 79-8346 


Aerodynamic characteristics of a mono- 
planar missile concept with bodies of 
circular and elliptical cross sections /, 
79-2700 


Aerodynamic characteristics of a super- 
sonic cruise airplane configuration at 
Mach numbers of 2.30, 2.96, and 3.30 /, 
79-11977 


Aerodynamic derivatives for an oblique 
wing aircraft estimated from flight data 
by using a maximum likelihood tech- 
nique /, 79-14079 


Aerodynamic design amd performance 
testing of an advanced 30°swept, eight 
bladed propeller at Mach numbers 
from 0.2 to 0.85 /, 79-11999 


Aerodynamic performance of a 1.35-pres- 
sure-ratio axial-flow fan stage /, 79- 
18654 


Aeronautical engineering; a continuing 
bibliography with indexes., 79-1396 
Aerospace medicine and biology; a con- 

tinuing bibliography with indexes., 
79-1395 
Aerothermal tests of a heat-pine-cooled 
leading edge at Mach 7 /, 79-18662 
Airfoil design by numerical optimization 
using a minicomputer /, 79-11954 





Airframe noise component interaction 
studies /, 79-14058 

Airframe noise of the DC-9-31 /, 79- 
6314 


Airplane stability calculations with a card 
programmable pocket calculator /, 
79-11958 


An alternating direction implicit method 
for the control data STAR-100 vector 
computer /, 79-14067 


Altitude calibration of an F100, S/N 
P680063, turbofan engine /, 79-2778 


Analyses of mean and turbulent motion in 
the tropics with the use of unequally 
spaced data /, 79-12014 


Analysis and in-simulator evaluation of 
display and control concepts for a ter- 
minal configured vehicle in final ap- 
proach in a windshear environment /, 
79-6318 

Analysis of dynamic system response to 
product random processes /, 79-11957 

Analysis of graphite/polyimide rail shear 
specimens subjected to mechanical and 
thermal loading /, 79-18632 


Analysis of metal temperature and cool- 
ant flow with a thermal-barrier coating 
on a full-coverage-film-cooled turbine 
vane /, 79-14071 


Analysis of preflutter and postflutter 
characteristics with motion-matched 
aerodynamic forces /, 79-8334 


Analysis of stability contributions of high 
dihedral V-trails /, 79-20914 


Analysis of supersonic stall bending flut- 
ter in axial-flow compressor by actu- 
ator disk theory /, 79-14085 


An analysis of the gust-induced over- 
speed trends of helicopter rotors /, 
79-2697 


Analysis of turbulent free jet hydrogen- 
air diffusion flames with finite chemical 
reaction rates /, 79-6312 


Analytical and numerical investigation of 
structural response of compliant wall 
materials /, 79-6307 


Analytical studies of separated vortex 
flow on highly swept wings /, 79- 
11994 

Anthropometric source book /, 79-4685 


Antisotropic friction and wear of single 
crystal manganese-zinc ferrite in con- 
tact with itself /, 79-14080 


The Apollo-Soyuz Test Project medical 
report /, 79-20916 


Applicability of the control configured 
design approach to advanced earth or- 
bital transportation systems /, 79- 
10164 


Application of multispectral scanner data 
to the study of an abandoned surface 
coal mine /, 79-11979 
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Application of second-order turbulent 
modeling to the prediction of radiated 


Application of shock tubes to transonic 
airfoil testing at high Reynolds number 
/, 7179-18651 

Application of special-purpose 
computers to rotorcraft real-time simu- 
lation /, 79-8352 

Application of the Bernoulli enthalpy 
concept to the study of vortex noise 
and jet impingement noise /, 79-2723 

Applications of remote sensing to hydro- 
logic planning /, 79-11997 

Applied Routh approximation /, 79- 
8333 

Approximate indicial lift function for ta- 
pered, swept wings in incompressible 
flow /, 79-8342 

Approximation concepts for numerical 
airfoil optimization /, 79-18680 

Asteroids : an exploration assessment : a 
workshop /, 79-18640 

Atmospheric effects on CO,laser propa- 
gation /, 79-14093 

Atmospheric entry and fragmentation of 
dense meteoroids /, 79-15567 

Atmospheric scavenging of solid rocket 
exhaust effluents /, 79-6305 

Balancing techniques for high-speed flexi- 
ble rotors /, 79-2720 

A bibliography on the search for extra- 
terrestrial intelligence /, 79-12027 

Boundary-layer separation on isolated 
boattail nozzles /, 79-8330 

Buckling and structural efficiency of 
sandwich-blade stiffened composite 
compression panels /, 79-8353 

Calculation of the longitudinal aerody- 
namic characteristics cf upper-surface 
blown wing-flap configurations /, 79- 
6308 

Carrier-interference ratios for frequency 
sharing between frequency-modulated 
and amplitude-modulated-vestigial-side- 
band television systems /, 79-8351 

Catalytic decomposition of methanol for 
onboard hydrogen generation /, 79- 
2781 

Ceramic coating effect on liner metal 
temperatures of film-cooled annular 
combustor /, 79-18664 


Characteristics of Mach 10 transitional 
and turbulent boundary layers /, 79- 
18649 

A characterization of the real zeros of a 
particular transcendental function /, 
79-18695 


Cold-air performance of a 12.766-centi- 
meter-tip aixial-flow cooled turbine /, 
79-2746 
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Combustion of hydrogen in a two-dimen- 
sional duct with step fuel injectors /, 
79-2766 


A commercial airport noise environment : 
measurement, prediction and control /, 
79-14057 


A comparative study of Conroy and 
Monte Carlo methods applied to multi- 
ple quadratures and multiple scattering 
/, 7179-12004 


A comparative study of optimum and su- 
boptimum direct-detection laser rang- 
ing receivers /, 79-14072 


Comparison of calculated and altitude-fa- 
cility-measured thrust and airflow of 
two prototype F100 turbofan engines /, 
79-18682 


Comparison of concurrent strain gage- 
and pressure transducer-measured flight 
loads on a lifting reentry vehicle and 
correlation with wind tunnel predic- 
tions /, 79-14078 


Comparison of low-frequency noise levels 
of the Concorde supersonic transport 
with other commercial service air- 
planes /, 79-11967 


A comparison of the noise produced by a 
small jet on a moving vehicle with that 
in a free jet /, 79-14076 


A comparison of wake characteristics of 
model and prototype buildings in trans- 
verse winds /, 79-2733 

Comparison of wing-span averaging ef- 
fects on lift, rolling moment, and bend- 
ing moment for two span load distribu- 
tions and for two turbulence represen- 
tations /, 79-11960 


Compressible flow across narrow pas- 
sages : comparison of theory and ex- 
periment for face seals /, 79-14086 


Computation of atmospheric attenuation 
of sound for fractional-octave bands /, 
79-20922 


Computation of three-dimensional nozzle- 
exhaust flow fields with the GIM code 
/ L. W. Spradley, P. G. Anderson, and 
M. L. Pearson., 79-6321 


Computation of unsteady transonic flows 
through rotating and stationary cas- 
cades /, 79-8319 


Computational flow development for un- 
steady viscous flows : foundation of the 
numerical method /, 79-2728 

A computational model for the prediction 
of jet entrainment in the vicinity of 
nozzle boattails (The BOAT code) /, 
79-12012 

Computer program abstracts., 79-1402 

Concept report : microprocessor control 
of electric power system /, 79-2741 

Configuration management and automatic 


control of an augmentor wing aircraft 
with vectored thrust /, 79-18648 
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Control-surface hinge-moment calcula- 
tions for a high-aspect-ratio supercriti- 
cal wing /, 79-11956 

Correction factors for on-line microprobe 
analysis of multielement alloy systems 
/, 79-8367 


A critical review of the life sciences proj- 
ect management at Ames Research 
Center for the Spacelab mission devel- 
opment test III /, 79-18676 


Critical study of higher order numerical 
methods for solving the boundary-layer 
equations /, 79-18655 


Cryogenic-coolant He4 superconductor 
interaction /, 79-2715 


Cryogenic foam insulation : 
publications /, 79-12025 


CTOL transport technology, 1978 : pro- 
ceedings of a conference held at Lang- 
ley Research Center, Hampton, Virgin- 
ia, February 28 - March 3, 1978. 79- 
8323, 79-18639 


A decoding procedure for the Reed-Solo- 
mon codes /, 79-8359 


Description and preliminary studies of a 
computer drawn instrument landing ap- 
proach display /, 79-11974 


Description of a computer program and 
numerical technique for developing 
linear perturbation models from nonlin- 
ear systems simulation /, 79-11963 


Design and analysis of an active jet con- 
trol system for helicopter sling loads /, 
79-18691 


Design and fabrication of a ring-stiffened 
graphite-epoxy corrugated cylindrical 
shell /, 79-10176 

Design and overall performance of four 
highly loaded, high-speed inlet stages 
for an advanced high-pressure-ratio 
core compressor /, 79-18668 


Design and performance of a 427-meter- 
per-second-tip-speed two-stage fan 
having a 2.40 pressure ratio /, 79- 
18660 


A design for phase change thermal con- 
trol and energy storage devices /, 79- 
2751 


Design of a submillimeter laser Thomson 
scattering system for measurement of 
ion temperature in Summa /, 79-2719 


Design of microstrip disk antenna arrays 
/, 179-2702 


The design of supercritical wings by the 
use of three-dimensional transonic 
theory /, 79-18693 


Determination of stability and control pa- 
rameters of a light airplane from flight 
data using two estimation methods /, 
79-18658 


Development and flight tests of a Kalman 
filter for navigation during terminal 
area and landing operations /,' 79-6309 


abstracted 
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Development and validation of a piloted 
simulation of a helicopter and external 
sling load /, 79-18653 


Development of a nonlinear switching 
function and its applicaton to static lift 
characteristics of straight wings /, 79- 
11968 


Development of a three-dimensional tur- 
bulent duct flow analysis /, 79-11995 


Development of integrated programs for 
aerospace-vehicle design (IPAD), 
product program management systems 
/, 79-18628 


Dielectric constants of soils at microwave 
frequencies - II /, 79-8340 


Digital computer processing of LAND- 
SAT data for North Alabama /, 79- 
2711 


A digital computer program for the dy- 
namic interaction simulation of controls 
and structure (DISCOS) /, 79-2773 


Disposal of radioactive iodine in space /, 
79-8366 


Draining characteristics of hemispherical- 
ly bottomed cylinders in a low-gravity 
environment /, 79-8362 


Dynamic wind-tunnel tests of an aerome- 
chanical gust-alleviation system using 
several different combinations of con- 
trol surfaces /, 79-2705 


Earth resources; a continuing bibliogra- 
phy with indexes., 79-1397 


Effect of an alternate winglet on the pres- 
sure and spanwise load distributions of 
a first-generation jet transport wing /, 
79-11975 


Effect of camber on the trimmed lift ca- 
pability of a close-coupled canard-wing 
configuration /, 79-11959 


Effect of canard vertical location, size, 
and deflection on canard-wing interfer- 
ence at subsonic speeds /, 79-20915 


Effect of casing treatment on perform- 
ance of a two-stage high-pressure-ratio 
fan /, 79-20921 


Effect of concentration dependence of 
the diffusion coefficient on homogeni- 
zation kinetics in multiphase binary 
alloy systems /, 79-18652 


Effect of cooling-hole geometry on aero- 
dynamic performance of a film-cooled 
turbine van tested with cold air in a 
two-dimensional cascade /, 79-2763 


Effect of filtration on rolling-element- 
bearing life in a contaminated lubricant 
environment /, 79-8355 


Effect of geometry on hydrodynamic 
film thickness /, 79-14068 


Effect of nitrogen-containing plasma on 
adherence, friction, and wear of radio- 
frequency-sputtered titanium carbide 
coatings /, 79-18684 
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Effect of oxygen and nitrogen interac- 
tions on friction of single-crystal silicon 
carbide /, 79-10185 


Effect of oxygen, methyl mercaptan, and 
methyl] chloride on friction behavior of 
copper-iron contacts /, 79-8364 


Effect of silicon carbide on devitrification 
of a glass coating for reusable surface 
insulation /, 79-11972 


Effect of swirler-mounted mixing venturi 
on emissions of flame-tube combustor 
using Jet A fuel /, 79-18689 


Effect of vibration duration on human 
discomfort /, 79-8358 


Effectiveness of various organometallics 
as antiwar additives in mineral oil /, 
79-2758 


The effects of curvature and viscosity on 
baroclinic instability a two layer 
model /, 79-14077 


Effects of errors on decoupled control 
systems /, 79-8325 


Effects of mass addition on blunt-body 
boundary-layer transition and heat 
transfer /, 79-2764 


Effects of spanwise nozzle geometry and 
location on the longitudinal aerody- 
namic characteristics of a vectored- 
engine-over-wing configuration at sub- 
sonic speeds /, 79-2772 


Effects of stores on longitudinal aerody- 
namic characteristics of a fighter at su- 
personic speeds /, 79-2767 


Effects of thermomechanical processing 
on strength and toughness of iron - 12- 
percent-nickel - reactive metal alloys at 
-196C /, 79-8363 


Effects of upper surface modification on 
the aerodynamic characteristics of the 
NACA 632-215 airfoil section /, 79- 
11955 


Effects of visual and motion simulation 
cueing systems on pilot performance 
during takeoffs with engine failures /, 
79-14094 


Effects of wing leading-edge flap deflec- 
tions on subsonic longitudinal aerody- 
namic characteristics of a wing-fuselage 
configuration with a 44 swept wing /, 
79-18672 


Efficiency enhancement of octave-band- 
width traveling wave tubes by use of 
multistage depressed collectors /, 79- 
20923 


Efficiency of unconstrained minimization 
techniques in nonliner analysis /, 79- 
2725 


Effluent monitoring of the December 10, 
1974, Titian ITI-E launch at Air Force 
Eastern Test Range, Florida /, 79- 
11966 





Elastohydrodynamic lubrication of ellipti- 
cal contracts for materials of low elas- 
tic modulus /, 79-8356 


Elemental characteristics of aerosols 
emitted from a coal-fired heating plant 
/, 79-11970 


Emerging energy alternatives for the 
Southeastern States : proceedings of a 
symposium sponsored by Department 
of Energy, Washington, D. C. ; Lang- 
ley Research Center, Hampton, Virgin- 
ia ; and North Carolina A&T State 
University, Greensboro, North Caroli- 
na, and held at North Carolina A&T 
State University, March 31, 1978 /, 
79-10183 

Energy; a continuing bibliography with 
indexes., 79-1398 

Engineering and scientific data manage- 
ment : proceedings of a conference 
sponsored by the Langley Research 
Center, the Institute for Computer Ap- 
plications in Science and Engineering 
(ICASE), and the George Washington 
University Joint Institute for Advance- 
ment of Flight Sciences, Hampton, Vir- 
ginia, and held at Langley Research 
Center, May 18-19, 1978., 79-14060 


Equations of motion and two-equation 
turbulence model for plane or axisym- 
metric turbulent flows in body-oriented 
orthogonal curvilinear coordinates and 
mass-averaged dependent variables /, 
79-6313 


Erosion/corrosion of turbine airfoil mate- 
rials in the high-velocity effluent of a 
pressurized fluidized coal combustor /, 
79-2788 


Estimation of leading-edge thrust for su- 
personic wings of arbitrary planform /, 
79-14064 


Estimation of snow temperature and 
mean crystal radium from remote mul- 
tispectral passive microwave measure- 
ments /, 79-2783 


Eulusmap, an international land resources 
map utilizing satellite imagery /, 79- 
14095 

Evaluation of a hybrid anisotropic, multi- 


layered, quadrilateral finite element /, 
79-8338 


Evaluation of a low-density polyimide 
foam in a dynamic high-temperature 
environment /, 79-2749 


Evaluation of CBS 600 carburized steel 
as a gear material /, 79-18688 


An evaluation of electrochemical Con- 
centration Cell (ECC) sonde measure- 
ments of atmospheric ozone /, 79- 
2718 


An evaluation of in situ ozone sensor per- 
formance during a cold frontal passage 
/, 79-8341 
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Evaluation of materials for high perform- 
ance solar arrays (status report no. 1) /, 
79-2774 


Evaluation of performance of select 
fusion experiments and projected reac- 
tors /, 79-11998 

Evaluation of several secondary tasks in 
the determination of permissible time 
delays in simulator visual and motion 
cues /, 79-8328 


Evaluation of the annoyance due to heli- 
copter rotor noise /, 79-2730 

Expansion of flight simulator capability 
for study and solution of aircraft direc- 
tional control problems on runways /, 
79-2717 

Experimental and analytical investigation 
of a nonaxisymmetric and wedge 
nozzle at static conditions /, 79-2769 

An experimental and analytical investiga- 
tion of proprotor whirl flutter /, 79- 
2748 


Experimental and analytical study of 
nitric odixe formation during combus- 
tion of propane in a jet-stirred combus- 
tor /, 79-4678 

Experimental evaluation of foil-supported 
resilient-pad gas-lubricated thrust bear- 
ing /, 79-2745 

Experimental investigation of a 0.15-scale 
model of an underfuselage normal- 
shock inlet /, 79-12001 


Experimental investigation of effect of jet 
decay rate on jet-induced pressures on 
a flat plate /, 79-2721 

Experimental investigation of effects of 
blade tip geometry on loads and per- 
formance for an articulated rotor 
system /, 79-18656 


Experimental investigation of outdoor 
propagation of finite-amplitude noise /, 
79-11990 


Experimental investigation of the subw- 
ing tip and its vortex structure /, 79- 
14055 


Experimental perfect-gas study of expan- 
sion-tube flow characteristics /, 79- 
14074 


Experimental performance of a 13.65- 
centimeter-tip-diameter tandem-bladed 
sweptback centrifugal compressor de- 
signed for a pressure ratio of 6 /, 79- 
2756 


Experimental results of winglets on first, 
second, and third generation jet trans- 
ports /, 79-2698 

Experimental studies of effects of tilt and 
structural asymmerty on _ vibration 
characteristics of thin-wall circular cyl- 
inders partly filled with liquid /, 79- 
2696 
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Experimental study of the effect of cycle 
pressure on lean combustion emission / 
» 79-6316 

An experimental wind-tunnel investiga- 
tion of a ram-air-spoiler roll-control 
device on a forward-control missile at 
supersonic speeds /, 79-18673 


Exploratory investigation of the effect of 
porous surfaces on hypersonic turbu- 
lent boundary layers /, 79-11976 


A fault-tolerant multiprocessor architec- 
ture for aircraft /, 79-11992 

Feasibility of combining linear theory and 
impact theory methods for the analysis 
and design of high speed configurations 
/, 79-12008 

A feasibility study of ion implantation 
techniques for mass spectrometer cali- 
bration /, 79-4679 

Ferrographic analysis of wear particles 
from sliding elastohydrodynamic ex- 
periments /, 79-8332 

Flight comparison of the transonic agility 
of the F-111A airplane and the F-111 
supercritical wing airplane /, 79- 
18678 


Flight-determined stability and control 
derivatives for the F-111 TACT re- 
search aircraft /, 79-14089 


Flight effects on the aerodynamic and 
acoustic characteristics of inverted pro- 
file coannular nozzles /, 79-10175 


A flight evaluation of a trailing anemo- 
meter for low-speed calibrations of air- 
speed systems on research aircraft /, 
79-2762 


A flight investigation of the stability, 
control, and handling qualities of an 
augumented jet flap STOL airplane /, 
79-8348 


Flight-measured buffet characteristics of 
a supercritical wing and a conventional 
wing on a variable-sweep airplane /, 
79-2779 

Flight-test evaluation of two electronic 
display formats for approach to landing 
under instrument conditions /, 79- 
2754 


Fluctuating loads measured on an over- 
the-wing supersonic jet model /, 79- 
18677 

Fluctuating surface pressure and acoustic 
radiation for subsonic normal jet im- 
pingement /, 79-18675 

Fluctuation spectra in the NASA Lewis 
bumpy-torus plasma /, 79-2785 

The flying hot wire and related instru- 
mentation /, 79-14056 

Foil bearings for axial and radial support 
of high speed rotors : design, develop- 
ment, and determination of operating 
characteristics /, 79-10168 
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Formulation of electrically conductive 
thermal-control coatings /, 79-4684 


FORTRAN program for calculating 

coolant flow and metal temperatures of 
a full-coverage-film-cooled vane or 
blade /, 79-14062 


Fourth NASA Inter-Center Control Sys- 
tems Conference : a conference spon- 
sored by NASA Headquarters, Wash- 
ington, D.C., hosted by the NASA 
Electronics Research Center, Cam- 
bridge, Massachusetts and held at 
Boston, Massachusetts, November 4-5, 
1969., 79-10182 


The free jet as a simulator of forward 
velocity effects on jet noise /, 79- 
12003 


Friction and wear behavior of single- 
crystal silicon carbide in contract with 
titanium /, 79-2747 

Friction and wear characteristics of iron- 
chromium alloys in contact with them- 
selves and silicon carbide /, 79-18686 


Friction and wear of metals with a single- 
crystal abrasive grit of silicon carbide : 
effect of shear strength of metal /, 79- 
10188 


Friction and wear of single-cystal and po- 
lycrystalline manganese-zinc ferrite in 
contact with various metals /, 79- 
2750 


Friction characteristics of three 30 x 11.5- 
14,5, type VIII, aircraft tires with var- 
ious tread groove patterns and rubber 
compounds /, 79-2753 


Future orbital power systems technology 
requirements : a symposium held at 
Lewis Research Center, Cleveland, 
Ohio, May 31 and June 1, 1978., 79- 
18641 


Gaussian step-pressure loading of rigid 
viscoplastic plates /, 79-2761 


Generation of linear dynamic models 
from a digital nonlinear simulation /, 
79-18687 


Geometric relationships for homogeniza- 
tion in single-phase binary alloy sys- 
tems /, 79-14088 

A geometry package for generation of 
imput data for a three-dimensional po- 
tenial-flow program /, 79-2714 


Heat transfer distributions induced by 
elevon deflections on swept wings and 
adjacent surfaces at Mach 6 /, 79- 
11950 


Helicopter mission optimization study /, 
79-12005 
High angle canard missile test in the 


Ames 11-foot transonic wind tunnel /, 
79-2726 


High heat flux actively cooled honey- 
comb sandwich structural panel for a 
hypersonic aircraft /, 79-14053 
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A _high-presure premixed _ flat-flame 
burner for chemical process studies /, 
79-18661 

Holography through optically active win- 
dows /, 79-17086 

Horizontal eddy diffusivities in the north- 
ern hemispheric stratosphere and lower 
mesosphere /, 79-2732 


Hygroscopic chemicals and the formation 
of advection warm fog : a numerical 
simulation /, 79-12016 


Hyperthermia as an antineoplastic treat- 
ment modality : proceedings of a sym- 
posium sponsored by Langley Re- 
search Center, Hampton, Virginia, and 
Eastern Virginia Medical School, Nor- 
folk, Virginia, January 28, 1978 /, 79- 
12023 


Impact tests on fibrous composite sand- 
wich structures /, 79-11964 


An improved analytical model of the sep- 
aration region on boattail nozzles at 
subsonic speeds /, 79-6315 


An improved computational procedure 
for determining helicopter rotor blade 
natural modes /, 79-14050 


An improved supersonic, three-dimen- 
sional, external, inviscid flow field code 
/, 7179-18633 


Improvements to the FATOLA comput- 
er program including nosewheel steer- 
ing : supplemental instruction manual / 
, 79-11973 


In-place recalibration technique applied 
to a capacitance-type system for meas- 
uring rotor blade clearance /, 79-4676 


Induces velocity field of a jet in a cross- 
flow /, 79-4674 


Industry/Government Seminar on Large 
Space Systems Technology : executive 
summary /, 79-11989 


Influence of free-stream disturbances on 
boundary-layer transition /, 79-2703 


Influence of fretting on flexural fatigue of 
304 stainless steel and mild steel /, 79- 
4681 


Insensitive control technology develop- 
ment /, 79-10169 


Interaction of a turbulent-jet noise source 
with transverse modes in a rectangular 
duct /, 79-2782 


Interaction of hydrogen chloride with 
alumina /, 79-10167 


Inverse boundary-layer theory and com- 
parsion with experiment /, 79-10184 


Investigation of light scattering as a tech- 
nique for detecting discrete soot parti- 
cles in a luminous flame /, 79-8337 


Investigation of steady and fluctuating 
pressures associated with the transonic 
buffeting and wing rock of a one-sev- 
enth scale model of the F-5A aircraft/, 
79-18629 
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Investigations of simulated aircraft flight 
through thunderstorm outflows /, 79- 
10179 


Ionized dopant concentrations at the 
heavily doped surface of a silicon solar 
cell /, 79-14087 


Jupiter probe charging study /, 79- 
14063 


A kinetics investigation of several reac- 
tions involving chlorine containing 
compounds /, 79-11991 


Laboratory and field measurements of 
upwelled radiance and _ reflectance 
spectra of suspended James River sedi- 
ments near Hopewell, Virginia /, 79- 
8360 


Laboratory measurements of radiance 
and reflectance spectra of dilute sec- 
ondary-treated sewage sludge /, 79- 
2755 


Large space systems technology : an in- 
dustry/government seminar held at 
NASA Langley Research Center, 
Hampton, Virginia, January 17-19, 
1978 /, 79-17083 


A laser velocimeter flow survey above a 
stalled wing /, 79-18650 


Laser-velocimeter surveys of merging 
vortices in a wind tunnel : complete 
data and analysis /, 79-11952 


Launch vehicle effluent measurements 
during the May 12, 1977, Titan III 
launch at Air Force Eastern Test 
Range /, 79-11971 


Lectures on algebraic system theory : 
linear systems over rings /, 79-6310 


Light airplane crash tests at three flight- 
path angles /, 79-2771 


Liquid hydrogen as a propulsion fuel, 
1945-1959 /, 79-10162 


Long-term hot-hardness characteristics of 
five through-hardened bearing steel /, 
79-14082 


Longitudinal aerodynamic characteristics 
of a fighter model with a close-coupled 
canard at Mach numbers from 0.40 to 
1.20 /, 79-2770 


Low-cycle fatigue of thermal-barrer coat- 
ings at 982°C /, 79-14075 


Low-frequency fluctuation spectra and 
associated particle transport in the 
NASA Lewis bumpy-torus plasma /, 
79-8349 


Low-speed aerodynamic characteristics 
of a 16-percent thick variable-geometry 
airfoil designed for general aviation ap- 
plications /, 79-18665 

Low toxic corrision inhibitors for alumi- 
num in fresh water /, 79-2790 

Lubrication and failure mechanisms of 


molybdenum disulfide films /, 79- 
14084 





Management, a continuing literature 
survey with indexes., 79-6298, 79- 
10163 


Man‘s impact on the troposhere : lectures 
in troposheric chemistry /, 79-10189 


The Martian landscape /, 79-4671 


Measured and predicted shock shapes and 
aerodynamic coefficients for blunted 
cones at incidence in helium at Mach 
20.3 /, 79-18690 


Measurement techniques and applications 
of charge transfer to aerospace re- 
search /, 79-11965 


Measurements and predictions of flyover 
and static noise of a TF30 afterburning 
turgofan engine /, 79-18681 


A method for calculating externally 
blown flap noise /, 79-8320 


A method for predicting full scale buffet 
response with rigid wind tunnel model 
fluctuating pressure data /, 79-11996 


Methods of separation of variables in tur- 
bulence theory /, 79-14054 


Microstructure and mechanical properties 
of quenched and tempered 300M steel 
/, 79-10187 


Mikhailov stability criterion for time-da- 
layed systems /, 79-11978 


Minimum film thickness in elliptical con- 
tacts for different regimes of fluid-film 
lubrication /, 79-14083 


Modal control theory and application to 
aircraft lateral handling qualities design 
/, 79-8336 


The. modification and application of 
Kuo‘s parameterization of cumulus 
convection in middle latitudes /, 79- 
6306 


Modification of the Douglas Neumann 
program to improve the efficiency of 
predicting component interference and 
high lift characteristics /, 79-6311 


Moonport : a history of Apollo launch 
facilities and operations /, 79-6296 


Morphology of gold and copper ion- 
plated coatings /, 79-2787 

The N-BOD,user‘s and program‘s manual 
/, 19-4677 


NASA patent abstracts bibliography., 
79-10160 


NASA patent abstracts bibliography; a 
continuing bibliography., 79-6297 

NASTRAN general purpose interface re- 
quirements document /, 79-6319 


A new dimension, Wallops Island flight 
test range : the first fifteen years /, 
79-12028 


Nitric oxide production in the strato- 
sphere within the space shuttle‘s solid 
rocket motor plumes /, 79-17084 
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Noise characteristics of upper surface 
blown configurations : analytical stud- 
ies /, 79-10165 

Noise characteristics of upper surface 
blown confirgurations : summary /, 
79-10166 

Noise prediction technology for CTOL 
aircraft /, 79-2707 

Noise transmission through flat rectangu- 
lar panels into a closed cavity /, 79- 
18663 

Nonlinear analysis and performance eval- 
uation of the annular suspension and 
pointing system (ASPS) /, 79-6320 

A nonlinear trajectory command gener- 
ator for a digital flight-control system / 
, 79-18647 


NR-150B2 adhesive development /, 79- 
2735 


Numerical analyses for treating diffusion 
in single-, two-, and three-phass binary 
alloy systems /, 79-2704 

Numerical computation of transonic 
flows by finite-element and finite-dif- 
fence methods /, 79-12009 


Numerical procedure to determine geo- 
metric view factors for surfaces oc- 
cluded by cylinders /, 79-11969 

On the tidal oscillations of the liquid core 
of the earth /, 79-2775 

Operational manual for two-dimensional 
transonic code TSFOIL /, 79-12006 


The optical absorption of triatomic 
carbon C;for the wavelength range 260 
to 560 nm /, 79-2765 


An optical profilometer for spatial char- 
acterization of three-dimensioal sur- 
faces /, 79-2740 


Optimal guidance and control for investi- 
gating aircrft noise-impact reduction /, 
79-8339 

An outgassing data compilation of space- 
craft materials /, 79-17088 

Ozone concentration in the cabin of a 
Gates Learjet measured simultaneously 
with atmospheric ozone concentrations 
/, 7179-14081 


Parameter estimation applied to Nimbus 6 
wide-angle longwave radiation mea- 
surements /, 79-18659 

The partnership : a history of the Apollo- 
Soyuz test project /, 79-4672 

Performance of a transonic fan stage de- 
signed for a low meridional velocity 
ratio /, 79-14070 


Performance of Nasvytis multiroller trac- 
tion drive /, 79-18685 


performance of single-stage axial-flow 
transonic compressor with rotor and 
stator aspect ratios of 1.19 and 1.26, 
respectively, and with design pressure 
ratio of 1.82 /, 79-18669 
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Pilot evaluation of sailplane handling qua- 
lities /, 79-2713 


A pilot evaluation of two G-seat cueing 
schemes /, 79-14061 


Prediction and monitoring of clear air 
turbulence : an evaluation of the appli- 
cability of the Rawinsonde system /, 
79-12011 


Prediction of compliant wall drag reduc- 
tion, part II /, 79-12010 


Preliminary investigation of crack arrest 
in composite laminates containing 
buffer strips /, 79-2729 


Preliminary results of SAR soil moisture 
experiment, November 1975 /, 79- 
18694 


Premixed Prevaporized Combustor Tech- 
nology Forum : held at Lewis Re- 
search Center, Cleveland, Ohio, Janu- 
ary 9-10, 1979., 79-15566 


Present status of GaAs /, 79-12017 


Pressureless sintered sialons with low 
amounts of sintering aid /, 79-2780 


Procedures for generation and reduction 
of linear models of a turbofan engine /, 
79-8350 


Publications of the space biology pro- 
gram for 1975-1977 : a special bibliog- 
raphy /, 79-2708 


Pulse analysis of acoustic emission signals 
/, 7179-11988 


Quantitative mapping by remote sensing 
of an ocean acid-waste dump /, 79- 
14065 


Quiet, powered-lift propulsion : a confer- 
ence held at Lewis Research Center, 
Cleveland, Ohio, November 14-15, 
1978., 79-18644 


Real-time testing of titanium sheet and 
extrusion coupon specimens subjected 
to Mach 2.7 supersonic cruise aircraft 
wing stresses and temperatures /, 79- 
8318 


Recent advances in structures for hyper- 
sonic flight : proceedings of a sympo- 
sium held at Langley Research Center, 
Hampton, Virginia, September 6-8, 
1978., 79-18643 

Reinforced carbon-carbon oxidation be- 
havior in convective and radiative en- 
vironments /, 79-10186 


Remote sensing of Gulf Stream using 
GEOS-3 radar altimeter /, 79-4683 


Reports of planetary geology program, 
1977-1978 /, 79-2709 


Representation of turbulent shear stress 
by a product of mean velocity differ- 
ences /, 79-2744 


Research plan for study of biological and 
ecological effects of the solar power 
satellite transmission system /, 79- 
10177 
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Reverse-flow combustor for small gas 
turbines with pressure-atomizing fuel 
injectors /, 79-2786 


A review of the theory of trailing edge 
noise /, 79-2736 


Rocket exhaust ground cloud/atmospher- 
ic interactions /, 79-10172 


Role of alloying elements in adhesive 
transfer and friction of copper-base 
alloys /, 79-2784 


Roller to separator contact forces and 
cage to shaft speed ratios in roller bear- 
ings /, 79-12000 

Rolling-element fatigue life of AISI M-50 
and 18-4-1 balls /, 79-4682 


Rotary balance data for a typical single- 
engine low-wing general aviation 
design for an angle of attack range 30 
to 90 /, 79-6304 


The rotary combustion engine : a candi- 
date for general aviation : a symposium 
held at Lewis Research Center, Cleve- 
land, Ohio, February 28, 1978., 79- 
12024 


Rotary-wing aerodynamics., 79-18630 


Scientific and technical aerospace reports. 
Index., 79-10152, 79-14049 


Scientific and technical aerospace reports, 
semi-annual index., 79-1392 


Sea-surface temperature and salinity map- 
ping from remote microwave radiomet- 
ric measurements of brightness tem- 
perature /, 79-2752 


Sequential high-resolution wind profile 
measurements /, 79-14091 


Serve storm environments : a Skylab 
EREP final report /, 79-11948 


Significant achievements in the planetary 
geology program, 1977-1978 /, 79- 
12013 

Simplifed sonic-boom prediction /, 79- 
2760 

A simplified method for calculating the 
atmospheric heating rate by absorption 
of solar radiation in the stratosphere 
and mesosphere /, 79-18692 


Simulation and flight evaluation of a 
head-up landing aid for general avi- 
ation /, 79-14066 


Simulation model of a single-stage lithium 
bromide-water absorption cooling unit 
/, 79-8361 


Simulation of turbulent wall pressure /, 
79-2712 


Simulation study of the oscillatory longi- 
tudinal motion of an airplane at the 
stall /, 79-8343 


Simulation study of the power of the 
Kolmogorov-Smirnov and Z tests for 
the exponential distribution /, 79-8365 


Simulator study of the effect of visual- 
motion time delays on pilot tracking 
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performance with an audio side task /, 
79-8329 


A simulator study of the interaction of 
pilot workload with errors, vigilance, 
and decisions /, 79-11953 


A siphon method of determining resistivi- 
ties of thin heat-pipe wicks /, 79- 
18657 


Skylab EREP investigations summary /, 
79-10161 


The Skylab S191 spectrometer experi- 
ment : analysis of data and their appli- 
cations to the earth sciences /, 79- 
11949 


Solar cell high efficiency and radiation 
damage : a conference held at Lewis 
Research Center, Cleveland, Ohio, 
April 28-29, 1977., 79-15563 


Solar cell high efficiency and radiation 
damage, 1979 : a conference held at 
Lewis Research Center, Cleveland, 
Ohio, June 13-14, 1979., 79-23009 


Solubility, stability, and electrochemical 
studies of sulfur-sulfide solutions in or- 
ganic solvents /, 79-8344 


Some effects of composition on friction 
and wear of graphite-fiber-reinforced 
polyimide liners in plain spherical bear- 
ings /, 79-8331 

Some programming techniques for in- 
creasing program versatility and effi- 
ciency on CDC equipment /, 79-6317 


Sonic-boom minimization with nose- 
bluntness relaxation /, 79-18671 


Space shuttle active-pogo suppressor con- 
trol design using linear quadratic regu- 
lator techniques /, 79-18646 


Spacecraft charging technology, 1978 : a 
conference /, 79-20920 


SPAR data handling utilities /, 79-11961 


Stability and control characteristics of a 
monoplanar elliptic missile model at 
Mach numbers from 1.60 to 2.86 /, 
79-14090 


Stability of numerical integration tech- 
niques for transient rotor dynamic /, 
79-2757 


The STAGS computer code /, 79-10170 


Static aerodynamic characeristics of a 
winged single-stage-to-orbit vehicle at 
Mach numbers from 0.3 to 4.63 /, 79- 
8335 


Static aerodynamic characteristics of a 
typical single-engine low-wing general 
aviation design for an angle-of-attack 
range of - 8 to 90 /, 79-6303 


Statis performance of five twin-engine 
nonaxisymmetric nozzles with vector- 
ing and reversing capability /, 79- 
2776 

Stratospheric warmings : synoptic, dy- 


namic and general-circulation aspects /, 
79-12026 
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Studies of advanced transport aircraft /, 
79-2706 

Studies of convection in a solidifying 
system with surface tension at reduces 
gravity /, 79-10178 


Studies of vorticity imbalance and stabil- 
ity, moisture budget, atmospheric ener- 
getics, and gradients of meteorological 
parameters during AVE III /, 79- 
12015 


Study of advanced composite structural 
design concepts for an arrow wing su- 
personic cruise configuration /, 79- 
11987 

A study of canard-wing interference 
using experimental pressure data at 
transonic speeds /, 79-14092 

Study of metallic structural design con- 
cepts for an arrow wing supersonic 
cruise configuration /, 79-11986 

Subsonic dynamic stability characteristics 
of two close-coupled canard-wing con- 
figurations / Richmond P. Boyden, 
Langley Research Center., 79-14069 


Summary of atmospheric wind design cri- 
teria for wind energy conversion 
system development /, 79-17085 


Surface temperature and glassy state in- 
vestigations in tribology /, 79-2737 
Synoptic analyses, 5-, 2-, and 0.4-millibar 
surfaces for July 1974 through June 

1976 /, 79-14097 


TACT1, a computer program for the 
transient thermal analysis of a cooled 
turbine blade or vane equipped with a 
coolant insert /, 79-8354 


Technology requirements for advanced 
earth orbital transportation systems /, 
79-2710, 79-2738, 79-6301 


Testing and environmental exposure of 
parachute materials for the solid rocket 
booster decelerator subsystem /, 79- 
11951 


Theoretical contamination of cryogenic 
satellite telescopes /, 79-2768 


Theoretical estimation of the transonic 
aerodynamic characteristics of a super- 
critical-wing transport model with 
trailing-edge controls /, 79-8347 

Theoretical evaluation of high-speed 
aerodynamics for arrow-wing configu- 
rations /, 79-18674 


A theoretical investigation of forebody 
shapes designed for natural laminar 
boundary-layer flow /, 79-18683 


A theoretical investigation of noise re- 
duction through the-cylindrical fuse- 
lage of a twin-engine, propeller-driven 
aircraft /, 79-18666 

Theoretical study of the effect of wind 
velocity gradients on longitudinal sta- 
bility and control in climbing and level 
flight /, 79-18667 
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Theoretical study of VTOL tilt-nacelle 
axisymmetric inlet geometries /, 79- 
14096 

Thermal characteristics of the 12-giga- 
hertz, 200-watt output stage tube for 
the communications technology satel- 
lite /, 79-18670 

Thermal performace of gaseous-helium- 
purged tank-mounted mulitlayer insula- 
tion system during ground-hold and 
space-hold thermal cycling and expo- 
sure to water vapor /, 79-2759 


Thermodynamic and chemical parameters 
of the exhaust effluents from the HAR- 
POON booster motor /, 79-8357 


Thermodynamic and related properties of 
oxygen from the triple point to 300 K 
at pressures to 1000 bar /, 79-8368 


Thermomechanical processing of 
HAYNES alloy no. 188 sheet to im- 
prove creep strength /, 79-10173 


Tools for embedded computing systems 
software : preprint for a workshop 
sponsored by NASA Langley Research 
Center, Hampton, Virginia and the 
American Institute of Aeronautics and 
Astronautics, New York, and held in 
Hampton, Virginia, November 7-8, 
1978., 79-18642 


Total ozone measurement : intercompari- 
son of prototype New Zealand filter 
instrument and Dobson spectrophoto- 
meter /, 79-2789 


Transient dynamics of a flexible rotor 
with squeeze film dampers /, 79- 
12002 


Transient shutdown analysis of low-tem- 
perature thermal diodes /, 79-18679 


Transitional boundary-layer solutions 
using a mixing-length and a two-equa- 
tion turbulence model /, 79-2722 

Transonic static and dynamic stability 
characteristics of a finned projectile 
configuration /, 79-2699 


Turbulent boundary layers over nonsta- 
tionary plane boundaries /, 79-2701 


Turbulent-flow separation criteria for 
overexpanded supersonic nozzles /, 
79-8327 


Turbulent transport model of wind shear 
in thunderstorm gust fronts and warm 
fronts /, 79-2731 


Unsteady two dimensional airloads acting 
on oscillating thin airfoils in subsonic 
ventilated wind tunnels /, 79-2716 


User's guide for SFTRAN/360 /, 79- 
2739 


Users‘ instructions for the NASA/MSFC 
Cloud-Rise Preprocessor Program - 
Version 6, and the NASA/MSFC Mul- 
tilayer Diffusion Program - Version 6 : 
(research version for Univac 1108 
System) /, 79-6302 
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Validation of a flexible aircraft take-off 
and landing analysis (FATOLA) /, 
79-2742 

The verification of Landsat data in the 
geographical analysis of wetlands in 
west Tennessee /, 79-2734 

Viking dynamics experience with applica- 
tion to future payload design /, 79- 
10174 

A visual investigation of turbulence in 
stagnation flow about a circular cylin- 
der /, 79-11993 

A wave-envelope analysis of sound prop- 
agation in nonuniform circular ducts 
with compressible mean flows /, 79- 
18634 

Wear of single-crystal silicon carbide in 
contact with various metals in vacuum 
/, 79-8326 

Wind-tunnel investigation at supersonic 
speeds of a canard-controlled missile 
with fixed and free-rolling tail fins /, 
79-14073 

Wind tunnel performance test of coannu- 
lar plug nozzles /, 79-2724 

Wing analysis using a transonic potential 
flow computational method /, 79- 
17081 

YF-12 Experiments Symposium : a con- 
ference held at Dryden Flight Re- 
search Center, Edwards, California, 
September 13-15, 1978 /, 79-15565 

1.1 micrometer and visible emission semi- 
conductor diode lasers /, 79-8321 


The 1977 surface ozone study of eastern 
Virginia /, 79-11980 


United States. National Aeronautics and 


Nuclear waste disposal in space /, 79- 
2777 


United States. National Agricultural Library. 
Agricultural libraries information notes., 
79-179 


United States. National Archives. 
Federal register., 79-945 


United States. National Archives and 
Records Service. 
Federal register., 79-945 
Genealogical records in the National Ar- 
chives., 79-20247 


General records schedules., 79-20244 


Guides To German records microfilmed 
at Alexandria, Va., 79-11593 

List of logbooks of U.S. Navy ships, sta- 
tions, and miscellaneous units, 1801- 
1947 /, 79-5993 

Nuernberg war crimes trials : records of 
case 9, United States of America v. 
Otto Ohlendorf et al. /, 79-5992 
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Preliminary inventory of the general rec- 
ords of the Treasury Department, 
record group 56 /, 79-20245 


Prologue; the journal of the National Ar- 
chives., 79-944 

US. Government correspondence 
manual, 1977., 79-20243 


United States. National Archives and 
Records Service. Machine-Readable Data 
Branch. 

A Directory of computerized data files, 
software & related technical reports., 
79-5625 


United States. National Archives and 
Records Service. Office of Federal 
Records Centers. 

Disposition of federal records., 79-5991 


Federal archives and records centers., 
79-16635 


United States. National Archives and 
Records Service. Office of Records 
Management. 

Standard and optional forms facsimile 
handbook., 79-943 


United States. National Arthritis Advisory 
Board. 


National Arthritis Advisory Board 
chairman‘s report, 1978., 79-16697 


United States. National Bureau of Standards. 
Activities of the National Bureau of 
Standards., 79-14748 


Aids for COBOL program conversion 
(FIPS PUB 21 to FIPS PUB 21-1) /, 
79-22245 


Angular sensitivity of controlled implant- 
ed doping profiles /, 79-5590 


Automation in the marketplace. 79- 
1815 


Bibliography on atomic line shapes and 
shifts (June 1975 through June 1978) /, 
79-7284 


Calibration and related measurement 
services of the National Bureau of 
Standards. Appendix: fees for services., 
79-5587 


Calibration and test services of the Na- 
tional Bureau of Standards. Appendix: 
fees for services., 79-5586 


The calibration of a burn room for fire 
tests on furnishings /, 79-7295 


Characterization of the Stanford Re- 
search Institute large-scale heat-release- 
rate calorimeter : final report /, 79- 
17817 


A computer network protocol for library 
and information science applications /, 
79-4978 


Computer Performance Evaluation Users 
Group (CPEUG) : proceedings of the 
fourteenth meeting, held at Boston, 
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Massachusetts, October 24-27, 1978 /, 
79-5592 


Computer security guidelines for imple- 
menting the Privacy act of 1974 /, 
79-22243 


Conference briefs., 79-302 


Control systems readiness for munitions 
plants : a first pass : proceedings of the 
Workshop on Control Systems Readi- 
ness for Munitions Plants, held at 
Purdue University, West Lafayette, In- 
diana, September 19-20, 1977 /, 79- 
5596 


Data encryption standard /, 79-22247 


Design guide for reducing transportation 
noise in and around buildings [erratat / 
79-10814 


Detector spectral response from 350 to 
1200 nm using a monochromator based 
spectral comparator /, 79-7296 


Dimensions., 79-294 


EPA/NIH mass spectral data base /, 
79-5608 


Federal standard COBOL pocket guide / 
79-22248 


Films : free from U.S. Department of 
Commerce, National Bureau of Stand- 
ards., 79-5600 


Geographical variation in the heating and 
cooling requirements of a_ typical 
single-family house, and correlation of 
these requirements to degree days /, 
79-5602, 79-10817 


Glossary for computer systems security /, 
79-22242 


Guide for the development, implementa- 
tion, and maintenance of standards for 
the representation of computer proc- 
essed data elements /, 79-22246 


A guide to major job accounting systems 
: the Logger system of the Univac 1100 
series operating system /, 79-7288 


Guidelines for benchmarking ADP sys- 
tems in the competitive procurement 
environment /, 79-22244 


Guidelines for documentation of comput- 
er programs and automated data sys- 
tems /, 79-22241 


Guidelines for the measurement of inter- 
active computer service response time 
and turnaround time., 79-1814 


Interagency comparison of ultraviolet 
photometric standards for measuring 
ozone concentrations /, 79-7289 


Journal of research of the National 
Bureau of Standards., 79-295, 79- 
19549, 79-22240 


Journal of research of the National 
Bureau of Standards. Section A. Phys- 
ics and chemistry., 79-10812 
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Journal of research of the National 
Bureau of Standards. Section B. Math- 
ematical sciences., 79-5601 


Laser induced damage in optical materi- 
als, 1978 : proceeding[s{ of a sympo- 
sium, September 12-14, 1978, NBS, 
Boulder, Colorado /, 79-12702 

Life-cycle costing : a guide for selecting 


energy conservation projects for public 
buildings /, 79-7293, 79-7294 


Measurements and standards for nuclear 
materials safeguards /, 79-8707, 79- 
8718 


Metrology in industry and government : 
how to find out who needs what serv- 
ices: proceedings of a regional seminar 
held September 27-28, 1978 at the 
Korea Standards Research Institute, 
Dae Jeon, Korea /, 79-12701 


National Bureau of Standard; a national 
resource for science and technology., 
79-19547 


National Standard Reference Data 
System publication list., 79-5603 


NBS metallurgy division, 1977., 79-5585 
NBS publications newsletter., 79-297 


NBS standard reference materials. Sup- 
plement., 79-10805 


NBS standard reference materials cata- 
log., 79-12699 


New publication from NBS., 79-296 


Overlap; measurement agreement 
through process evaluation., 79-5609 


Physical properties data compilations rel- 
evant to energy storage /, 79-12709 


Proceedings of workshop on asbestos : 
definitions and measurement methods : 
proceedings of a workshop on asbestos 
held at the National Bureau of Stand- 
ards, Gaithersburg, Maryland, July 18- 
20, 1977 /, 79-5593 


Properties of selected superconductive 
materials, 1978 supplement /, 79-5606 


Publications of the National Bureau of 
Standards., 79-16237 


Publications of the National Bureau of 
Standards : citations with selected ab- 
stracts., 79-3633 


Recommended reading for scientists and 
engineers., 79-7292 


A reference method for the determination 
of sodium in serum /, 79-5588 


Report of the National Conference on 
Weights and Measures., 79-17813 


Report on an experimental computer 
output microfilm service center., 79- 
3742 


Representations of local time of the day 
for information interchange /, 79- 
10819 


Representatives of universal time, local 
time differentials, and United States 
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time zone references for information in- 
terchange /, 79-10820 


Research and Innovation in the Building 
Regulatory Process : proceedings of 
the second NBS/NCSBCS Joint Con- 
ference, held in Bozeman, Montana on 
September 20, 1977, in conjunction 
with the Tenth Annual Meeting of the 
National Conference of States on 
Building Codes and Standards, Inc. 
(NCSBCS) /, 79-5595 


The Role of Behavioral Science in Physi- 
cal Security proceedings of the 
second annual symposium, March 23- 
24, 1977 /, 79-5591 


Safety on stairs /, 79-10816 
The Search for ancient tin /, 79-21094 


Selected papers dealing with regulatory 
concerns of building rehabilitation /, 
79-12700 


Selected tables of atomic spectra /, 79- 
12708 


The selection of preferred metric values 
for design and construction /, 79-7297 


Superconducting devices & materials., 
79-298 


A survey of remote monitoring /, 79- 
7287 


Toy safety [erratat., 79-1810 


Vibration isolation : use and characteriza- 
tion /, 79-16240 


Wind and seismic effects; proceedings of 
the joint panel conference of the U.S.- 
Japan Cooperative Program in Natural 
Resources., 79-3631 


12th Informal Conference on Photochem- 
istry : proceedings of the 12th Informal 
Conference on Photochemistry, held at 
the National Bureau of Standards, 
Gaithersburg, Maryland, June 28-July 
1, 1976 /, 79-5597 


United States. National Bureau of Standards. 
Instrument Shops Division. 
Construction of a large transverse elec- 
tromagnetic cell /, 79-16242 


United States. National Bureau of Standards. 

Office of International Relations. 

The technological knowledge base for in- 
dustrializing countries : proceedings of 
the NBS/AID UNCSTD Seminar, 
held at the National Bureau of Stand- 
ards, Gaithersburg, Md., Oct. 16-17, 
1978 /, 79-12703 


United States. National Bureau of Standards. 
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services of the National Bureau of 
Standards. Appendix: fees for services., 
79-5587 


Calibration and test services of the Na- 
tional Bureau of Standards. Appendix: 
fees for services., 79-5586 
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Catalog of Federal metrology and cali- 
bration capabilities., 79-14752 


United States. National Bureau of Standards. 
Office of Standard Reference Data. 
OMNIDATA : an interactive system for 
data retrieval, statistical and graphical 
analysis, and data-base management : a 
user‘s manual /, 79-7291 

Selected tables of atomic spectra /, 79- 
12708 


Summary report on the workshop on 
high temperature chemical kinetics : 
applications to combustion research /, 
79-7290 


United States. National Cancer Institute. 
Americans are living with breast cancer : 
progress report., 79-15261 
Carcinogenesis abstracts., 79-993 
79-2518 
79-2516 


A compilation of journal instructions to 
authors., 79-16714 


Consensus development meeting on 
breast cancer screening, September 14- 
16, 1977., 79-6026 


Diet, Nutrition and Cancer Program 
status report, September 1978., 79- 
20348 


Guide to grant and contract programs of 
the National Cancer Institute., 79- 
20351 


Journal of the National Cancer Institute., 
79-995 


Manual of procedures. : National Cancer 
Institute, Cooperative Early Lung 
Cancer Group /, 79-18263 


Memorandum to the nurse., 79-9934 


National Cancer Institute fact book., 79- 
4305, 79-4306, 79-4307, 79-18267, 
79-18268 


NCI accelerating prevention trend /, 
79-15251 


Progress against breast cancer : what you 
can do about it., 79-9938 


Progress against cancer of the mouth., 
79-18265 


Progress report - The United States- 
Japan Cooperative Cancer Research 
Program., 79-9935 

The question for smokers is not whether 
to quit but how : ask us., 79-18269, 
79-18270, 79-18271 

A Rational evaluation of pesticidal vs. 
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Planning your vacation ? : useful informa- 
tion can be found in these government 
publications., 79-16620 


Poetry and literature., 79-4192 
Political activities, 79-18212 
Postal Service., 79-7870 


Posters, charts, picture sets, and decals., 
79-4168 


Presidents of the United States., 79-4184 
Prices and the cost of living., 79-4198 


Prices, wages, and the cost of living., 
79-16631 


Printing and graphic arts., 79-2463 


Procurement, supply cataloging and clas- 
sification., 79-7865 


Public and private utilities., 79-22608 


Public buildings, landmarks and historic 
sites of the United States., 79-13585 


Public documents highlights., 79-938 
Public health., 79-15128 


Publicaciones en Espanol : (Spanish pub- 
lications)., 79-13584 


Publications reference file., 79-937 


Publications relating to the 1978-79 col- | 


lege debate topic., 79-7872 


Publications relating to the 1979-80 na- 
tional high school debate topic., 79- 
20190 


Radiation and radioactivity., 79-4161 
Railroads., 79-22604 
Reading., 79-4194 


Recreational and outdoor activities., 79- 
13577 


Rehabilitation., 79-4176 
Retirement., 79-20226 





Revenue sharing., 79-4169 


Rural __ Electrification Administration 
(REA) forms and bulletins., 79-11569 


Sanitation and sewage., 79-7867 
School lunches., 79-7857 


Science experiments and projects., 79- 
11580 


Secondary education., 79-2461 
Securities and investments., 79-15138 


Selected U.S. Government publications., 
79-935 


Shipping and transportation., 79-13579 


Smithsonian Institution popular publica- 
tions., 79-4203 


Smoking., 79-18209 
Social security., 79-2465 


Social welfare and services., 79-20188, 
79-22599 


Solid waste management., 79-13582 

The Soviet Union., 79-15136 

Space, rockets and satellites, 79-15139 
Statistical publications., 79-7887 


Stenography, typing and writing., 79- 
2464 


Subject bibliographies in alphabetical 
order., 79-7852 


Subject bibliography index., 79-20228, 
79-20229 


Subversive 
20217 


Supreme Court reports., 79-20187 


activities, 79-11582, 79- 


Surveying and mapping., 79-11572 
Taxes and taxation., 79-11574 


Teachers and teaching methods., 79- 
20204 


Telecommunications., 79-20227 


Treaties and other international agree- 
ments of the United States., 79-7878 


Trees and forest management., 79-11557 


U.S. Army Corps of Engineers., 79- 
22606 


U.S. Army Corps of Engineers publica- 
tions., 79-2476 


U.S. Court of Claims reports., 79-7871 


U.S. Court of Customs and Patent Ap- 
peals reports and U.S. Customs Court 
reports., 79-4165 


United States Air Force manuals., 79- 
7873 


United States Coast Guard publications., 
79-7885 


United States Code, 1976., 79-7879, 79- 
16628 


United States intelligence activities., 79- 
13595 


United States naval history., 79-4200 
United States postage stamps., 79-2456 
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U.S. Surgeon General‘s Office. 


Veterans affairs and benefits, 79-4175, 
79-20197 


Vital and health statistics., 79-4188 


Vocational and career education., 79- 
4186 


Voting and elections., 79-2473 


Water pollution and water resources., 
79-4163 


Weather., 79-4199 
Weights and measures., 79-20201 


Where can you obtain .. government 
specifications, Federal standards, draw- 
ings, and the indexes which list these 
specifications?, 79-7881 


A wide range of subjects is covered in 
government publications for sale by the 
Superintendent of Documents., 79- 
7851 


Wildlife management., 79-7861 
Women., 79-22601 


Woodworking and building trades., 79- 
20224 


Workers‘ compensation., 79-11561, 79- 
20200 


X-rays., 79-13591 
Zoology., 79-4189 


United States. Superintendent of Documents. 


Library and Statutory Distribution 

Service. 

Biennial report of depository libraries., 
79-9893 

Instructions to depository libraries., 79- 
7890 


United States. Superintendent of Documents. 


Records Branch. 
PFR user‘s manual : how to use the mi- 
crofiche file., 79-7889 


United States. Supreme Court. 


Cases decided in the United States Court 
of Claims; with report of decisions of 
the Supreme Court in Court of Claims 
cases., 79-8289, 79-15520 


Journal, Supreme Court of the United 
States., 79-1284 


Official reports of the Supreme Court; 
preliminary print., 79-1285 


Proceedings of the Judicial Conference, 
September 21-22, 1978 : communication 
from the Chief Justice of the United 
States ..., 79-10628 


United States reports., 79-11883, 79- 
17001, 79-18588, 79-22957 


United States. Surgeon General‘s Office. 


Health people : the Surgeon General's 
report on health promotion and disease 
prevention : background papers /, 79- 
16690 
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U.S. Surgeon General‘s Office. 


Healthy people : the Surgeon General‘s 
report on health promotion and disease 
prevention., 79-16689 

Perspectives; US Army Medical Depart- 
ment., 79-720 

Smoking and health : a report of the Sur- 
geon General /, 79-15236 


United States. Task Force on Deterrence of 
Air Piracy. 
Task Force on Deterrence of Air Piracy, 
final report /, 79-21195 


United States. Task Force on Environmental 
Cancer and Heart and Lung Disease. 
Annual report to Congress by the Task 

Force on Environmental Cancer and 
Heart and Lung Disease., 79-9869 


United States. Task Force on Multifamily 
Property Utilization. 
Final report of the Multifamily Property 
Utilization Task Force /, 79-22722 


United States. Task Force on Solar Energy 

Commercialization. 

Solar heating and cooling of buildings 
(SHACOB) commercialization report : 
part A, options and strategies /, 79- 
13239 


United States. Task Force on the Role of the 
School Library Media Program in the 
National Program. 

The role of the school library media pro- 
gram in networking /, 79-17349 


United States. Tax Court. 
Election of small tax case procedure & 
preparation of petitions, 79-15523 
Reports - United States Tax Court., 79- 
1289 


Reports of the United States Tax Court., 
79-4612, 79-11884 


Rules of practice and procedure, United 
States Tax Court. 79-10126, 79- 
14013 


United States. Technical Information 
Systems. 
Agricultural libraries information notes., 
79-179 


Aquaculture and hydroponics, 1968-1978 
/, 7179-14705 

Bibliography of agricultural bibliogra- 
phies., 79-10758 

Guide to manuscripts in the National Ag- 
ricultural Library /, 79-21846 


Inventory of agricultural research., 79- 
10754, 79-10755, 79-17776 


United States. TMI-2 Lessons Learned Task 
Force. 
TMI-2 Lessons Learned Task Force 
status report and short-term recommen- 
dations., 79-21308 
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United States. Travel Service. 

Alaska : 1976 patterns of foreign travel in 
the United States., 79-12717 

Boston : 1976 patterns of foreign travel in 
the U.S., 79-12719 

Colorado : 1976 patterns of foreign travel 
in the United States., 79-12721 

Connecticut : 1976 patterns of foreign 
travel in the United States., 79-12722 

Consumer‘s guide to travel information : 
helpful information sources., 79-3637 

Directory, United States trade shows, ex- 
positions and conventions., 79-5622 

Georgia : 1976 patterns of foreign travel 
in the United States., 79-12725 

Maryland : 1976 patterns of foreign travel 
in the United States., 79-12729 

Massachusetts : 1976 patterns of foreign 
travel in the United States., 79-12730 

Minnesota : 1976 patterns of foreign 
travel in the United States., 79-12732 

New Hampshire : 1976 patterns of for- 
eign travel in the United States., 79- 
12734 

New Jersey : 1976 patterns of foreign 
travel in the United States., 79-12735 


Oceanariums., 79-1821 


Ohio : 1976 patterns of foreign travel in 
the United States., 79-12738 

Patterns of foreign travel in the United 
States. Summary., 79-17831 

Pennsylvania : 1976 patterns of foreign 
travel in the United States., 79-12739 

Program report of the United States 
Travel Service., 79-5621, 79-17824 

San Antonio : 1976 patterns of foreign 
travel in the U.S., 79-12740 

Seattle : 1976 patterns of foreign travel in 
the U.S., 79-12741 

Texas : 1976 patterns of foreign travel in 
the United States., 79-12742 

U.S. Virgin Islands : 1976 patterns of for- 
eign travel in the United States., 79- 
12745 

1976 patterns of foreign travel in the U.S. 
: age and length of stay., 79-12716 

1976 patterns of foreign travel in the U.S. 
: Australia, 79-12718 

1976 patterns of foreign travel in the U.S. 
: Brazil., 79-12720 

1976 patterns of foreign travel in the U.S. 
: eastern gateway., 79-12723 

1976 patterns of foreign travel in the U.S. 
: Far West., 79-17825 

1976 patterns of foreign travel in the U.S. 
: France., 79-12724 


1976 patterns of foreign travel in the U.S. 
: Frontier West., 79-17826 
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1976 patterns of foreign travel in the U.S. 
: George Washington country., 79- 
12746 


1976 patterns of foreign travel in the U.S. 
: Germany., 79-12726 

1976 patterns of foreign travel in the U.S. 
: Great Lakes country., 79-17827 

1976 patterns of foreign travel in the U.S. 
:Italy., 79-12727 

1976 patterns of foreign travel in the U.S. 
: Japan., 79-12728 

1976 patterns of foreign travel in the U.S. 
: Mexico., 79-12731 

1976 patterns of foreign travel in the U.S. 
: Mountain West., 79-17828 

1976 patterns of foreign travel in the U.S. 
: Netherlands., 79-12733 

1976 patterns of foreign travel in the U.S. 
: New England., 79-17829 

1976 patterns of foreign travel in the U.S. 
: New York City., 79-12736 

1976 patterns of foreign travel in the U.S. 
: New Zealand., 79-12737 

1976 patterns of foreign travel in the U.S. 
: the South., 79-17830 

1976 patterns of foreign travel in the U.S. 
: United Kingdom., 79-12743 

1976 patterns of foreign travel in the U.S. 
: Venezuela., 79-12744 

1976 patterns of foreign travel in the U.S. 
Travel Service,, 79-17832 


United States. Travel Service. Office of 


Policy and Research. 
Vacation travel by Canadians in the 
United States., 79-10830 


United States. Travel Service. Office of 


Research and Analysis. 
Evaluation of the ABTA/Miami Beach 
convention., 79-1820 


Foreign visitor arrivals., 79-7299 


United States. Travel Service. Research and 


Analysis Division. 
A bibliography of USTS research publi- 
cations., 79-3638 


Foreign visitor arrivals by selected ports., 
79-7300 


Summary and analysis of international 
travel to the U.S., 79-322 


United States. Travel Service. Visitor 


Services Division. 
Directory, United States trade shows, ex- 
positions and conventions., 79-5622 


United States. Treasury Dept. 


Annual report of the Secretary of the 
Treasury on the state of the finances., 
79-14186 


Customs bulletin., 79-4817 





January — December 1979 


Daily Treasury statement; cash and debt 
operations of the United States Treas- 
ury., 79-1488 


Department of the Treasury telephone di- 
rectory., 79-21102 


General and technical explanations of the 
President's proposal for real wage in- 
surance /, 79-9159 

Monthly statement of the public debt of 
the United States., 79-1490 


National bicentennial competition for 
new reverse designs of United States 
coins., 79-2877 


The operation and effect of the domestic 
international sales corporation legisla- 
tion; annual report., 79-14188 


The operation and effect of the interna- 
tional boycott provisions of the Inter- 
nal Revenue Code; annual report., 79- 
15615 


The operation and effect of the posses- 
sions corporation system of taxation, 
annual report., 79-4818, 79-15614 


Statistical appendix to annual report of 
the Secretary of the Treasury on the 
state of the finances., 79-4815, 79- 
15613 


Summer training program., 79-14187 


Taxation of foreign investment in U.S. 
real estate., 79-18741 


Treasury bulletin., 79-1487 


Treasury Department telephone directo- 
ry., 79-1493 


United States of America [6 3/4 percentt 
Treasury notes of June 30, 1981 series 
J-1981 : dated and bearing interest from 
June 3, 1977 : due June 30, 1981., 79- 
21101 


Waiver of countervailing duties on cer- 
tain fish from Canada ; communication 
from the General Counsel of the Treas- 
ury ..., 79-9195 


United States. Treasury Dept. Bureau of 
Accounts. 
Treasury reporting rates of exchange., 
79-12141 


United States. Treasury Dept. Bureau of 
Government Financial Operations. 
Monthly statement of United States cur- 

rency and coin., 79-1511 


Monthly treasury statement of receipts 
and outlays of the United States gov- 
ernment., 79-1489 


P.L. 480 collections under Title 1 sales 
agreements., 79-12140 


Treasury combined statement of receipts, 
expenditures, and balances of the 
United States government., 79-8529 





U.S. Treaties, etc. Australia, Feb. 28, 1978. 


United States. Treasury Dept. Bureau of 
Government Financial Operations. 
Division of Government Accounts and 
Reports. 


Federal aid to States., 79-12139 


United States. Treasury Dept. Fiscal Service. 
Operations Planning and Research Staff. 
Direct deposit-electronic funds transfer 

program for Federal recurring benefit 
payments., 79-18746 


United States. Treasury Dept. Office of 
Administrative Programs. 
Selling to the Department of the Treas- 
ury., 79-2878 


United States. Treasury Dept. Office of 
Special Programs. 
Trigger price manual., 

18742 


79-17192, 79- 


United States. Treasury Dept. Office of the 
Assistant Secretary for Economic Policy. 
Status of active foreign credits of the 

United States., 79-4816 


United States. Treasury Dept. Office of the 
Secretary of the Treasury. 
Airport and airway trust fund, annual 
report., 79-14475 


Highway trust fund., 79-18962 


United States. Treasury Dept. Study Team. 
Credit and capital formation : a report to 
the President's Interagency Task Force 
on Women Business Owners /, 79- 
10264 


United States. Treaties, etc. 

Three treaties establishing maritime 
boundaries between the United States 
and Mexico, Venezuela and Cuba : 
message from the President of the 
United States ..., 79-10327 


United States treaties and other interna- 
tional agreements., 79-2874, 79-4803, 
79-8495, 79-8496, 79-10256, 79- 
12103, 79-15602 


United States. Treaties, etc. Afghanistan, 

Aug. 29, 1977. 

Central Helmand drainage : agreement 
between the United States of America 
and Afghanistan, signed at Kabul, 
August 29, 1977., 79-4772 


Narcotic drugs : prohibition of poppy 
cultivation : agreement between the 
United States of America and Afghani- 
stan, signed at Kabul August 29, 1977., 
79-4780 


United States. Treaties, etc. Afghanistan, 

Dec. 28, 1977. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Afghanistan, signed at Kabul De- 
cember 28, 1977, with minutes of un- 
derstanding., 79-8461 
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United States. Treaties, etc. Afghanistan, 

Sept. 18, 1977. 

Agricultural credit : agreement between 
the United States of America and Af- 
ghanistan, signed at Kabul September 
18, 1977., 79-12081 

Rural development : agreement between 
the United States of America, and Af- 
ghanistan, signed at Kabul, September 
18, 1977., 79-17142 


United States. Treaties, etc. Afghanistan, 

Sept. 28, 1977. 

Basic health services : agreement between 
the United States of America and Af- 
ghanistan signed at Kabul September 
28, 1977., 79-2870 


United States. Treaties, etc. Afghanistan, 

Sept. 29, 1977. 

Narcotic drugs : prohibition of poppy 
cultivation : agreement between the 
United States of America and Afghani- 
stan, signed at Kabul September 29, 
1977., 79-4779 


United States. Treaties, etc. Antigua, Dec. 

14, 1977. 

Defense areas and facilities : agreement 
between the United States of America 
and Antigua, signed at Washington De- 
cember 14, 1977, with memorandum of 
understanding and agreed minute., 79- 
10255 


United States. Treaties, etc. Apr. 14, 1977. 
Atomic energy : reactor safety experi- 
ments : agreement between the United 
States of America and other govern- 
ments, opened for signature April 14, 
1977., 79-17165 


United States. Treaties, etc. Argentine 

Republic, Mar. 31, 1978. 

Maritime matters : memorandum of un- 
derstanding between the United States 
of America and Argentina, signed at 
Buenos Aires, March 31, 1978., 79- 
21055 


United States. Treaties, etc. Argentine 

Republic, Sept. 22, 1977. 

Air transport services : agreement be- 
tween the United States of America 
and Argentina, effected by exchange of 
notes, signed at Buenos Aires, Septem- 
ber 22, 1977., 79-15592 


United States. Treaties etc. Australia, Aug. 
11, 1978. 
Aviation : provision of parts and services 
: agreement between the United States 
of America and Australia, signed at 
Washington, July 19 and August 11, 
1978., 79-17169 


United States. Treaties, etc. Australia, Feb. 
28, 1978. 
Geological and geophysical research sta- 


tion at Alice Springs : agreement be- 
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U.S. Treaties, etc. Australia, Feb. 28, 1978. 


tween the United States of America 
and Australia, effected by exchange of 
notes dated at Canberra February 28, 
1978., 79-8451 


United States. Treaties, etc. Australia, Jan. 

26, 1978. 

Whaling : international observer scheme : 
arrangement between the United States 
of America and Australia, effected by 
exchange of notes, dated at Canberra, 
January 26 and April 3, 1978. 79- 
17179 


United States. Treaties, etc. Australia, June 

8, 1977. 

Omega navigational facility : agreement 
between the United States of America 
and Australia, effected by exchange of 
notes signed at Canberra, June 8 and 
September 20, 1977., 79-4798 


United States. Treaties, etc. Australia, June 

23, 1978. 

Coal conversion, extraction, and process- 
ing : memorandum of understanding 
between the United States of America 
and Australia, signed at Canberra, June 
23, 1978., 79-21073 


United States. Treaties, etc. Australia, Mar. 

3, 1978. 

Tracking stations : agreement between 
the United States of America and Aus- 
tralia, amending the agreement of 
March 25, 1970, effected by exchange 
of notes, dated at Canberra, March 3 
and June 27, 1978., 79-23047 


United States. Treaties, etc. Australia, Mar. 

25, 1970. 

Tracking stations : agreement between 
the United States of America and Aus- 
tralia, amending the agreement of 
March 25, 1970, effected by exchange 
of notes, dated at Canberra, March 3 
and June 27, 1978., 79-23047 


United States. Treaties, etc. Australia, Oct. 

10, 1978. 

Scientific and technical cooperation 
agreement between the United States 
of America and Australia, extending 
the agreement of October 16, 1968, as 
extended, effected by exchange of 
notes, signed at Canberra, October 10, 
1978., 79-23062 


United States. Treaties, etc. Australia, Oct. 

14, 1977. 

Solar observatory at Learmonth, Western 
Australia agreement between the 
United States of America and Austra- 
lia, effected by exchange of notes dated 
at Canberra October 14 and 27, 1977., 
79-6373 


United States. Treaties, etc. Australia, Oct. 
16, 1968. 
Scientific and technical cooperation 
agreement between the United States 
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of America and Australia, extending 
the agreement of October 16, 1968, as 
extended, effected by exchange of 
notes, signed at Canberra, October 10, 
1978., 79-23062 


United States. Treaties, etc. Australia, Oct. 

19, 1977. 

Joint defense space research facility : 
agreement between the United States 
of America and Australia, amending 
and extending the agreement of De- 
cember 9, 1966, effected by exchange 
of notes signed at Canberra, October 
19, 1977., 79-4792 


United States. Treaties, etc. Australia, Oct. 

25, 1977. 

Whaling : international observer scheme : 
agreement between the United States 
of America and Australia, effected by 
exchange of notes dated at Canberra 
October 25 and November 18, 1977., 
79-6387 


United States. Treaties, etc. Austria, Mar. 

10, 1978. 

Aviation : flight inspection services : 
memorandum of agreement between 
the United States of America and Aus- 
tria, signed at Washington and Vienna, 
March 10 and June 22, 1978. 79- 
21031 


United States. Treaties, etc. Austria, Sept. 
15, 1976. 
Customs assistance : agreement between 
the United States of America and Aus- 
tria signed at Vienna September 15, 
1976., 79-2856 


United States. Treaties, etc. Bahamas, April 

23, 1974. 

Aviation : preclearance for entry into the 
United States : agreement between the 
United States of America and the Ba- 
hamas, extending application of the 
agreement of April 23, 1974, effected 
by exchange of notes dated at Nassau 
December 28, 1977 and January 10, 
1978., 79-12072 


United States. Treaties, etc. Bahamas, Dec. 

28, 1977. 

Aviation : preclearance for entry into the 
United States : agreement between the 
United States of America and the Ba- 
hamas, extending application of the 
agreement of April 23, 1974, effected 
by exchange of notes dated at Nassau 
December 28, 1977 and January 10, 
1978., 79-12072 


United States. Treaties, etc. Bahamas, Mar. 

7, 1978. 

Extradition : continued application to the 
Bahamas of the United States-United 
Kingdom treaty of December 22, 1931 
: agreement between the United States 
of America and the Bahamas, effected 
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by exchange of notes signed at Nassau 
and Washington, March 7, June 19 and 
August 17, 1978., 79-21028 


United States. Treaties, etc. Bahamas, Oct. 

27, 1976. 

Social security : agreement between the 
United States of America and the Ba- 
hamas effected by exchange of notes 
signed at Nassau October 27, 1976 and 
May 6 and September 23, 1977., 79- 
2872 


United States. Treaties, etc. Bangladesh, 

Apr. 11, 1978. 

Agricultural commodities : agreements 
between the United States of America 
and Bangladesh, amending the agree- 
ment of January 13, 1978, as amended, 
effected by exchange of notes signed at 
Dacca, April 11, 1978, with agreed 
minutes and related letters and ex- 
change of notes, signed at Dacca, May 
23, 1978, with agreed minutes., 79- 
14159 


United States. Treaties, etc. Bangladesh, 

Aug. 11, 1977. 

Postal money orders : agreement between 
the United States of America and Ban- 
gladesh, signed at Washington, August 
11, 1977., 79-14172 


United States. Treaties, etc. Bangladesh, 

Aug. 31, 1977. 

Fertilizer distribution and marketing : 
agreement between the United States 
of America and Bangladesh, signed at 
Dacca August 31, 1977., 79-6382 


Rural finance experimental project 
agreement between the United States 
of America and Bangladesh, signed at 
Dacca August 31, 1977., 79-8460 


United States. Treaties, etc. Bangladesh, 

Dec. 15, 1977. 

Rural electrification : agreement between 
the United States of America and Ban- 
gladesh, signed at Dacca December 15, 
1977., 79-8480 


United States. Treaties, etc. Bangladesh, Jan. 

13, 1978. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Bangladesh, signed at Dacca, Janu- 
ary 13, 1978, with agreed minutes, and 
amending agreement effected by ex- 
change of notes, signed at Dacca, 
March 3, 1978., 79-12069 


United States. Treaties, etc. Bangladesh, Jan. 

17, 1975. 

Investment guaranties : agreement be- 
tween the United States of America 
and Bangladesh, effected by exchange 
of notes, dated at Dacca, January 17 
and 20, 1975, with related letters., 79- 
12084 
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United States. Treaties, etc. Bangladesh, 

July 13, 1978. 

Peace Corps : agreement between the 
United States of America and Bangla- 
desh, signed at Washington, July 13, 
1978., 79-21078 


United States. Treaties, etc. Bangladesh, 

Nov. 24, 1976. 

Cholera Research Laboratory : agree- 
ment between the United States of 
America and Bangladesh signed at 
Dacca November 24, 1976., 79-4725 


United States. Treaties, etc. Bangladesh, 

Sept. 21, 1977. 

Agriculture commodities : agreement be- 
tween the United States of America 
and Bangladesh signed at Dacca April 
1, 1977 with agreed minutes and 
amending agreements effected by ex- 
change of notes signed at Dacca June 
30, 1977 and exchange of notes signed 
at Dacca August 8, 1977 and exchange 
of notes signed at Dacca September 21, 
1977., 79-2864 


United States. Treaties, etc. Belgium, Apr. 5, 

1946. 

Air transport services : agreement be- 
tween the United States of America 
and Belgium, amending the agreement 
of April 5, 1946, and extending the 
memorandum of understanding of Oc- 
tober 17, 1972, as amended and re- 
newed, effected by exchange of notes, 
signed at Brussels, October 24 and No- 
vember 16, 1977., 79-17132, 79- 
17180 


United States. Treaties, etc. Belgium, Dec. 

12, 1978. 

Air transport services : agreement be- 
tween the United States of America 
and Belgium, amending the agreement 
of April 5, 1946, as amended, effected 
by exchange of notes, signed at Brus- 
sels, December 12 and 14, 1978., 79- 
17180 


United States. Treaties, etc. Belgium, June 6, 

1978, 

Atomic energy : technical information ex- 
change, safety research, and develop- 
ment of standards : arrangement be- 
tween the United States of America 
and Belgium, signed at Washington, 
June 6, 1978., 79-21065 


United States. Treaties, etc. Belgium, Oct. 

24, 1977. 

Air transport services : agreement be- 
tween the United States of America 
and Belgium, amending the agreement 
of April 5, 1946, and extending the 
memorandum of understanding of Oc- 
tober 17, 1972, as amended and re- 
newed, effected by exchange of notes, 
signed at Brussels, October 24 and No- 
vember 16, 1977., 79-17132 





U.S. Treaties, etc. Canada, Dec. 21, 1976. 


United States. Treaties, etc. Bolivia, Aug.30, 

1977. 

Rural education : agreement between the 
United States of America and Bolivia, 
signed at La Paz August 30, 1977., 
79-6378 


United States. Treaties, etc. Bolivia, Dec. 29, 

1975. 

Rural education : agreement between the 
United States of America and Bolivia 
signed at La Paz December 29, 1975., 
79-21001 


United States. Treaties, etc. Bolivia, Feb. 10, 

1978. 

Prisoner transfer : treaty between the 
United States of America and Bolivia, 
signed at La Paz, February 10, 1978., 
79-21038 


United States. Treaties, etc. Bolivia, Jan. 9, 

1978. 

Agribusiness and artisanry project 
agreement between the United States 
of America and Bolivia signed at La 
Paz January 9, 1978., 79-21076 


United States. Treaties, etc. Bolivia, Nov. 24, 

1977. 

Assistance to small farmers : agreement 
between the United States of America 
and Bolivia, signed at La Paz Novem- 
ber 24, 1977., 79-8475 


United States. Treaties, etc. Bolivia, Sept. 

20, 1976. 

Rural access roads : agreement between 
the United States of America and Bo- 
livia, signed at La Paz, September 20, 
1976., 79-4717 


United States. Treaties, etc. Brazil, Apr. 22, 

1976. 

Trade in cotton textiles : agreement be- 
tween the United States of America 
and Brazil, amending the agreement of 
April 22, 1976, effected by exchange of 
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Reciprocal fisheries : agreement, with 
agreed minute, between the United 
States of America and the United 
Kingdom of Great Britain and North- 
ern Ireland, signed at Washington June 
24, 1977., 79-17145 


United States. Treaties, etc. Great Britain, 

Mar. 17, 1978. 

Air transport services : North Atlantic 
fares : agreement between the United 
States of America and the United 
Kingdom of,Great Britain and North- 
ern Ireland effected by exchange of let- 
ters signed at Washington March 17, 
1978., 79-4790, 79-21049 


United States. Treaties, etc. Great Britain, 

Mar. 31, 1977. 

Second protocol to the 1975 tax conven- 
tion with the United Kingdom of Great 
Britain and Northern Ireland : message 
from the President of the United States 
wy» 79-6525 


United States. Treaties, etc. Great Britain, 

Nov. 2, 1978. 

Air transport services : North Atlantic 
fares : agreement between the United 
States of America and the United 
Kingdom of Great Britain and North- 
ern Ireland, extending and modifying 
the agreement of March 17, 1978, ef- 
fected by exchange of letters, signed at 
Washington, November 2 ana 9, 1978., 
79-21049 


United States. Treaties, etc. Great Britain, 

Sept. 29, 1978. 

Defense areas in the Turks and Caicos 
Islands : agreement between the United 
States of America and the United 
Kingdom of Great Britain and North- 
ern Ireland, effected by exchange of 
notes signed at Washington September 
29, 1978., 79-23057 


United States. Treaties, etc. Greece, June 20, 

1978. 

Alien amateur radio operators : agree- 
ment between the United States of 
America and Greece, effected by ex- 
change of notes, signed at Athens, June 
20 and July 5, 1978., 79-23048 


United States. Treaties, etc. Guatemala, 
Sept. 14, 1977. 
Primary school reconstruction : agree- 
ment between the United States of 
America and Guatemala, signed at 
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U.S. Treaties, etc. Guatemala, Sept. 14, 1977. 


Guatemala September 14, 1977., 
17134 


79- 


United States. Treaties, etc. Guinea, Apr. 14, 

1978. 

Agricultural commodities : transfer under 
Title II agreement between the 
United States of America and Guinea, 
signed at Washington and Conakry 
April 14 and June 5, 1978., 79-15595 


United States. Treaties, etc. Guinea-Bissau, 

Jan. 8, 1978. 

Agricultural commodities : transfer under 
title II : agreement between the United 
States of America and Guinea-Bissau, 
signed at Bissau, January 8, 1978., 79- 
17149 


United States. Treaties, etc. Guinea-Bissau, 

Nov. 10, 1977. 

Agricultural commodities : transfer under 
Title II agreement between the 
United States of America and Guinea- 
Bissau, signed at Bissau, November 10, 
1977., 79-17138 


United States. Treaties, etc. Guinea, Sept. 

27, 1977. 

Agricultural production capacity and 
training agreement between the 
United States of America and Guinea, 
signed at Conakry September 27, 1977, 
and amending agreement signed at 
Conakry March 31, 1978., 79-17137 


United States. Treaties, etc. Guyana, Jan. 

27, 1978. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Guyana, signed at Georgetown, 
January 27, 1978, and amending agree- 
ment effected by exchange of notes, 
signed at Georgetown, May 16 and 29, 
1978., 79-12101 


United States. Treaties, etc. Guyana, July 

13, 1977. 

Public sector manpower training : agree- 
ment between the United States of 
America and Guyana, signed at 
Georgetown, July 13, 1977., 79-4788 


United States. Treaties, etc. Guyana, June 6, 

1977. 

Acquisition of excess property : agree- 
ment between the United States of 
America and Guyana, signed at Wash- 
ington and Georgetown June 6 and 
July 6, 1977., 79-12082 


United States. Treaties, etc. Haiti, Apr. 27, 

1977. 

Services to small farmers : agreement be- 
tween the United States of America 
and Haiti signed at Port-au-Prince 
April 27, 1977., 79-4737 
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United States. Treaties, etc. Haiti, June 29, 

1976. 

Agricultural feeder roads : agreement be- 
tween the United States of America 
and Haiti, signed at Port-au-Prince, 
June 29, 1976., 79-4745 


United States. Treaties, etc. Haiti (Republic), 

Aug. 30, 1977. 

Health services : agreement between the 
United States of America and Haiti, 
signed at Port-au-Prince, August 30, 
1977., 79-12086 


United States. Treaties, etc. Haiti (Republic), 

Mar, 13, 1953. 

Investment guaranties : agreement be- 
tween the United States of America 
and Haiti, modifying the agreement of 
March 13 and April 2, 1953, as modi- 
fied, effected by exchange of notes 
signed at Port-au-Prince October 7 and 
14, 1975., 79-8462 


United States. Treaties, etc. Haiti (Republic), 

Oct. 7, 1975. 

Investment guaranties : agreement be- 
tween the United States of America 
and Haiti, modifying the agreement of 
March 13 and April 2, 1953, as modi- 
fied, effected by exchange of notes 
signed at Port-au-Prince October 7 and 
14, 1975., 79-8462 


United States. Treaties, etc. Honduras, Nov. 

28, 1977. 

Small farmer technologies : agreement 
between the United States of America 
and Honduras, signed at Tagucigalpa, 
November 28, 1977., 79-21025 


United States. Treaties, etc. Hong Kong, 

Aug. 8, 1977. 

Trade in textiles : agreement between the 
United States of America and Hong 
Kong effected by exchange of notes 
signed at Hong Kong August 8, 1977., 
79-4768 


United States. Treaties, etc. Hong Kong, 

July 25, 1977. 

Trade in textiles : agreement between the 
United States of America and Hong 
Kong amending and extending the 
agreement of July 25, 1974, as amend- 
ed, effected by exchange of notes 
signed at Hong Kong July 25, 1977., 
79-4767 


United States. Treaties, etc. Hong Kong, 

Oct. 24, 1978. 

Trade : non-rubber footwear : under- 
standing between the United States of 
America and Hong Kong, effected by 
exchange of letters, signed at Hong 
Kong, October 24, 1978., 79-21046 


United States. Treaties, etc. Hungary, Apr. 
6, 1977. 
Cultural relations : agreement between 
the United States of America and the 
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Hungarian People‘s Republic, signed at 
Budapest, April 6, 1977., 79-21068 


United States. Treaties, etc. Hungary, Feb. 

10, 1978. 

Diplomatic and official transit or tempo- 
rary duty visa facilitation : agreement 
between the United States of America 
and the Hungarian People‘s Republic, 
effected by exchange of notes dated at 
Budapest February 10, 1978, 79- 
17172 


Diplomatic and official visa facilitation : 
agreement between the United States 
of America and the Hungarian People‘s 
Republic, effected by exchange of 
notes, dated at Budapest, February 10, 
1978., 79-17171 


United States. Treaties, etc. Hungary, Mar. 

17, 1978. 

Trade relations : agreement between the 
United States of America and Hungar- 
ian People’s Republic, signed at Buda- 
pest March 17, 1978., 79-6372 


United States. Treaties, etc. Hungary, Oct. 

11, 1978, 

Research cooperation in transportation : 
understanding between the United 
States of America and the Hungarian 
People‘s Republic, signed at Budapest, 
October 11, 1978., 79-17184 


United States. Treaties, etc. Iceland, Apr. 26, 

1978, 

Alien amateur radio operators : agree- 
ment between the United States of 
America and Iceland, effected by ex- 
change of notes, signed at Reykjavik, 
April 26, 1978., 79-23044 


United States. Treaties, etc. Iceland, Aug. 

17, 1978. 

Air transport services : agreement be- 
tween the United States of America 
and Iceland amending the agreement of 
January 27, 1945, effected by exchange 
of notes dated at Washington August 
17, 1978., 79-4802 


United States. Treaties, etc. India, Dec. 23, 

1977. 

Air transport services : low-cost fares : 
agreement between the United States 
of America and India, modifying the 
agreement of February 3, 1956, as 
amended, effected by exchange of let- 
ters signed at New Delhi December 23, 
1977., 79-8472 


United States. Treaties, etc. India, Feb. 3, 

1956. 

Air transport services : low-cost fares : 
agreement between the United States 
of America and India, modifying the 
agreement of February 3, 1956, as 
amended, effected by exchange of let- 
ters signed at New Delhi December 23, 
1977., 79-8472 
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United States. Treaties, etc. India, Jan. 3, 

1978. 

Remote sensing : acquisition of satellite 
data : memorandum of understanding 
between the United States of America 
and India, signed at New Delhi Janu- 
ary 3, 1978, with related note., 79- 
12073 


United States. Treaties, etc. India, Jan. 27, 

1978. 

Agricultural commodities : agreement be- 
tween the United States of America 
and India, signed at New Delhi Janu- 
ary 27, 1978, with agreed minutes., 
79-14178 


United States. Treaties, etc. India, July 19, 

1978, 

Trade in textiles and textile products : 
agreement between the United States 
of America and India, effected by ex- 
change of notes signed at Washington 
December 30, 1977, and amending 
agreements effected by exchange of 
notes signed at Washington April 18, 
1978, and exchange of letters signed at 
Washington June 19, 1978, and ex- 
change of notes signed at Washington 
May 9 and July 18, 1978, and exchange 
of letters signed at Washington July 19 
and 25, 1978., 79-6389 


United States. Treaties, etc. India, Nov. 29, 

1977. 

Trade in textiles : agreements between 
the United States of America and India 
amending and extending the agreement 
of August 6, 1974, as modified effected 
by exchange of notes signed at Wash- 
ington September 28 and 29, 1977 and 
exchange of notes at Washington Octo- 
ber 28, 1977 and exchange of notes 
signed at Washington November 29, 
1977., 79-2869 


United States. Treaties, etc. Indonesia, Dec. 

16, 1977. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Indonesia amending the agreement 
of May 17, 1977, as amended effected 
by exchange of notes signed at Jakarta 
December 16, 1977 with exchange of 
letters and agreed minutes., 79-4800 


United States. Treaties, etc. Indonesia, Jan. 

3, 1978. 

Family planning development and serv- 
ices : agreement between the United 
States of America and Indonesia, 
signed at Jakarta January 3, 1978., 79- 
4763 


United States. Treaties, etc. Indonesia, Jan. 

24, 1977. 

Surakarta potable water : agreement be- 
tween the United States of America 
and Indonesia signed at Jakarta Janu- 
ary 24, 1977., 79-4730 





U.S. Treaties, etc. Israel, Dec. 5, 1977. 


United States. Treaties, etc. Indonesia, July 

28, 1976. 

Technical assistance and consulting serv- 
ices : agreement between the United 
States of America and Indonesia, 
signed at Jakarta, July 28, 1976, and 
amending agreements signed at Jakarta, 
July 27, 1977, and signed at Jakarta, 
April 12, 1978., 79-21014 


United States. Treaties, etc. Indonesia, Oct. 

21, 1977. 

Mapping, charting, and geodesy : agree- 
ment between the United States of 
America and Indonesia, signed at Ja- 
karta October 21, 1977., 79-12078 


United States. Treaties, etc. Indonesia, Oct. 

28, 1976. 

Citanduy River Basin development 
agreement between the United States 
of America and Indonesia, signed at 
Jakarta Oct. 28, 1976., 79-6364 


United States. Treaties, etc. Indonesia, Sept. 

9, 1977. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Indonesia amending the agreement 
of May 17, 1977 effected by exchange 
of notes signed at Jakarta September 9, 
1977., 79-4755 


United States. Treaties, etc. International 
Civil Aviation Organization, Apr. 6, 1977. 
Aviation : joint financing of certain air 

navigation services in Iceland and in 
Greenland and the Faroe Islands : 
agreement between the United States 
of America and other governments 
amending the agreements done at 
Geneva September 25, 1956, as amend- 
ed, adopted by the Council of the In- 
ternational Civil Aviation Organization 
at Montreal April 6, 1977 and June 8, 
1977., 79-4734 


United States. Treaties, etc. International 
Whaling Commission, June 20, 1977. 
Whaling : amendments to the schedule to 

the International Whaling Convention 
of 1946, adopted at the twenty-ninth 
meeting of the International Whaling 
Commission, London June 20-24, 1977., 
79-4740, 79-17133 


United States. Treaties, etc. Iran, Apr. 11, 

1977. 

Atomic energy : technical information ex- 
change and nuclear safety : agreement 
between the United States of America 
and Iran, signed at Shiraz, April 11, 
1977, with letter of understanding., 
79-15591 


United States. Treaties, etc. Iran, Feb. 1, 
1973. 
Air transport services : low-cost fares : 
agreement between the United States 
of America and Iran, modifying the 
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agreement of February 1, 1973, effect- 
ed by exchange of notes dated at 
Tehran November 6 and December 19, 
1977., 79-8484 


United States. Treaties, etc. Iran, Feb. 28, 

1978. 

Economic cooperation : agreed minutes 
between the United States of America 
and Iran, signed at Washington, Febru- 
ary 28, 1978., 79-21054 


United States. Treaties, etc. Iran, May 12, 

1977. 

Aviation : technical assistance : memoran- 
dum of agreement between the United 
States of America and Iran, signed 
May 12 and June 9, 1977., 79-12095 


United States. Treaties, etc. Iran, Nov. 6, 
1977. 


Air transport services : low-cost fares : 
agreement between the United States 
of America, and Iran, modifying the 
agreement of February 1, 1973, effect- 
ed by exchange of notes dated at 
Tehran November 6 and December 19, 
1977., 79-8484 


United States. Treaties, etc. Iran, Nov. 10, 

1976. 

Environmental cooperation : agreement 
between the United States of America, 
and Iran, signed at Tehran, November 
10, 1976., 79-17152 


United States. Treaties, etc. Iran, Nov. 26, 
1977. 


Meteorological cooperation : agreement 
between the United States of America 
and Iran, signed at Tehran, November 
26, 1977., 79-12099 


United States. Treaties, etc. Ireland, Mar. 

10, 1978. 

Aviation : flight inspection services : 
memorandum of agreement between 
the United States of America and Ire- 
land, signed at Washington and Dublin, 
March 10 and August 4, 1978. 79- 
21029 


United States. Treaties, etc. Israel, Aug. 16, 

1978. 

Air transport services : protocol between 
the United States of America and 
Israel, amending the agreement of June 
13, 1950, as amended, signed at Wash- 
ington August 16, 1978, with exchange 
of notes., 79-8454 


United States. Treaties, etc. Israel, Dec. 5, 
1977. 


Economic assistance : cash grant : agree- 
ment between the United States of 
America and Israel, signed at Washing- 
ton, December 5, 1977., 79-14161 

Economic assistance : loan : agreement 
between the United States of America 
and Israel, signed at Washington De- 
cember 5, 1977., 79-8471, 79-12087 
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U.S. Treaties, etc. Israel, Dec. 5, 1977. 


Economic assistance : program assistance 
grant : agreement between the United 
States of America and Israel, signed at 
Washington, December 5, 1977., 79- 
14163 


United States. Treaties, etc. Israel, Dec. 21, 

1977. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Israel, signed at Washington De- 
cember 21, 1977., 79-8459 


United States. Treaties, etc. Israel, June 13, 

1950. 

Air transport services : protocol between 
the United States of America and 
Israel, amending the agreement of June 
13, 1950, as amended, signed at Wash- 
ington August 16, 1978, with exchange 
of notes., 79-8454 


United States. Treaties, etc. Israel, May 9, 

1978. 

Atomic energy : technical information ex- 
change and nuclear safety : arrange- 
ment between the United States of 
America and Israel, signed at Bethesda 
and Tel Aviv, May 9 and 19, 1978., 
79-21059 


United States. Treaties, etc. Israel, Oct. 25, 

1977. 

Establishment of agricultural research 
and development fund : agreement be- 
tween the United States of America 
and Israel, signed at Jerusalem, Octo- 
ber 25, 1977., 79-14174 


United States. Treaties, etc. Italy, May 4, 

1978, 

Exchanges and cooperation in education : 
memorandum of understanding be- 
tween the United States of America 
and Italy, signed at Rome, May 4, 
1978., 79-21026 


United States. Treaties, etc. Italy, May 23, 

1973, 

Social security : agreement between the 
United States of America and Italy, 
signed at Washington May 23, 1973, 
and administrative protocol signed at 
Rome November 22, 1977, with proces 
verboux signed at Rome October 21, 
1977 and October 4, 1978, and ex- 
change of notes signed at Rome Janu- 
ary 16 and 10, 1978., 79-17135 


United States. Treaties, etc. Italy, Nov. 21, 

1977, 

Health and medicine : memorandum of 
understanding between the United 
States of America and Italy, signed at 
Rome, November 21, 1977., 79-17154 


United States. Treaties, etc. Jamaica, Aug. 2, 
1978. 

Agricultural commodities : agreement be- 

tween the United States of America 

and Jamaica, signed at Kingston, 
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August 2, 1978, and amending agree- 
ments, effected by exchange, signed at 
Kingston, September 5, 1978, and ex- 
change of notes signed at Kingston, 
October 13 and 25, 1978., 79-17168 


United States. Treaties, etc. Jamaica, Aug. 8, 

1977. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Jamaica, signed at Kingston 
August 8, 1977, and amending agree- 
ment effected by exchange of notes 
dated at Kingston December 2 and 21, 
1977., 79-12064 


United States. Treaties, etc. Jamaica, Dec. 

15, 1977. 

Commodity import loan : agreement be- 
tween the United States of America 
and Jamaica, signed at Kingston De- 
cember 15, 1977., 79-8479 


United States. Treaties, etc. Jamaica, Feb. 

28, 1978. 

Integrated rural development : agreement 
between the United States of America 
and Jamaica, signed at Kingston Febru- 
ary 28, 1978., 79-8491 


United States. Treaties, etc. Jamaica, May 

12, 1977. 

Radio communications between amateur 
stations on behalf of third parties : ar- 
rangement between the United States 
of America and Jamaica effected by 
exchange of notes dated at Kingston 
February 24 and May 12, 1977., 79- 
4753 


United States. Treaties, etc. Jamaica, Nov. 

22, 1977. 

Trade in textiles : agreement between the 
United States of America and Jamaica, 
effected by exchange of notes signed at 
Washington November 22 and Decem- 
ber 20, 1977., 79-8474 


United States. Treaties, etc. Japan, April 27, 

1977. 

Whaling : international observer scheme : 
agreement between the United States 
of America and Japan extending the 
agreement of May 2, 1975, as extended 
effected by exchange of notes signed at 
Tokyo April 27, 1977., 79-2859 


United States, Treaties, etc. Japan, Aug. 28, 

1978, 

Trade in textiles : agreement between the 
United States of America and Japan, 
modifying and extending the arrange- 
ment of September 27, 1974, as modi- 
fied, effected by exchange of notes, 
signed at Washington, August 28, 
1978., 79-21044, 79-21045 


United States. Treaties, etc. Japan, July 12, 
1977. 
Defense : production and acquisition of 
additional F-4EJ aircraft : agreement 
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between the United States of America 
and Japan, effected by exchange of 
notes signed at Tokyo, July 12, 1977., 
79-6367 


Defense : production and acquisition of 
improved Hawk missile system : agree- 
ment between the United States of 
America and Japan effected by ex- 
change of notes signed at Tokyo July 
12, 1977., 79-2866 


United States. Treaties, etc. Japan, July 21, 

1978, 

Mutual defense assistance : cash contribu- 
tion by Japan : agreement between the 
United States of America and Japan, 
relating to the agreement of March 8, 
1954, effected by exchange of notes, 
signed at Tokyo, July 21, 1978., 79- 
21033 


United States. Treaties, etc. Japan, June 18, 

1976. 

Mutual defense assistance : cash contribu- 
tion by Japan, agreement between the 
United States of America and Japan 
relating to the agreement of March 8, 
1954, effected by exchange of notes 
signed at Tokyo July 26, 1977., 79- 
2871 


United States. Treaties, etc. Japan, June 20, 

1978. 

Defense : acquisition and production of 
F-15 aircraft : agreement between the 
United States of America and Japan, 
effected by exchange of notes signed at 
Tokyo June 20, 1978., 79-21071 


Defense : acquisition and production of 
P-3C aircraft : agreement between the 
United States of America and Japan 
effected by exchange of notes signed at 
Tokyo June 20, 1978., 79-21072 


United States. Treaties, etc. Japan, Mar. 8, 

1954, 

Mutual defense assistance : cash contribu- 
tion by Japan : agreement between the 
United States of America and Japan, 
relating to the agreement of March 8, 
1954, effected by exchange of notes, 
signed at Tokyo, July 21, 1978., 79- 
21033 


United States. Treaties, etc. Japan, May 2, 

1975. 

Whaling : international observer scheme : 
agreement between the United States 
of America and Japan, extending the 
agreement of May 2, 1975 as extended, 
effected by exchange of notes signed at 
Tokyo, May 12, 1975., 79-21032 


United States. Treaties, etc. Japan, May 12, 

1978, 

Whaling : international observer scheme : 
agreement between the United States 
of America and Japan, extending the 
agreement of May 2, 1975 as extended, 
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effected by exchange of notes signed at 
Tokyo, May 12, 1975., 79-21032 


United States. Treaties, etc. Japan, May 20, 

1977. 

Tracking station : Kwajalein Island 
agreement between the United States 
of America and Japan, modifying and 
extending the agreement of March 27, 
1974, effected by exchange of notes 
dated at Washington, May 20, 1977., 
79-4741 


United States. Treaties, etc. Japan, Nov. 29, 

1977. 

Certificates of airworthiness for imported 
aircraft products and components 
agreement between the United States 
of America and Japan effected by ex- 
change of notes signed at Washington 
November 29, 1977., 79-4766 


United States. Treaties, etc. Japan, Sept. 27, 

1974. 

Trade in textiles : agreement between the 
United States of America and Japan, 
modifying and extending the arrange- 
ment of September 27, 1974, as modi- 
fied, effected by exchange of notes, 
signed at Washington, August 28, 
1978., 79-21044, 79-21045 


United States. Treaties, etc. Jordan, Jan. 10, 

1978. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Jordan, signed at Amman January 
10, 1978, with minutes of negotiation, 
and amending agreement effected by 
exchange of notes signed at Amman 
April 15, 1978., 79-8487 


United States. Treaties, etc. Jordan, July 22, 

1976. 

Economic stability : agreement between 
the United States of America and 
Jordan signed at Amman July 22, 
1976., 79-21003 


United States. Treaties, etc. Jordan, June 28, 

1975. 

Village development project : agreement 
between the United States of America 
and Jordan, signed at Amman June 28, 
1975 and amending agreement signed 
at Washington June 9, 1977., 79-12083 


United States. Treaties, etc. Jordan, Sept. 

22, 1976. 

Development administrative training pro- 
gram : agreement between the United 
States of America and Jordan, signed 
at Amman, September 22, 1976., 79- 
4724 


United States. Treaties, etc. July 14, 1977. 
Helicopter pilot training : agreement be- 
tween the United States of America 
and other governments, opened for sig- 
nature July 14, 1977., 79-14173 





U.S. Treaties, etc. Korea (Republic), Sept. 27, 1977. 


United States. Treaties, etc. Kenya, July 1, 

1977. 

Roads gravelling project : agreement be- 
tween the United States of America 
and Kenya, signed at Nairobi, July 1, 
1977., 79-4782 


United States. Treaties, etc. Kenya, Sept. 30, 

1977. 

Rural roads system : agreement between 
the United States of America and 
Kenya, signed at Nairobi September 
30, 1977., 79-8468 


United States. Treaties, etc. Korea 

(Republic), Aug. 12, 1977. 

Aviation : Kimpo International Airport 
expansion : memorandum of agreement 
between the United States of America 
and the Republic of Korea, signed at 
Washington and Seoul, August 12 and 
December 14, 1977., 79-6369 


Provision of services for Kimpo Interna- 
tional Airport expansion : memoran- 
dum of agreement between the United 
States of America and the Republic of 
Korea, signed at Seoul and Washington 
August 30 and September 26, 1975, and 
amending agreement signed at Wash- 
ington and Seoul March 29 and May 
12, 1976., 79-8464 


United States. Treaties, etc. Korea 

(Republic), Dec. 7, 1977. 

Agricultural commodities : agreement be- 
tween the United States of America 
and the Republic of Korea amending 
the agreement of February 18, 1976, as 
amended effected by exchange of notes 
signed at Seoul December 7, 1977., 
79-4793 


Criminal investigations : agreement be- 
tween the United States of America 
and the Republic of Korea, signed at 
Seoul, December 31, 1977, with related 
agreements, signed at Seoul, January 
10, 1978 and at Washington, February 
21, 1978., 79-21056 


Development of Korea Standards Re- 
search Institute : agreement between 
the United States of America and the 
Republic of Korea, extending the 
memorandum of understanding of De- 
cember 19, 1975 and January 15, 1976, 
effected by exchange of letters, signed 
at Seoul and Washington, October 24 
and December 12, 1977, and January 6, 
1978., 79-17155 


Trade in textiles : agreement between the 
United States of America and the Re- 
public of Korea, effected by exchange 
of notes signed at Washington Decem- 
ber 23, 1977, and amending agreement 
effected by exchange of notes signed at 
Washington May 23 and 26, 1978., 
79-8473 
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United States. Treaties, etc. Korea 

(Republic), Jan. 19, 1977. 

Economic assistance for fishermen : 
agreement beteween the United States 
of America and the Republic of Korea, 
signed at Seoul, January 19, 1977., 79- 
4758 


United States. Treaties, etc. Korea 

(Republic), July 18, 1978. 

Agricultural commodities : agreement be- 
tween the United States of America 
and the Republic of Korea, amending 
the agreement of July 21, 1977, effect- 
ed by exchange of notes, signed at 
Seoul, July 18, 1978., 79-17166 


Trade : non-rubber footwear : agreement 
between the United States of America 
and the Republic of Korea effected by 
exchange of notes signed at Washing- 
ton June 21, 1977 with agreed minutes 
and related notes and exchanges of let- 
ters signed at Washington July 13 and 
August 4, 1977., 79-2862 


United States. Treaties, etc. Korea 

(Republic), June 21, 1977. 

Trade : non-rubber footwear : agreement 
between the United States of America 
and the Republic of Korea, amending 
the agreement of June 21, 1977, effect- 
ed by exchange of letters signed at 
Washington, May 8, 1978., 79-21021 


United States. Treaties, etc. Korea 

(Republic), Mar. 31, 1971. 

Defense : M-16 rifle production program 
: memorandum of understanding be- 
tween the United States of America 
and the Republic of Korea, signed at 
Seoul and Washington March 31 and 
April 22, 1971, and am agree- 
ments signed at Seoul July 30, 1976, 
and signed at Seoul October 14, 1977., 
79-8469 


United States. Treaties, etc. Korea 

(Republic), May 8, 1978. 

Trade : non-rubber footwear : agreement 
between the United States of America 
and the Republic of Korea, amending 
the agreement of June 21, 1977, effect- 
ed by exchange of letters signed at 
Washington, May 8, 1978. 79-21021 
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ippines amending and extending the 
agreement of October 15, 1975, as 
amended, effected by exchange of 
notes signed at Manila, July 25 and 28, 
1977., 79-4739 


United States. Treaties, etc. Philippines, 

June 27, 1977. 

Integrated agricultural production and 
marketing : agreement between the 
United States of America and the Phil- 
ippines, signed at Manila, June 27, 
1977., 79-4754 


United States. Treaties, etc. Philippines, 

Mar. 6, 1978. 

Population planning : agreement between 
the United States of America and the 
Philippines, amending the agreement of 
August 31, 1977, signed at Manila 
March 6, 1978., 79-12098 


United States. Treaties, etc. Philippines, 

Mar. 27, 1978. 

Trade in textiles : agreement between the 
United States of America and the Phil- 
ippines, amending the agreement of 
October 15, 1975, as amended and ex- 
tended, effected by exchange of notes, 
signed at Manila, March 27 and May 5, 
1978., 79-17160 


United States. Treaties, etc. Philippines, 

May 25, 1977. 

Agricultural commodities : transfer under 
Title II agreement between the 
United States of America and the Phil- 
ippines signed at Manila January 4 and 
7, 1977 and amending agreement signed 
at Manila May 25 and June 6, 1977., 
79-2857 


Page I-688 





13, 1978. 


United States. Treaties, etc. Philippines, Oct. 

15, 1975. 

Trade in textiles : agreement between the 
United States of America and the Phil- 
ippines, amending the agreement of 
October 15, 1975, as amended and ex- 
tended, effected by exchange of notes, 
signed at Manila, March 27 and May 5, 
1978., 79-17160 


United States. Treaties, etc. Poland, Dec. 13, 

1977. 

Air transport services : low-cost fares : 
agreement between the United States 
of America and the Polish People‘s Re- 
public, modifying the agreement of 
July 19, 1972, as amended and ex- 
tended, effected by exchange of notes 
dated at Warsaw December 13 and 16, 
1977., 79-6391 


United States. Treaties, etc. Poland, Dec. 29, 

1978, 

Air transport services : agreement be- 
tween the United States of America 
and the Polish People‘s Republic, 
amending the agreement of July 19, 
1972, as amended and extended, effect- 
ed by exchange of notes, dated at 
Warsaw, December 29, 1978 and Janu- 
ary 15 and 30, 1979., 79-21043 


United States. Treaties, etc. Poland, Jan. 9, 

1978, 

Trade in textiles and textile products : 
agreement between the United States 
of America and the Polish People‘s Re- 
public, effected by exchange of notes 
signed at Washington January 9 and 
12, 1978., 79-14158, 79-17181 


United States. Treaties, etc. Poland, July 19, 

1972, 

Air transport services : agreement be- 
tween the United States of America 
and the Polish People’s Republic, 
amending the agreement of July 19, 
1972, as amended and extended, effect- 
ed by exchange of notes, dated at 
Warsaw, June 19 and August 11, 1978., 
79-17170, 79-21043 


United States. Treaties, etc. Poland, June 19, 

1978, 

Air transport services : agreement be- 
tween the United States of America 
and the Polish People’s Republic, 
amending the agreement of July 19, 
1972, as amended and extended, effect- 
ed by exchange of notes, dated at 
Warsaw, June 19 and August 11, 1978., 
79-17170 


United States. Treaties, etc. Poland, Nov. 3, 

1971. 

Research cooperation in transportation : 
memorandum of understanding be- 
tween the United States of America 
and the Polish People‘s Republic, 
signed at Warsaw November 3, 1971, 
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and extending agreement signed at 
Warsaw October 16, 1978., 79-14176 


United States. Treaties, etc. Poland, Nov. 9, 

1978, 

Small business participation in trade and 
economic and industrial cooperation : 
agreement between the United States 
of America and the Polish People’s Re- 
public, signed at Washington, Novem- 
ber 9, 1978., 79-21039 


United States. Treaties, etc. Poland, Oct. 8, 

1974, 

Double taxation : taxes on income : con- 
vention and related notes between the 
United States of America and the 
Polish People’s Republic signed at 
Washington October 8, 1974., 79- 
21002 


United States. Treaties, etc. Poland, Oct. 19, 

1978, 

Trade in textiles and textile products : 
agreement between the United States 
of America and the Polish People‘s Re- 
public, amending the agreement of Jan- 
uary 9 and 12, 1978, effected by ex- 
change of notes signed at Washington 
October 19 and 20, 1978., 79-17181 


United States. Treaties, etc. Portugal, Aug. 

13, 1976. 

Basic sanitation : agreement between the 
United States of America and Portugal, 
signed at Lisbon, August 13, 1976., 
79-21034 


United States. Treaties, etc. Portugal, Jan. 

19, 1977. 

Loan of T-38 aircraft and equipment : 
agreement between the United States 
of America and Portugal, signed at 
Washington January 19, 1977, and ex- 
tending agreement signed at Washing- 
ton September 19, 1977., 79-8450 


United States. Treaties, etc. Portugal, Mar. 

1, 1978. 

Balance of payments support : agreement 
between the United States and Portu- 
gal, signed at Lisbon, March 1, 1978., 
79-23054 


United States. Treaties, etc. Portugal, Mar. 

4, 1977. 

Housing for low-income families : agree- 
ment between the United States of 
America and Portugal, signed at 
Lisbon, March 4, 1977., 79-21037 


United States. Treaties, etc. Portugal, Mar. 

10, 1978. 

Aviation : flight inspection services : 
memorandum of agreement between 
the United States of America and Por- 
tugal, signed at Washington and Lisbon 
March 10 and April 13, 1978., 79- 
17177 





January — December 1979 


United States. Treaties, etc. Portugal, May 

22, 1953. 

Investment guaranties : agreement be- 
tween the United States of America 
and Portugal, resuming and interpret- 
ing the agreement of May 22 and 25, 
1953, effected by exchange of notes 
signed at Lisbon October 31 and No- 
vember 10, 1977., 79-8446 


United States. Treaties, etc. Portugal, Oct. 

31, 1977. 

Investment guaranties : agreement be- 
tween the United States of America 
and Portugal, resuming and interpret- 
ing the agreement of May 22 and 25, 
1953, effected by exchange of notes 
signed at Lisbon October 31 and No- 
vember 10, 1977., 79-8446 


United States. Treaties, etc. Portugal, Sept. 

30, 1977. 

Basic sanitation : agreement between the 
United States of America and Portugal, 
signed at Lisbon September 30, 1977., 
79-8476 


United States. Treaties, etc. Republic of 

China, Sept, 15, 1976. 

Fisheries off the United States coasts : 
agreement between the United States 
of America and the Republic of China 
signed at Washington September 15, 
1976, with agreed minutes., 79-21009 


United States. Treaties, etc. Republic of 

Korea, Jan, 4, 1977. 

Fisheries off the United States coasts : 
agreement between the United States 
of America and the Republic of Korea 
signed at Washington January 4, 1977, 
with agreed minutes., 79-21008 


United States. Treaties, etc. Republic of 

Korea, Nov. 24, 1972. 

Fisheries : agreement between the United 
States of America and the Republic of 
Korea terminating the agreement of 
November 24, 1972, effected by ex- 
change of notes signed at Washington 
February 24 and March 3, 1977., 79- 
21007 


United States. Treaties, etc. Romania, Feb. 

13, 1978. 

Atomic energy : uranium supply for 
TRIGA reactor : agreement between 
the United States of America and and 
the Socialist Republic of Romania, ef- 
fected by exchange of notes dated at 
Washington February 13, 1978., 79- 
6377 


United States. Treaties, etc. Romania, Jan. 

6, 1978. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Republic of Romania, effected 
by exchange of notes signed at Bucha- 
rest January 6 and 25, 1978. 79- 
17157, 79-21035, 79-21036 





U.S. Treaties, etc. Saudi Arabia, Mar. 26, 1977. 


United States. Treaties, etc. Romania, July 

27, 1978. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Republic of Romania, amending 
the agreements of June 17, 1977, as 
amended, and January 6 and 25, 1978, 
effected by exchange of letters signed 
at Washington and New York July 27 
and September 11, 1978., 79-21035 


United States. Treaties, etc. Romania, June 

2, 1975. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Republic of Romania, amending 
the agreements of June 2, 1975 and 
June 17, 1977, effected by exchange of 
letters signed at Washington October 
13 and 19, 1977., 79-14157 


United States. Treaties, etc. Romania, June 

17, 1977. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Republic of Romania, effected 
by exchange of notes, signed at Bucha- 
rest, June 17, 1977., 79-12065, 79- 
14157, 79-17158, 79-21035 


United States. Treaties, etc. Romania, Mar. 

3, 1978. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Republic of Romania, amending 
the agreement of June 17, 1977, as 
amended, effected by exchange of 
notes, signed at Bucharest, March 3 
and April 12, 1978., 79-17158 


United States. Treaties, etc. Romania, May 

31, 1977. 

Agricultural commodities : transfer under 
title II : agreement between the United 
States of America and Socialist Repub- 
lic of Romania, signed at Bucharest, 
May 31, 1977., 79-12090 


United States. Treaties, etc. Romania, Oct. 

13, 1977. 

Trade in textiles : agreement between the 
United States of America and the So- 
cialist Republic of Romania, amending 
the agreements of June 2, 1975 and 
June 17, 1977, effected by exchange of 
letters signed at Washington October 
13 and 19, 1977., 79-14157, 79-21036 


United States. Treaties, etc. Romania, Sept. 

1, 1977. 

Visa facilitation : agreement between the 
United States of America and the So- 
cialist Republic of Romania, effected 
by exchange of notes dated at Bucha- 
rest September 1 and October 10, 
1977., 79-12074 


United States. Treaties, etc. Romania, Sept. 
12, 1977. 
Diplomatic and official visa simplification 
: agreement between the United States 
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of America and the Socialist Republic 
of Romania, effected by exchange of 
notes dated at Bucharest September 12 
and October 10, 1977., 79-8444 


United States. Treaties, etc. Russia 

(U.S.S.R.), July 14, 1977. 

Establishment of temporary purchasing 
commission : agreement between the 
United States of America and the 
Union of Soviet Socialist Republics, 
amending and extending the agreement 
of October 18, 1972, as amended and 
extended, effected by exchange of let- 
ters signed at Moscow and Washing- 
ton, July 14 and September 27, 1977., 
79-4785 


United States. Treaties, etc. Russia 

(U.S.S.R.), June 19, 1978. 

Cooperation in studies of the world 
ocean : agreement between the United 
States of America and the Union of 
Soviet Socialist Republics, extending 
the agreement of June 19, 1973, effect- 
ed by exchange of notes dated at 
Washington June 19, 1978., 79-6381 


Treaty between the United States of 
America and the Union of Soviet So- 
cialist Republics on the limitation of 
strategic offensive arms : in the Senate 
of the United States., 79-17296 

Treaty on the limitation of strategic of- 
fensive arms and protocol thereto 
(SALT II Treaty) : message /, 79- 
17295 


United States. Treaties, etc. Rwanda, Apr. 

26, 1977. 

Agricultural commodities : transfer under 
Title I agreement between the 
United States of America and Rwanda, 
signed at Washington April 26 and 29, 
1977., 79-12089 


United States. Treaties, etc. Saudi Arabia, 

Aug. 16, 1977. 

Highway transportation : agreement be- 
tween the United States of America 
and Saudi Arabia, signed at Riyadh 
and Washington August 16 and 26, 
1977., 79-8449 


United States. Treaties, etc. Saudi Arabia, 

Feb. 29, 1976. 

Technical cooperation in science and 
technology : agreement between the 
United States of America and Saudi 
Arabia, signed at Riyadh February 29, 
1976., 79-6383 


United States. Treaties, etc. Saudi Arabia, 

Mar, 26, 1977. 

Technical cooperation in procurement of 
electrical equipment : agreement be- 
tween the United States of America 
and Saudi Arabia, signed at Riyadh 
March 26, 1977., 79-8470 
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U.S. Treaties, etc. Saudi Arabia, May 3, 1977. 


United States. Treaties, etc. Saudi Arabia, 

May 3, 1977. 

Technical cooperation in desalination : 
agreement between the United States 
of America and Saudi Arabia, signed at 
Washington, May 3, 1977., 79-4738 

Technical cooperation in establishing an 
information center : agreement be- 
tween the United States of America 
and Saudi Arabia signed at Washington 
May 3, 1977., 79-4736 


United States. Treaties, etc. Saudi Arabia, 

May 16, 1978. 

Technical cooperation in audit adminis- 
tration and training : agreement be- 
tween the United States of America 
and Saudi Arabia, signed at Riyadh, 
May 16, 1978., 79-21058 


United States. Treaties, etc. Saudi Arabia, 

Nov. 9, 1978. 

Technical cooperation : Nasseriah Power 
Station : agreement between the United 
States of America and Saudi Arabia 
signed at Washington and Riyadh No- 
vember 9 and 13, 1978., 79-23063 


United States. Treaties, etc. Saudi Arabia, 

Nov. 18, 1978. 

Technical cooperation in agricultural 
bank management and training : agree- 
ment between the United States of 
America and Saudi Arabia, signed at 
Jeddah, November 18, 1978., 79- 
23064 


Technical cooperation in executive man- 
agement development : agreement be- 
tween the United States of America 
and Saudi Arabia, signed at Jeddah, 
November 18, 1978., 79-23065 


United States. Treaties, etc. Saudi Arabia, 

Oct. 30, 1977. 

Solar energy : agreement between the 
United States of America and Saudi 
Arabia, signed at Riyadh October 30, 
1977., 79-12076 


United States. Treaties, etc. Sierra Leone, 

Aug. 18, 1977. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Sierra Leone, signed at Freetown 
August 18, 1977., 79-12066 


United States. Treaties, etc. Sierra Leone, 

Aug. 31, 1978, 

Agricultural commodities : agreement be- 
tween the United States of America, 
and Sierra Leone, signed at Freetown, 
August 31, 1978., 79-15601 


United States. Treaties, etc. Singapore, Aug. 

16, 1978. 

Aviation : flight inspection services : 
memorandum of agreement between 
the United States of America and Sin- 
gapore, signed at Washington and Sin- 
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gapore, August 16, and October 25, 
1978., 79-17173 


United States. Treaties, etc. Singapore, Feb. 

23, 1977. 

Management training assistance team : 
agreement between the United States 
of America and Singapore effected by 
exchange of letters signed at Singapore 
February 23 and 24, 1977., 79-4743 


United States. Treaties, etc. Singapore, Mar. 

31, 1978. 

Air transport services : agreement be- 
tween the United States of America 
and Singapore, signed at Singapore 
March 31, 1978, with exchange of 
notes., 79-8453 


United States. Treaties, etc. Singapore, Oct. 

18, 1978. 

Trade in textiles and textile products : 
agreement between the United States 
of America and Singapore, effected by 
exchange of notes, signed at Washing- 
ton, September 21 and 22, 1978, and 
amending agreement, effected by ex- 
change of notes, signed at Washington, 
October 18 and November 1, 1978., 
79-17182 


United States. Treaties, etc. Singapore, Sept. 

21, 1978. 

Trade in textiles and textile products : 
agreement between the United States 
of America and Singapore, effected by 
exchange of notes, signed at Washing- 
ton, September 21 and 22, 1978, and 
amending agreement, effected by ex- 
change of notes, signed at Washington, 
October 18 and November i, 1978., 
79-17182 


United States. Treaties, etc. Somalia, Dec. 

18, 1977. 

Agricultural commodities : transfer under 
Title II agreement between the 
United States of America and Somalia, 
signed at Mogadiscio, December 18, 
1977., 79-17139 


United States. Treaties, etc. Somalia, Mar. 

20, 1978. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Somalia, signed at Magadiscio 
March 20, 1978., 79-21041 


United States. Treaties, etc. Spain, Feb. 16, 

1977. 

Fisheries off the United States coasts : 
agreement between the United States 
of America and Spain signed at Wash- 
ington February 16, 1977., 79-21006 


United States. Treaties, etc. Spain, Jan. 25, 
1975. 
Extradition : supplementary treaty be- 
tween the United States of America 
and Spain amending the treaty of May 
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29, 1970, signed at Madrid January 25, 
1975., 79-4769 


United States. Treaties, etc. Spain, Nov. 2, 

1977. 

Air transport services : low-cost fares : 
agreement between the United States 
of America and Spain modifying the 
agreement of February 20, 1973, as 
modified, effected by exchange of notes 
dated at Madrid November 2 and 3, 
1977., 79-4765 


United States. Treaties, etc. Spain, Oct. 17, 

1977. 

Air transport services : low-cost fares : 
agreement between the United States 
of America and Spain modifying the 
agreement of February 20, 1973, effect- 
ed by exchange of notes dated at 
Madrid October 17 and 20, 1977., 79- 
2868 


United States. Treaties, etc. Spain, Sept. 23, 

1976. 

Trade in textiles : consultations on market 
disruption, agreement between the 
United States of America and Spain ef- 
fected by exchange of notes signed at 
Madrid September 23, 1976., 79-21005 


United States. Treaties, etc. Sri Lanka, Feb. 

28, 1978. 

Agricultural base mapping : agreement 
between the United States of America 
and Sri Lanka, signed at Colombo, 
February 28, 1978., 79-21079 


Malaria control : agreement between the 
United States of America and Sri 
Lanka, signed at Colombo February 
28, 1978., 79-8492 


United States. Treaties, etc. Sri Lanka, Jan. 

9, 1978, 

Agricultural commodities : agreement be- 
tween the United States of America 
and Sri Lanka, signed at Colombo Jan- 
uary 9, 1978, with agreed minutes of 
January 5, 1978, and amending agree- 
ment effected by exchange of notes 
signed at Colombo April 12, 1978., 
79-8483 


United States. Treaties, etc. Sri Lanka, Nov. 

9, 1977. 

Mahaweli Ganga irrigation : agreement 
between the United States of America 
and Sri Lanka, signed at Colombo No- 
vember 9, 1977., 79-8466 


United States. Treaties, etc. Sudan, Dec. 24, 

1977. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Sudan, signed at Khartoum, De- 
cember 24, 1977, with related letters 
signed at Khartoum, November 29 and 
December 16, 1977., 79-17153 





January — December 1979 


United States. Treaties, etc. Sweden, Aug. 

17, 1978. 

Shipping : jurisdiction over vessels in 
United States deepwater ports : agree- 
ment between the United States of 
America and Sweden, effected by ex- 
change of notes signed at Washington, 
August 17 and 22, 1978., 79-23050 


United States. Treaties, etc. Sweden, June 

17, 1978. 

Atomic energy : radioactive waste stor- 
age : agreement between the United 
States of America and Sweden, signed 
at Washington and Stockholm, June 17 
and July 1, 1977., 79-4752 


United States. Treaties, etc. Switzeriand, 

July 2, 1975. 

Offset for F-5 aircraft purchases : memo- 
randum of understanding between the 
United States of America and Switzer- 
land, signed at Washington and Bern 
July 2 and 9, 1975., 79-12068 


United States. Treaties, etc. Syria, Apr. 28, 

1947. 

Air transport services : agreement be- 
tween the United States of America 
and Syria, amending the agreement of 
April 28, 1947, as amended, effected by 
exchange of notes, signed at Washing- 
ton, January 10, 1979., 79-17162 


United States. Treaties, etc. Syria, Jan. 10, 

1979. 

Air transport services : agreement be- 
tween the United States of America 
and Syria, amending the agreement of 
April 28, 1947, as amended, effected by 
exchange of notes, signed at Washing- 
ton, January 10, 1979., 79-17162 


United States. Treaties, etc. Syria, May 3, 

1978, 

Agricultural commodities : agreement be- 
tween the United States of America 
and Syria, signed at Damascus May 3, 
1978, with minutes of negotiations 
signed at Damascus May 4, 1978, and 
amending agreement effected by ex- 
change of notes signed at Damascus 
July 25, 1978., 79-14162 


United States. Treaties, etc. Syria, Sept. 20, 

1977. 

Agricultural production and economic 
development : agreement between the 
United States of America and Syria, 
signed at Damascus September 20, 
1977., 79-8465 


United States. Treaties, etc. Taiwan, Aug. 21, 

1978, 

Aviation : flight inspection services : 
memorandum of agreement between 
the United States of America and the 
Republic of China, signed at Washing- 
ton and Taipei, August 21 and October 
1, 1978., 79-21030 





US. 


United States. Treaties, etc. Taiwan, Dec. 16, 
1977. 


Trade in textiles : agreement between the 
United States of America and the Re- 
public of China, effected by exchange 
of notes signed at Washington Decem- 
ber 16, 1977, and amending and extend- 
ing agreement effected by exchange of 
notes signed at Washington March 30, 
1978., 79-8447 


United States. Treaties, etc. Tanzania, Apr. 

28, 1978. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Tanzania, signed at Dar es Salaam, 
April 28, 1978., 79-15600 


United States. Treaties, etc. Tanzania, Aug. 

15, 1977. 

Agricultural commodities : transfer under 
Title II agreement between the 
United States of America and Tanza- 
nia, signed at Dar es Salaam August 
15, 1977., 79-12091 


United States. Treaties, etc. Tanzania, Dec. 

28, 1977. 

Agricultural research : agreement he- 
tween the United States of Amenca 
and Tanzania, signed at Dar es Salaam, 
December 28 and 29, 1977., 79-14175 


United States. Treaties, etc. Thailand, Aug. 

24, 1977. 

Population planning : agreement between 
the United States of America and Thai- 
land, signed at Bangkok, August 24 
and 29, 1977., 79-17141 


United States. Treaties, etc. Thailand, Dec. 

29, 1976. 

Chiang Mai Seismic Research Station : 
agreement between the United States 
of America and Thailand signed at 
Bangkok December 29, 1976., 79-4722 


United States. Treaties, etc. Thailand, Jan. 

10, 1977. 

Integrated communications system 
agreement between the United States 
of America and Thailand signed at 
Bangkok January 10, 1977., 79-4728 


United States. Treaties, etc. Thailand, Jan. 

19, 1977. 

Research institute of medical sciences : 
agreement between the United States 
of America and Thailand modifying 
and continuing the agreements of De- 
cember 23, 1960 and April 1 and 25, 
1963 effected by exchange of notes 
signed at Bangkok January 19 and 28, 
1977., 79-2855 


United States. Treaties, etc. Thailand, Mar. 

31, 1976. 

Population planning : agreement between 
the United States of America and Thai- 
land, signed at Bangkok March 31, 
1976., 79-17140 
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Treaties, etc. Turkey, July 8, 1976. 


United States. Treaties, etc. Thailand, May 

31, 1977. 

Agricultural extension services : agree- 
ment between the United States of 
America and Thailand, signed at Bang- 
kok, May 31, 1977., 79-4750 


United States. Treaties, etc. Thailand, Nov. 

14, 1977. 

Trade in textiles : agreement between the 
United States of America and Thailand 
amending the agreement of December 
29, 1975, as amended effected by ex- 
change of notes signed at Bangkok No- 

vermber 14, 1977., 79-4761 


United States. Treaties, etc. Thailand, Oct. 

4, 1978. 

Trade in textiles and textile products : 
agreement between the United States 
of America and Thailand, effected by 
exchange of notes, signed at Bangkok, 
October 4, 1978, and amending agree- 
ment, effected by exchange of letters, 
signed at Bangkok, November 3 and 
13, 1978., 79-17183 


United States. Treaties, etc. Togo, Oct. 12, 

1977. 

Agricultural commodities : transfer under 
Title I agreement between the 
United States of America and Togo, 
signed at Loma October 12, 1977., 79- 
15593 


United States. Treaties, etc. Tunisia, Dec. 29, 

1977. 

Rural community health : agreement be- 
tween the United States of America 
and Tunisia, signed at Tunis December 
29, 1977., 79-8482 


United States. Treaties, etc. Tunisia, Mar. 

24, 1978. 

Small farmer supervised credit : agree- 
ment between the United States of 
America and Tunisia, signed at Tunis 
March 24, 1978., 79-8493 


United States. Treaties, etc. Turkey, Dec. 6, 

1977-July 18, 1978. 

Criminal investigations : agreement be- 
tween the United States of America 
and Turkey, extending the agreement 
of July 8, 1976, effected by exchange 
of letters signed at Washington Decem- 
ber 6, 1977, and exchange of letters 
signed at Washington July 18 and 19, 
1978., 79-8457 


United States. Treaties, etc. Turkey, July 8, 

1976. 

Criminal investigations : agreement be- 
tween the United States of America 
and Turkey, extending the agreement 
of July 8, 1976, effected by exchange 
of letters signed at Washington Decem- 
ber 6, 1977, and exchange of letters 
signed at Washington July 18 and 19, 
1978., 79-8457 
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U.S. Treaties, etc. Tuvalu, Aug. 25, 1977. 


United States. Treaties, etc. Tuvalu, Aug. 25, 

1977. 

Peace Corps : agreement between the 
United States of America and Tuvalu, 
effected by exchange of notes signed at 
Suva and Funafuti August 25, 1977., 
79-15594 


United States. Treaties, etc. United Arab 

Emirates, Jan. 18, 1976. 

Technical assistance in customs improve- 
ment : agreement between the United 
States of America and United Arab 
Emirates, amending and extending the 
agreement of January 18 and April 26, 
1976, signed at Washington and Abu 
Dhabi, March 16 and April 19, 1978., 
79-21057 


United States. Treaties, etc. United Arab 

Emirates, Mar. 16, 1978. 

Technical assistance in customs improve- 
ment : agreement between the United 
States of America and United Arab 
Emirates, amending and extending the 
agreement of January 18 and April 26, 
1976, signed at Washington and Abu 
Dhabi, March 16 and April 19, 1978., 
79-21057 


United States. Treaties, etc. United Nations. 
Children‘s Fund, May 4, 1977. 
Agricultural commodities : transfer under 

Title II agreement between the 
United States of America and the 
United Nations Children‘s Fund, signed 
at Washington and New York May 4 
and 11, 1977., 79-14164, 79-14165 


United States. Treaties, etc. United Nations, 

June 30, 1978. 

Reimbursement of income taxes : agree- 
ment between the United States of 
America and the United Nations, ef- 
fected by exchange of letters, signed at 
New York, June 30 and July 12, 1978., 
79-21027 


Sale of excess property : agreement be- 
tween the United States of America 
and the United Nations, effected by ex- 
change of letters, signed June 21, and 
23, August 26, and September 30, 
1976., 79-14160 


United States. Treaties, etc. United States 
and other governments, Aug. 9, 1976. 
Transatlantic balloon program : agree- 

ment between the United States of 
America and other governments signed 
at Washington July 21 and 22, 1976, 
and amending agreement opened for 
signature at Washington August 9, 
1976., 79-15590 


United States, Treaties, etc. Upper Volta, 
June 30, 1977. 
Integrated rural development : agreement 
between the United States of America 
and Upper Volta, signed at Ouagadou- 


Page I-692 





gou June 30 and July 1, 1977., 
14170 


79- 


United States. Treaties, etc. Upper Volta, 

Sept. 9, 1977. 

Agricultural commodities : transfer under 
title II : agreement between the United 
States of America and Upper Volta, 
signed at Ouagadougou, September 9, 
1977., 79-12092 


United States. Treaties, etc. Venezuela, Feb. 
1, 1977. 
Technical assistance to develop civil avi- 
ation infrastructure., 79-12094 


United States. Treaties, etc. Venezuela, June 

16, 1977. 

Military assistance : eligibility require- 
ments pursuant to the International se- 
curity assistance and arms export con- 
trol act of 1976 : agreement between 
the United States of America and Ven- 
ezuela effected by exchange of notes 
dated at Caracas June 16 and 30, 1977., 
79-2865 


United States. Treaties, etc. Venezuela, Mar. 

28, 1978. 

Cooperation in narcotics field : memoran- 
dum of understanding between the 
United States of America and Venezu- 
ela, signed at Caracas, March 28, 1978., 
79-21051 


United States. Treaties, etc. Yugoslavia, 

June 30, 1978. 

Scientific and technological cooperation : 
agreement between the United States 
of America and the Socialist Federal 
Republic of Yugoslavia, extending the 
agreement of May 18, 1973, effected by 
exchange of notes dated at Belgrade, 
June 30, 1978., 79-21074 


United States. Treaties, etc. Yugoslavia, May 

17, 1977. 

Scheduled and nonscheduled air service : 
agreement between the United States 
of America and the Socialist Federal 
Republic of Yugoslavia extending the 
agreement of May 14, 1976 and Annex 
A of the agreement of September 27, 
1973, as amended and extended, effect- 
ed by exchange of notes dated at 
Washington May 17 and June 30, 
1977., 79-4794 


United States. Treaties, etc. Yugoslavia, May 

18, 1973. 

Scientific and technological cooperation : 
agreement between the United States 
of America and the Socialist Federal 
Republic of Yugoslavia, extending the 
agreement of May 18, 1973, effected by 
exchange of notes dated at Belgrade, 
June 30, 1978., 79-21074 


Do not order from index; see indicated entry 





Author Index 


United States. Treaties, etc. Zaire, Aug. 25, 

1978, 

Agricultural commodities : agreement be- 
tween the United States of America 
and Zaire, signed at Kinshasa, August 
25, 1978, with memoranda of under- 
standing, signed at Kinshasa, August 
17, 24, and 25, 1978, and amending 
agreement effected by exchange of 
notes, dated at Kinshasa, December 27, 
1978 and January 3, 1979., 79-21069 


United States. Treaties, etc. Zaire, Jan. 27, 

1977. 

North Shaba rural development : agree- 
ment between the United States of 
America and Zaire, signed at Kinshasa, 
January 27, 1977., 79-21013 


United States. Treaties, etc. Zaire, July 7, 

1978. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Zaire amending the agreement of 
May 24, 1977, as amended, effected by 
exchange of notes dated at Kinshasa 
July 7, 1978., 79-23045 


United States. Treaties, etc. Zaire, July 10, 

1978, 

Acquisition of excess property : agree- 
ment between the United States of 
America and Zaire, signed at Washing- 
ton and Kinshasa, July 10 and August 
9, 1978., 79-21080 


United States. Treaties, etc. Zaire, May 24, 

1977. 

Agricultural commodities : agreement be- 
tween the United States of America 
and Zaire amending the agreement of 
May 24, 1977, as amended, effected by 
exchange of notes dated at Kinshasa 
July 7,.1978., 79-23045 


United States. Treaties, etc. Zambia, Mar. 

30, 1978. 

Commodity import program : agreement 
between the United States of America 
and Zambia signed at Lusaka March 
30, 1978., 79-23058 


United States. TSCA Interagency Testing 

Committee. 

Report of the TSCA Interagency Testing 
Committee to the Administrator, Envi- 
ronmental Protection Agency., 79- 
11406 


United States. UHF Task Force. 
Spectrum efficiency for multiple inde- 
pendent spread-spectrum land mobile 

radio systems /, 79-19600 


United States. Unemployment Insurance 
Service. 
Benefit series service, unemployment in- 
surance., 79-1334 


Comparison of state unemployment insur- 
ance laws., 79-15545, 79-15546, 79- 
15547 





January — December 1979).S. Urban Mass Transportation Administration. Office of Technology Development 


Significant provisions of State unemploy- 
ment insurance laws., 79-11929, 79- 
17050 


United States. Urban Mass Transportation 
Administration. 
Analysis of ground-liner interaction for 
tunnels /, 79-17275 


Analyzing transit options for small urban 
communities /, 79-4923 


Auto restricted zone/multi-user vehicle 
system study /, 79-2928 


Case studies in reduced-fare transit — 
Portland‘s Fareless Square /, 79- 
23189 


Case studies in reduced-fare transit — 
Seattle's Magic Carpet /, 79-23190 


Center city environment and transporta- 
tion : local government solutions /, 
79-2924 


COM-BUS, a southern California sub- 
scription bus service /, 79-15773 

Comparison of organizational and oper- 
ational aspects of four vanpool demon- 
stration projects /, 79-23191 


Denver off-peak free fare public transit 
experiment /, 79-23188 


A directory of research, development and 
demonstration projects., 79-12216 


The double deck bus demonstration proj- 
ect : executive summary /, 79-2926 
Draft environmental impact statement : 

Washington Metrorail system, Branch/ 
Rosecroft (F) route /, 79-18801 
Findings of preliminary analyses of the 
Trenton, New Jersey off-peak fare-free 
transit demonstration /, 79-23194 


Goods transportation in urban areas : 
proceedings of the Engineering Foun- 
dation, Sea Island, Ga., December 4-9, 
1977 /, 79-18779 


Guidelines for design of future buses and 
bus stops to accomodate the elderly 
and handicapped., 79-6490 

Highway & urban mass transportation., 
79-6448 

An introduction to urban travel demand 


forecasting : a self-instructional text /, 
79-23186 


The Los Angeles double deck bus dem- 
onstration project : an evaluation /, 
79-2925 

The New York City double deck bus 
demonstration project : an evaluation /, 
79-2927 

Public transportation : an element of the 
urban public transportation system : a 
training course /, 79-6443 

Settlements around tunnels in soil : three 
case histories /, 79-15769 

Structural plastics design manual : phase 
I, chapters 1-4 /, 79-18777 





Tabulations for survey of travel to work : 
supplement to the annual housing 
survey., 79-17274 


Transbus procurement 
79-4921 

Tunneling for urban transportation : [a 
review of European construction prac- 
ticet /, 79-14259 

UMTA abstract., 79-1594 


Urban Mass Transportation Act of 1964, 
as amended through December 1978, 
and related laws., 79-21217 


The Xenia, Ohio model transit service 
demonstration project : transit and par- 
atransit services for a small urban area 
/, 7179-23195 


requirements., 


United States. Urban Mass Transportation 


Administration. Office of Planning 

Assistance. 

An analysis of transportation planning ef- 
fectiveness /, 79-14273 

Bus service evaluation procedures : a 
review /, 79-17276 


United States. Urban Mass Transportation 


Administration. Office of Planning, 

Management, and Demonstrations. 

A Directory of regularly scheduled, fixed 
route, local public transportation serv- 
ice., 79-17273 


United States. Urban Mass Transportation 


Administration. Office of Planning 

Methods and 

Annotated bibliography of analytical aids 
/, 79-14260 


Derivation and use of automobile avail- 
ability as a variable for estimating 
travel demand /, 79-14261 

Estimating annual ridership and operating 
expense for fixed route bus systems in 
small urban areas /, 79-14262 

Estimating fringe parking site require- 
ments /, 79-14265 

Methodology for estimating parking ac- 
cumulation /, 79-14264 


Methodology for transit route evaluation 
/, 7179-14263 


United States. Urban Mass Transportation 


Administration. Office of Program 

Evaluation. 

A system for collecting and reporting 
uniform paratransit financial and oper- 
ating statistics /, 79-15768 


United States. Urban Mass Transportation 


Administration. Office of Public Affairs. 
The Surface transportation assistance act 
of 1978., 79-17218 


United States. Urban Mass Transportation 


Administration. Office of Rail Technology. 
Development of economic factors in 
tunnel construction /, 79-14267 


Do not order from index; see indicated entry 





General vehicle test 
manual /, 79-12217 


instrumentation 


United States. Urban Mass Transportation 


Administration. Office of Service and 

Methods Demonstrations. 

Annual report : Knoxville Commuter 
Pool /, 79-15774 

Elderly and handicapped transportation : 
local government approaches /, 79- 
21216 


Employment center bus service guide- 
lines for implementation : a new ap- 
proach to commuter bus service /, 
79-18799 

Service and methods demonstration pro- 
gram annual report. Executive sum- 
mary., 79-23192 


United States. Urban Mass Transportation 


Administration. Office of Socio-Economic 

and Special Projects. 

Assessment of operational automated 
guideway systems - jetrail /, 79-14272 

Assessment of the passenger shuttle 
system (PSS) at Tampa International 
Airport /, 79-6491 


Assessment of the tunnel train system at 


the Houston Intercontinental Airport /, 
79-8592 


Assessment of the UMI type II Tourister 
AGT system at King’s Dominion /, 
79-8594 

Assessment of the WEDway People- 
Mover System at Walt Disney World : 
final report /, 79-8593 

Development of a time-calibrated, self- 
cancelling ticket initial feasibility deter- 
mination : final report /, 79-15770 

Review of downtown people mover pro- 
posals : preliminary market implications 
for downtown applications of automat- 
ed guideway transit /, 79-15772 


United States. Urban Mass Transportation 


Administration. Office of Technology 

Development and Deployment. 

AGT guideway and station technology /, 
79-4922, 79-15771 

Analysis of short ramps for dual-mode 
and PRT stations /, 79-14270 

Effects of deceleration and rate of decel- 
eration on live seated human subjects / 

79-14271 

LORAN automatic vehicle monitoring 
system : phase 1 /, 79-14268 

LORAN automatic vehicle monitoring 
system : phase 1 /, 79-14269 

Muck utilization in the urban transporta- 
tion tunneling process /, 79-14266 

Operation of automated guideway transit 
vehicles in dynamically reconfigured 
trains and platoons: [extended sum- 
maryt /, 79-23193 


Page I-693 





U.S. Urban Mass Transportation Administration. Office of Technology Development Author Index 


Study on hydrostatic drives for small 
AGT vehicles /, 79-23187 


United States. Urban Renewal 
Administration. 
Urban renewal handbook., 79-1147 


Urban renewal manual., 79-1147 


United States. Veterans Administration. 
Activities carried out under the Veterans‘ 
Administration medical school assist- 
ance and health manpower training act 
of 1972 (Public Law 92-541)., 79-6741 


The aging veteran : present and future 
medical needs., 79-14465 


The aging veteran : present and future 
medical needs [correction}., 79-14466 


Annual report - Administrator of Veter- 
ans Affairs., 79-17288 


Annual reports on the exchange of medi- 
cal information and sharing medical re- 
sources., 79-12424 


Burial benefits program evaluation : a 
study /, 79-18948 

English-language proficiency of VA per- 
sonnel within direct patient-care re- 
sponsibilities : a report /, 79-5154 

Errata [to Benefits for veterans and serv- 
ice personnel with service since Janu- 
ary 31, 1955, and their dependentst., 
79-8607 


Federal benefits for veterans and depend- 
ents., 79-10314 


FPR-VAPR training guide., 79-8601 


Full-scale burning behavior of uphol- 
stered chairs /, 79-19559 


Guidelines for energy management and 
control systems for VA facilities : final 
report /, 79-17289 


Handbook loan guaranty procedures., 
79-6516 


Handbook of hearing aid measurement., 
79-14292 


Implementation of the Post-Vietnam era 
veterans‘ educational assisance [sict act 
of 1977., 79-17549 


Index to Veterans Administration publi- 
cations., 79-8610 


The necessity and desirability of includ- 
ing recipients of Federal grants other 
than from the Veterans‘ Administration 
in the 85-15 ratio computation, Septem- 
ber 1978: areport /, 79-9155 


Pension benefits accuracy study, October 
1978 : a study /, 79-9154 


Plans for the implementation of the Post- 
Vietnam era veterans‘ educational as- 
sistance act of 1977., 79-9151 

Proceedings of the Veterans Administra- 
tion Diagnostic Electron Microscopy 
Conference, May 10-11, 1977, Chicago, 
Ill., 79-4942 


Page I-694 





Report on erroneous, misleading, or de- 
ceptive advertising practices., 79- 
12421 


Report on the fifty percent survey : vet- 
erans, training, and jobs /, 79-5156 


Specifications for energy management 
and control systems for VA facilities /, 
79-23210 


Summary report on the exchange of 
medical information program evalua- 
tion /, 79-14471 


Trades and labor careers in the Veterans 
Administration., 79-18813 


VA catalog of recurring publication code 
numbers : your "need-to-know“ re- 
quirements., 79-8611, 79-8612 


VA film catalog., 79-6517, 79-8616 


Veterans Administration activities., 79- 
1736 


Veterans‘ Administration analysis and 
evaluation of the non-service-connect- 
ed pension program : a report /, 79- 
3133 

Veterans‘ Administration plans to imple- 
ment recommendations in the study of 
health care for American veterans : a 
report /, 79-14469 


Veterans‘ Administration proposal for im- 
plementing recommendations accepted 
by the Veterans‘ Administration from 
the National Academy of Sciences 
report entitled ”Health care for Ameri- 
can veterans., 79-9149 


Veterans Administration recruitment bul- 
letin : nationwide opportunities; an 
equal opportunity employer., 79-8600 

Veteran's Day ceremonies : a grateful 
nation remembers., 79-6512 


United States. Veterans Administration. 
Architectural Specifications and Color 
Design Division. 

Builders‘ hardware samples on file in 
Washington, D.C., 79-8604 


United States. Veterans Administration. 
Dept. of Medicine and Surgery. 
Academic affairs., 79-8605 


CHAMPYVA : civilian health and medical 
program of the Veterans Administra- 
tion, addresses of CHAMPVA contrac- 
tors., 79-8617 


Engineering Management Information 
System (EMIS) : program guide., 79- 
21232 

The physical environment of the health 


care facility : a literature review and 
annotated bibliography /, 79-15797 

Preventive maintenance procedure for 
main and exterior power distribution : 
program guide., 79-23211 

Program guide : nursing service : stand- 
ards and educational guidelines for ger- 
ontologic nursing practice., 79-8602 


Do not order from index; see indicated entry 





United States. Veterans Administration. 
Dept. of Medicine and Surgery. Supply 
Service. 

Hearing aids selected., 79-10313 


Veterans Administration supply catalog., 
79-8614, 79-8615 


Veterans Administration supply catalog : 
index., 79-8613 


United States. Veterans Administration. 
Dept. of Memorial Affairs. 
Interments in national cemeteries., 79- 
23213 


United States. Veterans Administration. 
National Cemetery Supervising Office, 
Atlanta. 

Fort Smith National Cemetery : Fort 
Smith, Arkansas., 79-21233 


United States. Veterans Administration. 
Office of Construction. 
Guidelines for energy management and 
control systems for VA facilities : final 
report /, 79-17289 


Specifications for energy management 
and control systems for VA facilities /, 
79-23210 


Standard details., 79-8603 


United States. Veterans Administration. 
Office of Personnel. 
Occupational safety, health, and fire pro- 
tection : a course for supervisors., 79- 
6513 


United States. Veterans Administration. 
Office of the Assistant Administrator for 
Personnel. 

Appendix to cost-effective position man- 
agement : a training program for local 
VA management., 79-10315 


United States. Veterans Administration. 
Office of the General Counsel. 
Digests of opinions of the General Coun- 
sel., 79-4941 


State veterans‘ laws : digests of state laws 
regarding rights, benefits, and privi- 
leges of veterans and their dependents, 
revised to Dec. 31, 1978 /, 79-14470 


United States. Veterans Administration. 
Rehabilitative Engineering Research and 
Development Service. 

Bulletin of prosthetics research. 79- 
6520, 79-12224, 79-15798 


United States. Veterans Administration. 
Reports and Statistics Service. 
Veteran administration cancer patient sur- 
vival /, 79-6521 


Veterans benefits under current educa- 
tional programs., 79-6518 


1977 supplement to alcoholism and prob- 
lem drinking, 1970-1975 : a statistical 
analysis of VA hospital patients /, 79- 
23212 





January — December 1979 


United States. Veterans Administration. 
Reports and Statistics Service. Biometrics 
Division. 

1977 supplement to alcoholism and prob- 
lem drinking, 1970-1975 : a statistical 
analysis of VA hospital patients /, 79- 
23212 


United States. Visa Office. 
Supplemental issue of the annual report 
of the Visa Office., 79-14140 


United States. Wallops Flight Center, 
Wallops Island, Va. 
Synoptic analyses, 5-, 2-, and 0.4-millibar 
surfaces for July 1974 through June 
1976 /, 79-14097 


United States. Walter Reed Army Medical 
Center. 
The first postgraduate year medical edu- 
cation programs., 79-3834 
Training opportunities for civilian em- 
ployees., 79-7474 


United States. Walter Reed Army Medical 
Center. Dept. of Medicine. 
Progress notes - Walter Reed Army 
Medical Center., 79-719 


United States. Water Resources Council. 
[Coordination directory for planning 
studies and reports, August 197if, 
Change notice 1., 79-15829 


The Nations water resources, 1975-2000 : 
second national water assessment /, 
79-23309 


Water for energy /, 79-23310 


United States. Water Resources Council. 
Water-For-Energy Technical Committee. 
Water for energy /, 79-23310 


United States. Waterways Experiment 

Station, Vicksburg, Miss. 

Comparison of numerical and physical 
hydraulic models, Masonboro Inlet, 
North Carolina /, 79-7433 

Comparison of numerical and physical 
hydraulic models, Masonboro Inlet, 
North Carolina : appendix 2, numerical 
simulation of hydrodynamics (WRE) /, 
79-7435 


Comparison of numerical and physical 
hydraulic models, Masonboro Inlet, 
North Carolina : appendix 3, numerical 
simulation of hydrodynamics (Tracor) 
/, 79-7436 

Comparison of numerical and physical 
hydraulic models, Masonboro Inlet, 
North Carolina : appendix 4, simplified 
numerical (lumped parameter) simula- 
tion /, 79-7437 

Comparison of numerical and physical 
hydraulic models, Masonboro Inlet, 
North Carolina : fixed-bed hydraulic 
model results /, 79-7434 





Design wave information for the Great 
Lakes /, 79-12939 


Hydraulics and dynamics of New Corpus 
Christi pass, Texas : a case history, 
1973-75 /, 79-3822 

Hydraulics and dynamics of North Inlet, 
South Carolina, 1974-75 /, 79-3823 

Study of feasibility of using Wissa-type 
piezometer probe to identify liquefac- 
tion potential of saturated fine sands /, 
79-12957 


Study of vibration in concrete /, 79- 
12959 


United States. Waterways Experiment 
Station, Vicksburg, Miss. Hydraulics 
Laboratory 


Bay Springs Canal surge study, Tennes- 
see-Tombigbee Waterway, Mic“issippi 
and Alabama : hydraulic model investi- 
gation /, 79-12948 


Beach nourishment techniques., 79-5755 


Design for small-boat harbor improve- 
ments, Port Washington Harbor, Wis- 
consin : hydraulic model investigation : 
final report /, 79-2080 

Design wave information for the Great 
Lakes /, 79-12939 


Effect of depth on dredging frequency /, 
79-12945 


Effect of source orientation and location 
in the Peru-Chile Trench on tsunami 
amplitude along the Pacific Coast of 
the Continental United States /, 79- 
2087 


Effects of hurricane surge barrier on hy- 
draulic environment, Jamaica Bay, 
New York : hydraulic model investiga- 
tion /, 79-5756 


An estimate of channel roughness of in- 
teroceanic canals /, 79-12950 

Imperial Beach, California design of 
structures for beach erosion control : 
hydraulic model investigation, final 
report /, 79-2085 


Improvements for Murrells Inlet, South 
Carolina : hydraulic model investiga- 
tion /, 79-12944 

Indian Creek pumping station, Mankato, 
Minnesota : hydraulic model investiga- 
tion /, 79-12947 

Lake Dardanelle, Arkansas River : hy- 
draulic model investigation /, 79-2082 


Lake Erie International Jetport model 
feasibility investigation : report 17-4 : 
numerical model feasibility study /, 
79-2078 


Los Angeles and Long Beach harbors 
model study : report 4, model design /, 
79-2079 


Marysville Lake hydrothermal study /, 
79-12940 


Do not order from index; see indicated entry 





U.S. Waterways Experiment Station, Vicksburg, Miss. Soils and Pavements 


Navigation conditions at Aberdeen Lock 
and Dam, Tombigbee River, Mississip- 
pi and Alabama : hydraulic model in- 
vestigation /, 79-12949 

Navigation conditions at Aliceville Lock 
and Dam, Mississippi and Alabama, 
Tombigbee River : hydraulic model in- 
vestigation /, 79-12943 

Old River existing low-sill control struc- 
ture, Louisiana : hydraulic model in- 
vestigation : final report /, 79-2081 

Physical model simulation of the hydrau- 
lics of Masonboro Inlet, North Caroli- 
na/, 79-2092 


Port Ontario Harbor, New York, design 
for wave protection and prevention of 
shoaling : hydraulic model investiga- 
tion /, 79-12941 

Powerhouse intake gate catapult study : 
Big Bend Dam, South Dakota, and 
Stockton, Harry S. Truman, and Cla- 
rence Cannon Dams, Missouri : hy- 
draulic model investigation, final report 
/, 79-2083 

Pumping stations for Drainage District 
no. 17, Mississippi County, Arkansas : 
hydraulic model investigation, final 
report /, 79-2084 

Red River Waterway, La. Tex., Ark., 
and Okla., Mississippi River to Shreve- 
port, La. reach, lock and dam no. 1 : 
hydraulic model investigation : final 
report /, 79-17868 

Shoaling conditions in Sawyer Bend and 
lower entrance to Chain of Rocks 
Canal, Mississippi River : hydraulic 
model investigation /, 79-12946 

Temperature analysis and selective with- 
drawal design study, Tallahala Creek 
Lake, Mississippi : mathematical model 
investigation /, 79-12942 

Walnut Creek channel improvement proj- 
ect, Contra Costa County, California : 
hydraulic model investigation /, 79- 
12951 


United States. Waterways Experiment 
Station, Vicksburg, Miss. Soils and 
Pavements Laboratory. 

Airfield pavement smoothness require- 
ments /, 79-12955 

Analysis of behavior of expansive soil 
foundations /, 79-5758 

Comparative performance of structural 
layers in pavement systems /, 79- 
12952 


Design and construction of continously 
reinforced concrete airport pavements 
/, 79-12954 


Endochronic constitutive law for lique- 
faction of sand /, 79-2090 


Engineering behavior of pavement mate- 
rials : state of the art /, 79-12953 


Page 1-695 





U.S. Waterways Experiment Station, Vicksburg, Miss. Soils and Pavements 


Finite element analyses of stresses and 
movements in Birch Dam /, 79-2089 

Geology and geotechnical properties of 
laterite gravel /, 79-5757 

Influence of sample disturbance on sand 
response to cyclic loading /, 79-2091 


Investigation of construction techniques 
for tactical bridge approach roads 
across soft ground : final report /, 79- 
2086 


Liquefaction potential of dams and foun- 
dations : report 1, Laboratory standard 
penetration tests on Reid Bedford 
model and Ottawa sands /, 79-2088 


Strength and deformation properties of 
rock fill /, 79-12956 


Subgrade elastic moduli determined from 
vibratory testing of pavements /, 79- 
17256 


United States. Women‘s Bureau. 
Displaced homemakers : a CETA pro- 
gram model, Fitchburg, Massachusetts 
/, 1719-14027 


Employment and economic issues of low- 
income women : report of a project., 
79-4650 


Native American women and equal op- 
portunity : how to get ahead in the 
Federal Government., 79-22974 

References and data sources for imple- 


menting an affirmative action program., 
79-17039 


Women in nontraditional jobs, a confer- 
ence guide : increasing job options for 
women /, 79-10137 

Women private household workers : a 


statistical and legislative profile., 79- 
2679 


Women‘s bureaus and commissions on 
the status of women : avoiding an ob- 
stacle course., 79-2680 

A women‘s guide to apprenticeship., 79- 
20889 

A working woman‘s guide to her job 
rights /, 79-14028 

WUW-—the Washington Union Women‘s 
group ; a model for replication., 79- 
2681 


Young women and employment : what 
we know and need to know about the 
school-to-work transition : report of a 
conference., 79-2678 


United States. Women‘s Rights Task Force. 
Women rights in the United States of 
America : a report /, 79-12783 


United States. World Hunger Working 


World hunger and malnutrition : improv- 
ing the U.S. response /, 79-6334 


Page I-696 





World hunger and malnutrition : improv- 
ing the U.S. response : errata. 79- 
18707 


United States. Youth Conservation Corps. 
YCC at work., 79-10682 


United States. Youth Development Bureau. 
Annual report on activities conducted to 
implement the Runaway youth act., 
79-11733 


A design for youth development policy /, 
79-20470 


The rights and responsibilities of students 
: a handbook for the school communi- 
ty., 79-8128 


United States. 95th Congress, 1st session, 

1977. 

Acceptance of the statue of Senator 
Ernest Gruening presented by the State 
of Alaska : proceedings in the Rotunda, 
United States Capitol, October 5, 1977., 
79-10621 


United States. 95th Congress, 2d session, 

1978, 

Memorial services held in the House of 
Representatives and Senate of the 
United States, together with remarks 
presented in eulogy of Clifford R. 
Allen, late a Representative from Ten- 
nessee /, 179-9170, 79-9171, 79- 
10604 


United States. Federal Aviation 
Administration. 
Acceptable methods, 

practices aircraft 
repair., 79-23153 


techniques, and 
inspection and 


United States Air Force Academy. Dept. of 
English and Fine Arts. 
Winning cadet speeches : 1973-1975 inter- 
collegiate competition /, 79-5824 


United States Animal Health Association. 
Uniform methods and rules : bovine tu- 
berculosis eradication., 79-16141 


United States Army Medical Research 
Institute of Infectious Diseases. 
Annual progress report - U.S. Army 
Medical Research Institute of Infec- 
tious Diseases., 79-9588 


United States Army Natick Development 
Center. Food Engineering Laboratory. 
Efficient use of modularization in trans- 

portation systems /, 79-2113 


Storage study of individual servings of 
subsistence at various temperatures /, 
79-2111 


United States Army Natick Development 
Center. Food Sciences Laboratory. 
Nutrition Group. 

The Effects of caloric density of the food 
on running endurance and general con- 
dition of rats and hamsters restricted in 


Do not order from index; see indicated entry 





Author Index 


food intake or fed ad libitum /, 79- 
2114 


United States Catholic Conference. Dept. of 
Education. 
The Catholic community and the integra- 
tion of public and Catholic schools /, 
79-15224 


United States Conference of Mayors. 
Developing a local housing strategy : a 
guidebook for local government /, 
79-8144, 79-16810 


Local housing assistance tools and tech- 
niques : a guidebook for local govern- 
ment /, 79-8145, 79-16811 


The private development process : a gui- 
debook for local government /, 79- 
11750, 79-16812 


United States-Japan Cooperative Program in 
Natural Resources. Panel on Wind and 
Seismic Effects. 

Wind and seismic effects; proceedings of 
the joint panel conference of the U.S.- 
Japan Cooperative Program in Natural 
Resources., 79-3631 


United States-Japan Governmental 
Conference on Solid Waste Management, 
4th, Washington, D.C., 1979. 

Fourth United States-Japan Governmen- 
tal Conference on Solid Waste Man- 
agement, March 12-13, 1979, Washing- 
ton, D.C., 79-22525 


United States Naval Academy. Dept. of 
English. 


The Arnoldian., 79-749 


United States Naval Postgraduate School. 
Compilation of abstracts of dissertations, 
theses and research papers submitted 

by candidates for degrees., 79-7491 


United States Postal Service. 
Administrative support manual., 79- 
20933 


Annual report of the Postmaster Gener- 


al., 79-10201 
Domestic mail manual., 79-20934 


Earth-space attenuation predictions for 
geostationary satellite links in the 
U.S.A. /, 79-19599 


Employee and labor relations manual., 
79-1431 


Financial management manual., 
79-4697 


For the fun of it : a helpful guide for new 
stamp collectors., 79-6329 


79-1432 
79-1428 


Maintenance management, class B of- 
fices., 79-18702 


Management operating data system for 
mod | offices., 79-6330 
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Instructions for mailers., 
International mail., 





January — December 1979 


Memo to mailers., 79-1437 


MPLSM system quality sort test : data 
collection and reduction procedures., 
79-18703 


National zip code & post office directo- 
ry., 79-12040 

Operator training for sorting machines /, 
79-10202 

Orientation and craft skill training., 79- 
17095 


Postal contracting manual., 79-1430 
Postal service manual., 79-12041 


Self-service postal center operations., 
79-18704 


United States postage stamps : an illus- 
trated description of all United States 
postage and special service stamps /, 
79-14107 


USPS stamp poster., 79-1433 


United States Postal Service. Dept. of Public 
and Employee Communications. 
Postal life; the magazine for postal em- 
ployees., 79-1436 


United States Postal Service. Directives and 
Forms Division. 


Postal bulletin., 79-1427 


United States Postal Service. Office of 
Communications Services. 
Editors‘ manual /, 79-18701 


United States Postal Service. Postal 
Inspection Service. 


Law enforcement report., 79-1434 


United States Postal Service. Stamps 

Division. 

United States postage stamps : an illus- 
trated description of all United States 
postage and special service stamps /, 
79-14107 


United States Ski Association. 
Winter recreation safety guide /, 79- 
5465 


United States-Union of Soviet Socialist 
Republics Symposium on Biosphere 
Reserves, Moscow, R.S.F.S.R., 1976. 
Selection, management, and utilization of 

biosphere reserves : proceedings of the 
United States-Union of Soviet Socialist 
Republics Symposium on Biosphere 
Reserves, Moscow, USSR, May 1976 / 
, 79-17743 


United Technologies Corporation. 

Aerodynamic design amd performance 
testing of an advanced 30°swept, eight 
bladed propeller at Mach numbers 
from 0.2 to 0.85 /, 79-11999 

Flight effects on tne aerodynamic and 
acoustic characteristics of inverted pro- 
file coannular nozzles /, 79-10175 





University of Arkansas. Dept. of Chemical Engineering. 


Helicopter mission optimization study /, 
79-12005 

Transient dynamics of a flexible rotor 
with squeeze film dampers /, 79- 
12002 


United Technologies Corporation. Hamilton 
Standard Division. 
Advanced V/STOL propeller critical 
components investigation /, 79-11027 
Preliminary design of an accident infor- 
mation retrieval system (AIRS) /, 79- 
7487 


United Technologies Corporation. Power 

Systems Division. 

Development of high-temperature subsys- 
tem technology to a technology readi- 
ness state : phase I, topical report, low- 
Btu combustor technology develop- 
ment plan /, 79-13160 


United Technologies Corporation. Sikorsky 
Aircraft Division. 


Evaluation of the TRAC variable diame- 
ter rotor : preliminary design of a full- 


79-2127 

Helicopter drive system on-condition 
maintenance capability /, 79-5794 

Investigation of advanced helicopter 
structural designs /, 79-7484 

Investigation of the compliant rotor con- 
cept /, 79-5807 

Preliminary design study of a trail rotor 
blade jettison concept /, 79-7490 

Review of engine/airframe/drive train 
dynamic interface development prob- 
lems /, 79-9595 

Structural concepts and aerodynamic 
analysis for low radar cross section 
(LRSC) fuselage configurations /, 79- 
9597 

3000-HP roller gear transmission devel- 
opment program : final report : v. 1, 
summary report /, 79-3835 

3000-HP roller gear transmission devel- 
opment program : final report : v. 6, 
reliability and maintainability report., 
79-3836 


United Technologies Research Center. 
Airframe noise component interaction 
studies /, 79-14058 


Development of a three-dimensional tur- 
bulent duct flow analysis /, 79-11995 


Investigation of saturated laser floures- 
cence and CARS spectroscopic tech- 
niques for combustion diagnostics /, 
79-9854 

A method for calculating externally 
blown flap noise /, 79-8320 


Rotorcraft wake analysis for the predic- 
tion of induced velocities /, 79-5792 
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Tumors of the cardiovescular system /, 
79-17858 


University of Alabama in Huntsville. 
Hygroscopic chemicals and the formation 
of advection warm fog : a numerical 
simulation /, 79-12016 


Revised proceedings of the Department 
of Energy‘s solar update : four regional 
plans, and experience of the National 
Commercial Solar Heating and Cooling 
Demonstration Program, and the Na- 
tional Solar Data Program, July 1978, 
Atlanta, San Francisco, Chicago, 
Boston /, 79-11118 


University of Alaska, Fairbanks. Institute of 
Water Resources. 


Nutrient chemistry of a large, deep, lake 
in subarctic Alaska /, 79-7745 


University of Arizona. 
The infrared handbook /, 79-12963 


University of Arizona. Dept. of Chemical 

Engineering. 

Pollutant control through staged combus- 
tion of pulverized coal /, 79-11230, 
79-13140 

University of Arizona. Dept. of Electrical 

Engineering. 

Use of electrostatically charged fog for 
control of fugitive dust emissions /, 
79-13448 


University of Arizona. Dept. of Nuclear 


Engineering. 

A comparison of piping models for digi- 
tal power plant simulators /, 79-21356 

A conceptual design of a uranyl nitrate 
fueled reactor for the destructive test- 
ing liquid metal fast breeder reactor 
fuel subassemblies /, 79-21357 


University of Arizona. Geological Survey 
Branch. 


Low-temperature geothermal reservoir 
site evaluation in Arizona /, 79-5834 


University of Arizona. Solid State 


Engineering Laboratory. 

Development of passive electronic com- 
ponents for instrumentation of im- 
proved geothermal logging tools and 
components : annual progress report to 
United States Department of Energy, 
Division of Geothermal Energy /, 79- 
11180 


University of Arkansas. Dept. of Chemical 
Engineering. 
A description and assessment of the 


SIGMET LNG vapor dispersion 
model, 79-23185 
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University of California. Dept. of Biomedical and Environmental Health Sciences. 


University of California. Dept. of Biomedical 
and Environmental Health Sciences. 
Data analysis of drinking water asbestos 
fiber size /, 79-16541 


University of California. Dept. of Nuclear 


Engineering. 
Thorium fuel-cycle alternatives /, 79- 
11489 


University of California, Davis. Dept. of 

Agricultural Engineering. 

Technological and economic assessment 
of the utilizaion of rice straw residue 
from the California Sacramento Valley 
for on-farm power generation /, 79- 
19946 


University of California, Los Angeles. 
Chemical, Nuclear, and Thermal 


Engineering Dept. 
LMFBR fuel analysis : task A : oxide fuel 
dynamics /, 79-14332 


University of California, Los Angeles. 
Energy and Kinetics Dept. 
A simulation of thermal phenomena ex- 
pected in fuel coolant interactions in 
LMFBRs /, 79-6562 


University of California, Los Angeles. 
Laboratory of Nuclear Medicine and 
Radiation Biology. 

Biological transport of radionuclides at 
low level waste storage sites /, 79- 
14329 


Preliminary analysis of first crop of 
plants grown in seven soils uniformly 
contaminated with four transuranic ele- 
ments simultaneously., 79-14328 


Transuranic element transport in agricul- 
tural systems (soil to food chain trans- 
fer of nuclear fuel cycle radionu- 
clides)., 79-10373 


University of California, Los Angeles. School 
of Dentistry. 
Analysis of computer based dental sys- 
tems simulation models /, 79-6066 


University of California, Los Angeles. School 
of Engineering and Applied Science. 
Materials Dept. 

X-ray measurements of stresses and de- 
fects in EFG and large grained poly- 
crystalline silicon ribbons., 79-7614 


University of California, Riverside. Citrus 
Research Center. 
Pests and diseases of the date palm /, 
79-9431 


University of California, San Diego. 
Non-neoplastic bronchopulmonary dis- 
ease /, 79-22628 


University of California, San Francisco. 
Dept. of Psychiatry. 
Diagnosis and evaluation of the drug 
abusing patient for treatment staff phy- 
sicians /, 79-18327 
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University of California, San Francisco. 
School of Pharmacy. 
Pharmacological and toxicological per- 
spectives of commonly abused drugs /, 
79-13762 


University of California, Santa Barbara. 
Marine Science Institute. 
Oil pollution _reports., 

11472, 79-11479 


University of California, Santa Cruz. 
Marine mammal and seabird survey of 
the Southern California Bight area /, 
79-22928 


University of Cambridge. Dept. of Applied 
Mathematics and Theoretical Physics. 
Flow structure and turbulent diffusion 

around a three-dimensional hill : fluid 
modeling study on effects of stratifica- 
tion /, 79-11465 


University of Chicago. 
Asteroids : an exploration assessment : a 
workshop /, 79-18640 


University of Chicago. Center for Studies in 
Criminal Justice. 
Pretrial settlement conference : an evalu- 
ation /, 79-22943 


University of Cincinnati. Dept. of Chemical 
and Nuclear Engineering. 
Evaluation of pressure drop across area 
changes during blowdown., 79-14310 


University of Cincinnati. Dept. of Civil 
Engineering. Division of Water Resources. 
Urban runoff characteristics /, 79-22569 


University of Connecticut. Health Center. 
The male sex role : a selected and anno- 
tated bibliography /, 79-22673 


University of Dayton. Research Institute. 
Dayton aircraft cabin fire model /, 
14253 


Dayton aircraft cabin fire model valida- 
tion : phase 1 /, 79-17267 

Enhancement on on-site emergency diesel 
generator reliability : final report /, 
79-17375 


Investigation of advanced thermal-chemi- 
cal concepts for obtaining improved 
MSW-derived products /, 79-9857 


Prediction and monitoring of clear air 
turbulence : an evaluation of the appli- 
cability of the Rawinsonde system /, 
79-12011 


University of Delaware. Dept. of Chemical 

Engineering. 

Kinetics and mechanism of desulfuriza- 
tion and denitrogenation of coal-de- 
rived liquids /, 79-3934 

Kinetics and mechanism of desulfuriza- 
tion and denitrogenation of coal-derved 
liquids /, 79-3933 
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Kinetics and mechanism of desulfuriza- 
tion and denitrogenation of coal-de- 
rived liquids /, 79-3934 
Kinetics and mechanism of desulfuriza- 
tion and denitrogenation of coal-derved 
liquids /, 79-3933 


University of Delaware. Institute of Energy 
Conversion. 
Development of a thin film polycrystal- 
line solar cell for large scale terrestrial 
use., 79-9697, 79-9698 


University of Denver. Dept. of Physics. 

On the interpretation of infrared solar 
spectra for altitude distribution of ato- 
mospheric trace constituents /, 79- 
17269 


University of Florida. Dept. of Materials 
Science and Engineering. 
Properties of reactor materials at constant 
true strain rates : progress report, July 
1, 1977 - June 30, 1978 /, 79-10369 


University of Florida. Electrical Engineering 
Dept. 
Studies of basic mechanisms influencing 
solar-cell efficiency for terrestrial appli- 
cations., 79-16455 


University of Georgia. Dept. of Chemistry. 
Development of a practical photochemi- 
cal energy storage system., 79-13331, 
79-13332 


University of Georgia. Institute of 
Community and Area Development. 
Educational and other needs of disadvan- 

taged adults in a model cities neighbor- 
hood of Savannah, Georgia /, 79- 
20304 


University of Hawaii. Water Resources 
Research Center. 
Land treatment and reuse of sewage ef- 
fluent by irrrigation : a perspective for 
Hawaii /, 79-22570 


University of Idaho. Dept. of Chemical 


Engineering. 

The effect of bubble behavior on the 
scale-up of fluidized bed heat exchang- 
ers : final report /, 79-11349 


University of Illinois at Chicago Circle. 
Dept. of Energy Engineering. 
Modeling of a fluidized bed combustor 
with immersed tubes., 79-7631 


University of Illinois at Chicago Circle. 
Dept. of Psychology. 
Group facilitator training package /, 79- 
16781 


University of Illinois at the Medical Center. 
Health effects of human exposure to 
barium in drinking water /, 79-11461 
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University of Illinois at the Medical Center. 
School of Public Health. 
Fate of ingested chrysotile asbestos fiber 
in the newborn baboon /, 79-13445 
Health effects of aerosols emitted from an 
activated sludge plant /, 79-20099 


University of Illinois at Urbana-Champaign. 
PKU and the schools : information for 
teachers, administrators and other 
school personnel /, 79-20409 
Residents‘ satisfaction in HUD-assisted 
housing : design and management fac- 
tors /, 79-15325 


University of Illinois at Urbana-Champaign. 
Aviation Research Laboratory. 
Judgement evaluation and instruction in 
civil pilot training /, 79-17266 


University of Illinois at Urbana-Champaign. 
Center for Instructional Research and 
Curriculum Evaluation. 

Case studies in science education /, 79- 
6326 


University of Illinois at Urbana-Champign. 
Committee on Culture and Cognition. 
Case studies in science education /, 79- 
6326 


University of Iowa. Dept. of Pediatrics. 
Recommendations for feeding normal in- 
fants /, 79-15273 


University of Iowa. Dept. of Radiology. 
Image ability of collimators in nuclear 
medicine : supplementary collimator 
date for rectilinear scanners /, 79- 
11672 
Imaging ability of collimators in nuclear 
medicine /, 79-1167} 


University of Iowa. Medical Center. 
Cardiovascular profile of 15,000 children 
of school age in three communities, 
1971-1975 /, 79-7992 


University of Kansas. Dept. of Civil 


Engineering. 
Removal of lagoon effluent suspended 


solids by a slow-rock filter /, 79- 


16539 


University of Kentucky. 
Surface structure and mechanisms of gasi- 
fication catalyst deactivation., 79- 
2241, 79-13154, 79-13155, 79-17952 


University of Kentucky. Dept. of Civil 


Recreational vehicle accident investiga- 
tion study /, 79-17277 


University of Kentucky. Research Group. 
Black shale studies in Kentucky., 
18066, 79-18067 


University of Leeds. 
Effect of geometry on hydrodynamic 
film thickness /, 79-14068 
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University of New Hampshire. Dept. of Chemical Engineering. 


Elastohydrodynamic lubrication of ellipti- 
cal contracts for materials of low elas- 
tic modulus /, 79-8356 


University of Maryland. Biocommunications 


Laboratory. 
Handbook of hearing aid measurement, 
1978 /, 79-6519 


University of Maryland. Dept. of Computer 
Science. 


A guide to major job accounting systems 
: the Logger system of the Univac 1100 
series operating system /, 79-7288 


University of Maryland. Institute for Child 
Study. 
Footsteps : a television series on parent- 
ing : home viewer guide /, 79-15219 


University of Maryland. School of Library 
and Information Services. 


A general information system for educa- 
tional technology (ETGIS) : a concep- 
tual scheme /, 79-7946 


University of Massachusetts at Amherst. 
The impact of labor-management rela- 
tions upon selected Federal personnel 
policies and practices : a survey and 
assessment /, 79-12043 
The male sex role : a selected and anno- 
tated bibliography /, 79-22673 


University of Michigan. Dept. of Chemical 


Physical and chemical behavior of lique- 
fied coal in solids tion /, 79- 
11242, 79-13196, 79-14928, 79- 
16440 


University of Michigan. Dept. of Chemistry. 
Physical and chemical behavior of lique- 
fied coal in solids separation /, 79- 
11242, 79-13196, 79-14928, 79- 
16440 


University of Michigan. Dept. of Mechanical 


Improved ultrasonic nondestructive test- 
ing of pressure vessels /, 79-8720 


University of Minnesota. Dept. of 
Agricultural and Applied Economics. 
Issuing municipal bonds : a primer for 

local officials /, 79-16082 


University of Minnesota. Dept. of 
Entomology, Fisheries, and Wildlife. 
Acute and chronic toxicity of HCN to 

fish and invertebrates /, 79-13429 


University of Minnesota. Physical Plant. 

Grid connected integrated community 
energy system : phase 2, final stage 2 
report /, 79-3900, 79-3902 

Grid connected integrated community 
energy system : phase II, final stage 2 
report /, 79-3901 

Grid connected integrated community 
energy system : phase II, final stage 2 
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report / University of Minnesota Phys- 
ical Plant., 79-3903 


University of Minnesota. School of Public 

Health. 

Hospital ventilation standards and energy 
conservation : proceedings of the 1978 
International Working Conference 
[February 21, 22 and 23, IDS Centert 
/, 7179-19897 


University of Mississippi. Dept. of Chemical 
Engineering. 
Mass transport characteristics of zeolite 
cracking catalysts /, 79-14934 


University of Missouri—Columbia. 
The coordination of vocational education 
programs with CETA /, 79-11627 


ee ee 
of Engineering. 


Analysis of aerosol particles undergoing 
gravitational agglomeration /, 79- 
18869 


University of Missouri—Rolla. Ceramic 


Engineering Dept. 

Chemical and physical stability of a 
tories for use in coal gasification., 
17917 


University of Missouri—Rolla. Materials 
Research Center. 
Chemical and physical stability of refrac- 
tories for use in coal gasification., 79- 
17917 


University of Nebraska at Omaha. College of 
Business Administration. 
Organizing and staffing a small business / 

» 7179-18735 


University of Nevada, Las Vegas. Dept. of 
Sciences. 


Biological 

Distribution of phytoplankton in Arkan- 
sas Lakes /, 79-13426 

Distribution of phytoplankton in Missouri 
lakes /, 79-22531 

Distribution of phytoplankton in Nebras- 
ka lakes /, 79-22532 

Distribution of phytoplankton in Texas 
lakes /, 79-22536 


University of Nevada, Reno. 

Evaluation of lineament analysis as an ex- 
ploration technique for geothermal 
energy, western and central Nevada : 
final report for the period June 1976- 
October 1978 /, 79-13267 


University of New Hampshire. Dept. of 
Chemical 


Engineering. 

Chemical equilibrium in ash-laden coal 
combustion systems : interim report /, 
79-13148 

An investigation of the mechanism of fly- 
ash formation in coal-fired utility boil- 
ers., 79-13149, 79-13150 
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University of New Mexico. 


University of New Mexico. 
RF-sputtered tetragonal barium titanate 
films on silicon /, 79-19938 


University of New Mexico. Technology 
Application Center. 
Wind energy utilization : a bibliography 
with abstracts : cumulative volume 
1944-1974., 79-3917 


University of North Carolina at Chapel Hill. 

Articulation in allied health education : 

the North Carolina experience /, 79- 
20435 


University of North Carolina at Chapel Hill. 
Biological Sciences Research Center. 
Multidisciplinary perspectives in event-re- 

lated brain potential research : the pro- 
ceedings of the Fourth International 
Congress on Event-related Slow Poten- 
tials of the Brain, (EPIC IV), Hender- 
sonville, North Carolina, April 4-10, 
1976 /, 79-22556 


University of North Carolina at Chapel Hill. 
Dept. of City and Regional Planning. 
Social science and institutional change /, 

79-15296 


University of North Carolina at Chapel Hill. 
Dept. of Environmental Sciences and 


The kinetics of chlorine-ammonia reac- 
tions in sea water : annual report, June 
1, 1977 to May 31, 1978 /, 79-10386 


University of North Carolina at Chapel Hill. 
School of Public Health. Occupational 
Health Studies Group. 

Estimates of pulmonary and gastrointesti- 
nal deposition for occupational fiber 
exposures /, 79-15285 


University of North Dakota. Dept. of 
Biology. 
Watershed and point source enrichment 
and lake trophic state index /, 79- 
20085 


University of North Dakota. Engineering 
Experiment Station. 
Project lignite., 79-13126 


Project lignite : premium fuels from 
Northern Great Plains lignite : process 
development for solvent refined lignite 
laboratory autoclave studies. 79- 
14892 


University of Notre Dame. Dept. of Civil 


Engineering. 
Treatment of Lake Charles East, Indiana 


sediments with fly ash /, 79-22528 


University of Notre Dame. Dept. of 
Metallurgical Engineering and Materials 
Science. 

Microstructural effects in abrasive wear., 
79-11182 
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University of Oklahoma. 
Serve storm environments : 
EREP final report /, 


University of Oklahoma, Bureau of Water 
and Environmental Resources Research. 
Energy conservation through source re- 

duction /, 79-11400 


Performance evaluation of existing aer- 
ated lagoon system at Bixby, Oklahoma 
/, 1719-13440 


University of Oklahoma. College of 
Education. 
Cognitive styles : a bibliography and se- 
lected annotations /, 79-7567 
Cognitive styles : a review of the litera- 
ture /, 79-7566 


University of Oklahoma. College of Law. 
Expanding enforcement options — the se- 
curities fraud approach /, 79-15506 


University of Oklahoma. School of Chemical 
Engineering and Materials Science. 
Use of mixtures as working fluids in 
ocean thermal energy conversion 
cycles : Phase II /, 79-13289 


University of Oregon. School of Law. 
The legal aspects of protective services 
for abused and neglected children : a 
manual /, 79-9995 


University of Pennsylvania. 
Background information for the econom- 
ic assessment of solvent fermentation 

processes., 79-11177 


The biological production of organic sol- 
vents from cellulosic wastes., 79- 
13098 


Diagnosis and evaluation of the drug 
abusing patient for treatment staff phy- 
sicians /, 79-18327 

Hot forming of silicon sheet, silicon sheet 
growth development for the large area 
silicon sheet task of the low cost silicon 
solar array project /, 79-9665 


University of Pennsylvania. Biochemical 
Engineering Laboratory. 
Studies on cellulose degradation by a 
thermoactinomyces sp. /, 79-13099 


University of Pittsburgh. 
Preliminary evaluation of PETC-coal 
conversion solid and hazardous wastes 
/, 79-19861 


Screening of zeolite catalysts for metha- 
nol conversion to light hydrocarbons /, 
79-16409 


University of Pittsburgh. Dept. of Chemical 
and Petroleum Engineering. 

The measurement of the flow properites 
and capillary pressure relationships of 
certain coals pertaining to underground 
coal gasification., 79-13101, 79-13102 
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The measurement of the flow properties 
of coals for in-situ gasification. 79- 
17921 


University of Puerto Rico. Center for 
Energy and Environment Research. 
Production of sugarcane and tropical 

as a renewable energy source /, 
79-3974, 79-14985 


Puerto Rico Nuclear Center annual 
report., 79-11164 


University of Rochester. 
Diabetes _ literature 
79-16726 


University of South Carolina. 
Hydraulics and dynamics of North Inlet, 
South Carolina, 1974-75 /, 79-3823 


University of Southern California. Dept. of 
Civil Engineering. 
Analytical/experimental correlation of a 

nonliner system subjected to a dynamic 
load /, 79-21355 
Dynamic excitation of a single-degree-of- 
freedom hysteretic system /, 79-6582 
Methods for prediction of strong earth- 
quake ground motion /, 79-18867 


University of Tennessee at Nashville. 
Evaluation of a hybrid anisotropic, multi- 
layered, quadrilateral finite element /, 
79-8338 


University of Tennessee, Knoxville. 
Changes in the global carbon cycle and 
the biosphere /, 79-13269 


Stability of tokamaks with elongated 
cross section /, 79-18052 


University of Tennessee, Knoxville. Dept. of 

Zoology. 

A manual for the identification of the 
larvae of the caddisfly genera Hydrop- 
syche pictet and Symphitopsyche 
ulmer in eastern and central North 
America (Trichoptera: hydropsychi- 
dae) /, 79-7792 
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University of Tennessee Space Institute. 
Studies of convection in a solidifying 
system with surface tension at reduces 
gravity /, 79-10178 


University of Tennessee (System). Space 
Institute. 
Summary of atmospheric wind design cri- 
teria for wind energy conversion 
system development /, 79-17085 


University of Tennessee (System). Space 
Institute. Energy Conversion Division. 
Development program for MHD direct 

coal-fired power generation test facili- 
ty., 79-19876, 79-19877 


Evaluation of alternative seed regenera- 
tion process applicable to a coal-fired 
MHD power plant : topical report /, 
79-16434 
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University of Texas at Austin. 

A critical review of the life sciences proj- 
ect management at Ames Research 
Center for the Spacelab mission devel- 
opment test III /, 79-18676 


Experimental investigation of outdoor 
propagation of finite-amplitude noise /, 
79-11990 


University of Texas at Austin. Bureau of 
Economic Geology. 
Minerals in the economy of Texas., 
18550 
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University of Texas Marine Science 
Institute. 
Hydraulics and dynamics of New Corpus 
Christi pass, Texas : a case history, 
1973-75 /, 79-3822 


University of Texas Medical Branch at 
Galveston. Dept. of Psychiatry and 
Behavioral Sciences. 

Air traffic controller health change study 
: @ prospective investigation of physi- 
cal, psychological and work-related 
changes /, 79-14248 


University of Utah. College of Engineering. 
Analysis of the environmental control 
technology for oil shale development /, 
79-13096 


University of Utah. Dept. of Mining and 

Fuels Engineering. 

Applied research and evaluation of proc- 
ess concepts for liquefaction and gasifi- 
cation of western coal., 79-2239, 79- 
13141 


University of Virginia. Dept. of 
Environmental Sciences. 
Coastal zone wind energy : final report /, 
79-11333 


University of Virginia. Dept. of Nuclear 
Engineering and Physics. 
Bubble behavior in LMFBR core disrup- 

tive accidents /, 79-18866 


University of Virginia. Mechanical and 
Aerospace Engineering Dept. 
Annual collection and storage of solar 
energy for the heating of buildings : 
report no. 3 /, 79-3972 


University of Washington. 
Proceedings of the Pavement Manage- 
ment Workshop /, 79-18778 


University of Washington. Center for 

Quantitative Science. 

Comparison of simulation models used in 
assessing the effects of power-plant-in- 
duced mortality on fish populations /, 
79-21320 





University of Washington. Child 
Development and Mental Retardation 
Center. 

PKU and the schools : information for 
teachers, administrators and other 
school personnel /, 79-20409 


University of Washington. Dept. of Civil 


Engineering. 

University of Washington electrostatic 
scrubber tests at a steel plant, 79- 
13465 


University of Washington. Graduate School 
of Business Administration. 
A study of the classification of hospitals 
for prospective reimbursement : final 
report /, 79-18339 


University of Washington. School of Public 
Health and Community Medicine. 
A study of the classification of hospitals 
for prospective reimbursement : final 
report /, 79-18339 


University of Wisconsin—Extension. 
Clean lakes and us /, 79-20051 


University of Wisconsin—Madison. 

Nuclear performance of molten salt 
fusion-fission symbiotic systems for 
catalyzed DO and DT reactors /, 79- 
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University of Wi i Dept. of 
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Background study on the development of 

a standard leaching test /, 79-22547 


Comparison of three waste leaching tests 
/, 7179-20095 


Comparison of three waste leaching tests 
: executive summary /, 79-20052 


Solar 





AseAt 


University of Wi i 
Energy Laboratory. 
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Long-term effects of land application of 
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removal efficiency and effluent disin- 
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Utley, Robert Marshall, 1929- 
The contribution of the frontier to the 
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Vairogs, J. 
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Household energy conservation system 
study : final report., 79-2199 


Van Arsdall, Roy Neuman, 1924- 
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Van der Smissen, Margaret Elisabeth, 1927- 
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Fire blight : a bacterial disease of rosa- 
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Van Dyck, Olin B. 
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Van Nostrand, Joan Fedell. 
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summary for the United States /, 79- 
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Van Wagenen, Harold D. 
Assessment of selected control technol- 
ogy techniques for welding fumes /, 
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Vance, Arlo McCrillis, 1899- . 
Lawn insects : how to control them /, 
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Vance, Cyrus Roberts, 1917- 

America’s commitment to Third World 
development /, 79-23037 

Arms control and national security : 
speech /, 79-18717 

Building a healthy global community : 
speech /, 79-8430 

Meeting the challenges of a changing 
world., 79-23038 

Press conference, May 4, 1977, Washing- 
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SALT II : Armed Services testimony, 
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SALT II : the choice /, 79-20974 


The U.S.-European partnership : speech / 
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U.S. aid programs, FY 80 /, 79-23039 


Vanderholm, Dale H. 
Livestock feedlot runoff control by vege- 
tative filters /, 79-22551 


Vanderplaats, Garret N. 
Approximation concepts for numerical 
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Physical/chemical treatment of textile 
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Lexington Vacuum Division. 

Development of advanced methods for 
continuous Czochralski growth : silicon 
sheet growth development for the 
large area silicon sheet task of the low 
cost silicon solar array project., 79- 
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Slicing of silicon into sheet material : sili- 
con sheet growth development for the 
large area silicon sheet task of the low 
cost silicon solar array project., 79- 
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Vasalos, I. A. 
Study of ebullated bed fluid dynamics for 
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Vasil‘ev, Boris Alekseevich. 
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view /, 79-16391 


a Soviet 


Vassiliou, Pantelis, joint author. 
Experimental analysis of the leaching 
characteristics of residual Hygas coal 
gasification solids /, 79-17972 
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Sequential high-resolution wind profile 
measurements /, 79-14091 
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Gaseous fission product release during 
storage at various temperatures for 
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reprocessing development (Task 310) /, 
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Vecchiotti, Robert A. 
Development of resource management 
materials for the G2 air officer /, 79- 
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Training in utilizaton of surveillance and 
reconnaissance resources by combat 
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General geology, petroleum appraisal, 
and nature of environmental hazards : 
eastern Pacific shelf, latitude 28 to 38 
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Vedros, Philip J 
Case studies of pavement performance : 
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A reference method for the determination 
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Effect of steam oxidation on strength, 
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World economic conditions in relation to 
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nology : proceedings of the National 
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Vera Institute of Justice. 
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tation /, 79-8107 
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Professional development programs for 
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Reducing sex sterotyping in career educa- 
tion : some promising approaches to 
persistent problems /, 79-22624 
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Vermont. Agency of Environmental 

Conservation. 
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Virgin Islands of the United States. 
Constitution. 
Constitution of the Virgin Islands : mes- 
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Gas-solids interactions in the distribution 
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Columbia, Guam, and the Virgin Islands 
to make nominations for appointments to 
the Merchant Marine Academy, and for 
other purposes., 79-3324 

An act to amend section 312 of the Immi- 
gration and nationality act., 79-9351 

An act to amend section 1445(b) of the 
Food and agriculture act of 1977 to 
modify the formula for distribution of 
funds authorized thereunder for agricul- 
tural research., 79-9340 

An act to amend section 2301 of title 44, 
relating to the National Archives Trust 
Fund Board., 79-5280 

An act to amend section 2632 of title 10, 
United States Code, to provide the Secre- 
tary of the department in which the 
Coast Guard is operating with the au- 
thority to transport Coast Guard employ- 
ees to and from certain places of employ- 
ment., 79-3331 

An act to amend section 5064 of the Inter- 
nal Revenue Code of 1954 to provide for 
refund of tax on distilled spirits, wines, 
rectified products, and beer lost or ren- 
dered unmarketable due to fire, flood, 
casualty, or other disaster, or to break- 
age, destruction, or other damage (ex- 
cluding theft) resulting from vandalism or 
malicious mischief while held for sale., 
79-5293 

An act to amend sections 3303a and 1503 of 
title 44, United States Code, to require 
mandatory application of the General 
Records Schedules to all Federal agen- 
cies and to resolve conflicts between au- 
thorizations for disposal and to provide 
for the disposal of Federal Register docu- 
ments., 79-5306 

An act to amend subchapter III of chapter 
83 of title 5, United States Code, to pro- 
vide that employees who retire after 5 
years of service, in certain instances, may 
be eligible to retain their life and health 
insurance benefits, and for other pur- 
poses., 79-7069 

An act to amend the act commonly known 
as the Miller act to raise the dollar 
amount of contracts to which such act 
applies from $2,000 to $25,000., 79-7070 

An act to amend the act creating the Indian 
Claims Commission to repeal the provi- 
sion limiting the activities of Commission- 
ers during the two years following their 
terms of office., 79-5316 

An act to amend the act of August 29, 1974 
(88 Stat.795; 10 U.S.C. 8202 note), relat- 
ing to the authorized numbers for the 
grades of lieutenant colonel and colonel 
in the Air Force and to authorize the 
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President to suspend certain provisions of 
law when he determines that the needs of 
the Armed Forces so require, and for 
other purposes., 79-5278 

An act to amend the act of October 19, 
1965, to provide additional authorization 
for the Library of Congress James Madi- 
son Memorial Building., 79-9341 

An act to amend the Agricultural act of 
1949 to ensure that the interest rates on 
price support loans for upland cotton are 
not less favorable to producers than the 
interest rates for such loans on other 
commodities., 79-5286 

An act to amend the Anadromous fish con- 
servation act to include fish in Lake 
Champlain that ascend streams to spawn., 
79-7000 

An act to amend the Bank holding compa- 
ny act amendments of 1970., 79-14583 

An act to amend the Bankruptcy act to 
provide for the nondischargeability of 
certain student loan debts guaranteed or 
insured by the United States., 79-23518 

An act to amend the Bankruptcy act to 
provide for uniform supervision and con- 
trol of employees of referees in bankrupt- 
cy., 79-3341 

An act to amend the boundary of the 
Cibola National Forest, designate an in- 
tended wilderness area, and for other 
purposes., 79-5332 

An act to amend the Bretton Woods agree- 
ment act to authorize the United States to 
participate in the Supplementary Financ- 
ing Facility of the International Monetary 
Fund., 79-5301 

An act to amend the Budget and account- 
ing procedures act of 1950 to require that 
the Comptroller General provide for a 
financial audit with respect to pension 
plans for officers and employees of the 
Federal Government and its agencies and 
instrumentalities ..., 79-9360 

An act to amend the Coinage act of 1965 to 
change the size, weight, and design of the 
one-dollar coin, and for other purposes., 
79-5311 

An act to amend the Communications act 
of 1934 to extend and improve the provi- 
sions of such act relating to long-term 
financing for the Corporation for Public 
Broadcasting and relating to certain grant 
programs for public telecommunications, 
and for other purposes., 79-7059 

An act to amend the Comprehensive em- 
ployment and training act of 1973 to pro- 
vide improved employment and training 
services, to extend the authorization, and 
for other purposes., 79-5330 

An act to amend the Council on Wage and 
Price Stability act to extend the authority 
granted by such act to September 30, 
1980, and for other purposes., 79-19024 

An act to amend the District of Columbia 
self-government and governmental reor- 
ganization act to repeal the authority of 
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the President to sustain vetoes by the 
Mayor of the District of Columbia of acts 
passed by the Council of the District of 
Columbia and repassed by two-thirds of 
the Council ..., 79-7036 

An act to amend the Economic opportunity 
act of 1964, and for other purposes., 79- 
7060 

An act to amend the Endangered species 
act of 1973 to establish an Endangered 
Species Interagency Committee to review 
certain actions to determine whether ex- 
emptions from certain requirements of 
that act should be granted for such ac- 
tions ., 79-7089 

An act to amend the Farm credit act of 
1971 to extend the term for production 
credit association loans to producers or 
harvesters of aquatic products., 79-5309 

An act to amend the Federal aviation act of 
1958, to encourage, develop, and attain 
an air transportation system which relies 
on competitive market forces to deter- 
mine the quality, variety, and price of air 
services, and for other purposes., 79- 
7023 

An act to amend the Federal insecticide, 
fungicide, and rodenticide act, as amend- 
ed., 79-3349 

An act to amend the Federal meat inspec- 
tion act to require that meat inspected 
and approved under such act be pro- 
duced only from livestock slaughtered in 
accordance with humane methods, and 
for other purposes., 79-5310 

An act to amend the Federal property and 
administrative services act of 1949 to 
permit the recovery of replacement cost 
of motor vehicles and other related 
equipment and supplies., 79-7024 

An act to amend the Federal railroad safety 
act of 1970 to authorize additional appro- 
priations, and for other purposes., 79- 
9349 

An act to amend the Federal Reserve act to 
authorize Federal Reserve banks to lend 
certain obligations to the Secretary of the 
Treasury to meet the short-term cash re- 
quirements of the Treasury, and for other 
purposes., 79-21790 

An act to amend the Federal Trade Com- 
mission act to exempt savings and loan 
institutions from the application of certain 
provisions contained in such act., 79- 
21793 

An act to amend the Federal water pollu- 
tion control act to provide additional au- 
thorizations for certain operating pro- 
grams under the act., 79-7064 

An act to amend the Fishery conservation 
zone transition act in order to give effect 
to the Reciprocal Fisheries Agreement 
for 1978 between the United States and 
Canada., 79-3323 

An act to amend the Foreign assistance act 
of 1961 to authorize development and 
economic assistance programs for fiscal 





year 1979, to make certain changes in the 
authorities of the act and the Agricultural 
trade development and assistance act of 
1954, to improve coordination and admin- 
istration of United States development- 
related policies and programs, and for 
other purposes., 79-3362 

An act to amend the Hazardous materials 
transportation act to authorize appropri- 
ations for fiscal year 1979., 79-3353 

An act to amend the Immigration and na- 
tionality act to exclude from admission 
into, and to deport from, the United 
States all aliens who persecuted any 
person on the basis of race, religion, na- 
tional origin, or political opinion, under 
the direction of the Nazi government of 
Germany, and for other purposes., 79- 
7046 

An act to amend the Immigration and na- 
tionality act to facilitate the admission 
into the United States of more than two 
adopted children, and to provide for the 
expeditious naturalization of adopted chil- 
dren., 79-3360 

An act to amend the Independent Safety 
Board act of 1974 to authorize additional 
appropriations., 79-5277 

An act to amend the Internal Revenue 
Code of 1954 to insure that the deduction 
for contributions to a black lung benefit 
trust be allowed for any such contribu- 
tions which are made for the purpose of 
satisfying unfunded future liability, and 
for other purposes., 79-7011 

An act to amend the Internal Revenue 
Code of 1954 to provide that income 
from the conducting of certain bingo 
games by certain tax-exempt organiza- 
tions will not be subject to tax, and for 
other purposes., 79-7021 

An act to amend the Internal Revenue 
Code of 1954 to reduce income taxes, and 
for other purposes., 79-7075 

An act to amend the Internal Revenue 
Code of 1954 with respect to excise tax 
on certain trucks, buses, tractors, et 
cetera, home production of beer and 
wine, refunds of the taxes on gasoline and 
special fuels to aerial applicators, and par- 
tial rollovers of lump sum distributions., 
79-5318 

An act to amend the International banking 
act of 1978 (Public Law 95-369) to 
extend the time for foreign banks to 
obtain required deposit insurance with re- 
spect to existing branches in the United 
States., 79-23526 

An act to amend the International develop- 
ment and food assistance act of 1978 and 
the Foreign assistance and related pro- 
grams appropriations act, 1979 by striking 
out certain prohibitions relating to 
Uganda, and for other purposes. 79- 
23529 

An act to amend the Jury selection and 
service act of 1968, as amended, by revis- 
ing the section on fees of jurors and by 
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providing for a civil penalty and injunc- 
tive relief in the event of a discharge or 
threatened discharge of an employee by 
reason of such employee‘s Federal jury 
service., 79-7062 

An act to amend the National Capital trans- 
portation act of 1969 to remove the limi- 
tation on the amount authorized for Dis- 
trict of Columbia contributions for the 
cost of construction of the rapid transit 
system of the National Capital region., 
79-23519 

An act to amend the National ocean pollu- 
tion research and development and moni- 
toring planning act of 1978 to authorize 
appropriations to carry out the provisions 
of such act for fiscal year 1980. 79- 
16009 

An act to amend the North Pacific fisheries 
act of 1954., 79-6988 

An act to amend the Older Americans act 
of 1965 to provide for improved pro- 
grams for older persons, and for other 
purposes., 79-7008 

An act to amend the Pennsylvania Avenue 
Development Corporation act of 1972, to 
provide for the establishment of the San 
Antonio Missions National Historical 
Park, and for other purposes., 79-9378 

An act to amend the Perishable agricultural 
commodities act., 79-7055 

An act to amend the pilot project workfare 
provisions of the Food stamp act of 
1977., 79-3352 

An act to amend the Ports and waterways 
safety act of 1972, and for other pur- 
poses., 79-5322 

An act to amend the Public health service 
act and related health laws to revise and 
extend the programs of financial assist- 
ance for the delivery of health services 
wy 79-9375 

An act to amend the Public health service 
act to revise and extend the authorities 
under that act relating to health services 
research and health statistics and to estab- 
lish a National Center for Health Care 
Technology, and for other purposes., 
79-7086 

An act to amend the Public health service 
act to revise and extend the program of 
assistance under that act for health main- 
tenance organizations., 79-7054 

An act to amend the Public works and eco- 
nomic development act of 1965 to au- 
thorize a program of research, develop- 
ment, and demonstration of guayule 
rubber production and manufacture as an 
economic development opportunity for 
the Southwestern States., 79-9358 

An act to amend the Rail passenger service 
act to extend the authorizations of appro- 
priations for an additional fiscal year, to 
provide for public consideration and im- 
plementation of a rail passenger service 
study, and for other purposes., 79-3361 

An act to amend the Regional rail reorgani- 
zation act of 1973 to authorize appropri- 
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ations for the United States Railway As- 
sociation for fiscal year 1979., 79-5331 

An act to amend the Regional r=il reorgani- 
zation act of 1973 to authorize the pur- 
chase of an additional $1,200,000,000 of 
the series A preferred stock of the corpo- 
ration, and for other purposes., 79-9345 

An act to amend the Regional rail reorgani- 
zation act of 1973 to require ConRail to 
make premium payments under certain 
medical and life insurance policies ..., 
79-9361 

An act to amend the Rehabilitation act of 
1973 to extend certain programs estab- 
lished in such act, to establish a commu- 
nity service employment program for 
handicapped individuals ..., 79-7076 

An act to amend the Securities exchange 
act of 1934 to authorize appropriations 
for the Securities and Exchange Commis- 
sion for fiscal years 1979 and 1980, and 
for other purposes., 79-5294 

An act to amend the Shipping act, 1916, to 
strengthen the provisions prohibiting re- 
bating practices in the United States for- 
eign trades., 79-16016 

An act to amend the Small business act and 
the Small business investment act of 
1958., 79-7025 

An act to amend the Speedy trial act of 
1974., 79-21798 

An act to amend the tariff schedules of the 
United States to provide for the duty-free 
entry of competition bobsleds and luges., 
79-7084 

An act to amend the Water resources plan- 
ning act (79 Stat. 244, as amended)., 79- 
3354 

An act to amend title 10, United States 
Code, to make certain changes in the Re- 
tired Serviceman‘s Protection Plan and 
the Survivor Benefit Plan as authorized 
by chapter 73 of that title, and for other 
purposes., 79-3350 

An act to amend title IV of the Employee 
retirement income security act of 1974 to 
postpone for 10 months the date on 
which the corporation must pay benefits 
under terminated multiemployer plans., 
79-16015 

An act to amend title 5, United States 
Code, to authorize the Civil Service 
Commission to comply with the terms of 
a court decree, order, or property settle- 
ment in connection with the divorce, an- 
nulment, or legal separation of a Federal 
employee who is under the civil service 
retirement system, and for other pur- 
poses., 79-3332 

An act to amend title 5, United States 
Code, to establish a program to increase 
part-time career employment within the 
civil service., 79-5303 

An act to amend title 5, United States 
Code, to provide that Japanese-Ameri- 
cans shall be allowed civil service retire- 
ment credit for time spent in World War 
II interment camps., 79-3340 
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An act to amend title 10, United States 
Code, to allow nationals, as well as citi- 
zens, of the United States to participate in 
the Junior Reserve Officers‘ Training 
Corps program., 79-3330 

An act to amend title 10, United States 
Code, to authorize the Secretary of De- 
fense to provide transportation to the 
Girl Scouts of the United States of Amer- 
ica in connection with international 
world friendship events or troops on for- 
eign soil meetings, and for other pur- 
poses., 79-7014 

An act to amend title 10, United States 
Code, to modernize the permanent facul- 
ty structure at the United States Military 
Academy, and for other purposes., 79- 
7048 

An act to amend title 10, United States 
Code, to prohibit union organization of 
the armed forces ..., 79-9369 

An act to amend title 10, United States 
Code, to provide that a member of the 
Board of Regents of the Uniformed Serv- 
ices University of the Health Sciences 
whose term of office has expired shall 
continue to serve until a successor is ap- 
pointed., 79-9355 

An act to amend title XI of the Merchant 
marine act, 1936, to permit the guarantee 
of obligations for financing Great Lakes 
vessels in an amount not exceeding 87 1/ 
2 per centum of the actual or depreciated 
actual cost of each vessel., 79-9321 

An act to amend title 18 of the United 
States Code to eliminate racketeering in 
the sale and distribution of cigarettes, and 
for other purposes., 79-9350 

An act to amend title 28 of the United 
States Code to make certain changes in 
the divisions within judicial districts and 
in the places of holding court ..., 79- 
7063 

An act to amend title 28 of the United 
States Code to make certain changes in 
the places of holding Federal district 
courts, in the divisions within judicial dis- 
tricts, and in judicial district dividing 
lines., 79-5287 

An act to amend title 28 of the United 
States Code to provide that the require- 
ment that each United States attorney 
and United States marshal reside in the 
district for which he is appointed shall 
not apply to an individual appointed to 
such a position for the Northern Mariana 
Islands if such individual is at the same 
time serving in the same capacity in an- 
other district., 79-7040 

An act to amend title 38, United States 
Code, to improve the housing benefits 
programs of the Veterans‘ Administra- 
tion, to authorize the Administrator of 
Veterans‘ Affairs to pay an allowance to 
a State for expenses incurred in the burial 
of eligible veterans .... 79-7007 

An act to amend title 38, United States 
Code, to provide improvements in the 
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pension program for certain veterans of a 
period of war with non-service-connected 
disabilities ..., 79-7072 

An act to amend title 38, United States 
Code, to revise and improve certain 
health-care programs of the Veterans‘ 
Administration, to authorize the construc- 
tion, alteration, and acquisition of certain 
medical facilities, and to expand certain 
benefits for disabled veterans, and for 
other purposes., 79-16013 

An act to amend title 39 of the United 
States Code to provide better enforce- 
ment procedures for preventing fraudu- 
lent solicitations through the mails., 79- 
5276 

An act to amend title 44 to insure the pres- 
ervation of and public access to the offi- 
cial records of the President, and for 
other purposes., 79-9357 

An act to authorize a supplemental appro- 
priation to the National Aeronautics and 
Space Administration for research and 
development., 79-16008 

An act to authorize additional appropri- 
ations for the acquisition of lands and in- 
terests in lands within the Sawtooth Na- 
tional Recreation Area in Idaho., 79- 
7087 

An act to authorize additional appropri- 
ations for the Temporary Commission on 
Financial Oversight of the District of Co- 
lumbia, and for other purposes., 79- 
16018 

An act to authorize and direct the Secre- 
tary of the Interior to acquire certain 
lands for the benefit of the Mille Lacs 
Band of the Minnesota Chippewa Indi- 
ans., 79-9348 

An act to authorize appropriations for ac- 
tivities and programs carried out by the 
Secretary of the Interior through the 
Bureau of Land Management., 79-3328 

An act to authorize appropriations for ac- 
tivities for the National Science Founda- 
tion for fiscal year 1980, and for other 
purposes., 79-21799 

An act to authorize appropriations for envi- 
ronmental research, development, and 
demons‘rations for the fiscal year 1979, 
and for other purposes., 79-9316 

An act to authorize appropriations for fiscal 
year 1979 for procurement of aircraft, 
missiles, naval vessels, tracked combat 
vehicles, torpedoes, and other weapons 
and for research, development, test and 
evaluation for the Armed Forces, to pre- 
scribe the authorized personnel strength 
for each active duty component and the 
Selected Reserve of each Reserve com- 
ponent of the Armed Forces and for ci- 
vilian personnel of the Department of 
Defense, to authorize the military train- 
ing student loads, to authorize appropri- 
ations for civil defense, and for other pur- 
poses., 79-5326 

An act to authorize appropriations for fiscal 
year 1979 for the Department of State, 





January — December 1979 An act to designate a building in Pittsburg, Kansas, as the ”Joe Skubitz Social 


the International Communication 
Agency, and the Board for International 
Broadcasting, to make changes in the 
laws relating to those agencies, to make 
changes in the Foreign Service personnel 
system, to establish policies and responsi- 
bilities with respect to science, technol- 
ogy, and American diplomacy, and for 
other purposes., 79-3363 

An act to authorize appropriations for fiscal 
year 1980 for international development 
and economic assistance programs and 
for the Peace Corps, and for other pur- 
poses., 79-21805 

An act to authorize appropriations for fiscal 
years 1980 and 1981 for the Department 
of State, the International Communica- 
tion Agency, and the Board for Interna- 
tional Broadcasting., 79-23522 

An act to authorize appropriations for fiscal 
years 1980 and 1981 under the Arms con- 
trol and disarmament act, and for other 
purposes., 79-23528 

An act to authorize appropriations for the 
construction of certain highways in ac- 
cordance with title 23 of the United 
States Code, for highway safety, for mass 
transportation in urban and in rural areas, 
and for other purposes., 79-9363 

An act to authorize appropriations for the 
Department of Energy for national secu- 
rity programs for fiscal year 1979, and 

79-7026 


for other purposes., 
An act to authorize appropriations for the 
fiscal year 1979 under the International 
investment survey act of 1976, and for 


other purposes., 79-3339 

An act to authorize appropriations for the 
international affairs functions of the De- 
partment of the Treasury for fiscal year 
1980., 79-21800 

An act to authorize appropriations for the 
purpose of carrying out the activities of 
the Department of Justice for fiscal year 
1979, and for other purposes., 79-9374 

An act to authorize appropriations to carry 
out conservation programs on military 
reservations and public lands during fiscal 
years 1979, 1980, and 1981., 79-5292 

An act to authorize appropriations to carry 
out the Fishery conservation and man- 
agement act of 1976 during fiscal year 
1979, to provide for the regulation of for- 
eign fish processing vessels in the fishery 
conservation zone, and for other pur- 
poses., 79-3329, 79-23523 

An act to authorize appropriations to the 
National Aeronautics and Space Adminis- 
tration for research and development, 
construction of facilities, and research 
and program management, and for other 
purposes., 79-5285, 79-21801 

An act to authorize appropriations to the 
Nuclear Regulatory Commission for 
fiscal year 1979, and for other purposes., 
79-9364 





An act to authorize electronic surveillance 
to obtain foreign intelligence informa- 
tion., 79-9323 

An act to authorize establishment of the 
Fort Scott National Historic Site, Kansas, 
and for other purposes., 79-5325 

An act to authorize Federal agencies to ex- 
periment with flexible and compressed 
employee work schedules., 79-3345 

An act to authorize supplemental interna- 
tional security assistance for the fiscal 
year 1979 in support of the peace treaty 
between Egypt and Israel, and for other 
purposes., 79-21792 

An act to authorize the appropriation of 
specified dollar amounts for each of the 
National Science Foundation‘s major pro- 
gram areas (and certain subprograms), 
and to provide requirements relating to 
periods of availability and transfers of the 
authorized funds., 79-5300 

An act to authorize the Architect of the 
Capitol to install solar collectors for fur- 
nishing a portion of the energy needs of 
the Rayburn House Office Building and 
House Office Building Annex Numbered 
2, and for other purposes., 79-7065 

An act to authorize the issuance of substi- 
tute Treasury checks without undertak- 
ings of indemnity, except as the Secretary 
of the Treasury may require., 79-3338 

An act to authorize the permanent estab- 
lishment of a system of Federal informa- 
tion centers., 79-7013 

An act to authorize the President of the 
United States to present on behalf of the 
Congress a specially struck gold medal to 
Lieutenant General Ira C. Eaker, United 
States Air Force (retired)., 79-5304, 
79-16007, 79-16011 

An act to authorize the Secretary of Agri- 
culture to accept and administer on 
behalf of the United States gifts or de- 
vises of real and personal property for 
the benefit of the Department of Agricul- 
ture or any of its programs., 79-5308 

An act to authorize the Secretary of Agri- 
culture to provide cooperative forestry 
assistance to States and others, and for 
other purposes., 79-3322 

An act to authorize the Secretary of Agri- 
culture to relinquish exclusive legislative 
jurisdiction over lands or interests under 
his control., 79-5307 

An act to authorize the Secretary of 
Energy to enter into cooperative agree- 
ments with certain States respecting re- 
sidual radioactive material at existing sites 
wy 79-9366 

An act to authorize the Secretary of the 
Army to return to the Federal Republic 
of Germany ten paintings of the German 
Navy seized by the United States Army 
at the end of World War II, 79-7032 

An act to authorize the Secretary of the 
Interior to construct, restore, operate, 
and maintain new or modified features at 
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existing Federal reclamation dams for 
safety of dams purposes., 79-7066 

An act to authorize the Smithsonian Institu- 
tion to acquire the Museum of African 
Art, and for other purposes., 79-5289 

An act to authorize the Smithsonian Institu- 
tion to construct support museum facili- 
ties., 79-9347 

An act to authorize withholding from sala- 
ries disbursed by the Secretary of the 
Senate and from certain employees under 
the jurisdiction of the Architect of the 
Capitol for contribution to certain chari- 
table organizations., 79-7004 

An act to change the name of the District 
of Columbia Bail Agency to the District 
of Columbia Pretrial Services Agency., 
79-3344 

An act to change the tax treatment of 
income earned abroad by United States 
citizens and residents, and for other pur- 
poses., 79-7081 

An act to clarify the authority for employ- 
ment of personnel in the White House 
Office and the Executive Residence at 
the White House, to clarify the authority 
for employment of personnel by the 
President to meet unanticipated needs, 
and for other purposes., 79-7061 

An act to clarify the status of certain legis- 
lative and judicial officers under the pro- 
visions of title 5, United States Code, re- 
lating to annual and sick leave, and for 
other purposes., 79-9326 

Act to combat international terrorism : 
report to accompany H.R. 2441 /, 79- 
23492 

Act to combat international terrorism : 
report to accompany H.R. 13387 /, 79- 
6906 

An act to confer jurisdiction upon the 
United States Court of Claims to hear, 
determine, and render judgment upon the 
claim of John T. Knight., 79-6920 

An act to consent to certain amendments to 
the New Hampshire-Vermont interstate 
school compact, approved by Public Law 
91-21., 79-9331 

An act to continue the work of the 
President's Commission on Pension 
Policy to develop a national retirement 
income policy in the United States, and 
for other purposes., 79-17649 

An act to create the District Court for the 
Northern Mariana Islands, implementing 
article IV of the Covenant to establish a 
Commonwealth of the Northern Mariana 
Islands in Political Union with the United 
States of America., 79-18959 

An act to create the Indian Peaks Wilder- 
ness Area and the Arapaho National Rec- 
reation Area ..., 79-9311 

An act to declare that the United States 
holds in trust for the Pueblo of Zia cer- 
tain public domain lands., 79-5329 

An act to designate a building in Pittsburg, 
Kansas, as the "Joe Skubitz Social Secu- 
rity Administration Center“., 79-9336 
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An act to designate a certain Federal build- 
ing in Big Stone Gap, Virginia, the ”C. 
Bascom Slemp Building“. 79-7045 

An act to designate a certain Federal build- 
ing in Bloomington, Illinois, the ”Leslie 
C. Arends Building“., 79-9329 

An act to designate a certain Federal build- 
ing in Champaign, Illinois, the ’William 
L. Springer Building“., 79-7037 

An act to designate certain lands in the 
State of Wisconsin as wilderness., 79- 
7015 

An act to designate the Boundary Waters 
Canoe Area Wilderness, to establish the 
Boundary Waters Canoe Area Mining 
Protection Area, and for other purposes., 
79-7016 

An act to designate the building known as 
the Ozark National Forest Headquarters 
Building in Russellville, Arkansas, as the 
"Henry R. Koen Forest Service Build- 
ing“., 79-7002 

An act to designate the Federal building 
and United States courthouse in Hato 
Rey, Puerto Rico, the ’Federico Degetau 
Federal Building“., 79-5272 

An act to designate the ”"George Mahon 
Federal Building’., 79-7039 

An act to designate the Great Bear Wilder- 
ness, Flathead National Forest, and en- 
large the Bob Marshall Wilderness, Flath- 
ead and Lewis and Clark National For- 
ests, State of Montana., 79-9339 

An act to designate the Meat Animal Re- 
search Center located near Clay Center, 
Nebraska, as the "Roman L. Hruska 
Meat Animal Research Center“, 79- 
5302 

An act to designate the Mike Monroney 
Aeronautical Center., 79-5270 

An act to designate the new Terminal 
Radar Approach Control Federal Build- 
ing in Hempstead, Long Island, New 
York, as the ”Charles A. Lindbergh Fed- 
eral Building“., 79-9328 

An act to designate the “Omar Burleson 
Federal Building“., 79-7038 

An act to designate the "Paul G. Rogers 
Federal Building“., 79-9330 

An act to designate the proposed new Vet- 
erans’ Administration hospital in Little 
Rock, Arkansas, as the *John L. McClel- 
lan Memorial Veterans‘ Hospital“, and 
for other purposes., 79-9306 

An act to designate the United States De- 
partment of Agriculture‘s Bee Research 
Laboratory in Tucson, Arizona, as the 
"Carl Hayden Bee Research Center“., 
79-6995 

An act to designate the United States De- 
partment of Agriculture‘s Pecan Field 
Station in Brownwood, Texas, as the ”W. 
R. ‘Bob’ Poage Pecan Field Station“., 
79-5314 

An act to designate the United States Post 
Office and Federal Building in Griffin, 
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Georgia, the "John J. Flynt, Jr. Federal 
Building’., 79-9337 

An act to designate the Veterans‘ Adminis- 
tration center located at 1901 South First 
Street, Temple, Texas, as the ”Olin E. 
Teague Veterans‘ Center“, and for other 
purposes., 79-5275 

An act to enable the Department of Justice 
and the Administrative Office of the 
United States Courts to provide services 
and special supervision to drug dependent 
Federal offenders in an efficient and ef- 
fective manner., 79-9332 

An act to enhance the flexibility of contrac- 
tual authority of the Temporary Commis- 
sion on Financial Oversight of the Dis- 
trict of Columbia., 79-5281 

An act to establish a comprehensive 
coordinated national climate policy 
program, and for other purposes., 
3333 

An act to establish a Rural Transportation 
Advisory Task Force, and for other pur- 
poses., 79-7067 

An act to establish a uniform law on the 
subject of bankruptcies., 79-9362 

An act to establish fees and allow per diem 
and mileage expenses for witnesses before 
United States courts., 79-7043 

An act to establish standards for the place- 
ment of Indian children in foster or adop- 
tive homes, to prevent the breakup of 
Indian families, and for other purposes., 
79-7078 

An act to extend and amend the special 
supplemental food program and the child 
care food program, and for other pur- 
poses., 79-9376 

An act to extend certain programs under 
the Higher education act of 1965 for one 
year, and for other purposes., 79-21802 

An act to extend for three years the au- 
thorizations for appropriations under the 
Safe drinking water act., 79-23525 

An act to extend provisions of the Noise 
control act of 1972 for one year, and for 
other purposes., 79-7079 

An act to extend temporarily the authority 
of the Secretary of the Treasury to waive 
the imposition of countervailing duties., 
79-19021 

An act to extend the authority for the flexi- 
ble regulation of interest rates on deposits 
and accounts in depository institutions., 
79-9379, 79-10620 

An act to extend the boundaries of the 
Toiyabe National Forest in Nevada, and 
for other purposes., 79-9367 

An act to extend the Commission on Civil 
Rights for five years, to authorize appro- 
priations for the Commission, to effect 
certain technical changes to comply with 
changes in the law, and for other pur- 
poses., 79-6994 

An act to extend the Commodity exchange 
act, and for other purposes., 79-3355 


and 
and 
79- 
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An act to extend the programs of assistance 
under title X and part B of title XI of the 
Public health services act., 79-9370 

An act to extend until the close of June 30, 
1981, the existing suspension of duties on 
certain metal waste and scrap, unwrought 
metal, and other articles of metal, and for 
other purposes., 79-9322 

An act to facilitate the exchange of certain 
lands in the State of Oregon, and for 
other purposes., 79-5283 

An act to further amend the Mineral leasing 
act of 1920 (30 U.S.C. 201(a)), to author- 
ize the Secretary of the Interior to ex- 
change Federal coal leases and to encour- 
age recovery of certain coal deposits, and 
for other purposes., 79-7051 

An act to improve the administration and 
operation of the Overseas citizens voting 
rights act of 1975, and for other pur- 
poses., 79-9359 

An act to improve the operations of the 
national sea grant program, to authorize 
appropriations to carry out such program 
for fiscal years 1979 and 1980, and for 
other purposes., 79-5295 

An act to improve the range conditions of 
public rangelands., 79-7029 

An act to incorporate the United States 
Capitol Historical Society., 79-9320 

An act to increase the authorization of ap- 
propriations wader the act of December 
22, 1974 (88 Stat. 1712)., 79-21796 

An act to increase the fiscal year 1979 au- 
thorization for appropriations for the 
food stamp program, and for other pur- 
poses., 79-23520 

An act to increase the price of migratory- 
bird hunting and conservation stamps and 
to provide for consultation by the Secre- 
tary of the Interior with State and local 
authorities before migratory bird areas 
are recommended for purchase or rental, 
and for other purposes., 79-7049 

An act to make specific provisions for ball 
or roller bearing pillow block, flange, 
take-up, cartridge, and hanger units in the 
tariff schedules of the United States, and 
for other purposes., 79-7019 

An act to make technical and conforming 
changes to the financial disclosure provi- 
sions in the Ethics in government act of 
1978., 79-16010 

An act to make technical corrections in the 
North Pacific fisheries act of 1954., 79- 
7050 

An act to modify a portion of the south 
boundary of the Salt River Pima-Mari- 
copa Indian Reservation in Arizona, and 
for other purposes., 79-5284 

An act to name a certain Federal building 
in Jonesboro, Arkansas, the "E. C. Took‘ 
Gathings Building“., 79-5290 

An act to name a certain Federal building 
in Laguna Niguel, California, the Chet 
Holifield Building“., 79-5274 
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An act to name a certain Federal building 
in Shreveport, Louisiana, the "Joe Wag- 
goner Federal Building“., 79-9338 

An act to name a lake which has been com- 
pleted as part of the Papillion Creek basin 
project as the "Standing Bear Lake“., 
79-5288 

An act to name the post office and Federal 
building in Portland, Maine, the ”Freder- 
ick G. Payne Building“., 79-7034 

An act to permit any State the reciprocal 
right to sue in the Superior Court of the 
District of Columbia to recover taxes due 
such State., 79-3343 

An act to permit the State of Hawaii to use 
the proceeds from the sale, lease, or other 
disposition of certain real property for 
any public purpose., 79-9319 

An act to prohibit discrimination in rates 
charged by the Southwestern Power Ad- 
ministration., 79-6996 

An act to promote a more adequate and 
responsive national program of water re- 
search and development, and for other 
purposes., 79-5320 

An act to promote and coordinate amateur 
athletic activity in the United States, to 
recognize certain rights for United States 
amateur athletes, to provide for the reso- 
lution of disputes involving national gov- 
erning bodies, and for other purposes., 
79-7077 

An act to provide authorization of appro- 
priations for the United States Interna- 
tional Trade Commission for fiscal year 
1979., 79-5296 

An act to provide for an accelerated pro- 
gram of research, development, and dem- 
onstration of solar energy photovoltaic 
energy technologies leading to early 
competitive commercial applicability of 
such technologies to be carried out by 
the Department of Energy ..., 79-9356 

An act to provide for an expanded and 
comprehensive extension program for 
forest and rangeland renewable _re- 
sources., 79-3321 

An act to provide for consumers a further 
means of minimizing the impact of infla- 
tion and economic depression by narrow- 
ing the price spread between costs to the 
producer and the consumer of needed 
goods, service, facilities, and commodities 
through the development and funding of 
specialized credit sources for, and techni- 
cal assistance to, self-help, not-for-profit 
cooperatives, and for other purposes., 
79-3327 

An act to provide for conveyance of cer- 
tain lands near Dixon, New Mexico, to 
the University of New Mexico., 79-7047 

An act to provide for cost-of-living adjust- 
ments in the annuity of a retired Comp- 
troller General, and for other purposes., 
79-7028 

An act to provide for grants to tribally con- 
trolled community colleges, and for other 
purposes., 79-9315 





An act to provide for nationwide service of 
subpoenas in all suits involving the False 
claims act, and for other purposes., 79- 
7068 

An act to provide for payments to local 
governments based upon the acreage of 
the National Wildlife Refuge System 
which is within their boundaries, and for 
other purposes., 79-7003 

An act to provide for recalculation of the 
retired pay of individuals who served as 
sergeant major of the Marine Corps 
before December 16, 1967., 79-9352 

An act to provide for the appointment of 
additional district and circuit judges, and 
for other purposes., 79-5327 

An act to provide for the regulation of 
rates or charges by certain state-owned 
carriers in the foreign commerce of the 
United States, and for other purposes., 
79-7010 

An act to provide for the resolution of 
claims and disputes relating to Govern- 
ment contracts awarded by executive 
agencies., 79-7056 

An act to provide for the United States to 
hold in trust for the Susanville Indian 
Rancheria of Lassen County, California, 
approximately one hundred and twenty 
acres of land., 79-6997 

An act to provide means for the acquisition 
and retention of title to certain lands by 
the village corporation organized pursu- 
ant to the Alaska Native claims settle- 
ment act for the natives of the village of 
Kake, Alaska, and for other purposes., 
79-9318 

An act to provide that members of the Sis- 
seton-Wahpeton Sioux Tribe may request 
the Secretary of the Interior to acquire 
certain lands, and to provide that the 
tribe shall have a preference right to pur- 
chase certain lands held in trust by the 
United States for tribal members., 79- 
3351 

An act to provide that the Exchange Stabi- 
lization Fund shall not be available for 
payment of administrative expenses, and 
for other purposes., 79-7080 

An act to reform the civil service laws., 
79-3365 

An act to regulate interstate commerce 
with respect to parimutuel wagering on 
horseracing, to maintain the stability of 
the horseracing industry, and for other 
purposes., 79-7030 

An act to rename the United States Federal 
building in Yakima, Washington, the 
"Justice William O. Douglas Federal 
Building*., 79-9333 

An act to reorganize the executive branch 
of the government and increase its econo- 
my and efficiency by establishing Offices 
of Inspector General within the Depart- 
ments of Agriculture, Commerce, Hous- 
ing and Urban Development, the Interior, 
Labor, and Transportation ..., 79-5315 
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An act to repeal a section of Public Law 
95-630., 79-14584 

An act to repeal certain provisions of law 
establishing limits on the amount of land 
certain religious corporations may hold in 
any Territory of the United States., 79- 
9353 

An act to repeal certain requirements relat- 
ing to notice of animal and plant quaran- 
tines, and for other purposes., 79-5305 

An act to repeal certain sections of title III 
of the Immigration and nationality act, 
and for other purposes., 79-5298 

An act to repeal chapter 27 of title 44, 
United States Code., 79-5279 

An act to require persons who acquire, 
transfer, or hold interests in agricultural 
land to report such transactions and hold- 
ings to the Secretary of Agriculture ..., 
79-9313 

An act to require the Secretary of Agricul- 
ture to convey a reversionary interest 
held by the United States in certain lands 
located in Bell County, Kentucky, to the 
Board of Education, Bell County, Ken- 
tucky., 79-23521 

An act to rescind certain budget authority 
contained in the message of the President 
of January 31, 1979 (H. Doc. 96-46), 
transmitted pursuant to the Impoundment 
control act of 1974., 79-19022 

An act to revise, codify, and enact without 
substantive change the Interstate Com- 
merce act and related laws as subtitle [TV 
of title 49, United States Code, ”Trans- 
portation™., 79-5321 

An act to revise miscellaneous timing re- 
quirements of the revenue laws, and for 
other purposes., 79-9377 

An act to revise the Strategic and critical 
materials stock piling act, to require that 
appropriations for acquisition of strategic 
and critical materials be authorized by 
law, to establish a national defense stock- 
pile transaction fund, and for other pur- 
poses., 79-21797 

An act to settle Indian land claims within 
the State of Rhode Island and Providence 
Plantations, and for other purposes., 79- 
3348 

An act to strengthen the economy of the 
United States through increased sales 
abroad of United States agricultural com- 
modities., 79-7020 

An act to suspend until the close of June 
30, 1980, the duty on certain doxorubicin 
hydrochloride antibiotics., 79-7082 

An act to terminate the authorization of the 
navigation project on the Columbia 
Slough, Oregon., 79-7012 

An act to transfer certain real property of 
the United States to the District of Co- 
lumbia Redevelopment Land Agency., 
79-6990 

An act to translate into practical reality the 
right of all Americans who are able, will- 
ing, and seeking to work to full opportu- 
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nity for useful paid employment at fair 
rates of compensation ..., 79-7035 

An act to validate certain land convey- 
ances, and for other purposes., 79-7071 

Action Agency publications., 79-4205, 
79-20219 

Action being taken to correct weaknesses in 
the rehabilitation loan program : report /, 
79-13533 

ACTION news digest., 79-187 

Action of the governors under 39 U.S.C., 
section 3625, and supporting record in 
the matter of proposed changes to the 
domestic mail classification schedule, 
docket no. MC76-2, concerning in-coun- 
try secon-class rates, preferred rate, 
second-class rates, and editorial rates re- 
garding agricultural publications : [deci- 
sionsf., 79-3000, 79-3001, 79-3002, 
79-3003, 79-3005, 79-21362 

Action of the governors under 39 U.S.C., 
section 3625, and supporting record in 
the matter of twelve proposed changes to 
the domestic mail classification schedule, 
docket nos. MC76-1, MC76-2, MC76-3, 
MC76-4 before the Postal Rate Commis- 
sion : transcript of hearings., 79-3004 

Action on aging legislation., 79-8729 

Actions in docket cases, 79-564 

Actions needed to improve military chain 
of command and inspectors general griev- 
ance procedures : report /, 79-16584 

Actions needed to stop excess medicare 
payments for blood and blood products : 
report to the Congress /, 79-13554 

Actions of the Board; applications and re- 
ports., 79-908 

Activate communities today, organize now 
for energy : a workbook for participants 
in the training session for community de- 
velopment /, 79-13391 

Activation and metabolism of carcinogens, 
79-1042 

Active arm (external cargo) stabilization 
system flight demonstration /, 79-5799 

Active duty personnel Army ROTC 
scholarships are available., 79-9558 

Active foreign credits of the United States 
Government, 79-4816 

Active heat exchange system development 
for latent heat thermal energy storage /, 
79-14888 

Active microwave users workshop report : 
proceedings of a workshop held at 
Lyndon B. Johnson Space Center, Hous- 
ton, Texas, August 1976 /, 79-12022 

Active solar air conditioning bibliography, 
79-20522 

An activist‘s guide for curbing the drunk 
driver., 79-21226 

Activities and summary report of the Com- 
mittee on the Budget, U.S. House of Rep- 
resentatives, Ninety-fifth Congress, 1977- 
1978 /, 79-9241 

Activities and summary report of the Com- 
mittee on the District of Columbia, 
House of Representatives., 79-9247 


Page I-736 





Activities carried out under the Veterans‘ 
Administration medical school assistance 
and health manpower training act of 1972 
(Public Law 92-541)., 79-6741 

Activities, chemistry & physics., 79-11141 

Activities coordinator‘s guide : a handbook 
for activities coordinator in long-term 
care facilities /, 79-4417 

Activities, earth sciences, 79-13027 

Activities for learning about conservation 
of forest resources : a guide for leaders of 
youth groups., 79-5467 

Activities, general solar topics., 79-13025 

Activities, junior high science., 79-13026 

Activities of special police and guard forces 
in the District of Columbia can be im- 
proved : report /, 79-4135 

Activities of the Committee on Govern- 
mental Affairs, 79-19047 

Activities of the Committee on Veterans‘ 
Affairs, House of Representatives., 79- 
9251 

Activities of the House Committee on Gov- 
ernment Operations., 79-9246 

Activities of the National Bureau of Stand- 
ards., 79-14748 

Activities relating to Title II Ports and wa- 
terways safety act of 1972., 79-18798 

Activity report of the Ad Hoc Committee 
on Energy, House of Representatives, 
April 21, 1977-January 2, 1979., 79- 
12443 

Activity report of the Committee on Com- 
merce, 79-19027 

Activity report of the Committee on Edu- 
cation and Labor of the U.S. House of 
Representatives, 79-12442 

Activity report to the Congress., 79-1425 

Actuarial condition of disability insurance, 
1978 /, 79-10595 

Actuators, electro-mechanical., 79-7346 

Acute and chronic leukemia, diagnosis, 
treatment., 79-1057 

Acute and chronic toxicity of HCN to fish 
and invertebrates /, 79-13429 

Acute conditions : incidence and associated 
disability, United States, July 1976-June 
1977 /, 79-4357 

Acute drug reactions in a hospital emergen- 
cy room /, 79-18326 

The acute toxicity of zinc to rainbow and 
brook trout : comparisons in hard and 
soft water /, 79-7748 

Ad Hoc Advisory Group on Vaginal Cy- 
trology : report., 79-16694 

Adamha merit promotion program : Q & 
A., 79-8081 

Adams County, Colorado, unincorporated 
areas., 79-6117 

Adaptable dwellings /, 79-16794 

Adaptive cancellation of local electromag- 
netic interference in naval HF communi- 
cation systems /, 79-11070 

Addendum to a diffusivity model for fluid 
flow and heat conduction in porous 
media (MERC/SP-77/2) /, 79-16450 
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Addendum to the Symposium on the Use of 
Herbicides in Forestry, February 21-22, 
1978, Crystal City Marriott Hotel, Ar- 
lington, Virginia /, 79-7136 

Additional appropriations for financial 
oversight : hearing and markups of the 
Subcommittee on Fiscal Affairs and 
Health and the Committee on the District 
of Columbia, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3672 and H.R. 3879 ... April 25 and 
May 7, 1979., 79-23360 

Additional authorization for the northeast 
corridor improvement project : hearing 
before the Subcommittee on Transporta- 
tion and Commerce of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-sixth Con- 
gress, first session ... March 7, 1979., 79- 
21583 

Additional district and circuit court judges : 
hearings before the Subcommittee on 
Monopolies and Commercial Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ... March 10, 23, and 24, 
1977., 79-9022 

Additional GAO audit standards : auditing 
computer-based systems., 79-11503 

Additional IRS actions needed to make sure 
that individuals pay the correct social se- 
curity tax: report /, 79-2425 

Additional maintenance requirements for 
aircraft type certificated for nine or less 
passenger seats., 79-15721 

Additional precious metals can be recov- 
ered., 79-11536 

Additional protocol I to the Treaty for the 
prohibition of nuclear weapons in Latin 
America : message from the President of 
the United States ..., 79-8635 

An address /, 79-4116, 79-4117, 79-4118 

Address by the Honorable Henry A. Kissin- 
ger, Secretary of State, at a luncheon in 
the Secretary‘s honor, hosted by His Ex- 
cellency Kenneth Kaunda, President of 
Zambia, the State House, Lusaka, 
Zambia, April 27, 1976., 79-20979 

Address list for regional airports divisions 
and airports district/field offices., 79- 
17246 

Addresses of CHAMPVA contractors., 
79-8617 

The adequacy of federal compensation to 
local governments for tax exempt Federal 
lands., 79-21240 

The adequacy of occupational data on em- 
ployed and unemployed workers for ana- 
lyzing labor market behavior /, 79-8658 

Adequacy of the administration‘s anti-infla- 
tion program : hearings before a subcom- 
mittee of the Committee on Government 
Operations, House of Representatives, 
Ninety-sixth Congress, first session ..., 
7179-14414 

Adhesion and adhesives /, 79-17076 
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Adhesives for COM-PLY studs /, 79- 
19136 

Adhestives and sealants, SIC 2891., 79- 
19307 

Adjustment assistance to firms under the 
Trade act of 1974 : income maintenance 
or successful adjustment : report to the 
Congress /, 79-11534 

Administration., 79-325 

Administration (Springfield), 79-325 

Administration (AUXMIN) _instructor‘s 
guide., 79-15759 

Administration of insured home mortgages., 
79-10004 

Administration of Public Laws 81-874 & 81- 
815., 79-9905 

Administration of the AFDC program : 
third report /, 79-21727 

Administration of the Antidumping act of 
1921 : hearing before the Subcommittee 
on Trade of the Committee on Ways and 
Means, House of Representatives, Ninety- 
fifth Congress, second session ... Septem- 
ber 21, 1978., 79-6754 

Administration of the Buy American act : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, April 5, 1978., 
79-6665 

Administration of the Employee Retirement 
Income Security Act, 79-11886 

Administration of the Foreign agents regis- 
tration act, 79-4595 

Administration of the home mortgage as- 
signment programs., 79-11756 

Administration of the local public works 
capital development and investment pro- 
gram : joint hearings before the Subcom- 
mittee on Economic Development and 
the Subcommittee on Investigations and 
Review of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
second session, March 7, 9, and 10, 1978., 
79-9094 

Administration of the Marine mammal pro- 
tection act of 1972, 79-5643, 79-8267 

Administration of training, 79-10876 

Administration of U.S. export licensing 
should be consolidated to be more re- 
sponsive to industry : report to the Con- 
gress /, 79-5969 

Administration policy for the eastern Medi- 
terranean region /, 79-8401 

The Administration‘s anti-inflation program 
: hearings before the Subcommittee on 
Economic Stabilization of the Committee 
on Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, June 21, July 
12 and 26, 1978., 79-5027 

Administration’s proposals for elementary 
and secondary education., 79-5055 

The Administration's voluntary wage-price 
guidelines : hearing before the Subcom- 





mittee on Economic Stabilization of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-fifth Congress, second session, 
November 22, 1978., 79-8802 

Administration‘’s welfare reform proposal : 
joint hearings before the Welfare Reform 
Subcommittee of the Committee on Agri- 
culture, Committee on Education and 
Labor, Committee on Ways and Means, 
U.S. House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 9030 
wey 7179-12294 

Administrative activities of the U.S. Rail- 
road Retirement Board : oversight : hear- 
ing before the Subcommittee on Trans- 
portation and Commerce of the Commit- 
tee on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ... September 
26, 1978., 79-10516 

Administrative practices supplement to the 
NIH guidelines for research involving re- 
combinant DNA molecules : policies and 
administrative procedures for recombin- 
ant DNA research subject to the NIH 
guidelines /, 79-9930 

Administrative procedure act amendments 
of 1978 : hearings before the Subcommit- 
tee on Administrative Practice and Pro- 
cedure of the Committee on the Judici- 
ary, United States Senate, Ninety-fifth 
Congress, second session ..., 79-12391 

Administrative specialist /, 79-14818, 79- 
16366, 79-16367 

Administrative support manual., 79-20933 

Administrative weaknesses in St. Louis‘ 
Comprehensive employment and training 
act program : report /, 79-20166 

Administrator's alert, 79-629 

Administrator's alert from the Executive 
Director, U.S. Civil Service Commis- 
sion., 79-629 

Administrator‘s annual financial report - 
National Credit Union Administration., 
79-12030 

Administrator‘s annual report - General 
Services Administration 
(OCoLC)1266019, 79-11587 

Administrator‘s role; outline and participant 
materials for session A and B for adminis- 
trators., 79-2499 

Administrator's role, outline and _partici- 
pants‘ materials for application sessions 
for administrators., 79-13634 

Adminstrative practices supplement to the 
NIH guidelines for research involving re- 
combinant DNA molecules : policies and 
administrative procedures for recombin- 
ant DNA research subject to the NIH 
guidelines /, 79-16710 

Admission of refugees into the United 
States : hearings before the Subcommittee 
on Immigration, Citizenship, and Interna- 
tional Law of the Committee on the Judi- 
ciary, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 3056 
wey 79-5120 
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Adobe ranchhouse., 79-16069 

Adolescence : intervention 
participant‘s manual /, 79-8097 

Adolescence intervention strategies 
trainer's manual /, 79-8098 

Adolescent alcoholism January 1975 
through July 1979, 138 citations /, 79- 
20382 

Adolescent health, services, and pregnancy 
prevention and care act of 1978 : report 
to accompany S. 2910., 79-9406 

Adolescent health, services, and pregnancy 
prevention care act of 1978 : hearings 
before the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session, on S. 2910 
.- June 14, and July 12, 1978., 79-8922 

Adolescent sexuality in a changing Ameri- 
can society : social and psychological 
perspectives /, 79-7973 

Adolescents with sickle cell anemia and 
sickle cell trait., 79-2523 

Adopt-a-horse program : hearing before the 
Subcommittee on Governmental Efficien- 
cy and the District of Columbia of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, April 24, 1979., 79- 
23392 

Adoption and utilization of energy conser- 
vation in local government : a decision- 
making study /, 79-18084 

Adoptions., 79-7948 

ADP terminal operations handbook., 79- 
20509 

ADP training course catalog., 79-4819 

Adsorption and chemical reaction of gas- 
eous mixtures of hydrogen chloride and 
water on aluminum oxide and application 
to solid-propellant rocket exhaust clouds 
/, 79-4675 

Adult boarding homes : hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Con 
second session, February 10, 1978., 79- 
8733 

Adult education., 79-11577 

Adult, learning, community, today, self- 
growth., 79-23228 

Adult learning needs and the demand for 
lifelong learning., 79-15227 

Advance bulletin of Interstate commerce 
acts annotated., 79-1269 
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of the National Center for Health Statis- 
tics, 79-1113 
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ceedings of a conference held at Langley 
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report of the United States Civil Rights., 
79-9512 

Agency for International Development's 
housing investment guaranty program : 
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tween the United States of America and 


79- 





Sri Lanka, signed at Colombo, February 
28, 1978., 79-21079 

Agricultural chemicals, N.E.C., SIC 2879., 
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Agriculture decisions, 79-2 
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States Department of Agriculture., 79-2 

Agriculture publications., 79-20230 

Agriculture, rural development and related 
agencies appropriation bill, 1980 : report 
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FMVSS no. 121 braking systems & stabil- 
ity augmentation devices /, 79-15793 

Air carrier dispersal planning program., 
79-17242 

Air carrier financial statistics., 79-544 

Air carrier traffic statistics, 79-541 

Air commerce traffic pattern, 
79-12188, 79-23151 

Air-conditioning and refigeration equip- 
ment, 79-3554, 79-5549 


almanac., 79-5813, 79-11101, 


79- 


79-4880, 


Air-conditioning and refrigeration equip- 
ment, including warm air furnaces., 
3554, 79-5549 

Air conditioning, commercial and industrial 
refrigeration equipment trade data, 79- 
5 


79- 


Air conditioning equipment., 79-19654 

Air defense magazine., 79-709 

Air defense radar repairer /, 79-10988, 
79-10989 

Air defense trends, 79-709 

An air emissions analysis of energy projec- 
tions for the annual report to Congre[sst 
/, 7179-20034 

Air Force Academy Catalog, 
79-16393 

Air Force ASPR supplement, 79-644 

The Air Force can reduce inventories by 
eliminating unneeded stock levels : De- 
partment of Defense /, 79-2443 

Air Force civil engineer, 79-772 

The Air Force comptroller., 79-774 

Air Force Design manual-criteria and 
standards for Air Force construction., 
79-9606, 79-9607 

Air Force driver, 79-773 

Air Force engineering & services quarterly, 
79-772 

Air Force female pilots program : inital 
performance and attitudes /, 79-7562 

An Air Force grade extensions of certain 
other current military personnel practices 
: report to accompany S. 3454., 79-5176 
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The Air reservist., 79-764 

Air safety digest, 79-21162 

Air service to small communities : a report 
/, 19-15619 

Air services agreement between the Gov- 
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Lines, Inc., McDonnel-Douglas DC-10- 
10,N68045, Los Angeles, California, 
March 1, 1978., 79-14204 

Aircraft accident report : E. S. M. Group, 
Inc., Cessna Citation, NSIMW and North 
Central Airlines, Inc., DC-9-30, N957N, 
LaGuardia Airport, Flushing, New York, 
June 21, 1978., 79-14206 

Aircraft accident report : Las Vegas Air- 
lines Piper PA-31-350, N44LV, Las 
Vegas, Nevada, August 30, 1978., 79- 
15631 

Aircraft accident report : midair collision 
involving a Falcon Jet, N121GW, and a 
Cessna 150M, N6423K, Memphis, Ten- 
nessee, May 18, 1978., 79-18760 

Aircraft accident report : National Jet Serv- 
ices, Inc., Douglas DC-3, N51071, Evans- 
ville Dress Regional Airport, Indiana, 
December 13, 1977., 79-8545 

Aircraft accident report : near collision of 
Delta Air Lines, inc. Boeing 727-200, 
N467DA, and Flying Tiger, inc. Boeing 


Do not order from index; see indicated entry 





747-F, N804FT, O‘Hare International 
Airport, Chicago, Illinois, February 15, 
1979., 79-21120 

Aircraft accident report : North Central 
Airlines, Inc., Convair 580, N4825SC, 
Kalamazoo, Michigan, July 25, 1978., 
79-14207 

Aircraft accident report : Pacific Southwest 
Airlines, Inc. , B-727, N533PS, and Gibbs 
Flite Center, Inc., Cessna 172, N771G, 
San Diego, California, September 25, 
1978., 79-18762 

Aircraft accident report : Rocky Mountain 
Airways, Inc., DeHavilland DHC-6 Twin 
Otter N25RM, near Steamboat Springs, 
Colorado, December 4, 1978., 79-18763, 
79-23085 

Aircraft accident report : Swift Aire Lines, 
inc., Nord 262, N418SA, Marina Del 
Ray, California, March 10, 1979., 79- 
23086 

Aircraft accident report : United Airlines, 
Inc., Douglas DC-8-54, N8047U. near 
Kaysville, Utah, December 18, 1977., 
79-6436 

Aircraft accident report : United Airlines, 
inc.. _McDonnell-Douglas, DC-8-61l, 
N8082U, Portland, Oregon., 79-15630 

Aircraft accident reports. Brief format; U.S. 
civil aviation., 79-1531 

Aircraft, airports and airways., 79-18208 

Aircraft and airport noise reduction : hear- 
ings before the Subcommittee on Avi- 
ation of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 747 ... S. 3064 ... 
H.R. 8729 ..., 79-3054 

Aircraft and the environment : a report /, 
79-15729 

Aircraft and vehicular steering, axle, wheel, 
and tract components., 79-5690 

Aircraft battlefield countermeasures and 
survivability., 79-3778 

Aircraft engine and propeller type certifi- 
cate data sheets and specifications, 79- 
1562, 79-12193 

Aircraft engines and engine parts, SIC 
3724., 79-22093 

Aircraft engines & propellers, 79-1562, 
79-12193 

Aircraft equipment, N. E.C., SIC 3728., 
79-19416 

Aircraft inspection and repair., 79-8572, 
79-23153 

Aircraft inspection for the general aviation 
aircraft owner., 79-18784 

Aircraft noise and the market for residential 
housing : empirical results for seven se- 
lected airports /, 79-12150 

Aircraft observer, 79-768 

Aircraft obstruction of microwave links /, 
79-19603 

Aircraft operating cost and 
report., 79-5658, 79-16318 

Aircraft operating cost and performance 
report. Fiscal year., 79-5659 


performance 


Page 1-741 





Aircraft piracy, intl terrorism : hearings before the Subcommittee on Aviation of 


Aircraft piracy, international terrorism : 
hearings before the Subcommittee on 
Aviation of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 1834 and H.R. 2441 
.. February 28 and March 1, 1979., 79- 
15912 

Aircraft program data feedback., 

Aircraft propellers., 79-14731 

Aircraft refueling., 79-3799 

Aircraft registration, 79-12183 

Aircraft, SIC 3721., 79-19415 

Aircraft simulator and visual system evalua- 
tion and approval., 79-17243 

Aircraft type certificate data sheets and 
specifications, 79-1558, 79-1559, 79- 
1560, 79-1561, 79-12189, 79-12190, 
79-12191, 79-12192 

Airdrop of supplies and equipment : general 
information for rigging airdrop _plat- 
forms., 79-2042 

Airdrop of supplies and equipment : rigging 
fuel drums /, 79-12888 

Airdrop of supplies and equipment : rigging 
full-tracked tractors., 79-5749 

Airdrop of supplies and equipment : rigging 
loads for special operations /, 79-22346 

Airdrop of supplies and equipment : rigging 
tracked personnel-cargo carriers /, 79- 
19802 

Airdrop of supplies and equipment : rigging 
typical supply loads /, 79-22345 

Airdrop of supplies and equipment : rigging 
1 1/2-ton trailers /, 79-12886 

Airdrop of supplies and equipment : rigging 
1/4-ton trucks., 79-3804 

Airdrop of supplies and equipment : rigging 
3/4-ton cargo trailer /, 79-16362 

Airdrop of supplies and equipment : rigging 
5-kw generator set with portable flood- 
light set /, 79-12887 

Airdrop of supplies and equipment 
gings Redeye missiles /, 79-9567 

Airdrop of supplies and equipment 
gings tilt trailers /, 79-9566 

Airdrop of supplies and equipment 
gings water drums /, 79-9565 

Airfield pavement smoothness requirements 
/, 179-12955 

Airfoil design by numerical optimization 
using a minicomputer /, 79-11954 

Airframe and powerplant mechanics : 
eral written test guide., 79-23146 

Airframe and powerplant mechanics air- 
frame written test guide., 79-23147 

Airframe and powerplant mechanics power- 
plant written test guide., 79-23148 

Airframe noise component interaction stud- 
ies /, 79-14058 

Airframe noise of the DC-9-31 /, 79-6314 

Airline careers /, 79-8571 

Airline delay trends; a study of block time 
delays ground and airborne for scheduled 
air carriers., 79-4881 
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Airline delay trends, 1973-1974 : study of 
block time delays, ground and airborne, 
for scheduled air carriers : annual report 
/, 79-6477 

Airline deregulation act of 1978 : confer- 
ence report to accompany S. 2493., 79- 
3305 

Airline industry economic report, 79-545 

Airline industry quarterly economic report., 
79-545 

Airman., 79-771 

Airman‘s information manual., 79-7853 

Airman‘s information manual. Basic flight 
information and ATC procedures., 79- 
1555, 79-8570, 79-15727 

Airman‘s information manual. pt. 2. Airport 
directory., 79-8569 

Airman‘s information manual. Pt. 1. Basic 
flight manual and ATC procedures, 79- 
1555, 79-8570, 79-15727 

Airman‘s information manual. Pt. 3a, No- 
tices to airmen, 79-1554 

Airman‘s information manual. Pt. 4, Graph- 
ic notices and supplemental data. 79- 
1557 

Airplane stability calculations with a card 
programmable pocket calculator /, 79- 
11958 

Airport activity 
12188, 79-23151 

Airport activity statistics of certificated 
route air carriers., 79-4880, 79-12188, 
79-23151 

Airport and airway development act and 
related matters : hearings before the Sub- 
committee on Aviation of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, June 6, 7, 8, 
1978., 79-5135 

Airport and airway trust fund : airport 
safety in the Hawaiian Islands : hearings 
before the Subcommittee on Oversight of 
the Committee on Ways and Means, 
House of Representatives, Ninety-sixth 
Congress, first session, March 30, 31, 
1979., 79-21665 

Airport and airway trust fund, 
report., 79-14475 

Airport and airways trust fund : airport de- 
velopment aid program : hearing before 
the Subcommittee on Oversight of the 
Committee on Ways and Means, House 
of Representatives, Ninety-fifth Congress, 
second session, September 21, 1978., 79- 
9167 

Airport design standards : 
by air carriers - taxiways., 

Airport directory, 79-8569 

Airport field lighting design manual., 79- 
7506 
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airports served 
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Airport fire and rescue vehicle : 
tion guide., 79-15723 

Airport ground access /, 79-18790 

Airport land banking : report of the Secre- 
tary of Transportation, to the United 
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States Congress, pursuant to Section 26 
of the Airport and airway development 
act amendments of 1976 (P.L. 94-353)., 
79-4875 

Airport-land use compatibility planning., 
79-6473 

The airport network flow simulator /, 
17253 

Airport noise control and land use compati- 
bility plans., 79-8560 

Airport pavement design and evaluation., 
7179-17247 

The airport performance model /, 
23155 

Airport planning and environmental assess- 
ment., 79-4835 

Airport security, 79-18783 

Airport snow and ice control., 79-4878 

Airpower and the 1972 spring invasion [er- 
ratumt /, 79-12998 

Airway Facilities career planning program., 
79-2917 

Airway Facilities maintenance personnel 
certification program., 79-2916 

Airworthiness directives, 79-6474, 79- 


79- 


79- 


Airworthiness standards, aircraft engines, 
79-1540 

Airworthiness standards, normal category 
rotorcraft, 79-6470, 79-12180, 79- 
17231 

Airworthiness standards, normal, utility, 
and acrobatic category airplanes, 79- 
1538 

Airworthiness standards, transport category 
airplanes, 79-1539, 79-21166 

Airworthiness standards, transport category 
rotorcraft, 79-6471, 79-12182, 79- 
15695 

Akron, Ohio metropolitan area, 

Alabama exports., 79-16267 

Alabama landings., 79-489 

Alabama landings, annual summary., 
3650 

Alaska : 1976 patterns of foreign travel in 
the United States., 79-12717 

Alaska accomplishments, 79-4483 

Alaska Aeronautical Industries, Inc., DeHa- 
villand DHC-6-200, N563MA, near 
Iliamna, Alaska, Septermber 6, 1977., 
79-8544 

Alaska Area Native Health Service 
scription of the program., 79-20419 

Alaska exports., 79-16268 

Alaska lands : hearings before the Subcom- 
mittee on Fisheries and Wildlife Conser- 
vation and the Environment of the Com- 
mittee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-fifth 
Congress, first session , on H.R. 1652 ... 
H.R. 5605 ... H.R. 6564 ..., 79-3110 

Alaska national interest lands : hearings 
before the Subcommittee on Fisheries 
and Wildlife Conservation and the Envi- 
ronment of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
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sentatives, Ninety-sixth Congress, first 
session, on H.R. 39, H.R. 2219 ...., 79- 
21614 

Alaska national interest lands conservation 
act of 1978 : report of the Committee on 
Interior and Insular Affairs, House of 
Representatives, together with additional, 
dissenting, and supplemental views and 
additional comments to accompany H.R. 
39 ..., 79-6797, 79-9215 

Alaska National Interest Lands Workshops 
/, 7179-15869 

Alaska natural gas transportation system., 
79-17486, 79-20944 

Alaska natural resource issues : hearings 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-fifth Congress, first session, on S. 
499 ... S. 1500 ... S. 1546 ... June 17 and 
20, 1977., 79-12342, 79-14400 

Alaska natural resource issues and Alaska 
national interest lands legislation. 79- 
12342, 79-14400 

Alaska regional studies plan., 79-15467 

The Alaskan mineral resource assessment 
program : background information to ac- 
company folio of geologic and mineral 
resource maps of the Talkeetna quadran- 
gle, Alaska /, 79-15422 

The Alaskan mineral resource assessment 
program : guide to information contained 
in the folio of geologic and mineral re- 
source maps of the Chandalar Quadran- 
gle, Alaska /, 79-15421 

Alaska‘s Pinnell Mountain National Recrea- 
tion Trail., 79-20793 

Albania, 79-4700 

Albany-Schenectady-Troy, New York, met- 
ropolitan area, 79-10134 

Albuquerque Arroyos, Part III, Albuquer- 
que, NM., 79-7438 

Alcholism and problem drinking, 
1975., 79-23212 

Alcohol abuse and alcoholism programs : a 
technical assistance manual for health sys- 
tems agencies /, 79-6060 

An alcohol abuse prevention program idea 
book., 79-8109 

Alcohol and drug abuse education amend- 
ments of 1978 : hearing before the Sub- 
committee on Alcoholism and Drug 
Abuse of the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session, on S. 2915 
.. April 20, 1978., 79-8924 

Alcohol and health, third report to the U.S. 
Congress., 79-6081 

Alcohol and tobacco summary statistics, 
79-23076 

Alcohol, drug abuse, mental health, re- 
search grant awards., 79-18311 

Alcohol fuels : hearing before the Commit- 
tee on Appropriations, United States 
Senate, Ninety-fifth Congress, second ses- 
sion : special hearing., 79-5015 

Alcohol fuels : hearings before the Subcom- 
mittee on Advanced Energy Technol- 
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ogies and Energy Conservation Research, 
Development, and Demonstration of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, second session, July 11, 
12, and 13, 1978., 79-9127 

Alcohol health and research world., 
1133 

Alcohol prevention programs, 1978 : hear- 
ing before the Subcommittee on Alcohol- 
ism and Drug Abuse of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ... March 24, 1978, Bangor, Maine., 
79-6674 

Alcohol, tobacco, and firearms., 

Alcohol, 
79-1513 

Alcohol, tobacco and firearms cumulative 
bulletin, 79-4829, 79-12143 

Alcohol, tobacco and firearms summary sta- 
tistics, 79-23076 

Alcohol, tobacco products, and firearms, 
79-7930, 79-20267 

Alcoholism., 79-13589 

Alcoholism and drug abuse program., 
15699 

Alcoholism and drug abuse programs, 
608 

Alert sheet from the U.S. Consumer Prod- 
uct Safety Commission., 79-18822 

Algae and water pollution : an illustrated 
manual on the identification, significance, 
and control of algae in water supplies and 
in polluted water /, 79-2328 

Algal concentration by ultrafiltration., 
11179, 79-13100 

Algeria : post report., 79-2797 

Algeria, a country study /, 79-22367 

An algorithm for linear least squares prob- 
lems with equality and nonnegativity 
contraints /, 79-22421 

Alguna informacion general sobre trabajos 
federales : primero, visitenos., 79-19633 

Alien adjustment and employment act of 
1977., 79-9031, 79-10541 

Alien amateur radio operators : agreement 
between the United States of America 
and Iceland, effected by exchange of 
notes, signed at Reykjavik, April 26, 
1978., 79-23044, 79-23048 

Aliens and nationality, 79-16640 

Alkalies and chlorine, SIC 2812., 

All about LMS /, 79-17008 

All hands., 79-741 

All operating savings and loan associations., 
79-867 

Alleged Nazi war criminals : hearing before 
the Subcommittee on Immigration, Citi- 
zenship, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 79-9020 

Allegheny Airlines, Inc., 
N1550., 79-14205 
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Alloy catalysts with monolith supports for methanation of coal-derived gases : 


Allens Creek Nuclear Generating Station, 
Unit no. 1, 79-6570, 79-14313 

Allocation of budget authority and outlays., 
79-17640 

Allocation of budget authority and outlays 
for fiscal year 1979 : report of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session /, 
79-6813, 79-9237 

Allocation of budget 
79-17618, 79-21819 

Allocation of budget totals by program., 
79-17593, 79-17611 

Allocation of budget totals for fiscal year 
1979 /, 79-6863, 79-9226 

Allocation of budget totals for fiscal year 
1979 : report /, 79-6903 

Allocation of budget totals for fiscal year 
1979, first concurrent resolution on the 
budget : report pursuant to section 302(b) 
of the Congressional budget act of 1974., 
79-7101 

Allocation of budget totals from first con- 
current resolution, fiscal year 1979 
report., 79-9396 

Allocation of budget totals under the 
second concurrent resolution on the 
budget for fiscal year 1979 /, 79-6840 

Allocation of energy sources to the travel 
and tourism industry : hearing before the 
Subcommittee on Merchant Marine and 
Tourism of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, first 
sesion, on S. Res. 87 ... April 2, 1979., 
79-17460 

Allocation of funds to Select Committee on 
Small Business : report., 79-9400 

Allocation of petroleum feedstock : North- 
ern Illinois Gas Company, Aux Sable 
SNG plant, Grundy County, Il, 79- 
7600 

Allocation of resources in the Soviet Union 
and China—1978 : hearings before the 
Subcommittee on Priorities and Economy 
in Government of the Joint Economic 
Committee, Congress of the United 
States, Ninety-fifth Congress, second ses- 
sion ..., 79-10447 

Allocation to subcommittees of budget 
totals from the first concurrent resolution 
for fiscal year 1979 /, 79-7102 

Allocation to subcommittee[st of budget 
totals from the second concurrent resolu- 
tion for fiscal year 1979 /, 79-7128 

Allocations, 79-12116, 79-21099 

Allotments of salary to savings accounts 
and disposition of net pay checks and 
bonds., 79-13775 

Alloy catalysts with monolith supports for 
methanation of coal-derived gases., 79- 
3945 

Alloy catalysts with monolith supports for 
methanation of coal-derived gases : final 
technical progress report for period April 
22, 1975 to August 22, 1977 /, 79-9711 
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Alpha-driven, steady-state tokamak / 


Alpha-driven, steady-state tokamak /, 
18057 

Alphabetic list of lenders., 79-9906 

Alsea Planning Unit., 79-14677 

Alternate ciculator design concept no. 1 fo 
a 300 MW(e) GCFR demonstration plant 
: two stage axial flow helium circulator 
and two stage steam turbine drive /, 79- 
13207 

Alternate design studies and reference 
design selection for GCFR main helium 
circulator /, 79-13220 

Alternate host of jack pine needle rust in 
northern Minnesota /, 79-1757 

An alternating direction implicit method for 
the control data STAR-100 vector com- 
puter /, 79-14067 

Alternative administrative actions, Alaska 
national interest lands /, 79-8231, 79- 
18500 

Alternative education options /, 79-20825 

Alternative energy sources : a bibliogra- 
phy., 79-20015 

Alternative energy sources : 
terms., 79-20014 

Alternative energy sources : environmental 
impacts /, 79-11380, 79-16498 

Alternative energy sources : a bibliography 
/, 79-11381 

Alternative energy sources 
terms /, 79-9777 

Alternative metering practices : implications 
for conservation in multifamily residences 
/, 1719-19890 

Alternative mortgages : hearings before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session ... 
August 21 and 22, 1978., 79-6620 

Alternative scenarios for federal transporta- 
tion policy : summary second year report 
/, 1719-14198, 79-14199 

Alternative surveillance concepts and meth- 
ods for freeway incident management /, 
79-10294 

Alternative world oil prices scenarios for 
NEP-II /, 79-16522 

Alternatives for the optimization of aggre- 
gate and pavement properties related to 
friction and wear resistance /, 79-23122 

Alternatives for young Americans : a cata- 
log of drug abuse prevention programs /, 
79-11718 

Alternatives to calcium-based SO, sorbents 
for fluidized-bed combustion : conceptual 
evaluation /, 79-2381 

Alternatives to institutionalization 
nite bibliography /, 79-22949 

Alternatives to institutionalization in the 
State of Washington : hearings before the 
Select Committee on Aging, House of 
Represenatives, Ninety-fifth Congress, 
second session, June 19, 1978, Spokane 
and Seattle, Wash., 79-6595 

Alternatives to protect property owners 
from damages caused by mine subsidence 
: report /, 79-13504 
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Altimeter and static system tests and inspec- 
tions., 79-21179 

Altitude calibration of an F100, S/N 
P680063, turbofan engine /, 79-2778 

Aluminum., 79-1231, 79-11834 

Aluminum extruded products, SIC 3354., 
79-19359 

Aluminum foundries, SIC 3361., 

Aluminum imports and exports., 

Aluminum industry, 79-1231 

Aluminum ingot and magnesium mill prod- 
ucts, 79-235 

Aluminum ingot and mill products., 
235, 79-12663, 79-14730 

Aluminum rolling and drawing, N.E.C., 
SIC 3355., 79-22032 

Aluminum sheet, plate, and foil, SIC 3353., 
79-19358 

Amateur sports act of 1978 : hearings 
before the Subcommittee on Administra- 
tive Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 12626 and H.R. 
12920 ... June 21 and 22, 1978., 79-9021 

Amateur sports act of 1978 : report togeth- 
er with dissenting views to accompany S. 
2727., 79-3236 

Ambassador Young‘s African trip : hearing 
before the Subcommittee on African Af- 
fairs of the Committee on Foreign Rela- 
tions, United States Senate, Ninety-fifth 
Congress, first session ... June 6, 1977., 
79-21544 

Ambulatory care utilization patterns of chil- 
dren and young adults : national ambula- 
tory medical care survey, United States, 
January-December 1975 /, 79-8048 

Amend Farmer-to-consumer direct market- 
ing act : hearing before the Subcommittee 
on Domestic Marketing, Consumer Rela- 
tions, and Nutrition of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 12101, April 20, 1978., 79-17402 

Amend Perishable agricultural commodities 
act : hearing before the Subcommittee on 
Domestic Marketing, Consumer Rela- 
tions, and Nutrition of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 4773 and H.R. 4777, July 26, 1978., 
79-5005 

Amend Redevelopment act of 1945 and 
transfer U.S. real property to RLA : 
hearings and markups before the Sub- 
committee on Fiscal and Government Af- 
fairs and the Committee on the District 
of Columbia, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 10311 ... H.R. 12117 and H.R. 13224 
.. April 18 and June 20 and 27, 1978., 
79-8840 

Amend the Golden nematode act and relief 
of Batavia Turf Farms, inc. : hearings 
before the Subcommittee on Department 
Investigations, Oversight, and Research 
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of the Committee on Agriculture, House 
of Representatives, Ninety-fifth Congress, 
on H.R. 7956 and H. R. 12556, Novem- 
ber 29, 1977, and July 18, 1978., 79-3028 

Amending certain laws relating to the 
Osage Tribe of Oklahoma, and for other 
purposes : report to accompany H.R. 
11894., 79-5195 

Amending certain laws relating to the 
Osage Tribe of Oklahoma, and for other 
purposes : report to accompany S. 1081., 
79-5357 

Amending certain provisions of law relating 
to land claims by the United States in 
Riverside County, Calif., based upon the 
accretion or avulsion, and for other pur- 
poses : report to accompany H.R. 7101., 
79-3150, 79-3402 

Amending Federal elections campaign act : 
report to accompany S. 832., 79-21786 

Amending rule XXII of the Rules of the 
House of Representatives to remove the 
limitation of the number of Members who 
may introduce jointly any bill, memorial, 
or resolution, and to provide for the addi- 
tion and deletion of names of Members as 
sponsors after the introduction of a bill, 
memorial, or resolution : report to ac- 
company H. Res. 86., 79-6834 

Amending rule XXV of the Standing Rules 
of the Senate to change the name of the 
Committee on Human Resources to the 
Committee on Labor and Human Re- 
sources : report to accompany S. Res. 
30., 79-12515 

Amending section 207 of title 18, United 
States Code : report together with sepa- 
rate and additional views to accompany 
S. 869., 79-18969 

Amending section 2301 of title 44, United 
States Code : report to accompany H.R. 
12915., 79-5361 

Amending subsection (a) of section 2737 of 
title 10, United States Code, and for 
other purposes : report to accompany 
H.R. 7201., 79-6883 

Amending the act commonly known as the 
Miller act to raise the dollar amount to 
contracts to which such act applies from 
$2,000 to $25,000 : report to accompany 
S. 3359., 79-9410 

Amending the act creating the Indian 
Claims Commission to repeal the provi- 
sion limiting the activities of Commission- 
ers during the 2 years following their 
terms of office : report to accompany 
H.R. 9945., 79-5218 

Amending the act of December 22, 1974 
(88 Stat. 1712) relating to the Navajo and 
Hopi Indian Relocation Commission : 
report to accompany H.R. 11092., 79- 
5358 

Amending the act of October 21, 1978 (92 
STAT. 1675, Public Law 95-498) : report 
to accompany H.J. Res. 199., 79-14545 

Amending the Credit control act : hearings 
before the Committee on Banking, Hous- 
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ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 35 ... S. 389 ... May 23 and 24, 
1979., 79-23339 

Amending the District of Columbia "home 
rule“ act of 1973 : report to accompany 
HLR. 12116., 79-3406 

Amending the District of Columbia rede- 
velopment act of 1945 : report to accom- 
pany H.R. 10311., 79-3194 

Amending the Export-Import Bank act and 
the Trade act : hearings before the Sub- 
committee on International Finance of 
the Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-sixth Congress, first session, on S. 
339 ... July 12 and 19, 1979., 79-23343 

Amending the Export-Import Bank act of 
1945 with respect to credit to communist 
countries : hearings before the Subcom- 
mittee on International Trade, Invest- 
ment, and Monetary Policy of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 1908 ... July 23 and 24, 1979., 79- 
23337 

Amending the Federal charter of the Boy 
Scouts of America : report to accompany 
H.R. 11956., 79-3221 

Amending the Immigration and nationality 
act : report together with dissenting 
views to accompany H.R. 12509., 79- 
5190 

Amending the Indian Claims Commission 
act of August 13, 1946, and for other 
purposes : report together with additional 
and dissenting views to accompany H.R. 
2664., 79-21689 

Amending the International banking act of 
1978 : report to accompany S. 1646., 79- 
23539 

Amending the laws relating to the Osage 
Tribe in Oklahoma : report to accompany 
H.R. 4384 /, 79-9220 

Amending the Marine protection, research, 
and sanctuaries act of 1972 : report to 
accompany H.R. 2519 /, 79-14578, 79- 
18967 

Amending the National ocean pollution re- 
search and development and monitoring 
planning act of 1978., 79-18966 

Amending the National Trails System act 
of 1968 (82 Stat. 919), as amended, desig- 
nating the Oregon National Historic Trail 
and Travelway as a unit of the National 
Trails System : report to accompany 
H.R. 6900., 79-3151 

Amending the perishable agricultural com- 
modities act : report to accompany H.R. 
13845., 79-6839 

Amending the Public works and economic 
development act : report together wth 
additional views to accompany S. 1145., 
79-23532 

Amending the Rules of the House of Rep- 
resentatives relating to committee sched- 
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uling : report to accompany H. Res. 404., 
79-23494 

Amending the Rules of the House of Rep- 
resentatives to permit the Permanent 
Select Committee on Intelligence to vote 
to conduct certain hearings in executive 
session : report to accompany H. Res. 
165., 79-14547 

Amending the Safe drinking water act : 
report to accompany S. 1146., 79-19060 

Amending the Small business act and the 
Small business investment act of 1958 : 
conference report to accompany H.R. 
11445., 79-3246, 79-5264 

Amending the Solid waste disposal act : 
report to accompany S. 1156., 79-23534 

Amending the standing rules of the Senate 
to allow the defraying of office expenses 
incurred in connection with official duties 
from funds derived from certain political 
committtees : report together with minor- 
ity views to accompany S. Res. 584., 
79-7130, 79-12512 

Amending the Surtace mining control and 
reclamation act of 1977 (Public Law 95- 
87) raising certain authorized funding 
levels contained therein, and for other 
purposes : report together with dissenting 
views to accompany H.R. 11827., 79- 
3163 

Amending the Water resources planning act 
: report to accompany S. 480., 79-17673 

Amending the Water resources planning act 
(79 STAT.244, as amended) : report to 
accompany H.R. 2610., 79-15946, 79- 
17582 

Amending title [IX of the Public works and 
economic development act of 1965 ; hear- 
ing before the Subcommittee on Regional 
and Community Development of the 
Committee on Environment and Public 
Works, United States Senate, Ninety-fifth 
Congress, second session, on S. 3319 ... 
August 3, 1978., 79-10562 

Amending title 18 of the United States 
Code to make lawful certain activities 
concerning certain foreign and domestic 
legal lotteries : report to accompany H.R. 
11580., 79-6851 

Amending title 18 of the United States 
Code to make lawful certain activities 
concerning certain foreign and domestic 
legal lotteries : report together with dis- 
senting views to accompany H.R. 1301., 
79-14526 

Amending title 39 of United States Code : 
report to accompany S. 2543., 79-3379 

Amending title I of the Colorado River 
basin salinity control act : hearing before 
the Subcommittee on Energy Research 
and Development of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-sixth Congress, first 
session, on S. 496 ... April 12, 1979., 79- 
17473 

Amending title I of the Colorado River 
basin salinity control act : report to ac- 
company S. 496., 79-17676 
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Amending title V of the Public utility regu- 
latory policies act of 1979 ....,  79-21722 

Amendment to Reorganization plan no. 2 of 
1978 : message from the President of the 
United States ..., 79-9197 

Amendment to reorganization plan no. 4 of 
1978 : message from the President of the 
United States ..., 79-6786 

Amendment to the Employee retirement 
income security act of 1974 : report to- 
gether with dissenting views to accompa- 
ny H.R. 3915., 79-15965 

Amendment to the fiscal year 1979 budget 
for the Department of Justice : communi- 
cation from the President of the United 
States ..., 79-7091 

Amendment to the North Pacific fisheries 
act of 1954 : report to accompany S. 
3082., 79-7098 

Amendment to the request for appropri- 
ations for fiscal year 1979 : communica- 
tion from the President of the United 
States ..., 79-9388 

Amendments to appropriations for college 
student programs : communication from 
the President United States ..., 79-9185 

Amendments to reorganization plan no. 2 of 
1979 : message from the President of the 
United States ...., 79-21703 

Amendments to section 7 of the Child nu- 
trition act of 1966 : report to accompany 
H.R. 4136., 79-15975 

Amendments to the Agricultural trade de- 
velopment and assistance act of 1954 : 
hearing before the Subcommittee on For- 
eign Agricultural Policy of the Commit- 
tee on Agriculture, Nutrition, and Forest- 
ry, United States Senate, Ninety-sixth 
Congress, first session, on S. 1 ... S. 962 
... S. 1053 ... May 8, 1979., 79-23320 

Amendments to the budget for fiscal year 
1979 for water resources projects : com- 
munication from the President of the 
United States ..., 79-7093 

Amendments to the budget for fiscal years 
1978 and 1979 and an advance appropri- 
ation for fiscal year 1980 : communica- 
tion from the President of the United 
States ..., 79-9382 

Amendments to the Council on Wage and 
Price Stability act : hearings before the 
Subcommittee on Economic Stabilization 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Representa- 
tives, Ninety-sixth Congress, first session, 
on H.R. 36 ... February 6 and 7, 1979., 
79-14373 

Amendments to the Federal tort claims act, 
S. 2117 : joint hearing before the Sub- 
committee on Citizens and Shareholders 
Rights and Remedies and the Subcommit- 
tee on Administrative Practice and Pro- 
cedure of the Committee on the Judici- 
ary, United States Senate, Ninety-fifth 
Congress, second session ..., 79-9051 

Amendments to the medicare program /, 
79-15920 
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Amendments to the medicare program : hearings before the Subcommittee on Health of 


Amendments to the medicare program : 
hearings before the Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, Ninety- 
fifth Congress, second session, June 19, 
22, 1978., 79-5160 

Amendments to the North Carolina coastal 
management program, 79-12763 

Amendments to the Rural development act 
: hearing before the Subcommittee on 
Rural Development of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 670 ... and S. 892 
.. April 9, 1979., 79-17411 

America and Africa : speech /, 79-8421 

American Agriculture Movement : hearing 
before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, February 9, 1979., 79-18880 

American air almanac, 79-5813, 79-11101 

American air almanac (OCoLC)1472698, 
79-19816 

American and foreign practices in the fi- 
nancing of large commercial aircraft sales 
: hearing before the Subcommittee on 
Trade of the Committee on Ways and 
Means, House of Representatives, Ninety- 
fifth Congress, second session ... July 14, 
1978., 79-10598 

American attitudes toward pensions and re- 
tirement : hearing before the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-sixth Congress, first session, 
February 28, 1979., 79-17401 

American education., 79-981 

The American ephemeris and nautical alma- 
nac., 79-12964 

American farmers in the grain export busi- 
ness : a guide to buying direct /, 79- 
19191 

American Folklife Center., 79-6290 

American Indian calendar., 79-13897 

American Indian fishing rights in the State 
of Washington, hearing., 79-19621 

American Indian issues in the State of 
South Dakota, hearing held in Rapid 
City., 79-22282 

American Indian issues in the State of 
Washington, hearing., 79-1853, 79- 
5665, 79-19621 

The American jail in transition : proceed- 
ings of the Second National Assembly of 
the Jail Crisis, May 17-20, 1978 /, 79- 
6237 

American Legion/American Legion auxil- 
iary and career education /, 79-9914 

The American military on the frontier : the 
proceedings of the 7th Military History 
Symposium, United States Air Force 
Academy, 30 September-1 October 1976 
/, 19-3874 

American nautical almanac, 79-12965 

American rehabilitation., 79-969 

The American Revolution., 79-22602 
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American Samoa needs effective aid to im- 
prove government operations and 
become a_ self-supporting territory 
report /, 79-4122 

The American school : reaffirmation and 
reform /, 79-7956 

The American skating mania : ice skating in 
the nineteenth century., 79-6399 

American social history., 79-15570 

American Society for Testing and Materials 
Task Group on Geothermal Seals pro- 
ceedings of technical seminar, June 27, 
1978, Boston Sheraton, Boston, Mass., 
79-19824 

American steel industry and international 
steel trade., 79-9158 

American urban malls : 
79-18396, 79-20534 

American women and human resources 
policies and programs, 1979., 79-15904 

Americans are living with breast cancer : 
progress report., 79-15261 

Americans missing in action in Southeast 
Asia : hearings before the Subcommittee 
on Asian and Pacific Affairs of the Com- 
mittee on International Relations, House 
of Representatives, Ninety-fifth Congress 
: a Status report, markup on H. Con. Res. 
331 ..., 79-6702 

America‘s commitment to Third World de- 
velopment /, 79-23037 

America‘s destiny : the global context : 
speech /, 79-8427 

America’s guardian of natural resources., 
79-13877 

America‘s role in a turbulent world /, 79- 
23033 

Amerikano-Sovetskiy 
slovar’., 79-11588 

Ammunition inspector /, 79-14815 

Ammunitions, expect for small 
N.E.C., SIC 3483., 79-22045 

Amorphous-silicon solar cells /, 79-14995, 
79-18075 

AMS food purchases, weekly report, 79- 
123 


a compendium /, 


terminologicheskiy 


arms, 


Amtrak, an experiment in rail service /, 
79-21377 

Amtrak authorization : hearings before the 
Subcommittee on Transportation and 
Commerce of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 11493 ... H.R. 
11089 ... March 20, 21, and April 5, 
1978., 79-5098 

Amtrak contract to operate Southern Cres- 
cent : hearing before the Subcommittee 
on Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, H. 
Con. Res. 494, March 14, 1978., 79-3094 

Amtrak improvement act of 1979 : report to 
accompany S. 712., 79-19067 
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Amtrak reorganization act of 1979 : confer- 
ence report to accompany H.R. 3996., 
79-23513 

Amtrak reorganization act of 1979 : report 
together with minority views to accom- 
pany H.R. 3996., 79-19002 

Anadromous fish conservation act authori- 
zations : report to accompany S. 838 /, 
79-19064 

Anadromous fish conservation act expan- 
sion : report to accompany H.R. 13392., 
79-5227 

Anaerobic fermentation of agricultural resi- 
due : potential for improvement and im- 
plementation : final report., 79-2257 

Anaerobic fermentation of agricultural resi- 
dues : potential for improvement and im- 
plementation., 79-2193 

Anaheim-Santa Ana-Garden Grove, Cali- 
fornia metropolitan area, 79-11902 

Analyses of airborne particulates and 
human urine by inductively coupled 
plasma-atomic emission spectrometry /, 
79-11711 

Analyses of mean and turbulent motion in 
the tropics with the use of unequally 
spaced data /, 79-12014 

Analyses of natural gases., 79-4518 

Analyses of tipple and delivered samples of 
coal., 79-13011 

Analysis and evaluation of selected Govern- 
ment Printing Office operations /, 79- 
12401 

Analysis and in-simulator evaluation of dis- 
play and control concepts for a terminal 
configured vehicle in final approach in a 
windshear environment /, 79-6318 

Analysis and planning for improved distri- 
bution of nursing personnel and services : 
final report /, 79-20434 

Analysis for radionuclides in SRC and coal 
combustion samples /, 79-9860 

Analysis memorandum : analysis of pro- 
posed U.S. Department of Energy regula- 
tions implementing the powerplant and 
industrial fuel use act /, 79-4034 

An analysis of a ban on nitrite use in curing 
bacon., 79-10741 

Analysis of a LiCL open-cycle absorption 
air conditioner which utilizes a packed 
bed for regeneration of the absorbent so- 
lution driven by solar heated air /, 79- 
16408 

Analysis of a radial-outflow reaction tur- 
bine concept for geothermal application / 
, 79-19986 

Analysis of action items and their impact on 
Pan American World Airways., 79-6424 

Analysis of advanced conceptual designs 
for single-family-size absorption chillers / 

79-19929 

Analysis of aerosol particles undergoing 
gravitational agglomeration /, 79-18869 

Analysis of behavior of expansive soil foun- 
dations /, 79-5758 

Analysis of cascade impactor data for cal- 
culating particle penetration /, 79-13468 





January — December 1979 


An analysis of coal hydrogasification proc- 
esses /, 79-17979, 79-17980 

Analysis of collector array performance 
from field derived measurements /, 79- 
15001 

Analysis of computer based dental systems 
simulation models /, 79-6066 

Analysis of current pulmonary research 
programs, 79-2522 

Analysis of current pulmonary research 
programs supported by the National 
Heart, Lung, and Blood Institute. 79- 
2522 

Analysis of dynamic system response to 
product random processes /, 79-11957 

An analysis of earthquake intensities and re- 
currence rates in and near Alaska /, 79- 
1828 

Analysis of effects of impurities intentional- 
ly incorporated into silicon /, 79-11220 

Analysis of effects of impurities intentional- 
ly incorporated into silicon : final report 
covering 1 February 1977 through 1 De- 
cember 1977 /, 79-9678 

Analysis of faults in the Delaware Aque- 
duct tunnel, southeastern, New York /, 
79-17385 

Analysis of Federal and State campaign fi- 
nance law, 79-14300 

Analysis of Federal and state campaign fi- 
nance law, summaries, and quick-refer- 
ence charts, 79-14300 

Analysis of federal population research, 
79-4313 

An analysis of Federal R & D funding by 
function., 79-12037 

An analysis of Federal Reserve System at- 
trition since 1960 /, 79-13487 

Analysis of financial programs for energy 
conservation : market simulation (pene- 
tration) model /, 79-18004 

Analysis of fission product behavior in the 
Saclay spitfire loop test SSL-1 /, 79- 
13205 

An analysis of food stamp redemptions /, 
79-14694 

Analysis of general aviation airports devel- 
oped with and without Federal financial 
assistance /, 79-6464, 79-15692 

Analysis of graphite/polyimide rail shear 
specimens subjected to mechanical and 
thermal loading /, 79-18632 

Analysis of ground-liner interaction for tun- 
nels /, 79-17275 

The analysis of hydrogen in solids : pro- 
ceedings of a workshop sumarizing [i.e. 
summarizing} developing techniques and 
formulating requirements for the future, 
held at Sandia Laboratories, Albuquer- 
que, N.M., January 23-25, 1979 /, 79- 
14868 

An analysis of infrequent hydrologic events 
with regard to existing streamflow moni- 
toring capabilities in White Oak Creek 
watershed /, 79-i3281 

Analysis of investment alternatives to stimu- 
late development and technology transfer 





for energy technologies : solar photovol- 
taics : a case study., 79-18091 

Analysis of investment projects from the 
railroad industry perspective., 79-12149 

An analysis of laws and procedures govern- 
ing absentee registration and absentee 
voting in the United States /, 79-10340 

An analysis of laws and procedures govern- 
ing contested elections and recounts /, 
79-4951 

Analysis of laws governing access across 
Federal lands : options for access in 
Alaska., 79-12285 

Analysis of metal temperature and coolant 
flow with a thermal-barrier coating on a 
full-coverage-film-cooled turbine vane /, 
79-14071 

Analysis of mixed oxide fuel irradiated in 
EBR-II : measured vs. predicted burnup 
/, 19-9732 

Analysis of N-layered viscoelastic pavement 
system /, 79-4852 

Analysis of nuclear systems satisfying U.S. 
energy needs /, 79-13226 

Analysis of ozone and water vapor field 
measurement data /, 79-23168 

Analysis of populations of boring and foul- 
ing organisms in the vicinity of the 
Oyster Creek Nuclear Generating Sta- 
tion., 79-17362, 79-17367, 79-17374, 
79-17381 

Analysis of potential implementation levels 
for waste heat utilization in the nuclear 
power industry /, 79-18045 

Analysis of preflutter and postflutter char- 
acteristics with motion-matched aerody- 
namic forces /, 79-8334 

Analysis of priority pollutants at a primary 
aluminum production facility /, 79- 
16540 

Analysis of priority pollutants at a primary 
zinc production facility /, 79-22545 

Analysis of privacy issues., 79-6241 

Analysis of proposed U.S. Department of 
Energy regulations implementing the 
powerplant and industrial fuel use act., 
79-4034 

Analysis of RA-21 effluent data : GFERC 
slagging fixed bed gasifier /, 79-17970 

Analysis of refiner‘s no. 2 distillate costs 
and revenues July 1976-December 
1978., 79-11395 

An analysis of scrap futures markets for 
stimulating resource recovery /, 79-9817 

Analysis of short ramps for dual-mode and 
PRT stations /, 79-14270 

Analysis of single employer defined benefit 
plan terminations, 1977., 79-17388 

Analysis of SMS/GOES film data /, 79- 
5777 

An analysis of some of the effects of in- 
creasing the duration of regular unem- 
ployment insurance benefits., 79-4654 

An analysis of speculative trading in grain 
futures /, 79-17713 

Analysis of stability contributions of high 
dihedral V-trails /, 79-20914 
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An analysis of zoning reforms : minimizing the incentive for corruption / 


Analysis of state laws and regulations im- 
pacting animal waste management /, 79- 
2364 

Analysis of steelmaking slags by atomic ab- 
sorption spectrophotometry using pres- 
sure dissolution /, 79-13910 

Analysis of suction head from cold slurry 
recirculation loop at solvent-refined coal 
plant, Wilsonville, Alabama /, 79-14982 

Analysis of superheated wall effects during 
refill at small scale : topical report /, 
79-14323 

Analysis of supersonic stall bending flutter 
in axial-flow compressor by actuator disk 
theory /, 79-14085 

Analysis of tentative seismic design provi- 
sions for buildings /, 79-19557 

Analysis of test section data and presenta- 
tion of design and construction proce- 
dures., 79-12952 

Analysis of the chemical composition of 
streamflow components /, 79-14976 

Analysis of the economic feasibility of the 
Kloswall longwall mining system /, 79- 
19894 

Analysis of the energy and economic effects 
of the Iranian oil shortfall : report /, 79- 
13525 

Analysis of the environmental control tech- 
nology for oil shale development /, 79- 
13096 

An analysis of the gust-induced overspeed 
trends of helicopter rotors /, 79-2697 

An analysis of the impact of driver educa- 
tion on the licensing of 16 and 17 year 
olds /, 79-23199 

An analysis of the powder diffraction file /, 
79-19989 

Analysis of the President's April 5, 1979 
crude oil pricing plan /, 79-17498 

An analysis of the President‘s budgetary 
proposals for fiscal year 1980 /, 79- 
10607 

An analysis of the President‘s water policy 
initiatives /, 79-6645 

An analysis of the role of the U.S. Office of 
Education and other selected federal 
agencies in citizen education /, 79-2487 

An analysis of the Roth-Kemp tax cut pro- 
posal /, 79-6765 

Analysis of the shortfall in Federal budget 
outlays for fiscal year 1978 /, 79-14477 

An analysis of transportation planning ef- 
fectiveness /, 79-14273 

Analysis of turbulent free jet hydrogen-air 
diffusion flames with finite chemical reac- 
tion rates /, 79-6312 

An analysis of U.S. rice distribution pat- 
terns /, 79-3488 

Analysis of U.S. underground thin seam 
mining potential /, 79-16445, 79-19892, 
79-19893 

Analysis of work stoppages., 79-4621 

An analysis of zoning reforms : minimizi 
the incentive for corruption /, 79-22945 
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Analysis of ZPPR-5 source level flux monitor experiments / 


Analysis of ZPPR-5 source level flux moni- 
tor experiments /, 79-11320 

Analytic, high V7I, flux conserving equilib- 
ria for cylindrical tokamaks /, 79-11303 

Analytic model for the nonlinear interaction 
of tearing modes of different pitch in cy- 
lindrical geometry /, 79-14964 

Analytical abstracts, fertilizers : selected 
from Fertilizer Abstracts, July 1972-June 
1977., 79-23307 

Analytical and numerical investigation of 
structural response of compliant wall ma- 
terials /, 79-6307 

Analytical capabilities and services of Law- 
rence Livermore Laboratory‘s General 
Chemistry Division /, 79-3997 

Analytical Chemistry Division annual prog- 
ress report., 79-9751 

Analytical/experimental correlation of a 
nonliner system subjected to a dynamic 
load /, 79-21355 

Analytical investigation of an improved he- 
licopter landing gear concept /, 79- 
11029 

Analytical investigation of multicavity pres- 
tressed concrete pressure vessels for elas- 
tic loading conditions : HTGR base tech- 
nology program : prestressed concrete 
nuclear pressure vessel development 
(189a 01331), Milestone no. Ic /, 79- 
11305 

Analytical methods for safeguards and ac- 
countability measurements of special nu- 
clear materials : proceedings from Ameri- 
can Nuclear Society topical meeting held 
May 15-17, 1978, Williamsburg, Virginia 
/, 19-5598 

Analytical studies of separated vortex flow 
on highly swept wings /, 79-11994 

An analytical study of intake tuning for he- 
lical-rotor expanders /, 79-4018 

Analyzers and testers, laboratory., 
10920, 79-16343 

Analyzing transit options for small urban 
communities /, 79-4923 

Anaylsis of work stoppages, 1975 /, 79- 
20854 

Anchor test study : school, classroom, and 
pupil correlates of fifth-grade reading 
achievement /, 79-20321 

Andree Marie Helene McGiffin : report to 
accompany H.R. 8192., 79-3459 

Angelo B. Cortes : report to accompany S. 
144., 79-17658 

Angular sensitivity of controlled implanted 
doping profiles /, 79-5590 

Animal and marine fats and oils, SIC 2077., 
79-21980 

Animal and plant quarantine notice require- 
ments : report to accompany S. 286., 79- 
3232 

Animal damage to young spruce and fir in 
Maine /, 79-19144 

Animal disease : thesaurus /, 79-10728 

Animal morbidity report., 79-117 

Animal resources : a research resources di- 
rectory /, 79-7974 
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79- 





Animal waste composting with carbona- 
ceous material /, 79-4071 

Animals and animal products, 79-4222, 
79-16641 

Animas River and Junction and Dry Gulch 
Creeks, Durango, Colorado., 79-7442 

Anion permselective membrane /, 
19854 

Annapolis, the United States Naval Acade- 
my catalog., 79-16390 

An annotated bibliography for child and 
family development programs /, 79- 
2579 

Annotated bibliography for water quality 
management., 79-20079 

Annotated bibliography of analytical aids /, 
79-14260 

Annotated bibliography of CDA curricu- 
lum materials., 79-18345 

An annotated bibliography of children‘s 
picture books : an introduction to the lit- 
erature of Head Start‘s children /, 79- 
18344 

Annotated bibliography of four Atlantic 
scombrids : Scomberomorus brasiliensis, 
S. cavalla, S. maculatus, and S. regalis /, 
79-12753 

Annotated bibliography of natural resource 
information : northwestern Colorado /, 
79-4565 

Annotated bibliography of natural resource 
information : northwestern New Mexico 
/, 79-4566 

Annotated bibliography of natural resource 
information : Powder River Basin, north- 
eastern Wyoming/southeastern Montana 
/, 19-4567 

Annotated bibliography of natural resource 
information : southern Utah /, 79-4569 

Annotated bibliography of natural resource 
information : southwestern North Dakota 
/, 19-4568 

Annotated bibliography of papers from the 
Addiction Research Center, 1935-75., 
79-4401 

Annotated bibliography of the Personnel 
Research Division reports (1973-1975) /, 
79-2153 

An annotated bibliography of the rare fishes 
of the Upper Missouri River System /, 
79-8263 

Annotated bibliography on the selection of 
patients for x-ray examination /, 79-6047 

An annotated bibliography on water con- 
servation : areport /, 79-22372 

Annotated list of publications of the Pacific 
Northwest Forest and Range Experiment 
Station., 79-14646 

Announcement, from the copyright office, 
Library of Congress., 79-1358 

Announcement of opportunity, space ex- 
perimentation on the long duration expo- 
sure facility (LDEF)., 79-12020 

Announcement of programs - Japan-United 
States Friendship Commission., 79- 
21285 


79- 
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Announcing HUD‘s women and mortgage 
credit project., 79-16808 

Announcing the Presidential scholars 
awards., 79-16674 

Annual adjustments, the key to Federal ex- 
ecutive pay : report to the Congress /, 
79-15091 

Annual and fourth quarter report for 1977- 
78 /, 79-19922 

Annual catalog - United States Air Force 
Academy., 79-7568, 79-16393 

Annual collection and storage of solar 
energy for the heating of buildings : 
report no. 3 /, 79-3972 

Annual compilation and analysis of hydro- 
logic data for urban studies in the Austin, 
Texas metropolitan area 
(OCoLC)3886526, 79-8248 

Annual conference of State Medicaid Di- 
rectors. Conference report., 79-16787 

Annual contractors‘ conference, 79-7998 

Annual Contractor‘s Conference of the Ar- 
tificial Kidney Program of the National 
Institute of Arthritis, Metabolism, and Di- 
gestive Diseases; proceedings., 79-7997 

Annual Contractor's Conference; proceed- 
ings, 79-7997 

Annual crop summary, 

Annual data., 79-4403 

Annual declassification list, 79-11496 

Annual earnings and employment patterns 
of private nonagricultural employees., 
79-22963 

Annual environmental monitoring report., 
79-9875 

Annual estimates of the population of states, 
July 1, 1970 to 1977, with components of 
change, 1970 to 1977, 79-3583 

Annual evaluation report on programs ad- 
ministered by the U.S. Office of Educa- 
tion., 79-16670 

Annual fire report for the National forests, 
79-10683 

Annual historical report. AMEDD activi- 
ties., 79-11026 

Annual housing survey. Housing character- 
istics for selected metropolitan areas., 
79-3609, 79-3610, 79-3611, 79-3612, 
79-3613, 79-3614, 79-3615, 79-3616, 
79-3617, 79-3618, 79-3619, 79-3620, 
79-3621, 79-3622, 79-3623, 79-3624, 
79-5578, 79-5579, 79-5580, 79-5581 

Annual housing survey : housing character- 
istics of older Americans in the United 
States., 79-22700 

Annual housing survey: supplementary 
report. No. 1. Summary of housing char- 
acteristics for selected metropolitan 
areas., 79-19488 

Annual housing survey: supplementary re- 
ports. No. 1. Summary of housing char- 
acteristics for selected metropolitan 
areas., 79-3625 

Annual housing survey: supplementary re- 
ports. No. 2. Financial characteristics by 
indicators of housing and neighborhood 
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quality for selected metropolitan areas., 
79-7283 

Annual housing survey: supplementary re- 
ports. No. 1. Summary of housing char- 
acteristics for selected metropolitan areas, 
79-19488 

Annual housing survey, United States and 
regions. Part B: Indicators of housing and 
neighborhood quality., 79-14746 

Annual housing survey, United States and 
regions. Part C: Financial characteristics 
of the housing inventory., 79-14747 

Annual housing survey, United States and 
regions. Part D: Housing characteristics 
of recent movers., 79-16196 

Annual housing survey, United States and 
regions. Part F: Financial characteristics 
by indicators of housing and neighbor- 
hood quality., 79-16197 

Annual housing survey, United States and 
regions. Financial characteristics by indi- 
cators of housing and neighborhood qual- 
ity, 79-16197 

Annual letter - Institute of Tropical Forest- 
ry., 79-19104 

Annual line of business report, 1973 : staff 
report to the Federal Trade Commission., 
79-15071 

Annual management report of the Defense 
Logistics Agency., 79-5686 

Annual management report of the Defense 
Supply Agency, 79-5686 

Annual occupational radiation exposure 
report, 79-10350 

Annual progress report - Analytical Chem- 
istry Division, 79-9751 

Annual progress report - Energy Division, 
Oak Ridge National Laboratory., 79- 
11323 

Annual progress report - Fusion Energy 
Division., 79-13287 

Annual progress report - U.S. Army Medi- 
cal Research Institute of Infectious Dis- 
eases., 79-9588 

Annual report, 79-3680, 79-7407 

Annual report : Knoxville Commuter Pool 
/, 7179-15774 

Annual report: The right to read., 79-2497 

Annual report - Administrative Conference 
of the United States, 79-17297 

Annual report - Administrator of Veterans 
Affairs., 79-17288 

Annual report - Advisory Committee on 
Accreditation and Institutional Eligibil- 
ity., 79-7958 

Annual report - Advisory Council on His- 
toric Preservation, 79-14308 

Annual report - Air Resources Atmospheric 
Turbulence and Diffusion Laboratory., 
79-10851 

Annual report - American Historical Asso- 
ciation., 79-12111 

Annual report - Arteriosclerosis and Hyper- 
tension Advisory Committee, National 
Institutes of Health., 79-6020, 79-6021 





Annual report - U.S. Nuclear Regulatory Commission. 


Annual rt - Board for International 
Broadcasting, 79-8643 

Annual report - Board of Foreign Scholar- 
ships., 79-8661 

Annual report - Bureau of Health Manpow- 
er., 79-11694 

Annual report - Chief Counsel, 79-12124 

Annual report - Chief counsel for the Inter- 
nal Revenue Service., 79-12124, 79- 
12125 

Annual report - Commissioner of Internal 
Revenue., 79-12123 

Annual report - Committee for Purchase 
from the Blind and Other Severely 
Handicapped., 79-15824 

Annual report - Commodity Futures Trad- 
ing Commission., 79-15802, 79-17298 

Annual report - Comptroller of the Curren- 
cy., 79-12121 

Annual report - Consumer Product Safety 
Commission., 79-10333, 79-10334 

Annual report - Department of Defense, 
79-17854 

Annual report - Department of Housing 
and Urban Development., 79-6092 

Annual report - Department of the Army, 
Office of the Chief of Engineers, 79- 
16377 

Annual report - Dept. of the Treasury, 
Bureau of Alcohol, Tobacco and Fire- 
arms., 79-4826 

Annual report - District of Columbia, Na- 
tional Guard., 79-17862 

Annual report - Earth Sciences Division, 
Lawrence’ Berkeley Laboratory, 79- 
11282 

Annual report - Economic Development 
Administration., 79-12714 

Annual report - Economic Development 
Administration and Office of Regional 
Economic Development 
(OCoLC)1179676, 79-12714 

Annual report - Energy & Environment Di- 
vision, Lawrence Berkeley Laboratory, 
79-11280 

Annual report - Export-Import Bank of the 
United States, 79-12240 

Annual report - FDIC., 79-8659 

Annual report - Federal Bureau of Investi- 
gation., 79-13985 

Annual report - Federal Communications 
Commission., 79-3684, 79-3685 

Annual report - Federal Election Commis- 
sion., 79-14299 

Annual report - Federal Judicial Center., 
79-4613 

Annual report - Federal Mediation and 
Conciliation Service., 79-9876 

Annual report - Federal Power Commis- 
sion., 79-7707 

Annual report - Federal Service Impasses 
Panel., 79-17319 

Annual report - Federal Trade Commis- 
sion., 79-16555 

Annual report - Food and Drug Adminis- 
tration., 79-20387 
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Annual report - Government National 
Mortgage Association., 79-10006, 79- 
13777 

Annual report - Great Lakes Basin Com- 
mission., 79-8662 

Annual report - Institute for Water Re- 
sources., 79-17871 

Annual report - Japan-United States Friend- 
ship Commission, 79-8665 

Annual report - Materials and Molecular 
Research Division, Lawrence Berkeley 
Laboratory., 79-11283 

Annual report - National Advisory Com- 
mittee on Black Higher Education and 
Black Colleges and Universities, 79- 
9917 

Annual report - National Advisory Council 
on Economic Opportunity, 79-18823 

Annual report - National Advisory Council 
on Supplementary Centers and Services., 
79-12045 

Annual report - National Advisory Re- 
search Resources Council., 79-13661 

Annual report - National Cancer Institute, 
Division of Cancer Cause and Preven- 
tion, 79-18257 

Annual report - National Cancer Institute, 
Division of Cancer Treatment., 79- 
20346, 79-22640 

Annual report - National Commission on 
Productivity and Work Quality, 79-3006 

Annual report - National Endowment for 
the Arts, National Council on the Arts., 
79-6323 

Annual report - National Institute of Envi- 
ronmental Health Sciences., 79-4324 

Annual report - National Library of Medi- 
cine, 79-9946, 79-11668 

Annual report - National Science Founda- 
tion., 79-17092 

Annual report - Office of Construction In- 
dustry Services., 79-20841 

Annual report - Office of Drug Abuse 
Policy., 79-4699 

Annual report - Office of Research and De- 
velopment, Region I., 79-9801 

Annual report - Office of the Inspector 
General., 79-13392 

Annual report - Pennsylvania Avenue De- 
velopment Corporation., 79-14336 

Annual report - Railroad Retirement 
Board., 79-23029 

Annual report - Renegotiation Board., 
10207 

Annual report - Securities and Exchange 
Commission, 79-10257 

Annual report - Small Business Administra- 
tion., 79-4804 

Annual report - The Board for International 
Broadcasting., 79-8643 

Annual report - U.S. Consumer Product 
Safety Commission, 79-10333, 79- 
10334 

Annual report - U.S. Nuclear Regulatory 
Commission., 79-10346 
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Annual report - United States Civil Service 
Commission., 79-7327 

Annual report, administration of the Toxic 
substances control act., 79-7807, 79- 
18177 

Annual report and achievements - Mining 
Enforcement and Safety Administration, 
79-16905 

Annual report, Canal Zone Government, 
79-16331 

Annual report. Chief, National Guard 
Bureau, 79-19793 

Annual report. E.S.E.A. Title 3 - National 
Advisory Council on Supplementary 
Centers and Services, 79-12045 

Annual report. Fishery conservation and 
management act of 1976, 79-16257 

Annual report, geothermal energy research, 
development & demonstration program., 
79-13016 

Annual report, highway safety improve- 
ment programs., 79-6770 

Annual report. Industrial energy efficiency 
improvement program., 79-11368 

Annual report. National Voluntary Labora- 
tory Accreditation Program., 79-3522 

Annual report of energy purchased by 
REA borrowers., 79-9473 

Annual report of financial and statistical 
data, 79-5670 

Annual report of Lawrence Livermore 
Laboratory to the High Altitude Pollu- 
tion Program., 79-5905 

Annual report of LEAA, 79-15485 

Annual report of NIJJDP., 79-16980 

Annual report of operations - Office of 
Naval Petroleum and Oil Shale Re- 
serves., 79-7699 

Annual report of radiation exposures for 
DOE & DOE contractor employees., 
79-4026 

Annual report of radiation exposures for 
ERDA & ERDA contractor employees, 
79-4026 

Annual report of the American Battle 
Monuments Commission., 79-21654 

Annual report of the Appalachian Regional 
Commission., 79-15800 

Annual report of the Architect of the Cap- 
itol., 79-18819 

Annual report of the Attorney General of 
the United States., 79-4584 

Annual report of the Board of Trustees of 
the Federal Hospital Insurance Trust 
Fund., 79-6773, 79-17560 

Annual report of the Board of Trustees of 
the Federal Old-Age and Survivors In- 
surance and Disability Insurance Trust 
Funds., 79-6772, 79-17559 

Annual report of the Board of Trustees of 
the Federal Supplementary Medical In- 
surance Trust Fund., 79-17561 

Annual report of the Bureau of Alcohol, 
Tobacco and Firearms, 79-15618 
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Annual report of the Chief of Engineers on 
civil works activities., 79-11010, 79- 
12924, 79-16377, 79-16378, 79-22370 

Annual report of the Commissioner of Edu- 
cation., 79-15216 

Annual report of the Comptroller General 
of the United States., 79-7816 

Annual report of the Comptroller of the 
Treasury, 79-7816 

Annual report of the Digestive Diseases 
Coordinating Committee to the Secre- 
tary, U.S. Department of Health, Educa- 
tion, and Welfare., 79-18248 

Annual report of the Director - Administra- 
tive Office of the United States Courts., 
79-4611, 79-15522 

Annual report of the Director of Selective 
Service, 79-12284 

Annual report of the Director of the Ad- 
ministrative Office of the United States 
Courts., 79-15522 

Annual report of the Director of the Mint., 
79-8528, 79-21104 

Annual report of the Federal Communica- 
tions Commission on the effect of Public 
law 93-107, the Sports antiblackout law, 
on the broadcasting of sold-out home 
games of professional football, baseball, 
basketball and hockey., 79-10439 

Annual report of the Federal Deposit Insur- 
ance Corporation, 79-8659 

Annual report of the Federal Radio Com- 
mission to the Congress of the United 
States, 79-3684, 79-3685, 79-10858 

Annual report of the Federal Trade Com- 
mission., 79-11499, 79-16555 

Annual report of the Foreign-Trade Zones 
Board to the Congress of the United 
States., 79-11502 

Annual report of the Gorgas Memorial 
Laboratory., 79-15877 

Annual report of the Interstate Commerce 
Commission., 79-13980 

Annual report of the Librarian of Con- 
gress., 79-18613 

Annual report of the Maritime Administra- 
tion, 79-14753 

Annual report of the National Center for 
Productivity and Quality of Working 
Life., 79-3006 

Annual report of the National Credit Union 
Administration., 79-4686 

Annual report of the National Diabetes Ad- 
visory Board., 79-4284, 79-13668 

Annual report of the National Labor Rela- 
tions Board., 79-11938 

Annual report of the National Mediation 
Board., 79-12034 

Annual report of the Office of Revenue 
Sharing., 79-12114 

Annual report of the Office of Revenue 
Sharing (Washington), 79-12114 

Annual report of the Panama Canal Compa- 
ny, 79-3741, 79-16331 
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Annual report of the Policy Coordination 
Group for Technology Development., 
79-14456 

Annual report of the Postmaster General., 
79-10201 

Annual report of the President of the 
United States on the trade agreements 
program., 79-2792, 79-15577 

Annual report of the SEC., 79-10257 

The annual report of the Secretary of Com- 
merce., 79-3517, 79-3676 

Annual report of the Secretary of Com- 
merce on implementation of the Federal 
fire prevention and control act of 1974, 
79-3676 

Annual report of the Secretary of the Inte- 
rior under the Mining and minerals 
policy act of 1970., 79-4454, 79-22870 

Annual report of the Secretary of the Inte- 
rior under the Surface mining control and 
reclamation act of 1977., 79-13879 

Annual report of the Secretary of the 
Treasury on the state of the finances., 
79-14186 

Annual report of the Secretary of Trans- 
portation on hazardous materials control, 
79-4836 

Annual report of the Select Committee on 
Narcotics Abuse and Control., 79-9255 

Annual report of the Social Security Ad- 
ministration, 79-6743 

Annual report of the Social Security Ad- 
ministration submitted to the Congress by 
the Department of Health, Education, 
and Welfare., 79-6743 

Annual report of the Technical Services 
Staff to the chairman of the Committee 
on Rules and Administration, United 
States Senate., 79-23440 

Annual report of the Tennessee Valley Au- 
thority, 79-14340, 79-14341 

Annual report of the U.S. Commissioner of 
Education, 79-15216 

Annual report of the U.S. Consumer Prod- 
uct Safety Commission on flammable fab- 
rics data., 79-12237 

Annual report of the U.S. Court of Military 
Appeals and the Judge Advocate General 
of the Armed Forces and the General 
Counsel of the Department of Transpor- 
tation, 79-10907 

Annual report of the U.S. Department of 
Health, Education, and Welfare to the 
Congress of the United States on services 
provided to handicapped children in 
Project Head Start., 79-13767 

Annual report of the U.S. Department of 
Health, Education, and Welfare to the 
President and to the Congress on federal 
activities related to the administration of 
the rehabilitation act, 79-15211 

Annual report of the United States National 
Committee on Vital and Health Statis- 
tics, 79-11693 

Annual report on activities carried out 
under Public Law 480, 79-10681, 79- 
21860 
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Annual report on activities conducted to 
implement the Runaway youth act., 79- 
11733 

Annual report on coal, 79-13878 

Annual report on exchange of medical in- 
formation, 79-12424 

Annual report on hazardous materials trans- 
portation., 79-4836 

Annual report on Public Law 480, 79- 
10681, 79-21860 

Annual report on sharing medical re- 
sources, 79-12424 

Annual report on the administration of the 
Natural gas pipeline safety act. 79- 
14290 

Annual report on the administration of the 
Territory of the Pacific Islands, 79- 
17121 

Annual report on the archeological pro- 
grams of the Western Region, National 
Park Service., 79-13936 

Annual report on the MHD high perform- 
ance demonstration experiment for the 
period November 15, 1973 - April 30, 
1975 /, 79-11227 

Annual report on transport statistics in the 
United States., 79-11861, 79-13983, 
79-16968 

Annual report, Panama Canal Company, 
Canal Zone Government., 79-3741, 79- 
16331 

Annual report pursuant to section 3 of 
House resolution 658, 95th Congress, Ist 
session., 79-6905 

Annual _ report, State-chartered 
unions, 79-12029 

Annual report submitted to the Committees 
on Armed Services of the Senate and the 
House of Representatives and to the Sec- 
retary of Defense and Secretary of Trans- 
portation and the Secretaries of the De- 
partments of the Army, Navy, and Air 
Force pursuant to the Uniform Code of 
Military Justice., 79-10907 

Annual report summary - Federal Commu- 
nications Commission., 79-10858 

Annual report support document. Industrial 
energy efficiency improvement program., 
79-11369 

Annual report, the Marine mammal protec- 
tion act of 1972., 79-19587 

Annual report to Congress, 79-10346 

Annual report to Congress - Energy Infor- 
mation Administration., 79-9780, 79- 
9781, 79-16499, 79-16500, 79-16501 

Annual report to Congress - National 
Transportation Safety Board., 79-6433, 
79-15629 

Annual report to Congress - United States 
Department of Energy, Energy Informa- 
tion Administration, 79-9780, 79-9781, 
79-13395, 79-16499, 79-16500, 79- 
16501 

Annual report to Congress by the Task 
Force on Environmental Cancer and 
Heart and Lung Disease., 79-9869 
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Annual report to Congress on administra- 
tion of the Marine protection, research, 
and sanctuaries act of 1972, as amended 
(P.L. 92-532) and implementing the inter- 
national ocean dumping convention., 79- 
20109 

Annual report to Congress on the imple- 
mentation of Public Law 94-413, the elec- 
tric & hybrid vehicle research, develop- 
ment and demonstration act of 1976, 79- 
11142 

Annual report to the Congress - Congress 
of the United States, Office of Technol- 
ogy Assessment., 79-10397 

Annual report to the Congress - Foreign 
Claims Settlement Commission of the 
United States., 79-4955 

Annual report to the Congress by the 
Office of Technology Assessment, 79- 
10397 

Annual report to the Congress by the Sec- 
retary of Health, Education, and Welfare 
on the Professional Standards Review 
Organizations Program., 79-13764 

Annual report to the Director, National In- 
stitutes of Health., 79-7984, 79-20345 

Annual report to the High Altitude Pollu- 
tion Program, 79-5905 

Annual report to the High Alltitute Pollu- 
tion Program., 79-6478 

Annual report to the President - Federal 
Council on the Aging., 79-17317 

Annual report to the President and Con- 
gress - Pension Benefit Guaranty Corpo- 
ration., 79-12283 

Annual report to the President and the 
Congress - National Advisory Council on 
the Education of Disadvantaged Chil- 
dren., 79-8648 

Annual report to the President and the 
Congress of the National Commission for 
Manpower Policy., 79-8695, 79-14309 

Annual report to the President and the 
Congress on Federal activities related to 
the administration of the Rehabilitation 
act of 1973 as amended, 79-15211 

Annual report to the President and the 
Congress on the State energy conserva- 
tion program., 79-17904 

Annual report to the President and the 
Congress on the weatherization assistance 
program., 79-14869 

Annual report to the President and to the 
Congress - National Advisory Council on 
International Monetary and Financial 
Policies., 79-21288, 79-23269 

Annual report to the Senate of the Select 
Committee on Intelligence, United States 
Senate together with additional views, 
79-19054 

Annual report to the United Nations on the 
administration of the Trust Territory of 
the Pacific Islands., 79-17121 

Annual report to the United States Con- 
gress - National Institute on Alcohol 
Abuse and Alcoholism., 79-4413 
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Annual report, transport statistics in the 
United States., 79-10106 

Annual reports., 79-7862 

Annual reports of the Panama Canal Com- 
pany and the Canal Zone Government, 
79-3741, 79-16331 

Annual reports on the exchange of medical 
information and i medical re- 
sources., 79-12424 

Annual retail trade, 79-17783 

Annual review - Chief, National Guard 
Bureau, 79-7407, 79-19793 

Annual review. Chief, National Guard 
Bureau, 79-19793 

Annual review of aircraft accident data. 
U.S. air carrier operations., 79-4837 

Annual review of aircraft accident data. 
U.S. general aviation., 79-12167 

Annual review of child abuse and neglect 
research., 79-18349 

Annual review of U.S. general aviation ac- 
cidents, 79-12167 

Annual solicitation for research and semi- 
nars under the program of university re- 
search, 79-12146 

Annual solicitation for research proposals 
program of university research. 79- 
12146 

Annual statistical digest - Board of Gover- 
nors of the Federal Reserve System., 
79-13490 

Annual statistical report. Rural electric bor- 
rowers., 79-5512 

Annual statistical report. Rural telephone 
borrowers., 79-5513 

Annual statistical report. Reviews of per- 
sonnel operations of state and local per- 
sonnel systems, and state and local agen- 
cies administering employment security, 
occupational safety and health, public 
health, public welfare, surplus property, 
civil defense programs., 79-3740 

Annual statistical report. Rural telephone 
program, 79-5513 

Annual strategic petroleum reserve report., 
79-11356 

Annual summary of cost and quality of 
electric utility plant fuels., 79-9779 

Annual summary of cost and quality of 
steam-electric plant fuels, 79-9779 

Annual summary of oil and gas., 79-12665 

Annual summary report - Ames Labora- 
tory, USDOE., 79-11277 

Annual survey of manufactures., 79-19448 

Annual survey of manufactures. Fuels and 
electric energy consumed., 79-3523 

Annual survey of manufactures. Manufac- 
turers‘ alternative energy capabilities., 
79-5537 

Annual technical report - Energy Materials 
Coordinating Committee (EMACC)., 
79-9772 

Annual typhoon report., 79-7534 

Annual vegetables, 79-14691 

Annuity provisions for former spouses : 
hearings before the Subcommittee on 
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Compensation and Employee Benefits of 
the Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 3951., 79-21619 

Anomalous alpha particle transport in ther- 
monuclear tokamak plasma /, 79-14962 

Answers to questions about the safe drink- 
ing water act., 79-9820 

Antarctic area /, 79-7304 

Antarctic bibliography., 79-10149 

Antarctic conservation act of 1978 : [an act 
to implement the Agreed Measures for 
the Conservation of Antarctic Fauna and 
Flora, and for other measuresf{., 79-7044 

Antarctic journal of the United States., 
79-1422 

Antarctic living marine resources negotia- 
tions : hearing before the National Ocean 
Policy Study of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session ... June 14, 1978., 
79-8823 

Antarctic report, 79-1422 

Antenatal diagnosis : report of a consensus 
development conference /, 79-20338 

Antenna /, 79-19656 

Antennas and the associated time domain 
range for the measurement of impulse 
fields /, 79-9495 

Anthony Rogers : report to accompany 
H.R. 1750., 79-5435 

Anthropology and archaeology., 79-22603 

Anthropometric source book /, 79-4685 

Anthropometric survey of truck and bus 
drivers : anthropometry, control reach 
and control force : final reports /, 79- 
15682 

Antibodies in animal health maintenance : 
hearing before the Subcommittee on 
Dairy and Poultry of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth Congress, second session, 
September 27, 1978., 79-8749 

Antibodies in urine of chimpanzees with 
chronic adenoviral viruria /, 79-16696 

Anticipated transients without scram for 
light water reactors : staff report., 79- 
6568 

Anticipating disruptive imports : a study /, 
79-5054 

An anticorruption strategy for local gov- 
ernments /, 79-22935 

Antiepileptic drug development : I. History 
and a program for progress /, 79-6044 

Antigens associated with cancer-related vir- 
uses, 79-1016 

Antimony., 79-1239 

Antirecession and targeted fiscal assistance 
for State and local governments : report 
to accompany S. 566., 79-21821 

Antirecession payment summary., 79-1495 

Antirecessional fiscal assistance to state and 
local governments, 79-1495 
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Antiserum preparation for immunodiffusion 
in southern pine beetle predation studies 
/, 7179-19151 

Antismoking initiatives of the Department 
of Health, Education, and Welfare : hear- 
ing before the Subcommittee on Health 
and the Environment of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ... February 15, 
1978., 79-8961 

Antisotropic friction and wear of single 
crystal manganese-zinc ferrite in contact 
with itself /, 79-14080 

Antitrust enforcement : hearing before the 
Subcommitee on Antitrust, Consumers, 
and Employment of the Committee on 
Small Business, House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-10579 

Antitrust enforcement act of 1978., 
9398 

The Antitrust enforcement act of 1979 : 
report of the Committee on the Judiciary, 
United States Senate, together with mi- 
nority and additional views to accompa- 
ny S. 300., 79-17697 

Antitrust enforcement act of 1979, S. 300 : 
hearings before the Committee on the Ju- 
diciary, United States Senate, Ninety- 
sixth Congress, first session, on S. 300 ...., 
79-17518 

Antitrust in East-West trade : excerpt from 
the March 10, 1976 meeting of the Advi- 
sory Committee on East-West Trade., 
79-3675 

Antitrust procedural act of 1979, S. 390 : 
hearings before the Subcommittee on 
Antitrust and Monopoly of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 390, February 20 and 26, 
1979., 79-21607 

Antitumor and antiviral agents, experimen- 
tal therapeutics, toxicology, pharmacol- 
ogy., 79-1023 

Antitumor and antiviral agents, mechanisms 
of action., 79-1022 

Antonio Rivera Aristizabal : report to ac- 
company H.R. 2098., 79-21772 

Antrim oil shale : brine removal : topical 
report /, 79-2244 

Ants in the home and garden : how to 
control them /, 79-7157 

AoA education and training program plan 
and guidelines for preparation of applica- 
tions : title IV-A and IV-E of the Older 
Americans act, as amended, fiscal year 
1979., 79-16711 

Apalachicola River and Bay estuarine sanc- 
tuary., 79-17837 

APHIS meat and poultry inspection pro- 
gram, program issuances, 79-122 

APHIS program services directory, 
121, 79-5520 

Apollo experience report : real-time display 
system /, 79-6293 
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Apollo Soyuz Test Project : first interna- 
tional manned space flight, July 15-24, 
1975., 79-20908 

The Apollo-Soyuz Test Project medical 
report /, 79-20916 

Apollo 17, the most productive lunar expe- 
dition., 79-8322 

Appalachia., 79-1613 

Appalachia (Washington), 79-1613 

Apparatus for simultaneous measurement of 
mass change, optical transmittance, and 
reflectance of thin films /, 79-7690 

An apparatus for simultaneously measuring 
electrical conductivity and oxygen fuga- 
city /, 79-2320 

Apparel., 79-7234 

Apparel and accessories, N.E.C., SIC 2389., 
79-19261 

Apparel, Belgium., 79-22277 

Apparel belts, SIC 2387., 79-21985 

Apparel, Germany., 79-22273 

Appeals process for disputed claims under 
Federal employees health benefits pro- 
gram : hearing before the Subcommittee 
on Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representatives, 
Ninety-fifth Congress, second session, 
April 19, 1978., 79-9075 

Appearances and activities of leading per- 
sonalities of the People’s Republic of 
China., 79-8391 

Appendices C through F to the Hearing aid 
industry staff report : final report to the 
Federal Trade Commission and proposed 
trade regulation rule (16 CFR, part 440) 
/, 19-13493 

Appendices to transportation-air quality 
planning guidelines., 79-11411 

Appendix to cost-effective position manage- 
ment : a training program for local VA 
management., 79-10315 

Appendix to Report and recommendations : 
institutional review boards., 79-8664 

Appendix L (Revised) for performance test- 
ing of a residential solar climate control 
system using a water trickle collector and 
a water-rockbed thermal storage during a 
winter period /, 79-18001 

Applicability of petroleum refinery control 
technologies to coal conversion /, 79- 
13469 

Applicability of the control configured 
design approach to advanced earth orbit- 
al transportation systems /, 79-10164 

Applicant information bulletin, 79-11695 

Application and system design study for 
cost-effective solar photovoltaic systems 
at Federal installations /, 79-5869 

Application of automatic vehicle location in 
law enforcement : an introductory plan- 
ning guide /, 79-14001 

The application of brown coal fly ash to 
road base courses /, 79-23121 

Application of computer-aided dispatch in 
law enforcement : an introductory plan- 
ning guide /, 79-18572 
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Application of continuous watershed mod- 
elling to feedlot runoff management and 
control /, 79-18142 

The application of fisheries management 
techniques to assessing impacts : task 1 
report /, 79-21324 

The application of game theory to nuclear 
material accounting /, 79-6583 

An application of maximum-minimum dis- 
tance circuits on hybercubes (to pseudo- 
color graphics displays) /, 79-19930 

Application of meteorological satellite data 
to weather sensitive Army operations /, 
79-5789 

Application of mobile digital communica- 
tions in law enforcement : an introduc- 
tory planning guide /, 79-18573 

The application of multiquadric equations 
and point mass anomaly models to crustal 
movement studies /, 79-7302 

Application of multispectral scanner data to 
the study of an abandoned surface coal 
mine /, 79-11979 

The application of random-point processes 
to the detection of radiation sources /, 
79-16485 

Application of remote sensing to the Chesa- 
peake Bay region : a conference jointly 
sponsored by the National Aeronautics 
and Space Administration, the Environ- 
mental Protection Agency, and the Uni- 
versity of Maryland, and held at Coolfont 
Conference Center, April 12-15, 1977 /, 
79-12021 

Application of second-order turbulent mod- 
eling to the prediction of radiated aero- 
dynamic sound /, 79-2727 

Application of shock tubes to transonic air- 
foil testing at high Reynolds number /, 
79-18651 

Application of solar energy to industrial 
drying or dehydration processes : final 
report., 79-2285 

Application of solar technology to today‘s 
energy needs., 79-8727 

Application of special-purpose digital com- 
puters to rotorcraft real-time simulation / 
, 79-8352 

Application of the AN/GVS-5 laser range- 
finder to cloud base height measurements 
/, 79-9590 

Application of the Bernoulli enthalpy con- 
cept to the study of vortex noise and jet 
impingement noise /, 79-2723 

Application of the Fair labor standards act 
to blind and handicapped workers : hear- 
ings before the Subcommittee on Labor 
Standards of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on H.R. 8104 ... May 10 and 11, 
1978., 79-3059 

Application study of wind power technol- 
ogy to the city of Hart, Michigan, 1977 : 
final report /, 79-3899 

Application through 
family, section 203(n)., 


insurance, 
79-20510 
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Approved drug products : interim publication. 


Applications accepted for filing by Safety 
and Special Radio Services Bureau, 79- 
574 

Applications and case dispositions for 
public assistance., 79-978 

Applications and/or amendments thereto 
filed with the Civil Aeronautics Board., 
79-548 

Applications and reports received or acted 
on and all other actions of the Board, 
79-908 

Applications, cases approved, and cases dis- 
continued for public assistance, 79-978 

Applications for certificates and/or amend- 
ment of existing certificates filed -Sept. 
30, 1944, 79-548 

Applications of computer programs in the 
preliminary design of wastewater treat- 
ment facilities, 79-2368 

Applications of empirical corrections to 
NOAA-4 VTPR observations /, 79- 
5788 

Applications of remote sensing to hydrolo- 
gic planning /, 79-11997 

Applicaton of diffusion research to solar 
energy policy issues /, 79-13328 

Applied analysis model summaries /, 79- 
20036 

Applied analysis modeling capability 
survey, "Models index“ /, 79-15026 

Applied research, 79-10200 

Applied research and evaluation of process 
concepts for liquefaction and gasification 
of western coal., 79-2239, 79-13141 

Applied research on energy storage and 
conversion for photovoltaic and wind 
energy systems : final report /, 79-7642 

Applied Routh approximation /, 79-8333 

Applied simulation techniques for energy 
recovery /, 79-16451 

Applied studies in advanced boiler technol- 
ogy for Rankine cycle power systems : 
final report /, 79-13090 

Applying fabric filtration to refuse-fired 
boilers : a pilot-scale investigation /, 79- 
2385 

Appointment of David G. Gartner, Com- 
missioner, Commodity Futures Trading 
Commission : hearing before the Commit- 
tee on Agriculture, Nutrition, and Forest- 
ry, United States Senate, Ninety-fifth 
Congress, second session June 28, 
1978., 79-8760 

An appraisal of new sources of employment 
and unemployment statistics /, 79-23232 

Appraisal of techniques to reduce embed- 
ment friction while post-stressing con- 
crete /, 79-6454 

Apprenticeship: selected references, 1974- 
1979., 79-22958 

Apprenticeship standards for the National 
Automobile Dealers Association., 79- 
17049 

Approach; the 
review., 79-734 

Approach (Norfolk), 


naval aviation safety 


79-734 
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An approach to region-wide urban trans- 

_— /, 79-8537 
An approach to the short-range prediction 

of early morning radiation fog /, 79- 
7477 

An approach to the validation of computer 
simulation codes /, 79-7675 

Approaches to budgeting and cost analysis., 
79-15210 

Appropriate technology : a directory of ac- 
tivities and projects., 79-20930 

Appropriate technology : hearings before 
the Subcommittee on Domestic and In- 
ternational Scientific Planning, Analysis, 
and Cooperation of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, July 25, 26, 27, 1978., 
79-10574 

Appropriate technology : small grants pro- 
gram., 79-9634 

Appropriate Technology Week : report to 
accompany S. Con. Res. 11., 79-19033 

Appropriateness of placement of patients in 
State and county mental hospitals, 79- 
20454 

The appropriateness of the Federal inter- 
agency day care requirements : report of 
findings and recc dations., 79-4229 

Appropriation authorization for the U.S. 
Arms Control and Disarmament Agency 
: Communication from the President of 
the United States .... 79-14501 

Appropriations, budget estimates, etc. : 
statements, Ninety-fifth Congress, first 
session (January 4, 1977 to December 15, 
1977) ... /, 79-9184 

Appropriations, budget estimates, etc. : 
statements, Ninety-fourth Congress, first 
session (January 14, 1975 to December 
19, 1975) and Ninety-fourth Congress, 
second session ... /, 79-21673 

Appropriations, budget estimates, etc. 
statements, Ninety-fourth Congress, 
second session (January 19, 1976 to Octo- 
ber 1, 1976) /, 79-9182 

Appropriations Committee recommenda- 
tions compared with the allocation of 
budget totals to the Appropriations Com- 
mittee for fiscal year 1979 /, 79-6805, 
79-15984 

Appropriations for Departments of State, 
Justice, Commerce, Judiciary, and related 
agencies : conference report to accompa- 
ny H.R. 12934., 79-5243 

Approved conference, rate and interconfer- 
ence agreements of steamship lines in the 
foreign commerce of the United States, 
79-4100 

Approved conference, rate, interconference, 
pooling and joint service agreements and 
selective major cooperative working ar- 
rangements of steamship lines in the for- 
eign commerce of the United States., 
79-4100 

Approved drug products : 
tion., 79-9957 
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Approving the printing of additional copies 
of the report accompanying the second 
concurrent resolution on the budget for 
fiscal year 1980 : report to accompany H. 
Res. 360., 79-17644 

Approximate indicial lift function for ta- 
pered, swept wings in incompressible 
flow /, 79-8342 

Approximation concepts for numerical air- 
foil optimization /, 79-18680 

Aprons, dresses, and skirts., 
79-16344 

Aquaculture and hydroponics, 1968-1978 /, 
79-14705 

Aquatic inhabitants of a mine waste stream 
in Arizona /, 79-19149 

Aratex Services, Inc., Industrial Laundry, 
Fresno, California., 79-15006 

Aratex Services inc. solar energy system., 
79-15007 

Arbitration : air transport services : com- 
promise between the United States of 
America and France, relating to the 
agreement of March 27, 1946, as amend- 
ed, signed at Washington, July 11, 1978., 
79-21075 

Archaeological and historical data recovery 
program., 79-22929 

Archaeological and historical investigations 
for energy facilities : state of the art 
report /, 79-4101 

Archaeological resources protection act of 
1979 : report to accompany S. 490., 79- 
21806 

The Archaeological resources protection 
act of 1979 and the Frederick Law 
Olmsted National Historic Site : hearing 
before the Subcommittee on Parks, Rec- 
reation, and Renewable Resources of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session, on S. 490 ... 
S. 495 ... May 1, 1979., 79-21508 

Archeological investigation at Fort Griffin 
/, 79-4560 

Archeological programs, 79-13936 

Architectural barriers removal : information 
resources, funding guide, publications 
available from Federal sources., 79- 
15312, 79-18340 

Architectural metal work, SIC 3446., 
22041 

Architecture., 79-16630 

Arctic bulletin., 79-1420 

Are OPEC financial holdings a danger to 
U.S. banks or the economy? : report /, 
79-22582 

Are pension beneficiaries harmed by large 
bank trust department sales of large 
common stock positions? : the evidence : 
report /, 79-4151 

Are the electric utilities gold plated? : a 
perspective on electric utility reliability : 
a study /, 79-17496 

Are we running out? : a perspective on 
resource scarcity : a study /, 79-6684 
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Are your equipment purchases cost effec- 
tive?, 79-8282 
Area charts, U.S., 
672 

Area handbooks., 79-11568 

Area labor market trends, 79-1333 

Area of  interest/field-of-view 
using ASPT /, 79-2163 

Area Redevelopment Administration, direc- 
tory of approved projects, 79-17823 

Area trends, a supplement to FHA trends; 
section 203, home mortgages insured by 
FHA., 79-1167 

Area trends in employment and unemploy- 
ment., 79-1333 

Area wage survey. Akron, Ohio, metropoli- 
tan area., 79-11900 

Area wage survey. Albany-Schenectady- 
Troy, New York, metropolitan area., 
79-10134 

Area wage survey: Anaheim-Santa Ana- 
Garden Grove, California metropolitan 
area., 79-11902, 79-18595 

Area wage survey. Atlanta, Georgia, met- 
ropolitan area., 79-4628, 79-22970 

Area wage survey. Baltimore, Maryland, 
metropolitan area., 79-6260 

Area wage survey. Billings, Montana, met- 
ropolitan area., 79-4638 

Area wage survey. Boston, Massachusetts, 
metropolitan area., 79-6253 

Area wage survey. Buffalo, New York, 
metropolitan area., 79-18599 

Area wage survey. Chattanooga, Tennes- 
see-Georgia, metropolitan area., 79-6261 

Area wage survey. Chicago, Illinois, metro- 
politan area., 79-4632 

Area wage survey. Cincinnati, Ohio-Ken- 
tucky-Indiana, metropolitan area. 79- 
4639 

Area wage survey. Cleveland, Ohio, metro- 
politan area., 79-6259 

Area wage survey. Columbus, Ohio, metro- 
politan area., 79-11896 

Area wage survey. Corpus Christi, Texas, 
metropolitan area., 79-4629 

Area wage survey. Dallas-Fort Worth, 
Texas, metropolitan area., 79-10128 

Area wage survey. Davenport-Rock Island- 
Moline, Iowa-Illinois metropolitan area., 
79-20864 

Area wage survey. Dayton, Ohio, metro- 
politan area., 79-11903 

Area wage survey. Dayton, Ohio, metro- 
politan area [erratat., 79-18596 

Area wage survey. Daytona Beach, Flor- 
ida, metropolitan area., 79-6258 

Area wage survey. Denver-Boulder, Colo- 
rado, metropolitan area., 79-11905 

Area wage survey. Detroit, Michigan, met- 
ropolitan area., 79-20862 

Area wage survey. Fresno, California, met- 
ropolitan area., 79-4631 

Area wage survey. Gainesville, Florida, 
metropolitan area., 79-6255 
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Area wage survey. Green Bay, Wisconsin, 
metropolitan area., 79-6251 

Area wage survey. Greensboro-Winston- 
Salem-High Point, North Carolina, met- 
ropolitan area., 79-6256 

Area wage survey. Greenville-Spartanburg, 
South Carolina, metropolitan area., 79- 
4630 

Area wage survey. Hartford, Connecticut, 
metropolitan area., 79-20866 

Area wage survey. Houston, Texas, metro- 
politan area., 79-22965 

Area wage survey: Huntsville, Alabama, 
metropolitan area., 79-20858 

Area wage survey. Indianapolis, Indiana, 
metropolitan area., 79-10133 

Area wage survey. Jackson, Mississippi, 
metropolitan area., 79-20863 

Area wage survey: Jacksonville, Florida, 
metropolitan area., 79-11904 

Area wage survey. Kansas City, Missouri- 
Kansas, metropolitan area., 79-10129 

Area wage survey. Los Angeles-Long 
Beach, California, metropolitan area., 
79-11898 

Area wage survey. Louisville, Kentucky- 
Indiana, metropolitan area., 79-18597 

Area wage survey. Memphis, Tennessee- 
Arkansas-Mississippi, metropolitan area., 
79-11899 

Area wage survey: Miami, Florida, metro- 
politan area., 79-11897 

Area wage survey: Milwaukee, Wisconsin, 
metropolitan area., 79-17026 

Area wage survey: Minneapolis-St. Paul, 
Minnesota-Wisconsin, metropolitan area., 
79-15536 

Area wage survey. Nassau-Suffolk, New 
York, metropolitan area., 79-4633 

Area wage survey. New Orleans, Louisiana, 
metropolitan area., 79-20857 

Area wage survey. New York, New York- 
New Jersey, metropolitan area., 79-4635 

Area wage survey. Newark, New Jersey, 
metropolitan area., 79-20860 

Area wage survey. Norfolk-Virginia Beach- 
Portsmouth, Virginia-North Carolina, 
metropolitan area., 79-15530 

Area wage survey. Northeast Pennsylvania, 
metropolitan area., 79-6257 

Area wage survey. Oklahoma City, Oklaho- 
ma, metropolitan area., 79-4640 

Area wage survey. Omaha, Nebraska-Iowa, 
metropolitan area., 79-10132 

Area wage survey. Paterson-Clifton-Passaic, 
New Jersey metropolitan area., 79-4636 

Area wage survey. Philadelphia, Pennsylva- 
nia-New Jersey, metropolitan area., 79- 
10130 

Area wage survey. Pittsburgh, Pennsylva- 
nia metropolitan area., 79-20865 

Area wage survey. Portland, Maine, metro- 
politan area., 79-18598 

Area wage survey. Portland, Oregon-Wash- 
ington, metropolitan area., 79-4625 
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Area wage survey. Poughkeepsie-Kingston- 
Newburgh, New York metropolitan 
area., 79-6252 

Area wage survey. Poughkeepsie, 
York, metropolitan area., 79-4637 

Area wage survey. Providence-Warwick- 
Pawtucket, Rhode Island-Massachusetts, 
metropolitan area., 79-4627 

Area wage survey. Richmond, Virginia, 
metropolitan area., 79-4626 

Area wage survey: Sacramento, California, 
metropolitan area., 79-15533 

Area wage survey. Saginaw, Michigan met- 
ropolitan area., 79-11901 

Area wage survey. Salt Lake City-Ogden, 
Utah, metropolitan area., 79-18600 

Area wage survey. San Antonio, Texas, 
metropolitan area., 79-22967 

Area wage survey. San Diego, California, 
metropolitan area., 79-18601 

Area wage survey. San Francisco-Oakland, 
California, metropolitan area., 79-22964 

Area wage survey. San Jose, California, 
metropolitan area., 79-22969 

Area wage survey. Seattle-Everett, Wash- 
ington, metropolitan area., 79-15532 

Area wage survey. South Bend, Indiana, 
metropolitan area., 79-6254 

Area wage survey. St. Louis, Missouri-Illi- 
nois, metropolitan area., 79-20867 

Area wage survey. Toledo, Ohio-Michigan, 
metropolitan area., 79-4624, 79-22966 

Area wage survey. Trenton, New Jersey, 
metropolitan area., 79-10131 

Area wage survey. Utica-Rome, New York, 
metropolitan area., 79-4634 

Area wage survey. Washington, 
Maryland-Virginia metropolitan 
79-20859 

Area wage survey. Wichita, Kansas, metro- 
politan area., 79-22968 

Area wage survey: York, Pennsylvania, 
metropolitan area., 79-20861 

Area wage survey. Anaheim-Santa Ana- 
Garden Grove, California, metropolitan 
area, 79-18595 

Area wage survey. Gainesville, 
metropolitan area, 79-6255 

Area wage survey: Los Angeles-Long 
Beach and Anaheim-Santa Ana-Garden 
Grove, California, metropolitan area, 
79-11898, 79-11902 

Area wage survey: the Dallas, Texas, met- 
ropolitan area, 79-10128 

Area wage survey: the Denver, Colorado, 
metropolitan area, 79-11905 

Area wage survey: the Fort Worth, Texas, 
metropolitan area, 79-10128 

Area wage survey, the Memphis, Tennes- 
see-Arkansas, metropolitan area, 79- 
11899 

Area wage surveys: Metropolitan areas, 
United States and regional summaries., 
79-22961 

Area wage surveys. Selected metropolitan 
areas., 79-11890 
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Area wage surveys : this booklet contains 
the lists and descriptions of occupations 
to be studied in the Bureau‘s cross-indus- 
try area wage survey program., 79-2673 

Area 00, North Polar, pair A-D (Norway - 
North Dakota, U.S.A.), 79-14775 

Area 00, North Polar, station G (Trinidad), 
Omega propagation correction tables for 
10.2 kHz., 79-7339 

Area 05, Canada, station A (Norway) : 
Omega propagation correction tables., 
79-19645 

Area 06, Greenland, station C (Hawaii), 
79-14783 

Area 07, Mediterranean, pair D-E (North 
Dakota, U.S.A.—Reunion) Omega 
table., 79-19646 

Area 07, Mediterranean, station G (Trini- 
dad), Omega propagation correction 
tables for 10.2kHz., 79-7340 

Area 08, Asia, pair A-G, (Norway-Austra- 
lia), 79-14776 

Area 08, Asia, pair B-G, (Liberia-Australia), 
79-14777 

Area 08, Asia, pair E-G (Reunion-Austra- 
lia), 79-14778 

Area 08, Asia, pair G-H (Australia-Japan), 
79-14779 

Area 09, Northwest Pacific, pair A-G, 
(Norway-Australia), 79-14780 

Area 09, Northwest Pacific, pair C-G, 
(Hawaii, U.S.A.-Australia), 79-14781 

Area 09, Northwest Pacific, pair D-G, 
(North Dakota, U.S.A.-Australia), 79- 
14782 

Area 09, Northwest Pacific, 
(Australia-Japan), 79-16339 

Area 09, Northwest Pacific, 
(Hawaii), 79-22287 

Area 09, Northwest 
(Japan), 79-22288 

Area 10, Central Pacific, pair 
(Norway-Australia), 79-16340 

Area 10, Central Pacific, pair C-G (Hawaii, 
U.S.A.-Australia), 79-22289 

Area 10, Central Pacific, pair D-G (North 
Dakota, U.S.A.-Australia), 79-16341 

Area 10, Central Pacific, pair F-G (Argenti- 
na-Australia), 79-19649 

Area 10, Central Pacific, pair G-H (Austra- 
lia-Japan), 79-19650 

Area 10, Central Pacific, station D (North 
Dakota), Omega propagation correction 
tables., 79-19647 

Area 10, Central Pacific, station F (Argenti- 
na) Omega propagation correction 
tables., 79-19648 

Area 11, North America, pair G-H (Austra- 
lia-Japan), 79-22291 

Area 11, North America station F (Argenti- 
na)., 79-22290 

Area 12, North Atlantic, pair G-D (Trini- 
dad-North Dakota, U.S.A.), Omega 
table., 79-5680 

Area 12, North Atlantic, station B (Liber- 
ia)., 79-22292 
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Area 12, North Atlantic, station F (Argenti- 
na), Omega propagaton correction tables 
for 10.2 kHz., 79-7341 

Area 12, North Atlantic Station G (Trin- 
dad), Omega propagation correction 
tables., 79-7342 

Area 13, southern Africa, station B (Liber- 
ia), 79-1858 

Area 13, southern Africa, station F (Argen- 
tina), 79-1859 

Area 13, southern Africa, station H (Japan), 
79-1860 

Area 14, Indian Ocean, pair E-H, (Reunion- 
Japan), 79-16342 

Area 14, Indian Ocean, station A (Norway), 
79-1861 

Area 14, Indian Ocean, station B (Liberia), 
79-1862 

Area 14, Indian Ocean, station H (Japan), 
79-1863 

Area 15, Australia, station C (Hawaii), 
3751 

Area 15, Australia, station H (Japan), 
3752 

Area 16, south Pacific station C (Hawaii), 
79-3753 

Area 16, South Pacific, station D (North 
Dakota), 79-3754 

Area 16, South Pacific station D (North 
Dakota), Omega propagation correction 
tables., 79-19651 

Area 16, South Pacific, station F (Argenti- 
na), Omega propagation tables for 13.6 
kHz, 79-5682 

Area 16, south Pacific, station H (Japan), 
79-3755 

Area 17, east Pacific, station C (Hawaii), 
Omega propagation correction tables., 
79-1864 

Area 18, South Atlantic, station A 
(Norway), Omega propagation correction 
tables., 79-5683 

Area 18, South Atlantic station B (Liberia), 
Omega propagation correction tables., 
79-5684 

Area 18, South Atlantic, station D (North 
Dakota), Omega propagation correction 
tables for 13.6 kHz., 79-7343 

Area 18, South Atlantic station F (Argenti- 
na), Omega propagation correction 
tables., 79-5685 

Area 22, Ross Sea, pair E-H (Reunion- 
Japan), Omega table., 79-5681 

Area 24, Weddell Sea, pair B-D (Liberia- 
North Dakota, U.S.A.) : Omega table., 
79-19652 

Areas around nuclear facilities should be 
better prepared for radiological emergen- 
cies : report to the Congress /, 79-13515 

Argentina : post report., 79-2798 

The Argo Merchant oil spill : 
coordinator‘s report /, 79-4899 

Arizona : Bureau of Reclamation projects., 
79-20727 

Arizona exports., 

Arkansas exports., 
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Arkansas Nuclear One - Unit 2., 79-14312 

Arkansas Nuclear One, Unit no. 2, technical 
specifications, appendix ”B“ to license 
no. NPF-6., 79-4984 

Arkansas Nuclear One, Unit 2., 
79-2983 

Arkansas Nuclear One, Unit 2, technical 
specification, appendix A“ to license no. 
NPF-6., 79-4983 

Armatures, rotating., 79-7347 

Armed forces., 79-7866 

Armed Forces Federal income tax., 
11043 

Armed Forces recipe service., 79-7408 

Armed services procurement regulation., 
79-643, 79-644 

Armed Services Vocational Aptitude Bat- 
tery (ASVAB) Form 5 : high school 
norming and standardization /, 79-9610 

Armor., 79-710 

Armor crewman : (gunner/loader) M60A2 
tank /, 79-22356 

Armor crewman 
M48A5, M60A1, 
tanks /, 79-22353 

Armor crewman : (tank commander) 
M48A5, M60A1, M60A1 (rise), M60A3 
tanks /, 79-22354 

Armor crewman (tank commander) 
M60A2 tank /, 79-22357 

Armor reconnaissance vehicle driver 
MSS51 Sheridan driver /, 79-22355 

Armored and mechanized division oper- 
ations /, 79-5751, 79-14830 

Armored cavalry journal, 79-710 

Arms control : the moral agenda of our 
time /, 79-8403 

Arms control and disarmament act, amend- 
ment : [an act to authorize appropriations 
under the Arms control and disarmament 
act for the fiscal year 1979, and for other 
purposest., 79-5273 

Arms control and disarmament act authori- 
zations : conference report to accompany 
H.R. 2774., 79-21789 

Arms control and disarmament act authori- 
zations : report to accompany H.R. 2774., 
79-12507 

The Arms Control and Disarmament 
Agency authorization for fiscal year 1979 
: hearings and markup before the Sub- 
committee on International Security and 
Scientific Affairs of the Committee on In- 
ternational Relations, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, March 20 and 22, 1978., 79-8995 

Arms Control and Disarmament Agency 
authorization for fiscal years 1980-81 : 
hearings and markup before the Commit- 
tee on Foreign Affairs and its Subcom- 
mittee on International Security and Sci- 
entific Affairs, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 2774, March 6, 7, and 13, 1979., 
79-12356 

Arms control and national security : speech 
/, 7179-18717 
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Arms control impact statements., 79-12357 

Arms model simulation of the OH-58A in 
an Army tactical environment., 79-3844 

Arms trade in the Western Hemisphere : 
hearings before the Subcommittee on 
Inter-American Affairs of the Committee 
on International Relations, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ..., 79-8996 

The Army., 79-3812 

Army ADP review, 79-694 

Army automation review., 79-694 

Anay aviation digest, 79-702 

Army aviation intermediate maintenance., 
79-19806 

The Army can improve peacetime use of 
deployable enlisted personnel : report /, 
79-2423 

The Army communicator., 79-723 

Army correspondence course program : 
Academy of Health Sciences correspond- 
ence course catalog /, 79-7428 

Army correspondence course program : the 
Judge Advocate General‘s School, US 
Army correspondence course catalog /, 
79-7426 

Army correspondence course program : US 
Army Aviation Center correspondence 
course catalog /, 79-7423 

Army correspondence course program : US 
Army Engineer School correspondence 
course catalog /, 79-7424 

Army correspondence course program : US 
Army Intelligence Center and School 
correspondence course catalog /, 79- 
10991 

Army correspondence course program : US 
Army Intelligence School, Fort Devens, 
Mass., correspondence course catalog /, 
79-7427 

Army correspondence course program : US 
Army Missile and Munitions Center and 
School correspondence course catalog /, 
79-7425 

Army correspondence course program : US 
Army Signal Center correspondence 
course catalog /, 79-10992 

Army digest, 79-693 

Army efforts to restore integrity to its fi- 
nancial management systems : report /, 
79-13528 

Army ephemeris., 79-5745, 79-5746 

Army food service operations., 79-2039 

Army host., 79-714 

The Army lawyer., 

Army logistician., 79-708 

Army long-range historical 
years 1979-1989 /, 79-7429 

Army museum newsletter., 79-724 

Army plans to modernize the Rock Island 
Arsenal may be inappropriate : report /, 
79-15116 

Army R, D&A., 79-703 

Army R, D & A. Research, development, 
acquisition, 79-703 

Army research and development, 
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Army research, development & acquisition 
magazine, 79-703 

Army reserve magazine., 

Army reservist, 79-701 

Army ROTC., 79-17865 

Army ROTC scholarships., 
17864 

The Army should use available serviceable 
parts to avoid repairs : report /, 79-9886 

Army technical and field manuals. 79- 
15133 

Army‘s fiscal year 1979 programs for pro- 
curing conventional ammunition and re- 
lated production base support : report /, 
79-5975 

Army‘s FY 1980 programs for procuring 
conventional ammunition, modernization, 
and expansion : report /, 79-16612 

Army‘s requirements for war reserve mater- 
iel can be reduced without impairing 
combat effectiveness : report /, 79-7844 

Arnold newsletter, 79-749 

The Arnoldian., 79-749 

Array automated asembly, phase 2., 
7615, 79-14886 

Array automated assembly task, phase 2 : 
low cost silicon solar array project., 79- 
7618 

Arsenic : a preliminary materials balance /, 
79-18108 

Arsenic determination by the silver 
diethyldithiocarbamate method and the 
elimination of metal ion interferences / 
by Shingara S. Sandhu., 79-2371 

Arson : a selected bibliography /, 79- 
22947 

Arson-for-hire : hearings before the Per- 
mananet Subcommittee on Investigations 
of the Committee on Governmental Af- 
fairs, United States Senate, Ninety-fifth 
Congress, second session ..., 79-10483 

Arson-for-profit : its impact on States and 
localities : hearings before the Subcom- 
mittee on Intergovernmental Relations of 
the Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session, December 14 and 15, 
1977., 79-8912 

Arson problems in New York City : hear- 
ing before a subcommittee of the Com- 
mittee on Appropriations, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session /, 79-17412 

Art and artists., 79-4185 

Art in architecture program., 79-18216 

Art therapy : a transcript of a community 
service radio program with guests from 
the Alcohol, Drug Abuse, and Mental 
Health Administration., 79-20456 

Arteriosclerosis : fact sheet /, 79-6041 

Articulation in allied health education : the 
North Carolina experience /, 79-20435 

Artificial flower, SIC 3962., 79-19443 

Artificial kidney bibliography, 79-1090 

Artillery meteorological analysis of Project 
PASS /, 79-2124 
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Artillery repairman / Headquarters, De- 
partment of the Army., 79-16361 

Arts and cultural programs on radio and 
television., 79-10194 

The arts are fundamental to learning : joint 
hearing before the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of Repre- 
sentatives and the Special Subcommittee 
on Education, Arts, and Humanities of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session ... May 25, 1977., 79- 
21484 

Arts, humanities, and museum services act 
of 1979 : hearings before the Subcommit- 
tee on Education, Arts, and Humanities 
of the Committee on Labor and Human 
Resources, United States Senate, Ninety- 
sixth Congress, first session, on S. 1386 ... 
June 26, 27, and 28, 1979., 79-23422 

ARTS-II enhancements, costs and benefits 
/, 19-6479 

Asbestos., 79-11844 

Asbestos : a bibliography /, 79-2334 

Asbestos : an information resource /, 79- 
4274 

Asbestos and gastro-intestinal cancer : 
culture studies /, 79-22554 

Asbestos and health : an annotated bibliog- 
raphy of public and professional educa- 
tion materials /, 79-2521 

Asbestos-containing materials 
buildings : 
16532 

Asbestos exposure : a desk reference for 
communicators., 79-4275 

Asbestos in hand-held hair dryers : hearing 
before the Subcommittee for Consumers 
of the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-sixth Congress, first session 
April 2, 1979., 79-23349 

Asbestos insulation in 
dryers., 79-17314 

Asbestos products, SIC 3292., 79-19339 

Asbestos-related occupational diseases 
hearings before the Subcommittee on 
Compensation, Health, and Safety of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, second session ... San Francis- 
co, Calif., on October 23, 24, and Hono- 
lulu, Hawaii, November 13, 14, 1978., 
79-21485 

Asbestos school hazard detection and con- 
trol act of 1979 : report together with 
minority views to accompany H.R. 3282., 
79-15958 

Asbestos thickening agents for gap-filling 
phenol-resorcinol adhesives /, 79-5491 

ASCS commodity fact sheet., 79-73 

Ash fouling and erosion of silicon-based ce- 
ramic expanders in coal fired power 
plants /, 79-2318 

Asia agricultural situation; review and out- 
look, 79-17765 
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Asia agricultural situation; review and out- 
look, 79-17765 

Asia & Pacific, 79-1444 

Asiatic area, Loran-A table., 79-3750 

Aspen sucker production and growth from 
outplanted root cuttings /, 79-9456 

Asphalt emulsion manual., 79-17219 

The assassination of Representative Leo J. 
Ryan and the Jonestown, Guyana trage- 
dy : report of a Staff Investigative Group 
to the Committee on Foreign Affairs, 
U.S. House of Representatives., 79- 
15878 

Assembling the health planning structure: 
annual report., 79-8037 

Assessing commercialization strategy : the 
fuel cell case study : final report /, 79- 
3951 

Assessing health care needs in skilled nurs- 
ing facilities : health professional perspec- 
tives., 79-20331 

Assessing large scale public job creation /, 
79-11927 

Assessing the efficacy and safety of medical 
technologies., 79-3020 

Assessing the energy conservation benefits 
of historic preservation : methods and ex- 
amples /, 79-17320 

Assessing the local wind field for siting of 
wind power systems /, 79-16459 

Assessing the spatial variability of irrigation 
water applications /, 79-11440 

Assessment interviewing for treatment plan- 
ning : trainee‘s manual /, 79-18320 

Assessment interviewing for treatment plan- 
ning : trainer‘s manual /, 79-18321 

Assessment of advanced technology for 
direct combustion of coal /, 79-5836 

Assessment of bacteria and virus emissions 
at a refuse derived fuel plant and other 
waste handling facilities /, 79-9832 

Assessment of best available technology 
economically achievable for synthetic 
rubber manufacturing wastewater /, 79- 
7774 

Assessment of capabilities and research 
needs in the area of health effects of low- 
level ionizing radiation : a joint report to 
the Congress /, 79-23277 

Assessment of CETA, 79-8695 

Assessment of coal cleaning technology /, 
79-18163 

Assessment of Cooley‘’s anemia research 
and treatment., 79-16699 

An assessment of current bed preparation 
concepts for true in situ oil shale process- 
ing /, 79-22455 

Assessment of current building regulatory 
methods as applied to the needs of histor- 
ic preservation projects /, 79-3632 

An assessment of DOD'‘s pollution control 
progress and future cost : report /, 79- 
13571 

Assessment of environmental characteriza- 
tion activities for the slagging fixed-bed 
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gasification facility at the Grand Forks 
Energy Research Center /, 79-17969 

Assessment of geothermal resources of the 
United States, 1978 /, 79-11803 

Assessment of grade H-451 graphite for re- 
placeable fuel and reflector elements in 
HTGR /, 79-13215 

Assessment of health effects of benzene ger- 
mane to low-level exposure., 79-4061 

Assessment of human exposures to atmos- 
pheric benzene /, 79-9812 

An assessment of information systems capa- 
bilities required to support U.S. materials 
policy decisions., 79-21367 

Assessment of low-and intermediate-Btu ga- 
sification of coal /, 79-5837 

Assessment of materials technology of pres- 
sure vessels and piping for coal conver- 
sion systems /, 79-13283 

Assessment of National Small Rural Water- 
sheds Program /, 79-21135 

Assessment of National Small Rural Water- 
sheds Program : executive summary /, 
79-21136 

Assessment of operational automated 
guideway systems - jetrail /, 79-14272 

An assessment of ozone and chlorine diox- 
ide technologies for treatment of munici- 
pal water supplies : executive summary /, 
79-4064 

Assessment of potential toxic releases from 
leather industry dyeing operations /, 79- 
7738 

An assessment of potential U.S. petroleum 
supply shortfalls, 1978 /, 79-16518 

Assessment of present state-of-the-art 
sawing technology of large diameter 
ingots for solar sheet material., 79-11204 

Assessment of radiological releases to the 
environment from a fusion reactor power 
plant /, 79-7662 

Assessment of selected control technology 
techniques for welding fumes /, 79- 
13731 

Assessment of sodium conductor distribu- 
tion cable /, 79-19836 

Assessment of surface geophysical methods 
in geothermal exploration and recommen- 
dations for future research /, 79-13252 

Assessment of technology for control of 
toxic effluents from the electric utility in- 
dustry /, 79-13453 

Assessment of technology for the liquefac- 
tion of coal /, 79-3920 

An assessment of the common carrier ship- 
ping environment /, 79-14668 

Assessment of the effects of chlorinated 
seawater from power plants on aquatic 
organisms /, 79-20104 

An assessment of the Federal adult educa- 
tion act program /, 79-10338 

An assessment of the hover performance of 
the XH-59A advancing blade conept 
demonstration helicopter /, 79-5808 

Assessment of the need for NOx flue gas 
treatment technology /, 79-13473 
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Assessment of the northwest Atlantic mack- 
erel, Scomber scombrus, stock /, 79- 
16250 

Assessment of the passenger shuttle system 
(PSS) at Tampa International Airport /, 
79-6491 

An assessment of the potential for using 
Alaska coal in California /, 79-19991 

Assessment of the potential impact of fire 
protection systems on actual fire incidents 
/, 79-5651 

Assessment of the tunnel train system at the 
Houston Intercontinental Airport /, 79- 
8592 

Assessment of the UMI type II Tourister 
AGT system at King‘s Dominion /, 79- 
8594 

Assessment of the WEDway PeopleMover 
System at Walt Disney World : final 
report /, 79-8593 

Assessment of the 1978 Middle East Camp 
David agreements : hearing before the 
Subcommittee on Europe and the Middle 
East of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session, 
September 28, 1978., 79-9007 

Assessments of the Jobs Corps performance 
and impacts., 79-11922 

Asset and liability trends; all operating sav- 
ings & loan associations by type of associ- 
ation and area., 79-11497 

Assets and liabilities of all member banks, 
by districts., 79-887 

The assignment module : an element of an 
experimental computer-enhanced career 
counseling system for army officers /, 
79-12907 

Assignment of claims act : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate ..., 
79-3380 

Assistance to Civil Air Patrol in providing 
services in connection with the noncom- 
batant mission of the Air Force : report 
to accompany H.R. 6237., 79-5265 

Assistance to small farmers : agreement be- 
tween the United States of America and 
Bolivia, signed at La Paz November 24, 
1977., 79-8475 

Associate training programs in the medical 
and biological sciences at the National 
Institutes of Health; catalog., 79-7981 

Asteroids : an exploration assessment : a 
workshop /, 79-18640 

Asthma., 79-22631 

Asthma and the other allergic diseases : 
NIAID task force report., 79-16725 

Astronauts and cosmonauts biographical 
and statistical data : report /, 79-9104 

Astronomical papers, 79-11103 

Astronomical papers prepared for the use of 
the American ephemeris and nautical al- 
manac., 79-11103 

Astronomical phenomena., 79-11102 

Astronomy and astrophysics /, 79-6284, 
79-11562 
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At-sea incineration of herbicide orange on- 
board the M/T Vulcanus /, 79-11445 

At the Northeastern Station, 79-19158 

ATC chief., 79-2032 

ATF annual report., 79-15618 

ATF cumulative bulletin, 79-4829, 79- 
12143 

ATF curios and relics list., 79-23075 

Athletic opportunities assistance act : report 
to accompany S. 387., 79-23533 

Atlanta, Georgia, metropolitan area, 
4628, 79-22970 

Atlanta, ten years of growth, 1955-65 /, 
79-20852 

Atlantic and Gulf coast, including Puerto 
Rico and the Virgin Islands, 79-10843 

Atlantic coast, Cape Cod to Sandy Hook, 
79-9505 

Atlantic Coast of New York City from 
Rockaway Inlet to Morton Point : com- 
munication from the Secretary of the 
Army transmitting a Corps of Engineers 
report ..., 79-12456 

Atlantic Coast of New York City from 
Rockaway Inlet to Norton Point : com- 
munication from the Secretary of the 
Army transmitting a Corps of Engineers 
report ..., 79-11017 

Atlantic flyway, 79-4571, 79-22927 

Atlantic walrus (Odobenus rosmarus ros- 
marus) : a literature survey and status 
report /, 79-18558 

Atlas of epidermal plant fragments ingested 
by grazing animals /, 79-16066 

Atlas of Western surface-mined lands : coal, 
uranium, and phosphate /, 79-6211 

Atmospheric-absorption adjustment proce- 
dure for aircraft flyover noise measure- 
ments /, 79-4896 

Atmospheric effects on CO,laser propaga- 
tion /, 79-14093 

Atmospheric entry and fragmentation of 
dense meteoroids /, 79-15567 

Atmospheric extinction measurements at 
Nd-YAG and DF laser wavelengths per- 
formed in conjunction with the JAN 
propagation tests, June-September 1975 /, 
79-11051 

Atmospheric scavenging of solid rocket ex- 
haust effluents /, 79-6305 

Atmospheric sciences, 79-5627, 79-17094 

Atmospheric transmission measurement pro- 
gram and field test plan /, 79-11052 

Atmospheric transport processes /, 79- 
9611 

An atmospheric tritium and carbon-14 mon- 
itoring system /, 79-2998 

Atmospheric vibration test of an HTGR 
thermal barrier cover plate /, 79-13206 

Atmospheric waterdrop size distribution at 
Capistrano Test Site (CTS) from 16 April 
through 11 May 1974 /, 79-2117, 79- 
5765 

Atoll research  bulletin., 
4809, 79-12107 
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Atomic energy : cooperation in regulatory 
matters and safety research : arrangement 
between the United States of America 
and the Netherlands, signed at The 
Hague October 3, 1977., 79-6376 

Atomic energy : gas-cooled reactor con- 
cepts and technology : agreement be- 
tween the United States of America and 
the Federal Republic of Germany, signed 
at Bonn February 11, 1977., 79-6392, 
79-8478 

Atomic energy : management of radioactive 
wastes : arrangement between the United 
States of America and the Federal Re- 
public of Germany, signed at Bonn, De- 
cember 20, 1974., 79-17136 

Atomic energy : nuclear facilities safety : 
arrangement between the United States 
of America and the Federal Republic of 
Germany, signed at Bonn, October 1, 
1975., 79-12070 

Atomic energy : radioactive waste storage : 
agreement between the United States of 
America and Sweden, signed at Washing- 
ton and Stockholm, June 17 and July 1, 
1977., 79-4752 

Atomic energy : reactor safety experiments 
: agreement between the United States of 
America and other governments, opened 
for signature April 14, 1977., 79-17165 

Atomic energy : research program on zirca- 
loy tubing agreement between the 
United States of America and the Nether- 
lands, signed at Washington and Petten 
December 9 and 24, 1976., 79-12071 

Atomic energy : safeguards and security re- 
search and development : agreement be- 
tween the United States of America and 
the Federal Republic of Germany, effect- 
ed by exchange of letters signed at Bonn 
and Washington September 29, 1977., 
79-12075 

Atomic energy : technical information ex- 
change and nuclear safety : agreement be- 
tween the United States of America and 
Iran, signed at Shiraz, April 11, 1977, 
with letter of understanding., 79-15591, 
79-21059 

Atomic energy : technical information ex- 
change and reactor safety research 
agreement between the United States of 
America and the Federal Republic of 
Germany, signed April 26 and May 6, 
1977, with administrative understandings., 
79-8485, 79-8494 

Atomic energy : technical information ex- 
change, safety research, and development 
of standards : arrangement between the 
United States of America and Belgium, 
signed at Washington, June 6, 1978., 79- 
21065 

Atomic energy uranium supply for 
TRIGA reactor : agreement between the 
United States of America and and the 
Socialist Republic of Romania, effected 
by exchange of notes dated at Washing- 
ton February 13, 1978., 79-6377 
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Atomic energy : water reactor technology : 
agreement between the United States of 
America and Norway, signed at Bethesda 
and Kjeller November 3 and 28, 1975, 
with agreement done at Halden, June 17, 
1975., 79-4776 

Atomic Energy Commission reports. Opin- 
ions and decisions of the Atomic Energy 
Commission with selected orders, 79- 
4989, 79-14316 

Atomic Energy Commission rules and regu- 
lations, 79-1674, 79-17351 

Atomic energy legislation, 79-18926 

The atomic iodine laser /, 79-22434 

Attainable benefits of the Medicaid manage- 
ment information system are not being 
realized : report /, 79-7838 

Attaining sex equity in counseling programs 
and practices : application booklet for 
counselors /, 79-4263 

Attenuation of pollutants in municipal land- 
fill leachate by clay minerals /, 79-4072 

Attenuator, fixed., 79-1868, 79-7348 

Attenuators, variable., 79-19657 

Attitudes toward environmental quality : 
area, ethnicity and SES /, 79-18146 

Attorney employment fact book., 
10113 

Audience reaction to agency television pro- 
grams., 79-15475 

Audience reaction to the IMV film : ’Pro- 
file, Gail Parker.“, 79-15474 

Audience reaction to the IMV film, Aspen., 
79-15473 

Audiovisual aids : programmed instruction, 
and computer assisted instruction in allied 
education May 1974 through July 1978, 
125 citations /, 79-4330 

Audiovisual catalog., 79-18316 

Audiovisuals catalog, 79-1096, 79-4325 

Audit guide : National Direct Student Loan 
Program (NDSL), College Work-Study 
Program (CWS), Supplemental Educa- 
tional Opportunity Grants Program 
(SEOG)., 79-18224 

Audit of certain subcontracts : undertaking 
between the United States and Canada, 
effected by exchange of notes signed at 
Washington October 13 and 28, 1977., 
79-6374 

Audit of financial transactions of the Ser- 
geant at Arms for the 12 months ended 
June 30, 1978 : House of Representatives 
: report /, 79-4139 

Audit of grants under the airport aid pro- 
gram., 79-21173 

Audit of the Commodity Credit Corporta- 
tion : communication from the Comptrol- 
ler General of the United States ..., 79- 
3143 

Audit of the Federal Crop Insurance Cor- 
poration, fiscal year 1978 : communica- 
tion from the Comptroller General of the 
United States., 79-15939 

Audit of the financial statements of Federal 
Crop Insurance Corporation, fiscal year 
1978., 79-15939 
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Audit of the financial statements of Federal 
Crop Insurance Corporation, fiscal year 
1978 : report to the Congress /, 79- 
15078 

Audit of the House Beauty Shop, House of 
Representatives; report of the Comptrol- 
ler General of the United States, 79- 
15096 

Audit of the House of Representatives 
Beauty Shop., 79-15096 

Audit of the House of Representatives 
Beauty Shop calendar year 1977 : report 
/, 79-5953 

Audit of the House of Representatives res- 
taurant revolving fund; report by the 
Comptroller General of the United 
States., 79-15094 

Audit of the House recording studio re- 
volving fund; report by the Comptroller 
General of the United States., 79-16596 

Audit of the Office of the Attending Physi- 
cian revolving fund -fiscal year 1978 : 
report to the Congress /, 79-11525 

Audit of the Overseas Private Investment 
Corporation., 79-6775 

Audit of the Senate recording studio re- 
volving fund; report by the Comptroller 
General of the United States., 79-20165 

Audit of the Stationery Revolving Fund for 
the fiscal year ended June 30, 1978 : 
report /, 79-13549 

Audit of the United States Capitol Histori- 
cal Society., 79-11524 

Audit of the United States Senate restau- 
rants revolving fund; report by the 
Comptroller General of the United 
States., 79-15093 

Auditing Federal pension plans : hearing 
before a subcommittee of the Committee 
on Government Operations, Ninety-fifth 
Congress, second session, on H.R. 9701 ... 
July 24, 1978., 79-8901 

Audits and social experiments : a report 
prepared for the U.S. General Account- 
ing Office /, 79-11541 

Australia : post report., 79-2799 

Austria : post report., 79-10213 

Authorities and regulations for the Federal 
disaster assistance program : supplement., 
79-22713 

Authority of the Secretary of the Treasury 
to waive countervailing duties : message 
from the President of the United States 
wy 79-10635 

Authority to contract for supervisory after- 
care of drug dependent offenders : hear- 
ing before the Subcommittee on Adminis- 
trative Law and Governmental Reiations 
of the Committee on the Judiciary, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 12290 
.. June * 1978., 79-10534 

Authority to reduce penalties for overmar- 
keting of peanuts : report to accompany 
S. 984., 79-16024 

Authorization and other amendments to the 
Consumer product safety act : hearings 


Do not order from index; see indicated entry 


for the U.S. Intl Trade Commission 


before the Subcommittee on Consumer 
Protection and Finance of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 10819 
.. and H.R. 10637 and S. 2401 ... Febru- 
ary 24 and 28, 1978., 79-6692 

Authorization for conservation programs on 
certain public lands : report to accompa- 
ny H.R. 13745., 79-5223 

Authorization for Office of Rail Public 
Counsel : hearing before the Subcommit- 
tee on Transportation and Commerce of 
the Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session ... 
April 4, 1978., 79-10503 

Authorization for the Department of Justice 
Civil Division : hearing before the Sub- 
committee on Administrative Law and 
Governmental Relations of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... March 23, 1979., 79-21601 

Authorization for the Hazardous materials 
act for fiscal year 1980 : hearing before 
the Subcommittee on Transportation and 
Commerce of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 3502 ... April 10, 
1979., 79-23412 

Authorization for Treasury‘s international 
affairs functions : hearing before the Sub- 
committee on International Finance of 
the Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-sixth Congress, first session, on S. 
976 ... May 3, 1979., 79-17449 

Authorization for U.S. Travel Service : 
hearing before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 11869 and H.R. 11870 ... April 4, 
1978., 79-3096 

Authorization of appropriations for interna- 
tional affairs functions of the Department 
of the Treasury for fiscal year 1980 : 
report to accompany S. 976., 79-16044 

Authorization of appropriations for the U.S. 
International Trade Commission and U.S. 
Customs Service for fiscal year 1980 : 
hearing before the Subcommittee on In- 
ternational Trade of the Committee on 
Finance, United States Senate, Ninety- 
sixth Congress, first session, April 23, 
1979., 79-21514 

Authorization of appropriations for the 
United States Railway Association : 
report to accompany S. 447., 79-14607 

Authorization of disposal of industrial dia- 
mond stones from national defense stock- 
pile : report to accompany H.R. 3384., 
79-23498 
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Trade Commission and the Customs 
Service : report to accompany H.R. 
2471., 79-14537 

Authorization of the National ocean pollu- 
tion research and development and moni- 
toring planning act for fiscal year 1980 : 
report to accompany S. 1122., 79-16028 

Authorization requests of the Civil Rights 
Commission : hearing before the Subcom- 
mittee on Civil and Constitutional Rights 
of the Committee on the Judiciary, 
House of Representatives, Ninety-sixth 
Congress, first session ... March 7, 1979., 
79-23417 

Authorizations and oversight of the Toxic 
substances control act : hearings before 
the Subcommittee on Consumer Protec- 
tion and Finance of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 2606 ... 
March 8, 13, and 20, 1979., 79-23409 

Authorizations for Department of Energy 
civilian programs, fiscal year 1979 
report of the Committee on Energy and 
Natural Resources, United States Senate, 
together with additional views to accom- 
pany S. 2692., 79-14489 

Authorizations for Department of Energy 
civilian programs, fiscal year 1980 
report of the Committee on Energy and 
Natural Resources, United States Senate, 
together with additional views to accom- 
pany S. 688., 79-16058 

Authorizations for environmental research 
and development activities of the Envi- 
ronmental Protection Agency : hearing 
before the Subcommittee on Resource 
Protection of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1417 ... May 3, 1977., 79- 
21624 

Authorizations for fishery programs : hear- 
ing before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, first 
session ... April 2, 1979., 79-18904 

Authorizations for Independent safety 
board act of 1974 : report to accompany 
H.R. 12106 /, 79-6802 

Authorizations for the Federal fire preven- 
tion and control act of 1974 : hearing 
before the Subcommittee for Consumers 
of the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 1794 ... March 14, 1978., 79-8825 

Authorizations for the Federal fire preven- 
tion and control act of 1974 : report to 
accompany S. 1160., 79-16048 

Authorizations for the Federal Trade Com- 
mission and general oversight issues : 
hearings before the Subcommittee on 
Consumer Protection and Finance of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-sixth Congress, first session, on 
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H.R. 2313 and H.R. 2367 ... February 28, 
March 1 and 7, 1979., 79-23413 

Authorizations for the FTC hearing 
before the Subcommittee for Consumers 
of the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-sixth Congress, first session, on S. 
1020 ... May 2, 1979., 79-17464 

Authorizations for the Hazardous materials 
transportation act : report to accompany 
S. 1141., 79-16037 

Authorizations for the Natural gas pipeline 
safety act : hearing before the Subcom- 
mittee for Consumers of the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth 
Congress, second session, on S. 1895 ... 
February 27, 1978., 79-8832 

Authorize additional appropriations for the 
International travel act of 1961 : report to 
accompany S. 233., 79-12519 

Authorize appropriations, Arms Control 
and Disarmament Agency, fiscal year 
1980 (H.R. 2274) : report to accompany 
H.R. 2774., 79-19035 

Authorize appropriations for Amtrak and 
DOT's final route recommendation 
hearings before the Subcommittee on 
Surface Transportation of the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sixth 
Congress, first session ... March 5 and 12, 
1979., 79-17455 

Authorize appropriations for certain mari- 
time programs : hearing before the Sub- 
committee on Merchant Marine and 
Tourism of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, first 
session, on S. 640 ... April 4, 1979., 79- 
17458 

Authorize appropriations for USTS : hear- 
ing before the Subcommittee on Mer- 
chant Marine and Tourism of the Com- 
mittee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety- 
sixth Congress, first session, on S. 233 ... 
February 2, 1979., 79-12333 

Authorize funds for completion of northeast 
corridor improvement project : hearing 
before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... March 16, 1979., 
79-21473 

Authorizing additional appropriations for 
migration and refugee assistance : report 
to accompany H.R. 4955., 79-21779 

Authorizing additional appropriations for 
the Temporary Commission on Financial 
Oversight of the District of Columbia : 
report to accompany H.R. 3672., 79- 
18975 

Authorizing additional appropriations for 
the Temporary Commission on Financial 
Oversight of the District of Columbia 
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commencing on the effective date of the 
act : report to accompany H.R. 3879., 
79-18974 

Authorizing additional appropriations for 
the Temporary Commission on Financial 
Oversight of the District of Columbia, 
and for other purposes : report to accom- 
pany S. 905., 79-16034 

Authorizing additional Department of State 
appropriations for migration and refugee 
assistance for fiscal years 1980 and 1981 : 
hearings and markup before the Commit- 
tee on Foreign Affairs and its Subcom- 
mittee on International Operations, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 4955, July 25 
and 27, 1979., 79-21533 

Authorizing additional expenditures by the 
Committee on Agriculture, Nutrition, and 
Forestry, for inquiries and investigations : 
report to accompany S. Res. 42., 79- 
12520 

Authorizing additional expenditures by the 
Committee on Appropriations for routine 
purposes : report to accompany S. Res. 
53., 79-12540 

Authorizing additional expenditures by the 
Committee on Armed Services for inquir- 
ies and investigations : report to accom- 
pany S. Res. 81., 79-12521 

Authorizing additional expenditures by the 
Committee on Armed Services for rou- 
tine expenses : report to accompany S. 
Res. 82., 79-12541 

Authorizing additional expenditures by the 
Committee on Banking, Housing, and 
Urban Affairs for inquiries and investiga- 
tions : report to accompany S. Res. 57., 
79-12522 

Authorizing additional expenditures by the 
Committee on Commerce, Science, and 
Transportation for inquiries and investi- 
gations : report to accompany S. Res. 26., 
79-12524 

Authorizing additional expenditures by the 
Committee on Energy and Natural Re- 
sources for inquiries and investigations : 
report to accompany S. Res. 60., 79- 
12525 

Authorizing additional expenditures by the 
Committee on Environment and Public 
Works for inquiries and investigations : 
report to accompany S. Res. 43., 79- 
12526 

Authorizing additional expenditures by the 
Committee on Finance for inquiries and 
investigations : report to accompany S. 
Res. 52., 79-12527 

Authorizing additional expenditures by the 
Committee on Finance for routine pur- 
poses : report to accompany S. Res. 51., 
79-12539 

Authorizing additional expenditures by the 
Committee on Foreign Relations for in- 
quiries and investigations : report to ac- 
company S. Res. 75., 79-12528 

Authorizing additional expenditures by the 
Committee on Governmental Affairs for 
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inquiries and investigations : report to ac- 
company S. Res. 79., 79-12529 

Authorizing additional expenditures by the 
Committee on Human Resources for in- 
quiries and investigations : report to ac- 
company S. Res. 31., 79-12530 

Authorizing additional expenditures by the 
Committee on Rules and Administration 
for inquiries and investigations : report to 
accompany S. Res. 36., 79-12514 

Authorizing additional expenditures by the 
Committee on Rules and Administration 
for routine purposes : report to accompa- 
ny S. Res. 238., 79-23555 

Authorizing additional expenditures by the 
Committee on the Budget for inquiries 
and investigations : report to accompany 
S. Res. 73., 79-12523 

Authorizing additional expenditures by the 
Committee on the Judiciary for inquiries 
and investigations : report to accompany 
S. Res. 48., 79-12531 

Authorizing additional expenditures by the 
Committee on Veterans‘ Affairs for in- 
quiries and investigations : report to ac- 
company S. Res. 66., 79-12532 

Authorizing additional expenditures by the 
Select Committee on Intelligence : report 
to accompany S. Res. 76., 79-12535 

Authorizing additional expenditures by the 
Select Committee on Small Business for 
inquiries and investigations : report to ac- 
company S. Res. 69., 79-12533 

Authorizing appropriations for certain civil- 
ian programs of the Department of 
Energy for fiscal year 1979., 79-10614 

Authorizing appropriations for certain insu- 
lar areas of the United States, and for 
other purposes : report to accompany 
H.R. 3756., 79-21707 

Authorizing appropriations for fiscal year 
1979 for military procurement, research 
and development, active duty, selected 
reserve, and civilian personnel strengths, 
civil defense, and for other purposes : 
report to accompany S. 3486., 79-3391 

Authorizing appropriations for fiscal year 
1980 for intelligence activities of the U.S. 
government, the intelligence community 
staff, the Central Intelligence Agency re- 
tirement and disability system, and for 
other purposes : report to accompany S. 
975., 7179-17678 

Authorizing appropriations for fiscal year 
1980 for intelligence activities of the 
United States government, the intelli- 
gence community staff, the Central Intel- 
ligence Agency retirement and disability 
system, and for other purposes : report to 
accompany S. 975., 79-17653 

Authorizing appropriations for fiscal year 
1980 for military procurement, research 
and development, active duty, selected 
reserve, and civilian personnel strengths, 
civil defense, and for other purposes : 
report to accompany S. 428 ... together 
with additional views /, 79-19072 





Authorizing appropriations for fiscal years 
1980 and 1981 for the Department of 
State, the International Communication 
Agency, and the Board for International 
Broadcasting : conference report to ac- 
company H.R. 3363., 79-21780 

Authorizing appropriations for fiscal years 
1980 and 1981 for the Department of 
State, the International Communication 
Agency, and the Board for International 
Broadcasting : report to accompany H.R. 
3363., 79-14553 

Authorizing appropriations for fiscal years 
1980-81 for the Department of State, the 
International Communication Agency, 
and the Board for International Broad- 
casting : hearings before the Subcommit- 
tee on International Operations of the 
Committee on Foreign Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session ...., 79-17480 

Authorizing appropriations for the Depart- 
ment of Commerce to be available until 
expended or for periods in excess of one 
year : report together with dissenting and 
additional views to accompany H.R. 
11570., 79-21676 

Authorizing appropriations for the Depart- 
ment of Energy for fiscal year 1979 : 
report together with additional views to 
accompany H.R. 12163., 79-9216, 79- 
10613, 79-10614 

Authorizing appropriations for the Nuclear 
Regulatory Commission., 79-17590 

Authorizing appropriations for the Office of 
Federal Procurement Policy «for fiscal 
years 1980 through 1984 : report to ac- 
company S. 756., 79-19056 

Authorizing appropriations for the Office of 
Rail Public Counsel : report to accompa- 
ny S. 448., 79-14614 

Authorizing appropriations for the Quiet 
communities act : report to accompany S. 
1144., 79-16038 

Authorizing appropriations, Nuclear Regu- 
latory Commission, fiscal year 1979 : con- 
ference report to accompany S. 2584., 
79-3313 

Authorizing appropriations to the Depart- 
ment of Energy in acccordance with sec- 
tion 660 of the Department of Energy 
organization act, and for other purposes : 
report to accompany H.R. 11972., 79- 
6801 

Authorizing appropriations to the Depart- 
ment of Energy in accordance with sec- 
tion 261 of the Atomic energy act of 
1954 ..., 79-10613 

Authorizing appropriations to the Federal 
Aviation Administration for research and 
development : report to accompany H.R. 
2277., 79-14529 

Authorizing appropriations to the National 
Aeronautics and Space Administration : 
report to accompany H.R. 1787., 79- 
14528 

Authorizing appropriations to the National 
Aeronautics and Space Administration : 
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report together with additional view to 
accompany H.R. 1786., 79-12509 

Authorizing appropriations to the National 
Science Foundation report together 
with dissenting views to accompany H.R. 
2729., 79-14536 

Authorizing appropriations to the Nuclear 
Regulatory Commission in accordance 
with section 261 of the Atomic energy 
act of 1954, as amended, and section 305 
of the Energy reorganization act of 1974, 
as amended, and for other purposes : 
report together with additional views to 
accompany H.R. 2608., 79-17590, 79- 
19004 

Authorizing appropriations under the Haz- 
ardous materials transportation act : 
report to accompany H.R. 11871 /, 79- 
6803 

Authorizing change of name of a publica- 
tion of the U.S. Naval Observatory : 
report to accompany H.R. 3532., 79- 
5185 

Authorizing establishment of the Fort Scott 
National Historic Site, Kansas, and for 
other p : report to accompany 
H.R. 13797., 79-6854 

Authorizing expenditures by the Select 
Committee on Indian Affairs : report to 
accompany S. Res. 70., 79-12536 

Authorizing expenditures by the Special 
Committee on Aging : report to accom- 
pany S. Res. 65., 79-12534 

Authorizing fiscal year 1980 appropriations 
to the Office of Research and Develop- 
ment, Environmental Protection Agency 
: report together with additional views to 
accompany H.R. 2676., 79-14533 

Authorizing supplemental expenditures by 
the Committee on Environment and 
Public Works for inquiries and investiga- 
tions : report to accompany S. Res. 171., 
79-17687 

Authorizing supplemental expenditures by 
the Committee on Finance for inquiries 
and investigations : report to accompany 
S. Res. 487., 79-3375 

Authorizing the establishment of the Fred- 
erick Law Olmsted National Historic Site 
in the State of Massachusetts, and for 
other pu : Teport to accompany 
H.R. 2374., 79-21708 

Authorizing the Governor of the State of 
Wyoming to exhibit the nameplate, ship‘s 
bell, and silver service of the U.SS. 
"Wyoming without restriction : report 
to accompany H.R. 8471., 79-3207 

Authorizing the issuance of a gold medal to 
John Wayne : report to accompany S. 
631., 79-19045 

Authorizing the issuance of a gold medal to 
the widow of Hubert H. Humphrey : 
report to accompany S. 613., 79-19044 

Authorizing the issuance of gold medals to 
the first transatlantic balloonists, Ben 
Abruzzo, Maxie Anderson, and Larry 
Newman : report to accompany S. 348., 
79-19043 
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Authorizing the issuance of substitute 
Treasury checks without undertakings of 
indemnity, except as the Secretary of the 
Treasury may require : report to accom- 
pany H.R. 13087., 79-3390 

Authorizing the President of the United 
States to present a gold medal to the 
widow of Robert F. Kennedy : report to 
accompany H.R. 8839., 79-7127 

Authorizing the printing as a House docu- 
ment of a revised edition of Our flag“ : 
report to accompany H. Con. Res. 66., 
79-14559 

Authorizing the printing as a House docu- 
ment of a revised edition of ”The Decla- 
ration of Independence and the Constitu- 
tion of the United States of America“ : 
report to accompany H. Con. Res. 65., 
79-14558 

Authorizing the printing as a House docu- 
ment of the committee print entitled 
”Proposition 13, prelude to fiscal crisis or 
new opportunities?“ : report to accompa- 
ny H. Con. Res. 150., 79-14560 

Authorizing the printing as a Senate docu- 
ment of field notebooks prepared by Her- 
bert C. Hoover in connection with the 
Geological atlas of the United States, 
folio 31, Pyramid Peak folio California : 
report to accompany S. Res. 114., 79- 
14613 

Authorizing the printing of a compilation of 
materials entitled "History of the Com- 
mittee on Rules and Administration“, as a 
Senate document : report to accompany 
S. Res. 209., 79-21818 

Authorizing the printing of a revised edi- 
tion of ’Our flag‘* as a House document : 
report to accompany H. Con. Res. 66., 
79-14619 

Authorizing the printing of a revised edi- 
tion of ’the Declaration of Independence 
and the Constitution of the United States 
of America“ as a House document : 
report to accompany H. Con. Res. 65., 
79-14618 

Authorizing the printing of additional 
copies of part 1 of the Senate report enti- 
tled "Developments in aging, 1978“ : 
report to accompany S. Res. 108., 79- 
14593 

Authorizing the printing of additional 
copies of the committee print entitled 
”Preliminary guide to export opportuni- 
ties to Japan“ : report to accompany S. 
Con. Res. 97., 79-6830 

Authorizing the printing of additional 
copies of the final report and volume II 
of the Executive session hearings on the 
Korean influence inquiry : report to ac- 
company S. Con. Res. 105., 79-6831 

Authorizing the printing of additional 
copies of volumes 1 and 2 of the commit- 
tee print entitled ”A legislative history of 
the Water pollution control act amend- 
ments of 1972“ : report to accompany S. 
Con. Res. 90., 79-6828 
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Authorizing the printing of the committee 
print entitled ’Study on Federal regula- 
tion, framework for regulation, appendix 
to volume VI“ as a Senate document : 
report to accompany S. Res. 44., 79- 
12537 

Authorizing the printing of the committee 
print entitled ’Study on Federal regula- 
tion, volume VI, framework for regula- 
tion“ as a Senate document : report to 
accompany S. Res. 45., 79-12538 

Authorizing the printing of the prayers of 
the Chaplain of the Senate during the 
95th Congress as a Senate document : 
report to accompany S. Con. Res. 108., 
79-7120 

Authorizing the printing of the report enti- 
tled "Highway needs to solve energy 
problems“ as a Senate document : report 
to accompany S. Res. 559., 79-7121 

Authorizing the printing of the report enti- 
tled "Special bridge replacement pro- 
gram, eighth annual report to Congress“ 
as a Senate document : report to accom- 
pany S. Res. 161., 79-17677 

Authorizing the reprinting of book II of the 
Senate report entitled ’Intelligence activ- 
ities and the rights of Americans“ : report 
to accompany S. Con. Res. 96., 79-6829 

Authorizing the reprinting of House docu- 
ment numbered 504, 89th Congress, enti- 
tled ’Washington‘s farewell address“, as 
a Senate document : report to accompany 
S. Res. 35., 79-12513 

Authorizing the reprinting of the Senate 
report entitled ’First concurrent resolu- 
tion on the budget, fiscal year 1979* (S. 
rept. 95-739) : report to accompany S. 
Con. Res. 15., 79-14561, 79-14594 

Authorizing the sale of certain naval vessels 
to the Republic of China : report to ac- 
company H.R. 13255., 79-3210 

Authorizing the Secretary of Defense to 
provide transportation to the Girl Scouts 
of the United States of America in con- 
nection with international world friend- 
ship events or troops on foreign soil 
meetings, and for other purposes : report 
to accompany S. 3373., 79-6825, 79- 
7108 

Authorizing the Secretary of Energy to 
enter into cooperative agreements with 
certain States respecting residual radioac- 
tive material at existing sites, providing 
for the regulation of uranium mill tailings 
under the Atomic energy act of 1954, and 
for other purposes : report to accompany 
H.R. 13650 /, 79-3225 

Authorizing the Secretary of the Interior to 
conduct hydroelectric power-plants and 
various existing water projects, and for 
other purposes : report to accompany 
H.R. 9333., 79-6824 

Authorizing the Secretary of the Interior to 
construct, restore, operate, and maintain 
new or modified features at existing Fed- 
eral reclamation dams for safety of dams 


Do not order from index; see indicated entry 





Title Index 


purposes : report to accompany H.R. 
11153., 79-3162 

Authorizing the Secretary of the Interior to 
convey all right, title, and interest of the 
United States in and to a tract of land 
located in the Fairbanks Recording Dis- 
trict, State of Alaska, to the Fairbanks 
North Star Borough, and for other pur- 
poses : report to accompany H.R. 6997., 
79-3148 

Authorizing the Secretary of the Interior to 
convey certain lands in Placer County, 
California, to Mrs. Edna C. Marshall, and 
for other purposes : report to accompany 
H.R. 4243., 79-5172 

Authorizing the Smithsonian Institution to 
acquire the Museum of African Art, and 
for other purposes : report to accompany 
H.R. 10792., 79-3220 

Authorizing the VA to furnish memorial 
markers to commemorate certain de- 
ceased veterans : report to accompany 
H.R. 12257., 79-3179 

Authors‘ publishing and recording arrange- 
ments., 79-2693 

Autism., 79-16730 

Auto-Qual modelling system /, 79-5925 

Auto repair : hearings before the Subcom- 
mittee on Consumer Protection and Fi- 
nance of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ...., 79-15893 

Auto restricted zone/multi-user 
system study /, 79-2928 

Autoclave leaching of copper-nickel matte 
produced from Duluth gabbro /, 79- 
13912 

Autocorrelator for a radar/passive detec- 
tion system /, 79-11097 

Automated array assembly., 79-2205 

Automated array assembly : phase 2., 
2222, 79-7622, 79-7623 

Automated array assembly: phase II., 
3910, 79-16422 

Automated array assembly task, phase 1 ; 
final report /, 79-11197 

Automated data system documentation 
standards manual., 79-3744 

Automated digital system 
model /, 79-19606 

Automated In Situ Water Quality Sensor 
Workshop, February 14-16, 1978 : [pro- 
ceedings{ /, 79-13447 

Automated personnel data base system : 
final report /, 79-21322 

Automated personnel data base system 
specifications : Task V /, 79-8703 

Automated systems security—Federal agen- 
cies should strengthen safeguards over 
personal and other sensitive data : report 
to the Congress /, 79-9880 

Automatic data processing activities sum- 
mary in the United States Government., 
79-20270 


vehicle 
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Automatic data processing equipment in- 
ventory in the United States govern- 
ment., 79-18222 

Automatic flight inspection system (AFIS) 
operations manual., 79-2921 

Automatic merchandising machines, SIC 
3581., 79-19400 

Automatic reporting system altimeter set- 
ting and other operational data, 79- 
15716 

Automation in the marketplace., 79-1815 

Automation of an ultraviolet-visible spec- 
trometer /, 79-7794 

Automation of field operations and serv- 
ices., 79-17838 

Automation of the Jarrell-Ash model 70-134 
emission spectrometer /, 79-13382 

Automobile credit., 79-900 

Automobile fuel tanks, a subject bibliogra- 
phy from Highway Safety Literature /, 
79-21231 

Automobile _ installment 
ments, 79-900 

Automobile passive restraint systems and 
what they mean to you., 79-6496 

Automobiles sedans and station wagons (in- 
ternal combustion engine powered)., 79- 
22609 

Automotive design analysis : report of a 
panel of the Interagency Task Force on 
Motor Vehicle Goals Beyond 1980 : in- 
terim report /, 79-6560 

Automotive development : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-sixth Congress, first session 
March 23, 1979., 79-23348 

Automotive diesel technology program /, 
79-16460 

Automotive Fuel Economy Contractors‘ 
Coordination Meeting, December 11-13, 
1978 : summary report., 79-18802 

Automotive stampings, SIC 3465., 
19371 

Autotrophic denitrification using sulphur 
electron donors /, 79-2345 

Auxiliary, bibliography of publications., 
79-12214 

Auxiliary management information system : 
AUXMIS user manual., 79-4903 

Auxiliary operational specialty course, ad- 
ministration (AUXMIN) _instructor‘s 
guide., 79-15759 

Availability and quality of ground water, 
Southern Ute Indian Reservation, south- 
western Colorado /, 79-22893 

Availability and use of abandoned railroad 
rights-of-way : report of the Secretary of 
Transportation to the President and the 
Congress pursuant to section 809(a) of 
the Railroad revitalization and regulatory 
reform act of 1976., 79-21110 

Availability of forest and associated land 
resources in Illinois /, 79-1756 

Availability of gasoline : hearing before the 
Subcommittee on Oversight and Investi- 


credit develop- 


79- 





gations of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, December 14, 1978., 79-14429 

Availability of heavy fuel oils by sulfur 
levels, 79-814 

Available information materials on solid 
waste management : total listing, 1966 to 
1978., 79-11415 

Available work in geothermal energy /, 
79-13097 

Availablity of alternate petroleum fuels to 
offset natural gas curtailments for the 
1978-1979 heating season, (November 1- 
March 31)., 79-9795 

Avalanche handbook /, 79-10666 

Average annual wages (annual payroll di- 
vided by employment) and wage adjust- 
ment index for CETA prime sponsors., 
79-18603 

Average monthly weather outlook., 
354 

Avian tumor viruses, 79-1025, 79-1026 

Aviation : flight inspection services : memo- 
randum of agreeinent between the United 
States of America and Singapore, signed 
at Washington and Singapore, August 16, 
and October 25, 1978., 79-17173, 79- 
17174, 79-17175, 79-17176, 79-17177, 
79-21029, 79-21030, 79-21031 

Aviation : jet fuel prices : memorandum of 
agreement between the United States of 
America and Colombia, signed at Bogota, 
January 11, 1978., 79-21020 

Aviation : joint financing of certain air 
navigation services in Iceland and in 
Greenland and the Faroe Islands : agree- 
ment between the United States of Amer- 
ica and other governments amending the 
agreements done at Geneva September 
25, 1956, as amended, adopted by the 
Council of the International Civil Avi- 
ation Organization at Montreal April 6, 
1977 and June 8, 1977., 79-4734 

Aviation : Kimpo International Airport ex- 
pansion : memorandum of agreement be- 
tween the United States of America and 
the Republic of Korea, signed at Wash- 
ington and Seoul, August 12 and Decem- 
ber 14, 1977., 79-6369 

Aviation : preclearance for entry into the 
United States : agreement between the 
United States of America and the Baha- 
mas, extending application of the agree- 
ment of April 23, 1974, effected by ex- 
change of notes dated at Nassau Decem- 
ber 28, 1977 and January 10, 1978., 79- 
12072 

Aviation : provision of parts and services : 
agreement between the United States of 
America and Australia, signed at Wash- 
ington, July 19 and August 11, 1978., 
79-17169 

Aviation : provision of services : agreement 
between the United States of America 
and Cape Verde, amending and extending 
the memorandum of agreement of Octo- 


79- 
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ber 13 and November 19, 1976, signed at 
Washington and Praia, August 17 and 
October 18, 1977, and signed at Washing- 
ton and Praia, March 10 and April 4, 
1978., 79-21019 

Aviation : technical assistance : memoran- 
dum of agreement between the United 
States of America and Iran, signed May 
12 and June 9, 1977., 79-12095 

Aviation : testing and developing anti-mist- 
ing kerosene and related equipment 
memorandum of understanding between 
the United States of America and the 
United Kingdom of Great Britain and 
North Ireland, signed at Washington and 
London, June 1 and 14, 1978., 79-21066 

Aviation Act of 1975., 79-8531 

Aviation information and training materi- 
als., 79-13578 

Aviation mechanic examiner handbook., 
79-17234 

Aviation noise abatement policy., 79-8561 

Aviation noise policy cost benefit analysis 
of alternative retrofit/replacement pro- 
grams for B707 and DC-8 aircraft /, 79- 
6467 

Aviation safety : joint hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, and 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... October 27, 1978., 79-12330 

Aviation safety and noise abatement act of 
1979 : report to accompany S. 413., 79- 
14603 

Aviation safety and noise reduction act : 
report together with additional, minority, 
and dissenting views to accompany H.R. 
3942., 79-19008, 79-21721 

Aviation safety reporting program., 
17236 

Aviation security, certain foreign air carrier 
operators., 79-21185 

Aviation statistics; airports, air carrier fleet, 
aircraft production, airmen, 79-4876, 
79-12195, 79-12196, 79-18787, 79- 
21163, 79-21164 

Aviation structural mechanic E 1 & C., 
79-7514 

Aviation turbine fuels, 1976 /, 79-11493 

Aviation turbine fuels, 1977 /, 79-13068 

Aviation weather observations : for supple- 
mentary aviation weather reporting sta- 
tions (SAWRS) and limited aviation 
weather reporting stations (LAWRS)., 
79-14720, 79-14722 

Avocational and employment needs of re- 
tired persons : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, February 11, 1978, Hackettstown, 
N.J., 79-8738 

AVP bulletin., 79-1564 

The award of funds to the National Farm 
Workers Service Center, Inc., was poorly 
managed : report /, 79-20167 


79- 
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Award winning energy education activities 
/, 79-15069 

The awarding of attorneys‘ fees in Federal 
courts : hearings before the Subcommit- 
tee on Courts, Civil Liberties, and the 
Administration of Justice of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives, Ninety-fifth Congress, first and 
second sessions ..., 79-12388 

Awards; the Higher education act of 1965, 
(P.L. 89-329) as amended, Title III, 
strengthening developing _ institutions., 
79-9916, 79-13632 

AWOL in the military, a serious and costly 
problem : report to the Congress /, 79- 
13538 

Axial-centrifugal compressor program /, 
79-5790 


B 


B.L.M. in Wyoming, 79-20792 

Backcountry, Glacier National Park, Mt., 
79-16957 

Backcountry guide to Olympic National 
Park., 79-18499 

Background and issues regarding H.R. 3712 
relating to tax-exempt bonds for housing 
/, 19-23451 

Background and issues relating to carryover 
basis scheduled for a hearing by the Sub- 
committee on Taxation and Debt Man- 
agement Generally of the Committee on 
Finance on March 12, 19, and 20, 1979 /, 
79-23454 

Background articles on United States-Japan 
trade issues : report and articles discuss- 
ing current and future trends in trade re- 
lations /, 79-6747 

Background document for proposed revi- 
sion to rail carrier noise emission regula- 
tion., 79-9821 

Background information for the economic 
assessment of solvent fermentation proc- 
esses., 79-11177 

Background information to accompany 
folio of geologic, mineral resource, geo- 
chemical, aeromagnetic, and gravity maps 
of the Hillsboro and San Lorenzo quad- 
rangles, Sierra and Grant Counties, New 
Mexico /, 79-22890 

Background material on health insurance : 
descriptions of bills pending in committee 
and the administration proposal /, 79- 
23375 

Background material on options for financ- 
ing the social security programs /, 79- 
23472 

Background material on the multifiber ar- 
rangement /, 79-18951 

Background materials relating to S. 505 and 
other health care cost containment pro- 
posals /, 79-14407 

Background notes., 79-1468, 79-4700, 
79-4701, 79-4702, 79-4703, 79-4704, 
79-4705, 79-4706, 79-4707, 79-6352, 
79-6353, 79-6354, 79-6355, 79-6356, 
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79-6357, 79-6358, 79-6359, 79-6360, 
79-6361, 79-6362, 79-6363, 79-7860, 
79-8432, 79-8433, 79-8434, 79-8435, 
79-10211, 79-10212, 79-12060, 79- 
12061, 79-14144, 79-14145, 79-14146, 
7179-14147, 79-14148, 79-14149, 79- 
14150, 79-14151, 79-14152, 79-14153, 
79-15585, 79-15586, 79-15587, 79- 
17124, 79-17125, 79-17126, 79-18718, 
79-18719, 79-18720, 79-18721, 79- 
18722, 79-20988, 79-20989, 79-20990, 
79-20991, 79-23040 
Background notes. Albania., 79-4700 
Background notes. Bangladesh., 79-14144 
Background notes. Burma., 79-8432 
Background notes. Burundi., 79-4701 
Background notes. Cape Verde., 79-6353 
Background notes. China, Republic of., 
79-6354 
Background notes. Comoros., 79-14145 
Background notes. Czechoslovakia., 
14146 
Background notes. Denmark., 79-18718 
Background notes. Djibouti., 79-15585 
Background notes. Dominican Republic., 
79-6355 
Background notes. Ecuador., 79-15586 
Background notes. Egypt., 79-10211 
Background notes. Fiji, 79-18719 
Background notes. French Antilles amd 
Guiana., 79-6356 
Background notes. Greece., 79-6357 
Background notes. Guatemala., 79-14147 
Background notes. Guinea., 79-4702 
Background notes. Guyana., 79-18720 
Background notes. Honduras., 79-20988 
Background notes. Iceland., 79-14148 
Background notes. Index., 79-6361, 
10212 
Background notes. 
Background notes. 
Background notes. 
Background notes. 
Background notes. 
Background notes. 
Background notes. 
Background notes. 
Background notes. 
Background notes. 
Background notes. 
Background notes. Malta., 79-14149 
Background notes. Mauritania., 79-14150 
Background notes. Mexico., 79-18722 
Background notes. Mongolia., 79-8433 
Background notes. Morocco., 79-8434 
Background notes. Nepal., 79-4704 
Background notes. Netherlands., 79-4705 
Background notes. Oman., 79-4706 
Background notes. Sao Tome and Principe., 
79-6362 
Background notes. 
Background notes. 
Background notes. 
Background notes. 


79- 


79- 


79-6358 
79-12060 
79-23040 
Kenya., 79-6359 
Laos., 79-20989 
Lesotho., 79-17124 
Liberia., 79-17125 
Liechtenstein., 79-6360 
Macao., 79-18721 
Malawi., 79-4703 
Mali., 79-12061 


Iraq., 
Ireland., 
Israel., 


Senegal., 
Singapore., 
Sweden., 
Tanzania., 


79-20990 
79-6363 

79-14151 
79-14152 
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Background notes. The Bahamas., 79-6352 

Background notes. Tunisia., 79-8435 

Background notes. United Nations., 
4707 

Background notes. Upper Volta., 79-14153 

Background notes. Vatican City., 79-15587 

Background notes. Western Samoa., 79- 
17126 

Background notes. Zambia., 79-20991 

Background readings, 79-10911 

Background study on the development of a 
standard leaching test /, 79-22547 

Backlog of orders for aerospace companies., 
79-256, 79-5554 

Backlog of orders for aircraft companies, 
79-256, 79-5554 

Badges and insignias /, 79-1869, 79-1870, 
79-1871, 79-7349 

Badlands National Park, South Dakota., 
79-16961 

Bags, envelopes, and shipping sacks., 
19658 

Bags, except textile bags, SIC 2643., 
21996 

Bahamas, 79-6352 

Bahamas : post report., 79-10215 

Bahrain : post report., 79-10214 

Bailey oil content monitor : final report on 
task 7 of contract no. C-1-35049 /, 79- 
19566 

Balance of payments support : agreement 
between the United States and Portugal, 
signed at Lisbon, March 1, 1978., 79- 
23054 

Balance sheet of the farming sector., 
7152, 79-19083 

Balancing techniques for high-speed flexible 
rotors /, 79-2720 

Ball and roller bearings, SIC 3562., 
19394 

Ball State University and the American As- 
sociation of Colleges for Teacher Educa- 
tion : report to accompany H.R. 1415., 
79-6796 

Ballistic resistance of police body armor., 
79-11880 

Ballistic wind weighting functions for tank 
projectiles /, 79-5772 

Ballot access /, 79-4950 

Baltimore longitudinal study., 79-16743 

Baltimore longitudinal study of the National 
Institute on Aging., 79-4338 

Baltimore, Maryland, metropolitan area, 
79-6260 

Bamboo production research at Savannah, 
Georgia, 1956-77 /, 79-21916 

Bands, markers, plates, and signs /, 79- 
1872, 79-5691 

Bands, neckwear, and handkerchiefs., 
5692, 79-12819 

Bangladesh, 79-14144 

Bangladesh : post report., 79-10216 

Bank debits, deposits, and deposit turnover., 
79-884 

Bank operating statistics, 
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79- 


79- 


79- 


79- 


79- 


79-14307 





January — December 1979 


Bank rates on short-term business loans., 
79-895 

Bank robbery : the Federal law enforce- 
ment role should be reduced : report to 
the Congress /, 79-2427 

Banking regulatory agencies‘ enforcement 
of the Equal credit opportunity act and 
the Fair housing act : hearings before a 
subcommittee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, September 12, 14, and 15, 1978., 
79-14415 

Bankruptcy code amendments relating to 
nondischargeability : report to accompa- 
ny H.R. 2807., 79-21811 

Bankruptcy reform act of 1978 : hearing 
before the Subcommittee on Taxation and 
Debt Management Generally of the Com- 
mittee on Finance, United States Senate, 
Ninety-fifth Congress, second session, on 
sections 346 ... of 2266, August 4, 1978., 
79-3065 

Banks and banking, 79-4223, 
79-16642, 79-20250, 79-20251 

Banks having problems need better identifi- 
cation and disclosure : report to the Con- 
gress /, 79-13536 

Bannock County, 
areas., 79-16820 

Barbados : post report., 79-10217 

Barbers Point Harbor, Oahu, Hawaii : final 
environmental statement /, 79-9579 

Bargaining calendar., 79-11891, 79-14017 

Barite., 79-16934, 79-18539 

Barite, SIC 1472., 79-22139 

Baritone player /, 79-10967 

Barley : origin, botany, culture, winter har- 
diness, genetics, utilization, pests /, 79- 
10665 

Barriers to urban economic development /, 
79-5164 

Base level personnel system civilian person- 
nel., 79-9603 

Base structure annex to manpower require- 
ments report., 79-10910 

Baseline analysis of the urban homesteading 
demonstration /, 79-18354 

Basic administration principles for drug 
abuse treatment programs /, 79-18328 

A basic asphalt emulsion manual /, 79- 
17219 

A basic comparison of lidar and radar for 
remote sensing of clouds /, 79-1826 

Basic concepts of computerized digital 
image processing for geologists /, 79- 
22887 

Basic data on arthritis : knee, hip, and sa- 
croiliac joints for adults, 25-74 years, 
United States, 1971-1975 /, 79-20428 

Basic data relating to the National Institutes 
of Health., 79-18251 

Basic dental examination findings of persons 
1-74 years., 79-15276 


79-15129, 
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Before you dump : EPA‘s role in dredge and fill permits. 


Basic dental examination findings of persons 
1-74 years, United States, 1971-1974 /, 
79-15276 

Basic educational opportunity grant pro- 
gram., 79-16673 

Basic estimated capital investment and op- 
erating costs for three coal strip mines /, 
79-13120 

Basic flight information and ATC proce- 
dures, 79-1555, 79-8570, 79-15727 

Basic grants., 79-18230 

A basic guide to exporting /, 79-17844 

Basic health services : agreement between 
the United States of America and Af- 
ghanistan signed at Kabul September 28, 
1977., 79-2870, 79-4747 

Basic helicopter handbook., 79-8567 

Basic life skills : technical report /, 79- 
18239 

Basic management skills /, 79-16782 

Basic management skills : resource manual., 
79-9986 

Basic personnel records and files system, 
79-593 

Basic plus major medical coverage benefits., 
79-3703 

Basic process data on the potential for low 
level waste heat recovery in the petro- 
leum refining and selected chemical in- 
dustries of the West South Central 
United States., 79-18003 

Basic research projects., 79-17899 

Basic sanitation : agreement between the 
United States of America and Portugal, 
signed at Lisbon September 30, 1977., 
79-8476, 79-21034 

Basic skills research grants announcement : 
summer 1977., 79-2505 

Basic sources in criminal justice : a selected 
bibliography /, 79-11868 

Basic studies of coal pyrolysis and hydroga- 
sification., 79-14955, 79-17934 

Basic substance abuse : counselor‘s training 
course : individual counseling skills /, 
79-11721 

Basic tables, income and other taxes. United 
States, all regions and districts. 79- 
10265 

Basic technical data on transmission systems 
and equipment using communications 
lines /, 79-21286 

Basidiomycetes associated with decay of 
living oak trees /, 79-7180 

A basis for classifying western Atlantic 
Sciaendiae (Teleostei: Perciformes)., 79- 
1827 

Basket three, implementation of the Helsin- 
ki accords., 79-5146, 79-6734 

Basket Three, implementation of the Helsin- 
ki accords : hearings before the Commis- 
sion on Security and Cooperation in 
Europe, Ninety-fifth Congress, first ses- 
sion ...., 79-21642, 79-21643 

Basket III, implementation of the Helsinki 
accords., 79-21642 
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Basket III, implementation of the Helsinki 
accords : hearings before the Commission 
on Security and Cooperation in Europe, 
Ninety-fifth Congress, first session ..., 
79-5146, 79-6734 

Basking Ridge, New Jersey, Environmental 
Education Center commercial solar 
demonstration., 79-2302 

Bassoon player /, 79-10974 

Bathtub and shower injuries., 

Battered women 
79-22281 

Battered women in Hartford, Connecticut : 
areport /, 79-i4763 

Battery and electrochemical systems, pro- 
gram summary., 79-7591 

Battery energy storage test (BEST) facility 
: phenomenological cell modeling : a tool 
for planning and analyzing battery testing 
at the BEST facility /, 79-11168 

Battery hazards., 79-14286 

Bauxite., 79-1228 

Bauxite and alumina, 79-1228, 79-4519 

Bauxite and other aluminum ores, SIC 
1051., 79-22131 

Bay Area Rapid Transit District fire on 
train no. 117 and evacuation of passen- 
gers while in the transbay tube, San 
Francisco, California, January 17, 1979., 
79-21121 

Bay Springs Canal surge study, Tennessee- 
Tombigbee Waterway, Mississippi and 
Alabama : hydraulic model investigation 
/, 7179-12948 

BCD, 79-535 

BCD; business conditions digest, 79-535 

Be choosy : pick a lifestyle that really 
works for you., 79-18242 

BEA economic areas : component SMSA‘s, 
counties, and independent cities., 79- 
1846 

Beach nourishment techniques., 79-5755 

Bear Creek and tributaries, Canton, Missis- 
sippi., 79-7439 

Bearing and bushing, plain /, 79-19659 

Bearing, antifriction /, 79-16345 

Beaufort Sea., 79-15411, 79-20711 

Bedding improves yellow-poplar growth on 
fragipan soils /, 79-12604 

Beef marketing : issues and concerns : study 
/, 79-2406 

Beef research and information act : confer- 
ence report to accompany H.R. 7656., 
79-21675 

Beekeeping /, 79-6283 

Beekeeping for beginners /, 79-14634 

Beer, 79-1516 

Beet sugar, SIC 2063., 79-19215 

Before beginning, developmental concerns., 
79-20283 

Before licensing floating nuclear power- 
plants, many answers are needed : report 
to the Congress /, 79-2413 

Before you dump : EPA‘s role in dredge 
and fill permits., 79-20048 


79-21256 
: issues of public policy., 
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Before you give your child anything that can go faster than your child, read this 


Before you give your child anything that 
can go faster than your child, read this 
first., 79-21249 

Before you submit an application for regis- 
tration of a claim to copyright., 79- 
17057 

Behavior and neurology of lizards : an in- 
terdisciplinary colloquium /, 79-8086 

Behavior & society., 79-331 

The behavior of member bank required re- 
serve ratios and the effects of board 
action, 1968-77 /, 79-13489 

Behavioral and neural sciences, 79-12038 

The behavioral foundations of neighbor- 
hood change /, 79-11743 

Behavioral toxicology, an emerging disci- 
pline : proceedings of the Southwest Psy- 
chology Association annual meeting, 
April 30, 1976, Albuquerque, New 
Mexico /, 79-13446 

Behind the scenes : equal employment op- 
portunity in the motion picture industry / 

79-1852 

Bel Marin Keys Unit IV, Ignacio Industrial 
Park Unit 3, Marin County, California : 
regulatory permit application by Jack 
West and Soiland and Associates., 79- 
9580 

Belgium : post report., 79-2800 

Belize : post report., 79-10218 

Bell Creek Field micellar-polymer pilot 
demonstration /, 79-14871 

The Belmont report : ethical principles and 
guidelines for the protection of human 
subjects of research /, 79-6546 

Belts, straps, and related items., 79-9525 

Bench scale development of Meyers process 
for coal desulfurization /, 79-18168 

Benchmark experiments to test plutonium 
and stainless steel cross sections /, 79- 
2993 

Benchnotes, 79-715 

Bending strength of vertically glued lami- 
nated beams with one to five plies /, 79- 
14647 

Bending strength of water-soaked glued 
laminated beams /, 79-19113 

Beneficiary participation in private pension 
plans : staff report of the Subcommittee 
on Antitrust, Monopoly, and Business 
Rights of the Committee on the Judiciary 
of the United States Senate., 79-23420 

Beneficiation of western Mesabi range oxi- 
dized taconite /, 79-6198 

Benefit-cost methodology study with exam- 
ple application to the use of wind gener- 
ators /, 79-7629 

Benefit series service, unemployment insur- 
ance., 79-1334 

Benefits for survivors of military personnel 
: hearing before the Subcommittee on 
Manpower and Personne! of the Commit- 
tee on Armed Services, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ... August 17, 1978., 79-10425 
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Benefits for veterans and service personnel 
with service since January 31, 1955 and 
their dependents, errata., 79-8607 

Benewah County, Idaho, unincorporated 
areas., 79-15337 

Benin : post report., 79-2801 

Benjamin N. Mascarenas : report to accom- 
pany S. 153., 79-17659 

Benjamin N. Mascarenas : report to accom- 
pany S. 352., 79-5408 

Bentonite, SIC 1452., 79-22137 

Bent‘s Old Fort National Historic Site, 
Colorado., 79-4554 

The BERC re-finishing process : compari- 
son of hydrofinishing vesus clay contact- 
ing /, 79-17911 

Bermuda : post report., 79-2802 

Bermuda 2., 79-17206, 79-17207 

*Best edition’ of published copyrighted 
works for the collections of the Library 
of Congress., 79-6275, 79-17061 

Best management practices for erosion and 
sediment control /, 79-23101 

Best management practices for salinity con- 
trol in Grand Valley /, 79-4077 

The Best“ ?**U-producing blanket for the 
tandem mirror hybrid /, 79-5903 

Better coordination could improve the pro- 
vision of Federal health care in Hawaii : 
report /, 79-5961 

Better enforcement of car emission stand- 
ards—a way to improve air quality : 
report /, 79-13499 

Better equipment maintenance and person- 
nel training needed to improve firefight- 
ing capability on Navy ships : report /, 
79-11542 

Better guidance and controls are needed to 
improve Federal surveys of attitudes and 
opinions : report /, 79-4136 

Better health & regulatory reform : 
report., 79-13409 

Better jobs and income act, 1978 : hearings 
before the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session, on S. 2084 
.. March 22 and 23, 1978., 79-8925 

Better management of Metro subway equip- 
ment warranties needed : report /, 79- 
15121 

Better planning and management of Army 
watercraft could improve mission capa- 
bility while reducing excess numbers and 
cost: report /, 79-22597 

Better regulation of pesticide exports and 
pesticide residues in imported food is es- 
sential : report to the Congress /, 79- 
16565 

Better software for ODEs /, 79-22445 

Better water management and conservation 
possible—but constraints need to be over- 
come : report /, 79-5940 

Beverage container deposit legislation., 
21369 


1978 


79- 
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Beyond the BA : federal jobs for graduates 
with advanced degrees of experiences., 
79-3719 

BHM support. Directory of grants, awards, 
and loans., 79-9968 

BHME support, 79-9968 

BIA education research bulletin., 79-1192 

A bibliography : on-farm grain storage and 
handling., 79-10757 

A bibliography and author index for electri- 
cal discharges in vacuum (1897-1976) /, 
79-9717 

Bibliography for the study of propeller-in- 
duced vibration in hull structural ele- 
ments /, 79-3018 

Bibliography of agricultural bibliographies., 
79-10758 

Bibliography of Creutzfeldt-Jakob disease /, 
79-16732 

Bibliography of investment costs, operating 
costs, and related economic information 
for the mineral industries, January-De- 
cember 1977 /, 79-13121 

Bibliography of Lewis Research Center 
Technical publications announced., 79- 
18626 

Bibliography of manuals and handbooks 
from natural resource agencies /, 79- 
8262 

Bibliography of medical reviews, 79-1097 

Bibliography of publications, 79-12214 

Bibliography of reports on research spon- 
sored by the NRC, Office of Nuclear 
Regulatory Research., 79-12271 

A bibliography of sources of experimental 
data leading to thermal properties of 
binary aqueous electrolyte solutions /, 
79-10811 

Bibliography of the history of medicine., 
79-8009 

A bibliography of USTS research publica- 
tions., 79-3638 

Bibliography on atomic line shapes and 
shifts (June 1975 through June 1978) /, 
79-7284 

Bibliography on health indexes., 79-1115 

Bibliography on mined-land reclamation /, 
79-22565 

Bibliography on racism, 
2568 

Bibliography on smoking and health., 
16692 

A bibliography on the corrosion and pro- 
tection of steel in concrete /, 79-19548 

Bibliography on the economics of fruit and 
vegetable production and marketing, 
1965-76 /, 79-17768 

A bibliography on the search for extrater- 
restrial intelligence /, 79-12027 

A bibliography with abstracts of U.S. Army 
Engineer Waterways Experiment Station 
publications related to pavements /, 79- 
11024 

Bicol integrated area development : agree- 
ment between the United States and the 


1972-1975., 79- 


79- 





January — December 1979 


Philippines signed at Manila January 13, 
1978., 79-8490 

Bicol secondary and feeder roars project : 
agreement between the United States of 
America and the Philippines signed at 
Manila April 28, 1976., 79-4715 

Bicycle safety and information report /, 
79-2930 

Bicycle safety highway users information 
report., 79-2930 

Bicycles., 79-17306 

Biennial report of depository libraries., 
9893 

BIFUR II a program for calculating bore- 
hole gravity caused by two-dimensional 
structure /, 79-19966 

Big huckleberry abundance as related to en- 
vironment and associated vegetation near 
Mount Adams, Washington /, 79-7189 

Big Wood River and tributaries, Idaho, in- 
terim report—Little Wood River, vicinity 
of Gooding-Shoshone, Idaho : letter from 
the Secreatary of the Army transmitting 
a letter from the Chief of Engineers ..., 
79-14587 

Big Wood River and tributaries, Idaho, in- 
terim report—Little Wood River, vicinity 
of Gooding-Shoshone, Idaho : letter from 
the Secretary of the Army transmitting a 
letter from the Chief of Engineers ..., 
79-12927 

Bighorn Canyon, Ewing (Snell) and ML 
Ranches, and Hillsboro., 79-4544 

Bikini Atoll and Guam authorizations : 
hearing before the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 2821 ... S. 2822 ..., 79-8865 

Bilingual education and Federal law : an 
overview /, 79-15217 

Bill of Rights procedures act : hearings 
before the Subcommittee on Courts, Civil 
Liberties, and the Administration of Jus- 
tice of the Committee on the Judiciary, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 214 ... 
July 13 and 20, 1978., 79-10536 

A bill to amend the Fair Labor Standards 
Act : hearings before the Subcommittee 
on Labor Standards of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, on H.R. 6256 February 7 and 
March 14, 1978., 79-6641 

A bill to teach the principles of citizenship 
and ethics : hearing before the Subcom- 
mittee on Elementary, Secondary, and 
Vocational Education of the Committee 
on Education and Labor, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, on H.R. 123 ... April 24, 1979., 
79-17466 

Billings, Montana, metropolitan area, 
4638 

Bimonthly list of publications and visuals - 
United States Department of Agriculture, 
Office of Communication, 79-183 
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79- 





Bimonthly list of publications and visuals - 
United States Department of Agriculture, 
Office of Governmental and Public Af- 
fairs., 79-183 

Bingham County, 
areas., 79-22726 

Bioaccumulation of heavy metals by littoral 
and pelagic marine organisms /, 79- 
18133 

Bioassay of a solution of V7/-nitrostyrene 
and styrene for possible carcinogenicity., 
79-4301 

Bioassay of acephate-treated foliage on 
three instars of the Douglas-fir tussock 
moth /, 79-5484 

Bioassay of aldicarb for possible carcino- 
genicity., 79-15254 

Bioassay of azobenzene for possible car- 
cinogenicity., 79-11649 

Bioassay of butylated hydroxytoluene 
(BHT) for possible carcinogenicity., 79- 
15255 

Bioassay of C. I. vat yellow 4 for possible 
carcinogenicity., 79-4296 

Bioassay of calcium cyanamide for possible 
carcinogenicity., 79-11656 

Bioassay of carbromal for possible carcino- 
genicity., 79-6034 

Bioassay of coumaphos for possible carcino- 
genicity., 79-6028 

Bioassay of diazinon for possible carcino- 
genicity., 79-11648 

Bioassay of dibenzo-p-dioxin for possible 
carcinogenicity., 79-4293 

Bioassay of dibutyltin diacetate for possible 
carcinogenicity., 79-6038 

Bioassay of dimethyl terephthalate for pos- 
sible carcinogenicity., 79-11647 

Bioassay of dl-menthol for possible carcino- 
genicity., 79-4291 

Bioassay of endrin for possible carcinogen- 
icity., 79-4287 

Bioassay of ethyl tellurac for possible car- 
cinogenicity., 79-15257 

Bioassay of fenthion for possible carcino- 
genicity., 79-9936 

Bioassay of lead dimethyldithiocarbamate 
for possible carcinogenicity., 79-15256 

Bioassay of lithocolic acid for possible car- 
cinogenicity., 79-4303 

Bioassay of malaoxon for possible carcino- 
genicity., 79-20353 

Bioassay of malathion for possible carcino- 
genicity., 79-20357 

Bioassay of methyl parathion for possible 
carcinogenicity /, 79-13688 

Bioassay of Michler‘s ketone for possible 
carcinogenicity., 79-20354 

Bioassay of n-nitrosodiphenylamine for pos- 
sible carcinogenicity., 79-15258 

Bioassay of n-(1-naphthyl)ethylenediamine 
dihydrochloride for possible carcinogen- 
icity., 79-4300 

Bioassay of nithiazide for possible carcino- 
genicity /, 79-13687 
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Bioassay of 4-chloro-o-toluidine hydrochloride for possible carcinogenicity / 


Bioassay of nitrofen for possible carcino- 
genicity /, 79-13691 

Bioassay of n,n‘-diethylthiourea for possible 
carcinogenicity., 79-4299 

Bioassay of 0-toluidine hydrochloride for 
possible carcinogenicity., 79-9937 

Bioassay of p-chloroaniline for possible car- 
cinogenicity /, 79-13692 

Bioassay of p-cresidine for possible carcino- 
genicity /, 79-18264 

Bioassay of p-nitrosodiphenylamine for pos- 
sible carcinogenicity., 79-6040 

Bioassay of p-phenylenediamine dihydroch- 
loride for possible carcinogenicity., 79- 
6035 

Bioassay of p-quinone dioxime for possible 
carcinogenicity., 79-6036 

Bioassay of parathion for possible carcino- 
genicity., 79-4289 

Bioassay of phosphamidon for possible car- 
cinogenicity., 79-4288 

Bioassay of phthalamide for possible car- 
cinogenicity., 79-11654 

Bioassay of phthalic anhydride for possible 
carcinogenicity., 79-11652 

Bioassay of piperonyl butoxide for possible 
carcinogenicity., 79-4292 

Bioassay of piperony] sulfoxide for possible 
carcinogenicity., 79-4294 

Bioassay of pivalolactone for possible car- 
cinogenicity., 79-4298 

Bioassay of p,p‘-ethyl-DDD for possible 
carcinogenicity., 79-6032 

Bioassay of procarbazine for possible car- 
cinogenicity /, 79-20352 

Bioassay of sodium diethyldithiocarbamate 
for possible carcinogenicity., 79-11657 

Bioassay of styrene for possible carcinogen- 
icity., 79-15260 

Bioassay of sulfisoxazole for possible car- 
cinogenicity., 79-4297 

Bioassay of technical-grade bis(2-chlor-1- 
methylethyl) ether for possible carcino- 
genicity /, 79-20356 

Bioassay of tetraethylthiuram disulfide for 
possible carcinogenicity., 79-15259 

Bioassay of titanium dioxide for possible 
carcinogenicity., 79-4290 

Bioassay of toxaphene for possible carcino- 
genicity., 79-6027 

Bioassay of trimethylthiourea for possible 
carcinogenicity., 79-4295 

Bioassay of (2-chloroethyl) trimethylam- 
monium chloride for possible carcinogen- 
icity., 79-11651 

Bioassay of 2-(chloromethyl)pyridine hy- 
drochloride for possible carcinogenicity / 
, 79-13690 

Bioassay of 2-nitro-p-phenylenediamine for 
possible carcinogenicity., 79-6033 

Bioassay of 3-nitro-p-acetophenetide for 
possible carcinogenicity /, 79-22641 

Bioassay of 4-chloro-o-toluidine hydrochlo- 
ride for possible carcinogenicity /, 79- 
13689 
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Bioassay of 4‘-(chloroacetyl)-acetanilide for possible carcinogenicity. 


Bioassay of 4‘-(chloroacetyl)-acetanilide for 
possible carcinogenicity., 79-4304 

Bioassay of 4-nitro-o-phenylenediamine for 
possible carcinogenicity., 79-6037 

Bioassay of 5-chloro-o-toluidine for possible 
carcinogenicity., 79-6039 

Bioassay of 6-nitrobenzimidazole for possi- 
ble carcinogenicity., 79-11646 

Bioassay of 2,4-diaminotoluene for possible 
carcinogenicity., 79-11655 

Bioassay of 2,4-dimethoxyaniline hydro- 
chloride for possible carcinogenicity., 
79-4302 

Bioassay of 2,5-dithiobiurea for possible car- 
cinogenicity., 79-6031 

Bioassay of 2,7-dichlorodibenzo-p-dioxin 
(DCDD) for possible carcinogenicity., 
79-6029 

Bioassay of 3,3‘-dimethoxybenzidine-4,4‘-dii- 
socyanate for possible carcinogenicity., 
79-6030 

Bioassay of 4,4‘-methylenebis-(n,n- 
dimethyl)benzenamine for possible car- 
cinogenicity /, 79-20355 

Bioassay of 2,4,5-trimethylaniline for possi- 
ble carcinogenicity., 79-11653 

Bioassay of 2,4,6-trichlorophenol for possi- 
ble carcinogenicity., 79-11650 

Bioconversion : hearings before the Sub- 
committee on Advanced Energy Tech- 
nologies and Energy Conservation and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, July 15, August 5, 1978., 79-10577 

Bioconversion of plant biomass to ethanol., 
79-2201 

Biodegradation studies of carboxymethyl 
tartronate /, 79-2347 

Bioenvironmental safety, 79-740 

Biographical sources in the sciences /, 79- 
6281 

Biological and microbiological assessment 
of the upper Chattahoochee River basin, 
Georgia /, 79-11804 

Biological-chemical process for removing 
phosphorus at Reno/Sparks, NV /, 79- 
13439 

Biological conversion of biomass to meth- 
ane., 79-2191, 79-11171 

Biological conversion of biomass to meth- 
ane : annual progress report for period 
June 1, 1976-May 31, 1977 /, 79-11170 

Biological conversion of biomass to meth- 
ane : the effect of reactor design on kinet- 
ics /, 79-9644 

Biological effects of ionizing radiation : per- 
tinent Federal laws and regulations., 79- 
22635, 79-22636 

Biological effects of oil pollution : a com- 
prehensive bibliography with abstracts /, 
79-21213 

Biological investigations in the Guadalupe 
Mountains National Park, Texas : pro- 
ceedings of a symposium held at Texas 
Tech University, Lubbock, Texas, April 
4-5, 1975 /, 79-22925 


Page I-768 





The biological production of organic sol- 
vents from cellulosic wastes., 79-11178, 
79-13098 

Biological products, SIC 2831., 79-19299 

Biological sciences assistant /, 79-19799 

Biological services program, 79-20785 

Biological Services Program news, 
1258 

Biological services 
report., 79-20785 

Biological transport of radionuclides at low 
level waste storage sites /, 79-14329 

Biologicals., 79-1873, 79-10922 

A biologist‘s manual for the evaluation of 
impacts of coal-fired power plants on 
fish, wildlife, and their habitats /, 79- 
8259 

Biomass conversion : hearing before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Represenia- 
tives, Ninety-fifth Congress, second ses- 
sion, April 14, 1978., 79-8902 

Biomass, solar energy from farms and for- 
ests /, 79-22470 

Biomedical and behavioral sciences, 
1651, 79-1664, 79-4969, 79-17344 

Biomedical equipment repairer /, 79-19800 

Biomedical research and research training 
amendments of 1978 : hearings before the 
Subcommittee on Health and the Envi- 
ronment of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session on H.R. 10908 ... H.R. 10062 ... 
and H.R. 10190, March 1, 2, and 3, 1978., 
79-3091 

Biomedical research and research training 
amendments of 1978 : report /, 79-3168 

Biomedical technology & engineering, 79- 
332 

Biomedical technology & human factors en- 
gineering., 79-332 

Biosystematic studies of Ceylonese wasps, 
II: a monograph of the Scoliidae (Hy- 
menoptera: Scolioidea) /, 79-6397 

Biosystematic studies of Ceylonese wasps, 
V_: a monograph of the Ampulicidae 
(Hymenoptera: Sphecoidea) /, 79-21096 

Biotechnology resources : a research re- 
sources directory /, 79-2512 

Birds., 79-13590 

Birds and mammals of Manitou Experimen- 
tal Forest, Colorado /, 79-9469 

Biscayne National Monument, 
79-13934 

Bismuth., 79-1244 

Bispherical constrained lens antennas /, 
79-11094 

Bitterroot National Forest : Montana and 
Idaho : principal meridian Montana and 
Boise meridian, 1972 /, 79-12572 

Bituminous coal and lignite distribution, 
79-813 

A Biweekly cryogenics current awareness 
service., 79-300 
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Black contributors to science and energy 
technology., 79-9633 

Black Fox Station, Units 1 and 2., 
79-14311 

Black Kettle National Grassland, Oklahoma 
: Off road vehicles travel guide & map., 
79-19101 

Black lung benefit trusts : report to accom- 
pany H.R. 13167., 79-6860 

Black lung benefits act. Annual report on 
administration of the act., 79-11921 

Black lung benefits act of 1972; annual 
report on administration of the act, 79- 
11921 

Black lung supplemental and oversight on 
HEW positions : hearing before a sub- 
committee of the Committee on Appro- 
priations, United States Senate, Ninety- 
fifth Congress, second session : special 
hearing., 79-12309 

Black news digest., 79-1290 

Black shale studies in Kentucky., 
18066, 79-18067 

Blair and Sitcum Waterways, Tacoma 
Harbor, Washington communication 
from Secretary of the Army transmitting 
a Corps of Engineers report .., 79- 
14494 

Blair and Sitcum Waterways, Tacoma 
Harbor, Washington communicatiun 
from the Secretary of the Army transmit- 
ting a Corps of Engineers report ..., 79- 
12938 

Blankbooks and 
2782., 79-22006 

Blast forecasting guide for the Site 300 Me- 
teorology Center /, 79-5902 

Blast furnance cast house emission control 
technology assessment /, 79-11432 

Blast tests of expedient shelters in the dice 
throw event /, 79-11322 

BLM in Wyoming; a report to the public., 
79-20792 

BLM recreation guide for Oregon., 
20796 

Block II solar cell module environmental 
test program /, 79-9694 

BLS file of state, county, and municipal 
collective bargaining agreements., 79- 
4643, 79-20876, 79-20878 

BLS working papers., 79-20870 

Blue Hills Station, Unit nos. 1 and 2., 
2986 

The Blue Mountains area snowmobile trails 

Wallowa-Whitman National Forest 

(South half), Oregon., 79-12570 

Blueprint reading and sketching /, 79- 
11044 

BMCS roadside safety 
12175 

BNDD bulletin, 79-1280 

Board of Actuaries of the Civil Service Re- 
tirement System annual report., 79- 
18935 

Board of Tax Appeals and Tax Court re- 
ports., 79-7856, 79-20194 


79-2975, 


79- 


looseleaf binders, SIC 


79- 


79- 


inspections., 79- 
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Boat building and repairing, SIC 3732., 
79-19420 

Boating safety newsletter., 79-1590 

Boating safety training manual., 79-12207 

Boating statistics, 79-15764 

Body-worn FM transmitters : a voluntary 
national standard promulgated by the Na- 
tional Institute of Law Enforcement and 
Criminal Justice., 79-6232 

Boggy Creek, Orange and Osceola Coun- 
ties, Florida., 79-7460 

Boiler design and operating variables affect- 
ing uncontrolled sulfur emissions from 
pulverized-coal-fired steam generators /, 
79-9804 

Boiler efficiency improvement training sem- 
inars /, 79-11260 

Boiling water reactor off-gas systems evalu- 
ation /, 79-21337 

Boise community noise survey., 79-18111 

Boise District agricultural development, 
draft environmental statement for south- 
west Idaho., 79-18501 

Boise, Idaho, Boise community 
survey., 79-18111 

Bolts, nuts, rivets, and washers, SIC 3452., 
79-19369 

Boltzmann approach to conductivity calcu- 
lations /, 79-19974 

Bomb summary., 79-22932 

Bombs and components /, 79-5693 

Bonding study on layered soil-cement /, 
79-2649 

Bonds issued to provide facilities for fur- 
nishing of water : report to accompany 
H.R. 10239., 79-6886 

Bone up on the topic of your choice which 
may be found in these Government publi- 
cations ... for sale by the Superintendent 
of Documents., 79-7850 

Bonfires to beacons : Federal civil aviation 
policy under the Air Commerce Act 
1926-1938 /, 79-4872 

The Bonn Summit : its aftermath and new 
international economic initiatives : hear- 
ings before the Subcommittees on Inter- 
national Economic Policy and Trade and 
International Development of the Com- 
mittee on International Relations, House 
of Representatives, Ninety-fifth Congress, 
second session, September 20 and 21, 
1978., 79-10523 

Book printing, SIC 2732., 79-22002 

Book publishing, SIC 2731., 79-19289 

Bookbinding and related work, SIC 2789., 
79-19293 

Books and pamphlets including serials and 
contributions to periodicals, 79-11933 

Books, maps, and other publications., 
1874 

Books that help children deal with a hospi- 
tal experience /, 79-18285 

Boom configuration tests for calm-water, 
medium-current oil spill diversion /, 79- 
4080 
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Borough of Sewickley, Pennsylvania, Allegheny County. 


Boone County field site interim report : test 
cells 2A, 2B, 2C, and 2D /, 79-22544 

Boot and shoe cut stock and findings, SIC 
3131., 79-19315 

Boring machines, broaching machines, gear 
cutting and finishing machines [erratat., 
79-12875 

Boron., 79-20770 

Borough of Allendale, New Jersey, Bergen 
County., 79-13781 

Borough of Allenhurst, New Jersey, Mon- 
mouth County., 79-8154 

Borough of Ambler, Pennsylvania, Mont- 
gomery County., 79-20540 

Borough of Aspinwall, Pennsylvania, Alle- 
gheny County., 79-22723 

Borough of Avon-by-the-Sea, New Jersey, 
Monmouth County., 79-8158 

Borough of Baden, Pennsylvania, Beaver 
County., 79-20544 

Borough of Beachwood, New Jersey, 
Ocean County., 79-11761 

Borough of Beaver, Pennsylvania, Beaver 
County., 79-16821 

Borough of Birdsboro, Pennsylvania, Berks 
County., 79-22727 

Borough of Bradley Beach, New Jersey, 
Monmouth County., 79-18403 

Borough of Briar Creek, Pennsylvania, Co- 
lumbia County., 79-15342 

Borough of Bristol, Pennsylvania, Bucks 
County., 79-22730 

Borough of Brooklawn, New Jersey, 
Camden County., 79-16827 

Borough of Catasauqua, 
Lehigh County., 79-22735 

Borough of Catawissa, Pennsylvania, Co- 
lumbia County., 79-16829 

Borough of Clearfield, Pennsylvania, Clear- 
field County., 79-16833 

Borough of Coraopolis, Pennsylvania, Alle- 
gheny County., 79-13794 

Borough of Coudersport, Pennsylvania, 
Potter County., 79-15348 

Borough of Dravosburg, Pennsylvania, Al- 
legheny County., 79-13802 

Borough of Driftwood, Pennsylvania, Ca- 
meron County., 79-15353 

Borough of Dunmore, Pennsylvania, 
Lackawanna County., 79-20582 

Borough of East Petersburg, Pennsylvania, 
Lancaster County., 79-16838 

Borough of Elmwood Park, New Jersey, 
Bergen County., 79-22749 

Borough of Everson, Pennsylvania, Fayette 
County., 79-16841 

Borough of Fair Haven, New Jersey, Mon- 
mouth County., 79-20591 

Borough of Florham Park, New Jersey, 
Morris County., 79-16842 

Borough of Glassport, Pennsylvania, Alle- 
gheny County., 79-13808 

Borough of Halifax, Pennsylvania, Dauphin 
County., 79-16845 

Borough of Hellertown, Pennsylvania, 
Northampton County., 79-16848 


Pennsylvania, 
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Borough of Herndon, Pennsylvania, North- 
umberland County., 79-18426 

Borough of Industry, Pennsylvania, Beaver 
County., 79-16852 

Borough of Island Heights, New Jersey, 
Ocean County., 79-13822 

Borough of Jermyn, Pennsylvania, Lacka- 
wanna County., 79-22772 

Borough of Jonestown, Pennsylvania, Leba- 
non County., 79-22773 

Borough of Keyport, New Jersey, Mon- 
mouth County., 79-13826 

Borough of Lemoyne, Pennsylvania, Cum- 
berland County., 79-22781 

Borough of Liberty, Pennsylvania, Alleghe- 
ny County., 79-22783 

Borough of Lincoln, Pennsylvania, Alleghe- 
ny County., 79-20625 

Borough of Liverpool, Pennsylvania, Perry 
County., 79-15372 

Borough of Madison, New Jersey, Morris 
County., 79-15373 

Borough of Metuchen, New Jersey, Midd- 
lesex County., 79-22794 

Borough of Mifflintown, Pennsylvania, Ju- 
niata County., 79-22796 

Borough of Millvale, Pennsylvania, Alle- 
gheny County., 79-18451 

Borough of Monaca, Pennsylvania, Beaver 
County., 79-22799 

Borough of Moosic, Pennsylvania, Lacka- 
wanna County., 79-22802 

Borough of Naugatuck, Connecticut, New 
Haven County., 79-15383 

Borough of New Britain, 
Bucks County., 79-10025 

Borough of New Buffalo, Pennsylvania, 
Perry County., 79-8198 

Borough of Newport, Pennsylvania, Perry 
County., 79-15384 

Borough of Newton, Pennsylvania, Bucks 
County., 79-22808 

Borough of Old Forge, Pennsylvania, 
Lackawanna County., 79-20649 

Borough of Olyphant, Pennsylvania, Lacka- 
wanna County., 79-20650 

Borough of Orangeville, Pennsylvania, Co- 
lumbia County., 79-18466 

Borough of Osborne, Pennsylvania, Alle- 
gheny County., 79-22815 

Borough of Pemberton, New Jersey, Bur- 
lington County., 79-16880 

Borough of Pine Grove, Pennsylvania, 
Schuylkill County., 79-22821 

Borough of Point Pleasant Beach, New 
Jersey, Ocean County., 79-13849 

Borough of Port Allegany, Pennsylvania, 
McKean County., 79-18469 

Borough of Port Vue, Pennsylvania, Alle- 
gheny County., 79-20656 

Borough of Schuylkill Haven, Pennsylva- 
nia, Schuylkill County., 79-20665 

Borough of Seaside Heights, New Jersey, 
Ocean County., 79-18483 

Borough of Sewickley, Pennsylvania, Alle- 
gheny County., 79-20667 


Pennsylvania, 


Page I-769 





Borough of Sharon Hill, Pennsylvania, Delaware County. 


Borough of Sharon Hill, Pennsylvania, 
Delaware County., 79-15396 

Borough of Shippensburg, Pennsylvania, 
Cumberland and Franklin Counties., 79- 
8209 

Borough of Shoemakersville, Pennsylvania, 
Berks County., 79-18484 

Borough of Shrewsbury, New Jersey, Mon- 
mouth County., 79-18486 

Borough of Spotswood, New Jersey, Midd- 
lesex County., 79-22840 

Borough of Stockertown, Pennsylvania, 
Northampton County., 79-22841 

Borough of Stonington, Connecticut, New 
London County., 79-22842 

Borough of Tatamy, Pennsylvania, North- 
ampton County., 79-22845 

Borough of Throop, Pennsylvania, Lacka- 
wanna County., 79-20681 

Borough of Trafford, Pennsylvania, West- 
moreland and Allegheny Counties., 79- 
20683 

Borough of Waldwick, New Jersey, Bergen 
County., 79-8224 

Borough of Watchung, New Jersey, Somer- 
set County., 79-22858 

Borough of West Caldwell, New Jersey, 
Essex County., 79-10032 

Borough of West Conshohocken, Pennsyl- 
vania, Montgomery County., 79-20696 

Borough of White Oak, Pennsylvania, Alle- 
gheny County., 79-16900 

Borough of Wilmerding, Pennsylvania, Al- 
legheny County., 79-15406 

Borough of Wyoming, Pennsylvania, Lu- 
zerne County., 79-20706 

Borough of Yeadon, Pennsylvania, Dela- 
ware County., 79-22869 

Boston : public attitudes about crime /, 
79-15516 

Boston : 1976 patterns of foreign travel in 
the U.S., 79-12719 

Boston, Massachusetts, metropolitan area, 
79-6253 

Botswana : post report., 79-10219 

Bottles and jars., 79-1875, 79-19660 

The bottom line : unequal enterprise in 
America : report of the President‘s Inter- 
agency Task Force on Women Business 
Owners., 79-6333 

Boulder County, Colorado (unincorporated 
areas)., 79-6119 

Boulos Stephan : report to accompany H.R. 
2292., 79-3432 

Boundaries of counties and county equiv- 
alents as of January 1, 1979., 79-3531 

Boundary and annexation survey 1970- 
1975., 79-17843 

Boundary-fitted curvilinear coordinate sys- 
tems for solution of partial differential 
equations on fields containing any 
number of arbitrary two-dimensional 
bodies /, 79-6299 

Boundary-layer separation on isolated boat- 
tail nozzles /, 79-8330 
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Boundary Waters Canoe Area Wilderness : 
conference report to accompany H.R. 
12250., 79-6898, 79-7132 

Boundary Waters Canoe Area Wilderness : 
report to accompany H.R. 12250., 79- 
7114 

Boundary Waters Canoe Area Wilderness 
and Mining Protection Area : hearing 
before the Subcommitiees on Parks and 
Recreation of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 3242 ... H.R. 12250 ... August 
17, 1978., 79-6650 

Bourbeuse River and tributaries, Franklin 
County, Missouri, flood plain informa- 
tion., 79-7446 

Boxes, electrical components., 
79-16346 

Braille book review., 79-1360 

Braille scores catalog, organ, 

Braille scores catalog, piano, 79-22989 

Braille scores catalog, voice, 79-18622 

Brain and behavior /, 79-17078 

Brakes and brake components., 79-7350 

Brass, bronze, and copper foundries, SIC 
3362., 79-19350 

Brass group leader /, 79-10977 

Brassieres and allied garments, SIC 2342., 
79-19255 

Brazil : post report., 79-8436 

Bread, cake, and related products, SIC 
2051., 79-19211 

Breads, cakes, and pies in family meals : a 
guide for consumers /, 79-10671 

Breakpoint chlorination/activated carbon 
treatment : effect on volatile halogenated 
organics /, 79-7759 

Breast cancer : annotated bibliography of 
public, patient, and professional informa- 
tion and educational materials /, 79- 
20359 

Breast cancer, diagnosis, treatment, pre- 
clinical biology., 79-1068 

The breast cancer digest : a guide to medi- 
cal care, emotional support, educational 
programs, and resources /, 79-20350 

Bredin-Archbold-Smithsonian biological 
survey of Dominica : the superfamily 
Scarabaeoides (Coleoptera) /, 79-6396 

The brewing industry /, 79-13491 

BRH bulletin., 79-1106 

BRH publications index, 79-4342 

Brian Hall and Vera W. Hall : report to 
accompany H.R. 934., 79-17578 

Brick and structural clay tile, SIC 3251., 
79-22026 

Bridge inspector‘s training manual /, 79- 
15659 

Bridge, tunnel, and elevated highway con- 
struction contractors, SIC 1622., 79- 
19506 

A brief explanation of Medicare., 79-22618 

A brief history of the U.S. Geological 
Survey., 79-2637 


79-1876, 


79-11935 
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A brief summary of the attempts to develop 
large wind-electric generating systems in 
the U.S. /, 79-9688 

Briefing on impact of Brazil‘s "economic 
miracle“ on the Amazonian Indians : 
hearing before the Subcommittee on In- 
ternational Development of the Commit- 
tee on International Relations, House of 
Representatives, Ninety-fifth Congress, 
second session, September 6, 1978., 79- 
8997 

Briefs of accidents [int U.S. civil aviation, 
79-1531 

Briefs of accidents involving aerial applica- 
tions operations, U.S. general aviation., 
79-12161 

Briefs of accidents involving air taxi oper- 
ations, U.S. general aviation, 79-12162 

Briefs of accidents involving alcohol as a 
cause/factor, United States general avi- 
ation., 79-12157 

Briefs of accidents involving amateur built 
(homebuilt) aircraft, U.S. general avi- 
ation, 79-12160 

Briefs of accidents involving amateur/home 
built aircraft, U.S. general aviation., 79- 
12160 

Briefs of accidents involving commuter air 
carriers and on-demand air taxi oper- 
ations, U.S. general aviation., 79-12162 

Briefs of accidents involving corporate/ex- 
ecutive aircraft, U.S. general aviation., 
79-12159 

Briefs of accidents involving midair colli- 
sions, U.S. general aviation., 79-12153 

Briefs of accidents involving missing air- 
craft, U.S. general aviation, 79-12158 

Briefs of accidents involving missing and 
missing later recovered aircraft, U.S. gen- 
eral aviation., 79-12158 

Briefs of accidents involving rotorcraft, 
U.S. general aviation., 79-12155 

Briefs of accidents involving turbine 
powered aircraft, U.S. general aviation., 
79-12154 

Briefs of accidents involving weather as a 
cause/factor, U.S. general aviation, 79- 
12156 

Briefs of aircraft accidents involving alcho- 
lic impairment of efficency and judge- 
ment as a cause/factor, U.S. general avi- 
ation, 79-12157 

Briefs of aircraft accidents involving corpo- 
rate/executive aircraft, U.S. general avi- 
ation, 79-12159 

Briefs of aircraft accidents involving roto- 
craft, U.S. general aviation, 79-12155 

Briefs of aircraft accidents involving turbine 
powered aircraft, U.S. general aviation, 
79-12154 

Briefs of fatal accidents involving weather 
as a cause/factor, U.S. general aviation., 
79-12156 

Brigitte Marie Harwood : report to accom- 
pany S. 391., 79-3264 
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Bringing energy to the people : Washing- 
ton, D.C. and Ghana, grades 6,7 /, 79- 
14859 

British air almanac, 
79-19816 

Broadcast actions, 79-561 

Broadcast applications, 79-563 

Broadening eligibility for the Junior Re- 
serve Officers‘ Training Corps program : 
report to accompany H.R. 7161., 79- 
3212, 79-3385 

Broadwoven fabric, gray, 79-245 

Broadwoven fabrics finished, 79-3544 

Broadwoven fabrics (gray)., 79-245, 79- 
3563 

Broiler growers., 79-14706 

Bromine., 79-16935, 79-22910 

Brooms and brushes, SIC 3991., 79-19446 

Brown lung : hearing before a Subcommit- 
tee of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, first session : special hearing, De- 
partment of Health, Education, and Wel- 
fare., 79-8773 

Brown-spot needle blight of pines /, 79- 
7178 

Browns Ferry Nuclear Plant., 

Brushes, cleaning and painting., 
79-19662, 79-19663 

BSFA bulletin., 79-982 

Bubble behavior in LMFBR core disruptive 
accidents /, 79-18866 

Bucket wheel excavator study /, 79-19891 

Buckled spherical harmonics solutions of 
neutron transport problems /, 79-17382 

Buckling and structural efficiency of sand- 
wich-blade stiffened composite compres- 
sion panels /, 79-8353 

Buckling criteria and application of criteria 
to design of steel containment shell /, 
79-21341 

Budden tunneling in parallel stratified plas- 
mas /, 79-19917 

Budget - Board for International Broadcast- 
ing., 79-8644 

Budget amendment : communication from 
the President of the United States trans- 
mitting an amendment to the request for 
appropriations for fiscal year 1980 for the 
National Aeronautics and Space Adminis- 
tration., 79-15931 

Budget amendments : communication from 
the President of the United States trans- 
mitting amendments to the request for ap- 
propriations for fiscal year 1980., 79- 
14511, 79-21682, 79-21684 

Budget highlights, 79-7701, 

Budget in brief, 79-8387 

Budget of the Bureau of Indian Affairs for 
fiscal year 1980 : hearing before the 
United States Senate Select Committee 
on Indian Affairs, Nintety-sixth Congress, 
first session ... March 5, 1979., 79-14423 

Budget of the District of Columbia, fiscal 
year 1980 : message from the President of 
the United States ..., 79-10643 


79-5813, 79-11101, 


79-6586 
79-19661, 


79-9769 





Bureau of Community Health Services programs. 


Budget of the United States. Appendix, 
79-8386 

The budget of the United States Govern- 
ment., 79-8385 

The budget of the United States Govern- 
ment. Appendix., 79-8386 

Budget of the United States government, 
fiscal year 1980, and economic report of 
the President, January 1979., 79-7880 

Budget request - Consumer Product Safety 
Commission., 79-8646 

Budget rescission bill, fiscal year 1979 : 
hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, Ninety-sixth Congress, 
first session /, 79-12297, 79-14354 

Budget rescission bill, fiscal year 1979 : 
report to accompany H.R. 2439., 79- 
12495 

Budget rescission bill, 1979 : conference 
report to accompany H.R. 2439., 79- 
14534 

Budget rescissions and deferrals, fiscal years 
1975 and 1976., 79-21415 

Budget rescissions and deferrals, 1975 : 
hearings before subcommittees of the 
Committee on Appropriations, United 
States Senate, Ninety-fourth Congress, 
first session on H.R. 3260., 79-21415 

Budget revisions : communication from the 
Director, Office of Management and 
Budget, Executive Office of the President 
wey 79-12469 

Budget scorekeeping report, 79-1740 

Budget views and estimates., 79-12422 

Budgetary implications of a national urban 
policy : hearings before the Task Force 
on State and Local Government of the 
Committee on the Budget, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session ..., 79-21461 

Buff book, 79-1681 

Buffalo : public attitudes about crime., 
18580 

Buffalo, New York, metropolitan area, 79- 
18599 

Builders‘ hardware samples on file in Wash- 
ington, D.C., 79-8604 

Building a consensus on legislation for a 
national materials policy /, 79-14457 

Building a healthier company /, 79-7972 

Building a healthy global community 
speech /, 79-8430 

Building environmental systems evaluation 
for the National Security and Resources 
Study Center /, 79-2260 

Building industry technology., 79-329 

Building research at the National Bureau of 
Standards 1968-1974 /, 79-10813 

Building science series., 79-20205 

Building support for juvenile diversion : a 
case study of the Memphis-Metro Youth 
Diversion program /, 79-16982 

Building technology, 79-329 

Building technology project summaries., 
79-3628, 79-10807 


79- 
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Building technology publications, supple- 
ment., 79-3629, 79-22237 

Building trades, 79-11893 

Building with adobe and stabilized-carth 
blocks /, 79-3476 

Buildings energy use data book /, 79- 
13284 

The built environment for the elderly and 
the icapped : a selective bibliogra- 
phy., 79-18362 

Bulgarian communist party leadership., 
79-14129 

Bulk carriers in the world fleet., 79-10828 

Bulk shielding facility /, 79-13277 

Bulk shielding facility quarterly report /, 
79-19916 
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Bulletin - 
Poison Control Centers., 79-1100 

Bulletin - National Science Foundation., 
79-1419 

Bulletin - Southwest Fisheries Center., 79- 
470 

Bulletin - Transportation Systems Center, 
Technical Information Center., 79-1524 

The bulletin, Biological Services Program 
news., 79-1258 

Bulletin, Income tax rulings, 79-1504 

Bulletin index-digest system, 79-8504, 79- 
12127, 79-15616 

Bulletin index-digest system. Service 1. 
Income tax., 79-1505, 79-21103 

Bulletin index-digest system. Service 2. 
Estate and gift taxes. 79-1506, 79- 
17199 

Bulletin index-digest system. Service 3. Em- 
ployment taxes., 79-1507, 79-15617 

Bulletin index-digest system. Service 4. 
Excise taxes., 79-1508, 79-17200 

Bulletin index-digest system. Service four. 
Excise tax, 79-17200 

Bulletin index-digest system, service one. 
Income tax, 79-1505 

Bulletin index-digest system. Service two. 
Estate and gift tax, 79-17199 

Bulletin of courses - Applied Statistics 
Training Institute., 79-9961 

Bulletin of information - Coast Guard 
Academy., 79-14257 

Bulletin of prosthetics research., 
79-12224, 79-15798 

Bunda College of Agriculture : agreement 
between the United States of America 
and Malawi, signed at Lilongwe April 29, 
1976., 79-12088 

Bunker fuels, 79-264, 79-16168 

Bunker fuels; oil and coal laden in the 
United States on vessels engaged in for- 
eign trade., 79-264, 79-16168 

Buoy mooring selection guide for chain 
moorings : Ocean engineering report., 
79-12209 

Bureau of Community Health Services pro- 
grams., 79-6048 
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Bureau of Engraving and Printing : hear- 
ings before the Permanent Subcommittee 
on Investigations of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, May 1, 2, and 3, 1979., 79-21558 

Bureau of Health Manpower : focusing on 
the human resources necessary to staff 
the nation’s health care system., 79- 
13723 

Bureau of Indian Affairs reorganization : 
hearings before the United States Senate 
Select Committee on Indian Affairs, 
Ninety-fifth Congress, second session ... 
April 10 and 12, 1978., 79-8946 

Bureau of Land Management publications., 
79-2475 

Bureau of Medical Device 
survey., 79-2531 

Bureau of Medical Devices 
survey, 79-2531 

Bureau of Medical Services., 79-20420 

Bureau of Mines research, 79-15462 

Bureau of Mines research; a summary of 
significant results in mining, metallurgy 
and energy., 79-15462 

Bureau of Mines research on trailing-cable- 
fault locators /, 79-4515 

Bureau of Naval Personnel manual., 
746 

Bureau of Prisons fiscal year 1980 authori- 
zation : hearings before the Subcommit- 
tee on Courts, Civil Liberties, and the 
Administration of Justice of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... March 21 and 23, 1979., 79- 
21603 

Bureau of Prisons pre-trial detention pro- 
gram : hearings before the Subcommittee 
on Courts, Civil Liberties, and the Ad- 
ministration of Justice of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... May 4 and 5, 1978., 79-9028 

Bureau of Prisons youth and juvenile poli- 
cies : hearing before the Subcommittee 
on Courts, Civil Liberties, and the Ad- 
ministration of Justice of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... October 27, 1978., 79-12390 

Bureau of Radiological Health publications 
index., 79-4342 

Bureau of Radiological Health publications 
subject index., 79-11674 

Bureau of Reclamation publications., 
2474, 79-22605 

Bureau of the Census catalog., 79-258 

Bureau of the Census catalog. Monthly sup- 
plement., 79-257 

Burial benefits program evaluation : a study 
/, 7179-18948 

Burial caskets, SIC 3995., 79-19447 

Burlington Northern, inc., control merger, 
St. Louis-San Francisco Railway Compa- 
ny, etal., 79-10110 
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Burma, 79-8432 

Burma : post report., 79-10220 

Burner design criteria NOX control from 
low-BTU gas combustion /, 79-2373 

Burnout conditions in BSR cores under 
forced convection flow /, 79-14960 

Burnt Powder Planning Unit., 79-1778, 
79-1779 

Burundi, 79-4701 

Burundi : post report., 79-10221 

Bus service evaluation procedures 
review /, 7179-17276 

Business., 79-14713 

Business America; the journal of industry 
and trade., 79-196 

Business and business management., 
16622 

Business & economics., 79-336 

Business conditions digest., 79-535 

Business credit and assistance, 79-15160 

Business establishments, employment and 
taxable payrolls, by industry groups, 
under old-age and survivors insurance 
program. Florida, 79-3604, 79-3605, 
79-12693, 79-12694, 79-12695, 79- 
14738, 79-14739, 79-14740, 79-14741, 
7179-14742, 79-14743, 79-14744, 79- 
14745, 79-16185, 79-16186, 79-16187, 
79-16188, 79-16189, 79-16190, 79- 
16191, 79-16192, 79-16193, 79-16194, 
79-16195, 79-17795, 79-17796, 79- 
17797, 79-17798, 79-17799, 79-17800, 
79-17801, 79-17802, 79-17803, 79- 
17804, 79-17805, 79-17806, 79-17807, 
79-17808, 79-17809, 79-17810, 79- 
17811, 79-19475, 79-19476, 79-19477, 
79-19478, 79-19479, 79-19480, 79- 
19481, 79-19482, 79-19483, 79-19484, 
79-19485, 79-19486, 79-22124, 79- 
22125 

Business expenses of legislators : hearing 
before the Subcommittee on Select Reve- 
nue Measures of the Committee on Ways 
and Means, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 2550 ... March 28, 1979., 79-15926 

Business firms, 79-22270 

Business guide to the European common 
market, 79-7318 

Business income tax returns, 
8506 

Business machines., 79-19664 

Business opportunities for minority firms 
with federally-aided railroads : hearing 
before the Subcommittee on Minority 
Enterprise and General Oversight of the 
Committee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
second session ... May 15, 1978., 79-9133 

Business statistics, 79-5652 

Business statistics; a weekly supplement to 
the Survey of current business, 79-539 

Business use of your home /, 79-12134 

Butte-Silver Bow, Montana., 79-20559 

Buttons, SIC 3963., 79-19444 
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Buyers guide to products manufactured on 
American Indian reservations., 79-19568 

BWR pool dynamics in a loss of coolant 
accident : calculation of the air-venting 
phase /, 79-4016 

BX in situ oil shale project., 


C 


79-13129 


C. Bascom Slemp Building : report to ac- 
company H.R. 11671., 79-5202 

C. D. Hopkins et al. no. 2 geothermal well- 
of-opportunity, Wayne County, Georgia : 
operational report /, 79-3969 

CAA statistical handbook of civil aviation, 
79-12197 

Cabbage insects : how to control them in 
the home garden /, 79-10668 

Cabinets and racks., 79-16347 

Cable assemblies, electrical and electronic., 
79-1877 

Cable television : promise versus regulatory 
performance /, 79-8959 

Cable television actions, 79-577 

Cable television authorization actions, 
578 

Cable television certificate of compliance 
actions, 79-581 

Cable television relay service (CARS) ap- 
plications, 79-580 

Cable television service applications, 
579 

Cache River basin project, Arkansas : final 
environmental impact statement., 79- 
14846, 79-14847, 79-14848, 79-14849 

Cadet evaluation battery : a comparison of 
1975 male and female scores with one 
another and with 1971 male scores /, 
79-12922 

Cadmium., 79-1243 

Cadmium additions to agricultural lands via 
commercial phosphate fertilizers : a pre- 
liminary assessment., 79-7734 

Cadmium and the environment : January 
1976 through August 1978, citations /, 
79-4329 

Cadmium sulfide/copper sulfide heterojunc- 
tion cell research., 79-2291, 79-16465, 
79-18078, 79-18079 

Calculating and accounting machines, SIC 
3574., 79-22063 

Calculation of particulate dispersion in a 
design-basis tornadic storm from the Bab- 
cock and Wilcox Plant, Leechburg, 
Pennsylvania /, 79-2233 

Calculation of releases of radioactive mate- 
rials in gaseous liquid effluents from boil- 
ing water reactors (BWR-GALE code) /, 
79-10347 

Calculation of the longitudinal aerodynamic 
characteristics of upper-surface blown 
wing-flap configurations /, 79-6308 

Calculational examination of the Baneberry 
event /, 79-3998 

Calculations for estimating the equilibrium 
washout of tritium /, 79-2227 
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Calendar - Court of Claims., 79-1283 

Calendar of business - Committee on House 
Administration, United States House of 
Representatives., 79-1713 

Calendar of business - Senate of the United 
States., 79-1608 

Calendar of business - United States House 
of Representatives. Committee on House 
Administration, 79-1713 

Calendar of courses., 79-23017 

Calendar of events; public sector labor rela- 
tions information exchange., 79-1295 

Calendar of Federal regulations., 79-18873 

Calendar pads and stands., 79-20235 

Calendar year report on the implementation 
of the Fishery conservation and manage- 
ment act of 1976., 79-16257 

Calendars of the United States House of 
Representatives and history of legisla- 
tion., 79-1606, 79-18816 

Calibrating a six-port reflectometer with 
four impedance standards /, 79-12707 

Calibration and related measurement serv- 
ices of the National Bureau of Standards. 
Appendix: fees for services., 79-5587 

Calibration and test services of the National 
Bureau of Standards. Appendix: fees for 
services., 79-5586 

Calibration and test services of the National 
Bureau of Standards. Appendix: fees for 
services, 79-5587 

Calibration frequency for skid measurement 
systems /, 79-6458 

The calibration of a burn room for fire tests 
on furnishings /, 79-7295 

Calibration of a fuel-to-cladding gap con- 
ductance model for fast reactor fuel pins 
/, 19-9733 

Calibration of a predictive model for instan- 
taneously discharged dredged material /, 
79-7746 

Calibration of three year old child dummies 
/, 179-14289 

Calibration procedures of test dummies for 
side impact testing: /, 79-2931 

Calibration specialist /, 79-14812, 79- 
14813, 79-14814 

California : Bureau of Reclamation pro- 
jects., 79-20728 

California : Federal public lands responsibil- 
ity map., 79-8270 

The California desert, majestic, challenging, 
and very vulnerable., 79-8268 

California desert vehicle program : BLM‘s 
interim critical management program for 
vehicle use on the California desert., 79- 
8272 

California energy flow in 1976 /, 79-4019 

California exports., 79-16271 

The California/New York type 170 traffic 
signal controller system : hardware speci- 
fication., 79-21151 

The California/New York type 170 traffic 
signal controller system : microcomputer 
based intersection controller /, 79-23125 





Capital construction fund : report to accompany H.R. 12959. 


California‘s forest industry, 
7196 

A call for national policy on vocational ed- 
cuation., 79-10399 

Calleguas Creek and Conejo Creek, vicinity 
of Camarillo, Ventura County, Califor- 
nia., 79-7470 

Calling it quits : the latest advice on how to 
give up cigarettes., 79-4286 

Caloric selected nutrient values of persons 
aged 1-74 years of age : first health and 
nutrition examination survey : United 
States, 1971-1974 /, 79-22661 

Cambridge Harbor, Maryland : communica- 
tion from the Secretary of the Army 
Transmitting a Corps of Engineers report 
ey 79-2076, 79-9193 

Cameron County, Texas, unincorporated 
areas., 79-13789 

Cameroon : post report., 79-2803 

Camp lightly please : backcountry guide to 
Olympic National Park., 79-18499 

Campaign finance law, 79-14300 

Campaign guide for political committees., 
79-10344 

Camping facilities in areas administered by 
the National Park Service, 79-11856 

Camping in the national park system., 
11856 

Campus, 79-743 

Campus; the Navy education and training 
monthly., 79-743 

Can the Army and Air Force Reserve sup- 
port the active forces effectively? : report 
to the Congress /, 79-15113 

Canada., 79-11585 

Canada : post report., 79-8437 

The Canadian economy and its relationship 
to the United States /, 79-6614 

Canadian land use /, 79-21929 

Canadian river project : Texas., 

Canadian vacation travel, 79-10830 

Canal Front Planning Unit., 79-10704 

Canal operation under 1977 treaty : hear- 
ings before the Subcommittee on the 
Panama Canal of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, Ninety-sixth Congress, 
first session ...., 79-15905 

Canal 17, Palm Beach County, Florida., 
79-7463 

Cancer., 79-7975 

Cancer-causing chemicals : hearings before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session ..., 79-3093 

Cancer-causing chemicals in food : report 
together with separate views /, 79-8948 

Cancer chemotherapy reports. Part 1, 79- 
994 


1976 /, 79- 
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Cancer chemotherapy reports. Part 2, 79- 
994 


79- 


Cancer chemotherapy reports. Part 3, 
994 


Do not order from index; see indicated entry 





Cancer detection and management, biologi- 
cal markers., 79-1053 

Cancer detection and management, diagnos- 
tic radiology., 79-1077 

Cancer detection and management, nuclear 
medicine., 79-1055 

Cancer information in the workplace : an- 
notated bibliography of educational mate- 
rials for the public and health profession- 
als /, 79-20360 

Cancer mortality among Black Americans : 
hearing before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
sixth Congress, first session ... June 18, 
1979., 79-21585 

Cancer treatment reports., 79-994 

Cancer, what to know, what to do about it., 
79-15248 

Candidate chemical systems for air cooled, 
solar powered, absorption air conditioner 
design /, 79-9754 

Candidate reservoirs for enhanced oil re- 
covery, guidelines for their selection and 
appraisal of significant tests to date : final 
report /, 79-3931 

Cane sugar refining, SIC 2062., 79-19214 

Canker production by strains of Botryodi- 
plodia theobromae in Cephalosporium- 
wilted sycamore /, 79-21897 

Canker-rots in southern hardwoods /, 79- 
7177 

Canker sores & fever blisters., 79-8000 

Canned and cured seafoods, SIC 2091., 
79-19221 

Canned food report, 79-276 

Canned food, stocks, pack, shipments., 
276 

Canned fruits and vegetables, SIC 2033., 
79-19206 

Canned specialties, SIC 2032., 79-21970 

Canning, freezing and storage of foods., 
79-16623 

Cannon crewman /, 79-22325 

Cannon fire direction specialist 
22326, 79-22327, 79-22328 

Canvas and related products, SIC 2394., 
79-19265 

Cap management guide., 79-19642 

Capabilities and costs of technology for the 
inorganic chemicals industry to achieve 
the effluent limitations of P.L. 92-500 /, 
79-21380 

Capacitor, variable., 79-1879, 79-5695 

Capacitors, fixed /, 79-1880 

Capacity utilization; manufacturing and ma- 
terials, 79-911 

Capacity utilization in manufacturing, 79- 
911 

Cape Hatteras National Seashore, North 
Carolina., 79-6203 

Cape Verde, 79-6353 

Capital construction fund : report to accom- 
pany H.R. 12959., 79-5226 
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Capital cost, gas cooled fast reactor plant / 


Capital cost, gas cooled fast reactor plant /, 
79-13087 

Capital cost, pressurized water reactor plant 
/, 1719-19855 

Capital formation : hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 79-3129, 79- 
9139 

Capital formation in health care facilities /, 
79-22656 

Capital gains tax bills : hearings before the 
Subcommittee on Taxation and Debt 
Management Generally of the Committee 
on Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 2428 
.. S. 2608 ... S 3065 ... June 28 and 29, 
1978., 79-8874 

Capital punishment., 79-8286 

Capping federal pay : alternative pay ad- 
justments for fiscal year 1979 /, 79-6767 

Caps and plugs., 79-16348 

Caps, radiator and tank /, 79-19665, 79- 
22293 

Capsizing and sinking of the self-elevating 
mobile offshore drilling unit Ocean Ex- 
press near Port O‘Connor, Texas, April 
15, 1976., 79-15645 

Capsizing/swamping accident investigations 
for 1977 season /, 79-4918 

Capstans, hoists, winches, and windlasses /, 
79-5694, 79-19666 

Capsule P13T test operations report /, 79- 
17990 

Capsule report, control of acidic air pollut- 
ants by coated baghouses /, 79-18183 

Capture effect array glide slope guidance 
study /, 79-15749 

Capture locations of rare fish in the upper 
Colorado River system /, 79-13946 

Carbon and graphite products, SIC 3624., 
79-19405 

Carbon black., 79-816, 79-13399 

Carbon black, SIC 2895., 79-22017 

Carbon County, Utah, unincoporated areas., 
79-22734 

Carbon monoxide., 79-17307 

Carbon monoxide monitoring network 
design methodology : application in the 
Las Vegas Valley /, 79-7790 

Carbon paper and inked ribbons, SIC 3955., 
79-19441 

Carbon-13 and proton NMR spectra for 
characterizing thermosetting polymer sys- 
tems : I, epoxy resins and curing agents /, 
79-2133 

Carcinogenesis abstracts., 79-993 

Carcinogenic risk of lead-210 and poloni- 
um-210 in tobacco smoke : a selected, 
annotated bibliography /, 79-11327 

Carcinogenicity of azo dyes, aryl amines, 
and related compounds, 79-1046 

Carcinogenicity of nitroso compounds, 79- 
1031 
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Carcinogenicity of polycyclic aromatic hy- 
drocarbons and related compounds, 79- 
1040 

Card/tape writer /, 79-10982, 79-10983 

Cardiovascular disease /, 79-20334 

Cardiovascular problems associated with 
aviation safety., 79-14247 

Cardiovascular profile of 15,000 children of 
school age in three communities, 1971- 
1975 /, 79-7992 

Career education, a collaborative effort : 
report on Commissioner‘s National Con- 
ference on Career Education /, 79- 
20305 

Career education and organized labor /, 
79-7957 

Career education and the teaching/learning 
process /, 79-4244 

Career education projects funded under sec- 
tions 402 and 406 of Public Law 93-380., 
79-7951 

Career fields for inspection and enforce- 
ment personnel /, 79-8702 

Career opportunities for recent college 
graduates in regulating civilian nuclear 
power., 79-23271 

Career opportunities in the electric power 
and gas utilities industries, 79-2685 

Career opportunities in the National Park 
Service., 79-8252 

Career planning : an informal guide for fed- 
eral personnel professionals., 79-10875 

Careers and training in gerontology., 79- 
20472 

Careers for attorneys : for market competi- 
tion in the consumer interest., 79-18189 

Careers for deaf people : proceedings of the 
national forum VII, Council of Organiza- 
tions Serving the Deaf, April 7 to April 
10, 1974, Denver, Colorado /, 79-20286 

Careers in criminal justice., 79-15488 

Careers, United States Army Corps of En- 
gineers., 79-14831 

Careers with HUD., 79-13768 

Cargo security literature survey., 79-21113 

Caribbean immigration to the United States 
/, 179-17189 

Caribbean rum study, effects of distillery 
wastes on the marine environment., 79- 
13407 

Caring for youth : essays on alternative 
services /, 79-2566 

Carl Albert Indian Health Facility : report 
to accompany S. 3184., 79-5348 

Carl Hayden Research Center : report to 
accompany S. 3274., 79-5343 

Carlyle Lake project., 79-7430 

Carmela Scudieri : report to accompany 
H.R. 1748., 79-3424 

Carmen Cecilia Blanquicett : report to ac- 
company H.R. 2291., 79-3431 

Carmen Prudence Hernandez : report to ac- 
company H.R. 2758., 79-3437 

Caroline Valdez Sulfelix : report to accom- 
pany S. 2446., 79-5400 
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CARP, a computer code and albedo data 
library for use by BREESE, the MORSE 
albedo package /, 79-14980 

Carpentering special trade contractors, SIC 
1751., 79-19514 

Carpentry and masonry specialist /, 79- 
10963, 79-12880 

Carpet and rugs., 79-244, 79-7236 

Carpet selection guide., 79-3855 

Carpets and rugs, N.E.C., SIC 2279., 
19242 

Carrier-interference ratios for frequency 
sharing between frequency-modulated 
and amplitude-modulated-vestigial-side- 
band television systems /, 79-8351 

Carriers by water, 79-15480 

Carroll-Boone Water District, Carroll and 
Boone Counties, Arkansas., 79-9500 

Carson City silver dollar sales : conference 
report to accompany H.R. 9937., 79- 
3320 

Carson City silver dollar sales : report to 
accompany H.R. 9937., 79-3229 

Cartridge and propellant actuated devices 
and components., 79-1881 

Cartridges, weapon., 79-9526, 79-19667 

Case disposition : an assessment of literature 
on police referral practices /, 79-10122 

Case history of a municipal noise control 
program., 79-15035 

Case history of an excellent white spruce 
cone and seed crop in interior Alaska : 
cone and seed production, germination, 
and seedling survival /, 79-1770 

The case of the shrinking channels : the 
North Platte and Platte Rivers in Nebras- 
ka /, 79-6174 

Case studies in reduced-fare transit — 
Portland‘s Fareless Square /, 79-23189 

Case studies in reduced-fare transit — 
Seattle‘s Magic Carpet /, 79-23190 

Case studies in science education., 
2791, 79-6326 

Case studies of pavement performance : 
phase II, Texas /, 79-2894 

Case study analysis and recommendations 
for the ”201‘ wastewater treatment 
works program., 79-16528 

A case study of a Douglas-fir tussock moth 
outbreak and stand conditions 10 years 
later /, 79-5487 

Casehandling manual - National Labor Re- 
lations Board., 79-1383 

Caseload statistics. State vocational rehabili- 
tation agencies., 79-18353 

Caseload statistics. State vocational rehabili- 
tation agencies, 79-18353 

Cases adjudged in the Supreme Court, 79- 
11883, 79-17001, 79-18588, 79-22957 

Cases decided in the United States Court of 
Claims, 79-8289, 79-15520 

Cases decided in the United States Court of 
Claims; with report of decisions of the 
Supreme Court in Court of Claims cases., 
79-8289, 79-15520 
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Cases decided in United States Court of 
Customs and Patent Appeals., 79-14012 

A cash flow computer program to analyze 
investment opportunities in wood prod- 
ucts manufacturing /, 79-19111 

Cash management policy and procedures 
need improvement : report /, 79-13527 

Cashier training manual., 79-10661 

Cassette books., 79-17066 

Catalog - Interagency Auditor Training 
Center., 79-17779 

Catalog - United States Air Force Acade- 
my, 79-7568, 79-16393 

Catalog and quick index to taxpayer infor- 
mation publications /, 79-12138 

Catalog of adult education projects, 79- 
16684 

Catalog of aeronautical charts and related 
publications., 79-10849 

Catalog of copyright entries. Third series. 
Part 1: Books and pamphlets including 
serials and contributions to periodicals., 
79-1351, 79-4660, 79-11933 

Catalog of copyright entries. Third series. 
Part 2: Periodicals., 79-1352, 79-10145 

Catalog of copyright entries. Third series. 
Part 5: Music., 79-1354, 79-10146, 79- 
17064 

Catalog of copyright entries. Third series. 
Part 6: Maps and atlases., 79-1348, 79- 
14044 

Catalog of copyright entries. Third series. 
Part 11B: Commercial prints and labels., 
79-14045 

Catalog of copyright entries. Third series. 
Part 11B: Commerical prints and labels., 
79-1355 

Catalog of copyright entries. Third series. 
Part 14: Sound recordings., 79-1350, 
79-4663, 79-10148 

Catalog of copyright entries. Third Series. 
Parts 3-4: Dramas and works prepared 
for oral delivery., 79-1353, 79-4661, 
79-14043 

Catalog of copyright entries. Third series. 
Parts 7-11A: Works of art., 79-1349, 
79-4662, 79-10147 

Catalog of copyright entries. Third series. 
Parts 12-13: Motion pictures., 79-1356, 
79-17065 

Catalog of copyright entries, Books, 79- 
11933 

Catalog of copyright entries, Books, index, 
79-1351, 79-4660 

Catalog of copyright entries, Commercial 
prints and labels, 79-1355 

Catalog of copyright entries, Current and 
renewal registrations, 79-1351, 79-4660 

Catalog of copyright entries, Dramas, 79- 
4661 


Catalog of copyright entries, Motion pic- 
tures, 79-1356, 79-17065 

Catalog of copyright entries, Music, 
1354, 79-10146, 79-17064 

Catalog of copyright entries, periodicals, 
79-1352, 79-10145 


79- 





Catalog of copyright entries, Sound record- 
ings, 79-1350, 79-4663, 79-10148 

Catalog of copyright entries, Works of art, 
79-1349, 79-4662, 79-10147 

Catalog of family planning materials., 
11675 

The catalog of Federal assistance pro- 
grams., 79-13990 

Catalog of Federal domestic assistance., 
79-1442, 79-8389, 79-18709 

Catalog of Federal education assistance 
programs., 79-4254 

A catalog of Federal grant-in-aid programs 
to State and local governments; grants 
funded., 79-10328 

Catalog of Federal metrology and calibra- 
tion capabilities, 79-14752 

Catalog of Federal tax forms, form letters, 
and notices /, 79-8502 

Catalog of Health Resources Administra- 
tion publications., 79-22657 

Catalog of hymenoptera in America north 
of Mexico /, 79-15607 

A catalog of perturbing influences on 
stratospheric ozone, 1955-1975 /, 79- 
15733 

Catalog of physical protection equipment /, 
79-2980 

Catalog of publications, 
22657 

Catalog of publications - Health Resouces 
Administration., 79-4352 

Catalog of publications: bulletins, reports 
and releases, 79-4644, 79-11907 

Catalog of security equipment /, 79-10809 

Catalog of seed and vegetative stock availa- 
ble from the Southern Regional Plant In- 
troduction Station /, 79-21937 

A catalog of the Coleoptera of America 
north of Mexico : family, Heteroceridae / 

79-7155 

A catalog of the gifts of Lessing J. Rosen- 
wald to the Library of Congress, 1943 to 
1975., 79-4656 

Catalog of training activities - Bureau of the 
Census., 79-17782 

Catalog of training courses., 79-10872 

Catalog of United States census publica- 
tions, 79-258 

Cataloging service, 79-1372 

Cataloging service bulletin., 79-1372 

Catalogue of courses., 79-2542 

Catalogue of courses, NIOSH Division of 
Training & Manpower Development., 
79-20443 

Catalogue of FDA publications and audio- 
visual materials for consumers., 79- 
20399 

Catalogue of publications 
list., 79-15233 

Catalyst characterization in coal liquefac- 
tion /, 79-22457 

Catalyst development for coal liquefaction 
/, 79-17960 

Catalyst development program for 
hydrodesulfurization and liquefaction of 
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Cars call 


coal to produce clean boiler fuels., 
19882 

Catalysts for upgrading coal-derived liq- 
uids., 79-11231, 79-13143 

Catalytic control of NOx demonstration /, 
79-22511 

Catalytic decomposition of methanol for 
onboard hydrogen generation /, 79-2781 

Catalytic properties of natural and rare- 
earth-promoted manganese nodules /, 
79-18525 

Catastrophic health insurance and medical 
assistance reform : hearings before the 
Committee on Finance, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... March 27, 28, and 29, 1979., 79- 
15875 

Catching on! : a drug information booklet /, 
79-18317 

Caterpillar forest tent /, 79-7175 

The Catholic community and the integra- 
tion of public and Catholic schools /, 
79-15224 

Cathy Gee Yuen : report to accompany 
H.R. 1777., 79-5438 

Catoosa County, Georgia, unincorporated 
areas., 79-20564 

Cattle., 79-10733, 79-16150, 79-17767 

Cattle (Washington), 79-10733, 79-16150, 
79-17767 

Cattle and calves on feed, 79-157 

Cattle on feed., 79-157 

Cattle, sheep and goat inventory, 
10733, 79-16150, 79-17767 

Causative factors and countermeasures for 
rural and suburban pedestrian accidents : 
accident data collection and analysis : ap- 
pendices /, 79-21222 

Causes and prevention of violence., 
11559 

The causes of logging truck delays on two 
West Virginia logging operations /, 79- 
10690 

Caution : specific instructions for shipping 
these materials safely by air can be ob- 
tained from your airline cargo office., 
79-23133 

Caution, choosing and using your gas space 
heater., 79-23221 

Cazenovia Creek watershed, New York : 
communication from the Assistant Secre- 
tary of the Army (Civil Works) transmit- 
ting a Corps of Engineers report ..., 79- 
16380, 79-17565 

CDA pilot projects : innovations in training 
/, 79-4419 

CDA training and resource bulletin., 
1141 

CDC veterinary public health notes., 
1118 

CDIF operational modeling status report., 
79-13342 

CDIF socioeconomic analysis, Butte-Silver 
Bow baseline data /, 79-13343 

Cdrs call, 79-695, 79-700 
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79- 


Page 1-775 





CEA variable-throat venturi scrubber evaluation / 


CEA variable-throat venturi scrubber eval- 
uation /, 79-9853 

Cedrela provenance trial in Puerto Rico 
and St. Croix : establishment phase /, 
79-19143 

Celery., 79-163 

Cell biology, cell kinetics, 79-1010 

Cell biology, cytogenetics., 79-1014 

Cell biology, growth regulation, differenti- 
ation., 79-1020 

Cells and aging /, 79-22646 

Cellular immunity in Guamanians with 
amyotrophic lateral sclerosis and Parkin- 
sonism-dementia /, 79-16705 

Cellulose insulation, 79-18822 

Cellulosic manmade fibers SIC 2823., 
19298 

Cement., 79-1201, 79-10095, 79-20737 

Cement (Washington), 79-1201, 79-20737 

Cement, hydraulic, SIC 3241., 79-19326 

Census Bureau methodological research., 
79-14732 

Census Bureau report sales in Alaska‘s retail 
stores up 137.9 percent in 5-year period., 
79-22173 

Census Bureau report sales in Arizona‘s 
retail stores up 72.1 percent in 5-year 
period., 79-22174 

Census Bureau report sales in Hawaii's 
retail stores up 77.1 percent in 5-year 
period., 79-22182 

Census Bureau report sales in Idaho‘s retail 
stores up 82.4 percent in 5-year period., 
79-22183 

Census Bureau report sales in Illinois‘ retail 
stores up 51.9 percent in 5-year period., 
79-22184 

Census Bureau report sales in Iowa‘s retail 
stores up 68.2 percent in 5-year period., 
79-22185 

Census Bureau report sales in Kansas‘ retail 
stores up 62.2 percent in 5-year period., 
79-22186 

Census Bureau report sales in Oklahoma‘s 
retail stores up 67.5 percent in 5-year 
period., 79-22205 

Census Bureau report sales in the District 
of Columbia‘s retail stores up 16.2 per- 
cent in 5-year period., 79-22180 

Census Bureau report sales in the Nation‘s 
retail stores up 58.1 percent in 5 percent 
in 5-year period., 79-22220 

Census Bureau reports sales in Alabama 
retail stores up 63.1 percent in 5-year 
period., 79-22172 

Census Bureau reports sales in Arkansas‘ 
retail stores up 63.6 percent in 5-year 
period., 79-22175 

Census Bureau reports sales in California‘s 
retail stores up 66.4 percent in 5-year 
period., 79-22176 

Census Bureau reports sales in Colorado‘s 
retail stores up 68.2 percent in 5-year 
period., 79-22177 
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Census Bureau reports’ sales_ in 
Connecticut's retail stores up 43.6 percent 
in 5-year period., 79-22178 

Census Bureau reports sales in Delaware‘s 
retail stores up 45.0 percent in 5-year 
period., 79-22179 

Census Bureau reports sales in Florida‘s 
retail stores up 61.7 percent in 5-year 
period., 79-22181 

Census Bureau reports sales in Kentucky‘s 
retail stores up 70.6 percent in 5-year 
period., 79-22187 

Census Bureau reports sales in Lousiana‘s 
retail stores up 72.6 percent in 5-year 
period., 79-22188 

Census Bureau reports sales in Maryland‘s 
retail stores up 52.7 percent in 5-year 
period., 79-22189 

Census Bureau reports sales in Massachu- 
setts‘ retail stores up 39.1 percent in 5- 
year period., 79-22190 

Census Bureau reports sales in Michigan‘s 
retail stores up 55.3 percent in 5-year 
period., 79-22191 

Census Bureau reports sales in Minnesota‘s 
retail stores up 63.2 percent in 5-year 
period., 79-22192 

Census Bureau reports sales in Mississippi‘s 
retail stores up 56.6 percent in 5-year 
period., 79-22193 

Census Bureau reports sales in Missouri‘s 
retail stores up 55.6 percent in 5-year 
period., 79-22194 

Census Bureau reports sales in Montana‘s 
retail stores up 77.0 percent in 5-year 
period., 79-22195 

Census Bureau reports sales in Nebraska‘s 
retail stores up 61.8 percent in 5-year 
period., 79-22196 

Census Bureau reports sales in Nevada‘s 
retail stores up 92.4 percent in 5-year 
period., 79-22197 

Census Bureau reports sales in New 
Hampshire‘s retail stores up 64.5 percent 
in 5-year period., 79-22198 

Census Bureau reports sales in New 
Jersey‘s retail stores up 44.6 percent in 5- 
year period., 79-22199 

Census Bureau reports sales in New 
Mexico‘s retail stores up 75.8 percent in 
5-year period., 79-22200 

Census Bureau reports sales in New York's 
retail stores up 30.0 percent in 5-year 
period., 79-22201 

Census Bureau reports sales in North 
Carolina‘s retail stores up 58.5 percent in 
5-year period., 79-22202 

Census Bureau reports sales in North 
Dakota's retail stores up 77.0 percent in 
5-year period., 79-22203 

Census Bureau reports sales in Ohio‘s retail 
stores up 56.0 percent in 5-year period., 
79-22204 

Census Bureau reports sales in Oregon‘s 
retail stores up 80.8 percent in 5-year 
period., 79-22206 
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Census Bureau reports sales’ in 
Pennsylvania‘s retail stores up 48.8 per- 
cent in 5-year period., 79-22207 

Census Bureau reports sales in Rhode 
Island‘s retail stores up 37.9 percent in 5- 
year period., 79-22208 

Census Bureau reports sales in South 
Carolina‘s retail stores up 61.9 percent in 
5-year period., 79-22209 

Census Bureau reports sales in South 
Dakota‘s retail stores up 66.6 percent in 5 
year period., 79-22210 

Census Bureau reports sales in Tennessee‘s 
retail stores up 62.2 percent in 5 year 
period., 79-22211 

Census Bureau reports sales in Texas‘ retail 
stores up 78.0 percent in 5-year period., 
79-22212 

Census Bureau reports sales in Utah‘s retail 
stores up 75.9 percent in 5-year period., 
79-22213 

Census Bureau reports sales in Vermont's 
retail stores up 50.1 percent in 5-year 
period., 79-22214 

Census Bureau reports sales in Virginia‘s 
retail stores up 65.2 percent in 5 year 
period., 79-22215 

Census Bureau reports. sales__ in 
Washington‘s retail stores up 80.9 percent 
in 5-year period., 79-22216 

Census Bureau reports sales in West 
Virginia‘s retail stores up 71.9 percent in 
5-year period., 79-22217 

Census Bureau reports sales in Wisconsin‘s 
retail stores up 61.3 percent in 5-year 
period., 79-22218 

Census Bureau reports sales in Wyoming‘s 
retail stores up 103.4 percent in 5-year 
period., 79-22219 

Census data for community action., 
5535 

Census of agriculture., 79-13596 

Census of agriculture. v. 2. Statistics by 
subject., 79-3525, 79-3526, 79-3527, 
79-3528, 79-3529, 79-3530 

Census of Agriculture. v. 4. Special re- 
ports., 79-3524, 79-5538, 79-5539, 
79-10765, 79-10766 

Census of agriculture. v. 2. General report, 
statistics by subject, 79-3525, 79-3526, 
79-3527, 79-3528, 79-3529, 79-3530 

Census of business., 79-15131 

Census of construction., 79-15132 

Census of construction industries (1977), 
79-22160, 79-22162 

Census of governments., 79-4193 

Census of manufactures., 79-11565 

Census of manufactures (1977), 79-21953, 
79-21957, 79-21965 

Census of mineral industries (1977), 
22129, 79-22135 

Census of population (1970), 79-22146 

Census of retail trade (1977), 79-22169, 
79-22170, 79-22172, 79-22173, 79- 
22174, 79-22175, 79-22176, 79-22177, 
79-22178, 79-22179, 79-22180, 79- 


79- 


79- 





January — December 1979 


22181, 79-22182, 79-22183, 79-22184, 
79-22185, 79-22186, 79-22187, 79- 
22188, 79-22189, 79-22190, 79-22191, 
79-22192, 79-22193, 79-22194, 79- 
22195, 79-22196, 79-22197, 79-22198, 
79-22199, 79-22200, 79-22201, 79- 
22202, 79-22203, 79-22204, 79-22205, 
79-22206, 79-22207, 79-22208, 79- 
22209, 79-22210, 79-22211, 79-22212, 
79-22213, 79-22214, 79-22215, 79- 
22216, 79-22217, 79-22218, 79-22219, 
79-22220 

Census of service industries (1977), 79- 
22230, 79-22232, 79-22233, 79-22234, 
79-22235, 79-22236 

Census of transportation., 79-13588 

Census of transportation (1977), 79-22147, 
79-22148, 79-22150, 79-22152, 79- 
22153, 79-22156, 79-22157 

Census of U.S. civil aircraft., 79-10305 

Census of wholesale trade (1977), 79- 
22222, 79-22223, 79-22224, 79-22225, 
79-22226, 7179-22227, 79-22228, 79- 
22229 

Center city environment and transportation 
: local government solutions /, 79-2924 

Central city businesses : plans and problems 
:astudy /, 79-8845 

Central flow control software design docu- 
ment., 79-17268 

Central flyway, 79-4572 

Central government organizations of the 
People‘s Republic of China. 79-14125, 
79-14126 

Central Helmand drainage : agreement be- 
tween the United States of America and 
Afghanistan, signed at Kabul, August 29, 
1977., 79-4772 

Central personnel data file (CPDF), 79- 
17106 

Central receiver solar 
system /, 79-19927 

Central receiver solar thermal power 
system : phase 1, CDRL item 2 : pilot 
plant preliminary design report /, 79- 
2288, 79-11336 

Central States Teamsters Fund : hearings 
before the Subcommittee on Oversight of 
the Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, second session, June 6, 1978., 
79-9169 

Central Vale District., 79-20795 

Centralized storage for the U.S. House of 
Representatives : a report of the Select 
Committee on Congressional Operations., 
79-10616 

Centralizing Air Force aircraft component 
repair in the field can provide significant 
savings : report /, 79-15115 

Centrifugal fluidized combustion of coal., 
79-3944, 79-9715, 79-18186 

Cephalopods from Deepwater Dumpsite 
106 (western Atlantic) : vertical distribu- 
tion and seasonal abundance /, 79-15611 


thermal power 





Changes in farm production and efficiency. 


Ceramic coating effect on liner metal tem- 
peratures of film-cooled annular combus- 
tor /, 79-18664 

Ceramic wall and floor title, SIC 3253., 
79-19327 

CERCular, 79-716 

Cereal breakfast foods, SIC 2043., 
19208 

Cereal production improvement : agree- 
ment between the United States of Amer- 
ica and Mali, signed at Bamako, March 
30, 1978., 79-23056 

Cereals and pasta in family meals : a guide 
for consumers /, 79-19094 

Cereals production : agreement between the 
United States of America and Niger, 
signed at Niamey, September 17, 1975, 
and amending agreement dated at 
Niamey, July 23, 1977., 79-14171 

Certain bills to provide duty-free entry, 
temporary suspension of duty, or private 
relief : hearing before the Subcommittee 
on Trade of the Committee on Ways and 
Means, House of Representatives, Ninety- 
fifth Congress, second session, May 3, 
1978., 79-9164 

Certain former employees of Western Air- 
lines : report to accompany H. Res. 83., 
79-3152 

Certain nominations in the Army, Navy, 
Air Force, and the Marine Corps : hear- 
ing before the Committee on Armed 
Services, United States Senate,Ninety- 
fifth Congress, second session ... June 29, 
1978., 79-3043 

Certificate of need programs : a review, 
analysis, and annotated bibliography of 
the research literature /, 79-8036 

Certificates of airworthiness for imported 
aircraft products and components : agree- 
ment between the United States of Amer- 
ica and Japan effected by exchange of 
notes signed at Washington November 
29, 1977., 79-4766 

Certification, airmen other than flight crew- 
members, 79-23135 

Certification and operation of military- 
maintained air navigation facilities in the 
National Airspace System., 79-17233 

Certification and operations, air travel clubs 
using large airplanes, 79-1547 

Certification and operations, domestic, flag, 
and supplemental air carriers and com- 
mercial operators of large aircraft, 79- 
1546 

Certification and operations, land airports 
serving CAB-certificated air carriers, 
79-15696 

Certification and operations, land airports 
serving CAB-certificated scheduled air 
carriers, 79-1548 

Certification and operations of scheduled 
air carriers and helicopters, 79-12184 

Certification and operations of scheduled 
air carriers with helicopters, 79-8563, 
79-12185 


79- 
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Certification, flight crewmembers other 
than pilots, 79-1543 

Certification of airworthiness for imported 
aircraft : agreement between the United 
States of America and Norway, amend- 
ing the agreement of February 5, 1957, 
effected by exchange of notes signed at 
Washington, January 24, 1978., 79-14177 

Certification procedures for products and 
parts, 79-1537 

The certification space of the application 
form., 79-18615 

Cesium and rubidium., 79-22916 

CETA advisory council handbook : CETA 
technical assistance document., 79-2684 

CETA : an analysis of the issues., 79-6557 

CETA audit guide : financial and compli- 
ance : title I and II., 79-20846 

CETA reauthorization issues /, 79-6758 

CFCC development program., 79-14917, 
79-14918, 79-14919 

CFR index and finding aids, 79-11594, 
79-22614 

CFTC databook., 79-17298 

CH-47C vulnerability reduction modifica- 
tion program : fly-by-wire backup dem- 
onstration /, 79-5798 

Chain and wire rope., 
79-19668 

Chain, power 
79-19669 

Chain saws., 79-17312 

Chainless haulage systems for power load- 
ers : information circular as of April 1978 
/, 7179-19869 

Chairman‘s recommendations for the first 
concurrent resolution on the fiscal year 
budget., 79-8813 

Chairside assisting skill evaluation (case) : 
clinical setting, 79-9960 

Chairside assisting skill evaluation (case) : 
institutional setting /, 79-16767 

Chakrapani Sethumadhavan : report to ac- 
company S. 180., 79-17664 

Chakrapani Sethumadhavan : report to ac- 
company S. 1631., 79-5449 

Challenge!, 79-1160 

Challenge grants., 79-4687 

Chambers of commerce and career educa- 
tion /, 79-4246 

Chamizal., 79-2657 

CHAMP, a coupled hemp and multifluid 
Eulerian program for fluid flow simula- 
tions /, 79-13366 

Champus-authorized providers /, 79-9522 

CHAMPYV A : civilian health and medical 
program of the Veterans Administration, 
addresses of CHAMPVA contractors., 
79-8617 

Change in crew performance, physiology 
and affective state due to motions aboard 
a small monohull vessel : a preliminary 
study /, 79-23184 

Changes in farm production and efficiency., 
79-5459 


79-9527, 79-10923, 


transmission /, 79-9528, 
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Changes in food expenditures by income group / 


Changes in food expenditures by income 
group /, 79-16151 

Changes in mathematical achievement, 
1973-78 : results from the second assess- 
ment of mathematics /, 79-20324 

Changes in political knowledge and atti- 
tudes, 1969-76 : selected results from the 
second national assessments of citizenship 
and social studies /, 79-13652 

Changes in state member banks, 79-898 

Changes in state member banks, announce- 
ment., 79-898 

Changes in status of banks and branches., 
79-899 

Changes in stratigraphic nomenclature by 
the U.S. Geological Survey., 79-11795 

Changes in streamflow following timber 
harvest in southwestern Oregon /, 79- 
14650 

Changes in the global carbon cycle and the 
biosphere /, 79-13269 

Changes in the U.S. Postal Service‘s cash 
management practices could increase 
income and reduce cost : report /, 79- 
20163 

Changes needed in personnel practices of 
the Agency for International Develop- 
ment : report /, 79-2438 

Changes needed in the tax laws governing 
the exclusion for scholarships and fellow- 
ships and the deduction of job related 
educational expenses report /, 79- 
18195 

Changes needed in U.S. valuation system 
for imported merchandise : report to the 
Congress /, 79-13550 

Changing character and structure of Ameri- 
can agriculture : an overview : study /, 
79-4127 

Changing directions in the treatment of 
women : a mental health bibliography /, 
79-16776 

Changing public attitudes on governments 
and taxes., 79-10330 

Changing roles of women in the Armed 
Forces., 79-17855 

Chapel activities specialist /, 79-16375, 
79-16376 

Chaplains‘ audio-visual catalog., 79-3853 

Characteristics and performance experience 
of loose-part monitoring systems in U.S. 
commercial power reactors /, 79-17371 

Characteristics of Air Force accessions : 
January 1975 to June 1977 /, 79-12985 

The characteristics of American coals in re- 
lation to their conversion into clean 
energy fuels., 79-17947 

Characteristics of apartments completed., 
79-3608 

Characteristics of automotive fleets in the 
United States : 1966-1977 /, 79-19908 

Characteristics of births, United States, 
1973-1975 /, 79-2538 

Characteristics of chars produced by pyro- 
lysis following rapid heating of pulver- 
ized coal : technical report 2 /, 79-5845 
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Characteristics of general assistance in the 
United States /, 79-13617 

Characteristics of Mach 10 transitional and 
turbulent boundary layers /, 79-18649 

Characteristics of major collective bargain- 
ing agreements., 79-11894 

Characteristics of medically disqualified 
airman applicants in calendar years 1975 
and 1976 /, 79-14246 

Characteristics of new housing., 79-3626 

Characteristics of new one-family homes, 
79-3626 

Characteristics of persons with hyperten- 
sion, United States, 1974 /, 79-11689 

Characteristics of residues in a helicopter 
logged area of old-growth Douglas-fir /, 
79-5490 

Characteristics of state health facility licens- 
ing practices : a comparative review., 
79-2535 

Characteristics of state plans for aid to fam- 
ilies with dependent children under the 
Social security act title IV-A : and for 
Guam, Puerto Rico, & Virgin Islands; old 
age assistance, aid to the blind, aid to the 
permanently & totally disabled, under 
titles I, X, XIV, and XVI (AABD) of the 
Social security act., 79-11614 

Characteristics of the drug-abusing woman., 
79-18325 

Characteristics of the population below the 
poverty level: 1977, 79-12690 

Characteristics of wastes and soils which 
affect transport of radionuclides through 
the soil and their relationship to waste 
management /, 79-21346 

Characterization of a colstrip coal liquid de- 
rived from the zinc chloride hydrocrack- 
ing process /, 79-13071 

Characterization of carbide lime to identify 
sulfite oxidation inhibitors /, 79-9859 

Characterization of coal-derived liquids and 
other fossil fuel related materials employ- 
ing mass spectrometry., 79-2250, 79- 
5856 

Characterization of hazardous waste trans- 
portation and economic impact assess- 
ment of hazardous waste transportation 
regulations /, 79-15043 

The characterization of linear polyethylene 
SRM 1482, 1483, and 1484 /, 79-9487 

Characterization of low density rigid ureth- 
ane foam : topical report /, 79-13056 

Characterization of open-cycle coal-fired 
MHD generators /, 79-9638 

Characterization of priority pollutants from 
a secondary lead and battery manufactur- 
ing facility /, 79-13444 

Characterization of solid residues from flui- 
dized-bed combustion units /, 79-18158 

Characterization of sorbent resins for use in 
environmental sampling /, 79-11470 

A characterization of the real zeros of a 
particular transcendental function /, 79- 
18695 
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Characterization of the Stanford Research 
Institute large-scale heat-release-rate ca- 
lorimeter : final report /, 79-17817 

Characterization study of an electric motor- 
transmission system for electric vehicles : 
technical report /, 79-9641 

Charcoal manufacturing., 79-9830 

Charger, battery /, 79-19670 

Chariots for Apollo : a history of manned 
lunar spacecraft /, 79-20917 

Charles A. Lindbergh Federal Building : 
report to accompany H. R. 7296., 79- 
6816 

Charles William Duncan, Jr., nomination : 
hearing before the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on the nomination of Charles Wil- 
liam Duncan, Jr., to be Secretary, De- 
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Chemical carcinogenesis, nitroso com- 
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thorities under 15 environmental and con- 
sumer acts /, 79-7718 

The chemical separation of boron isotopes / 

79-11328 

The chemical substances information net- 
work /, 79-5913, 79-15034 

Chemical termination of late-season cotton 
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2584 

Children with speech and language impair- 
ments., 79-2585 
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China : report of the congressional delega- 
tion visit of November 12-27, 1978 /, 
79-10646 

China, economic indicators : 
aid., 79-12052 

China : gross value of industrial output, 
1965-77 : a research paper., 79-12055 
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Chlorolysis applied to the conversion of 
chlorocarbon residues /, 79-7758 
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Cigarette bootlegging : hearings before the 
Subcommittee on Crime of the Commit- 
tee on the Judiciary, House of Repre- 
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Circulation in the Strait of Juan de Fuca : 
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culatory system, II, Physiology of the 
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City of Laguna Beach, California, Orange 
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City of Lake Charles, Calcasieu Parish, 
Louisiana., 79-22776 

City of Lake Elmo, Minnesota, Washington 
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City of Lakeville, 
County., 79-11771 

City of Lancaster, Pennsylvania, Lancaster 
County., 79-20620 

City of Lapeer, Michigan, Lapeer County., 
79-13829 

City of Laramie, 
County., 79-15371 

City of Lauderdale Lakes, 
Broward County., 79-22778 

City of Lava Hot Springs, Idaho, Bannock 
County., 79-18435 

City of Lebanon, Ohio, Warren County., 
79-8189 

City of Lebanon, Pennsylvania, Lebanon 
County., 79-22779 

City of Lecompton, 
County., 79-8190 

City of Lehi, Utah, Utah County., 
16859 

City of Lewiston, Maine, Androscoggin 
County., 79-20623 

City of Lexington, North Carolina, David- 
son County., 79-22782 

City of Libby, Montana, Lincoln County., 
79-13830 

City of Lima, Ohio, Allen County., 
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City of Lincoln, Illinois, Logan County., 
79-20626 

City of Linwood, Kansas, Leavenworth 
County., 79-18436 

City of Lowell, Massachusetts, Middlesex 
County., 79-10024 

City of Ludlow, 
County., 79-20629 

City of Lynch, Kentucky, Harlan County., 
79-13832 

City of Macon-Bibb County, Georgia., 
20631 
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City of Maitland, Florida, Orange County., 
79-16861 

City of Marengo, 
County., 79-15374 

City of Marianna, Arkansas, Lee County., 
79-20636 

City of Marine City, Michigan, St. Clair 
County., 79-18442 

City of Marion, Kansas, Marion County., 
79-22790 

City of Mart, Texas, McLennan County., 
79-18444 

City of Mason, Ohio, Warren County., 
8195 

City of Mason, Texas, Mason County., 
13834 

City of McAlester, Oklahoma, Pittsburg 
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City of McComb, Mississippi, Pike County., 
79-18441 
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County., 79-6133 
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City of Melbourne, 
County., 79-16863 
City of Mendota, Illinois, La Salle County., 
79-22793 

City of Mentor-on-the-Lake, Ohio, Lake 
County., 79-18446 

City of Merced, California, Merced 
County., 79-18447 

City of Mercedes, Texas, Hildalgo County., 
79-15375 

City of Mill Valley, California, Marin 
County., 79-2617 

City of Milledgeville, Georgia, Baldwin 
County., 79-15378 

City of Mineral Wells, Palo Pinto and 
Parker Counties, Texas., 79-20639 

City of Mission, Texas, Hidalgo County., 
79-16866 

City of Missouri City, 
County., 79-16865 

City of Mitchell, South Dakota, Davison 
County., 79-6136 

City of Monticello, Iowa, Jones County., 
79-8196 

City of Monticello, 
County., 79-22801 

City of Morgantown, West Virginia, Mono- 
galia County., 79-18456 

City of Morton, Washington, 
County., 79-22803 

City of Moulton, 
County., 79-20641 

City of Moultrie, Georgia, Colquitt 
County., 79-13838, 79-18458 

City of Mount Holly, North Carolina, 
Gaston County., 79-20640 

City of Mullan, Idaho, Shoshone County., 
79-18460 

City of Mullens, West Virginia, Wyoming 
County., 79-15382 

City of Napa, California, Napa County., 
79-16869 

City of Naperville, Illinois, DuPage and 
Will Counties., 79-8197 

City of Nashua, New Hampshire, Hillsbor- 
ough County., 79-13839 

City of National City, California, 
Diego County., 79-6137 

City of Needles, California, San Bernadino 
County., 79-16870 

City of New Brunswick, New Jersey, 
Middlesex County., 79-22805 

City of New Madrid, Missouri, 
Madrid County., 79-13840 

City of Newton, Kansas, Harvey County., 
79-22807 

City of Nickerson, Kansas, Reno County., 
79-2619 

City of Norco, 
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County., 79-20644 
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City of North Newton, Kansas, Harvey 
County., 79-13843 

City of North Olmsted, Ohio, Cuyahoga 
County., 79-16873 

City of North Platte, Nebraska, Lincoln 
County., 79-22812 

City of Northport, Alabama, Tuscaloosa 
County., 79-16874 

City of Norwalk, Ohio, Huron County., 
79-6138 

City of Oak Grove, 
County., 79-16875 

City of Oakdale, 
County., 79-16876 

City of Orangeville, Utah, Emery County., 
79-8200 

City of Osburn, Idaho, Shoshone County., 
79-16878 

City of Oviedo, Florida, Seminole County., 
79-20651 

City of Oxnard, California, Ventura 
County., 79-8201 

City of Palmetto, Georgia, Fulton and 
Coweta Counties., 79-20652 

City of Parker, Texas, Collin County., 
15385 

City of Parsons, Kansas, Labette County., 
79-18467 

City of Passaic, New Jersey, 
County., 79-20653 

City of Patterson, California, Stanislaus 
County., 79-15386 

City of Perley, 
County., 79-13846 

City of Perris, California, Riverside 
County., 79-10029 

City of Pharr, Texas, Hidalgo County., 
79-16881 

City of Philadelphia, Pennsylvania, Phila- 
delphia County., 79-13847 

City of Pinehurst, Idaho, 
County., 79-13848 

City of Pittsburg, 
County., 79-11776 

City of Pompano Beach, Florida, Broward 
County., 79-16882 

City of Pontiac, 
County., 79-22822 

City of Pontiac, 
County., 79-15388 

City of Port Huron, Michigan, St. Clair 
County., 79-6143 

City of Port Orchard, Washington, Kitsap 
County., 79-22824 

City of Poulsbo, Washington, 
County., 79-13850 

City of Preston, 
County., 79-18470 

City of Price, Utah, Carbon County., 
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City of Prospect Heights, Illinois, Cook 
County., 79-15389 

City of Provo, Utah, Utah County., 
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City of Rancho Mirage, California, River- 
side County., 79-20657 

City of Ranson, West Virginia, Jefferson 
County., 79-13852 

City of Raymond, 
County., 79-18471 

City of Red Bank, Tennesseee, Hamilton 
County., 79-8205 

City of Redlands, San Bernardino County, 
California., 79-2622 

City of Redmond, Washington, 
County., 79-6146 

City of Richmond, Contra Costa County, 
California., 79-8206 

City of Richmond, Virginia, independent 
city., 79-13853 

City of Riddle, Oregon, Douglas County., 
79-18472 

City of Ridgeland, Mississippi, Madison 
County., 79-20658 

City of Robinson, 
County., 79-4448 

City of Rock Springs, Sweetwater County, 
Wyoming., 79-18474 

City of Rockford, Minnesota, Hennepin and 
Wright Counties., 79-22828 

City of Rockledge, Florida, Brevard 
County., 79-22827 
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County., 79-15390 

City of Rockwood, Michigan, Wayne 
County., 79-13854 

City of Rose Creek, Minnesota, Mower 
County., 79-18476 
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79-20660 
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79-11779 
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79-15393 

City of Salem, Oregon, Marion and Polk 
Counties., 79-13856 

City of Salem, Utah, Utah County., 
15394 

City of San Bernardino, California, San 
Bernardino County., 79-18481 

City of San Clemente, California, Orange 
County., 79-22832 

City of San Juan Capistrano, California, 
Orange County., 79-16885 

City of San Leanna, Texas, Travis County., 
79-20663 

City of San Luis Obispo, California, (San 
Luis Obispo County)., 79-10030 

City of Santa Ana, California, Orange 
County., 79-20662 

City of Saratoga, California, Santa Clara 
County., 79-4449 

City of Sarcoxie, Missouri, Jasper County., 
79-15395 

City of Sawyer, North Dakota, Ward 
County., 79-20664 
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City of Scandia, Kansas, Republic County., 
79-18482 

City of Scottsbluff, Nebraska, Scotts Bluff 
County., 79-13858 

City of Seaford, Delaware, Sussex County., 
79-6149 

City of Seaside, Oregon, Clatsop County., 
79-16887 

City of Siletz, Oregon, Lincoln County., 
79-8211 

City of Silverton, Oregon, Marion County., 
79-8210 

City of Sioux City, 
County., 79-18487 

City of Sioux Falls and vicinity, South 
Dakota, Minnehaha and Lincoln Coun- 
ties, 79-4451, 79-16890 

City of Sonoma, California, Sonoma 
County., 79-6150 

City of South Amboy, New Jersey, Middle- 
sex County., 79-22837 

City of South Bend, Washington, Pacific 
County., 79-22838 

City of South Sioux City, Nebraska, Dakota 
County., 79-15398 

City of Southfield, Michigan, 
County., 79-20672 

City of Spencer, West Virginia, Roane 
County., 79-2624 

City of Spooner, 
County., 79-8212 

City of Spring Park, Minnesota, Hennepin 
County., 79-11780 

City of Springfield, Minnesota, Brown 
County., 79-13861 

City of St. Clair Shores, 
Macomb County., 79-16884 

City of St. Louis, Missouri, independent 
city., 79-18479 

City of St. Peters, Missouri, St. Charles 
County., 79-11778 

City of Statesville, North Carolina, Iredell 
County., 79-20675 

City of Stayton, Oregon, Marion County., 
79-8213 

City of Steele, Missouri, Pemiscot County., 
79-16891 

City of Stockton, California, San Joaquin 
County., 79-2625 

City of Strongsville, 
County., 79-4452 
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County., 79-2626 

City of Sunrise, Florida, Broward County., 
79-8216 

City of Sunset Valley, 
County., 79-8215 

City of Swartz Creek, Michigan, Genesee 
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City of Tahlequah, Oklahoma, Cherokee 
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City of Taylor Mill, Kentucky, Kenton 
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City of Tekamah, Nebraska, Burt County., 
79-15401 
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City of Tekoa, Washington, 
County., 79-18489 

City of Texarkana, Texas, Bowie County., 
79-8217 

City of Thomasville, North Carolina, Da- 
vidson County., 79-20680 

City of Toledo, Oregon, Lincoln County., 
79-8218 

City of Tonawanda, 
County., 79-15402 

City of Tonka Bay, Minnesota, Hennepin 
County., 79-11782 

City of Tracy, Missouri, Platte County., 
79-13862 

City of Trenton, Georgia, Dade County., 
79-20684 

City of Tullahoma, Tennessee, Coffee & 
Franklin Counties., 79-10031 

City of Turner, Oregon, Marion County., 
79-8219 

City of Tuscaloosa, Alabama, Tuscaloosa 
County., 79-8220 

City of Tustin, California, Orange County., 
79-20686 

City of Union City, 
County., 79-20687 

City of University Park, Texas, Dallas 
County., 79-22848 

City of Urbandale, Iowa, Polk County., 
79-13863 

City of Valley Mills, Texas, Bosque & 
McLennan Counties., 79-22850 

City of Van Buren, Arkansas, Crawford 
County., 79-20690 

City of Vermilion, Ohio, Erie and Lorain 
Counties., 79-8223 

City of Vermillion, 
County., 79-22851 

City of Villa Grove, 
County., 79-6152 

City of Villa Park, California, Orange 
County., 79-22854 

City of Waldport, Oregon, 
County., 79-8225 

City of Wallace, Idaho, Shoshone County., 
79-13865 

City of Waller, Texas, Harris County and 
Waller County., 79-16896 

City of Waltham, Minnesota, 
County., 79-20692 

City of Warren, 
County., 79-11783 
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Haven County., 79-20693 

City of Waterford, California, Stanislaus 
County., 79-13868 
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79-18493 

City of Weippe, Idaho, Clearwater County., 
79-22860 

City of Weirton, West Virginia, Brooke and 
Hancock Counties., 79-20695 

City of West Chicago, Illinois, DuPage 
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Lexington County., 79-6154 
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City of West Des Moines, Iowa, Polk 
County., 79-22862 

City of West Palm Beach, Florida, Palm 
Beach County., 79-8226 

City of Westernport, Maryland, Allegany 
County., 79-15405 

City of Weston, Missouri, Platte County., 
79-18495 

City of Westport, 
Harbor County., 

City of Wheaton, 
County., 79-13870 

City of Wheeler, 
County., 79-20698 

City of Whitefish, Montana, 
County., 79-18497 

City of Wichita Falls, Texas, 
County., 79-22864 

City of Willow Springs, Missouri, Howell 
County., 79-15407 

City of Willowick, Ohio, Lake County., 
79-22865 

City of Windom, Minnesota, Cottonwood 
County., 79-16904 

City of Windsor Heights, 
County., 79-13873 

City of Winfield, 
County., 79-20701 

City of Winlock, Washington, 
County., 79-20700 

City of Winter Park, Florida, 
County., 79-22866 

City of Wood Dale, Illinois, Du Page 
County., 79-20703 

City of Wood River, 
County., 79-11784 

City of Woodburn, 
County., 79-8228 

City of Woodland, 
County., 79-20704 

City of Woodland, Minnesota, Hennepin 
County., 79-15408 

City of Woodstock, 
County., 79-13875 

City of Woodway, 
County., 79-11785 

City of Youngstown, Ohio, Mahoning and 
Trumbull Counties., 79-20708 

City of Yukon, Oklahoma, 
County., 79-20709 

City of Zap, North Dakota, Mercer 
County., 79-18498 

City of Zilwaukee, Michigan, Sagninaw 
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Civic crisis — civic challenge : police-com- 
munity relations in Memphis : /, 79- 
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Civil Aeronautics Authority reports, 79- 
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Civil Aeronautics Board publications., 
7875 

Civil Aeronautics Board reports., 79-3683, 
79-10856, 79-10857, 79-14758, 79- 
17851, 79-22278 


Washington, 
79-18496 
Illinois, 


Grays 
Du Page 
Oregon, Tillamook 


Flathead 


Wichita 


Iowa, Polk 


Alabama, Marion 
Lewis 
Orange 
Illinois, Madison 
Oregon, Marion 
California, Yolo 
Illinois, McHenry 
McLennan 


Texas, 


Canadian 


79- 





January — December 1979 

Civil Aeronautics Board‘s regulations, 79- 
5657 

Civil & structure engineering, 79-340 

Civil aviation enrollment announcement., 
79-6549 

Civil aviation security compliance and en- 
forcement., 79-23140 

Civil defense : hearing before the Commit- 
tee on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-fifth 
Congress, second session ... January 8, 
1979., 79-18901 

Civil engineering., 79-340 

Civil engineering manual., 79-4905 

The Civil reserve air fleet : an effective 
program to meet defense emergency air- 
lift requirements : report /, 79-16608 

Civil rights and equal opportunity., 
11576 

Civil Rights Commission act of 1978 : con- 
ferences report to accompany S. 3067., 
79-6845 

Civil Rights Commission act of 1978 : joint 
views of eight members of the Committee 
on the Judiciary, United States Senate ... 
S. 3067., 79-9385 

Civil Rights Commission authorization act 
of 1979 : report together with supplemen- 
tal views to accompany H.R. 2641., 79- 
14577 

Civil Rights Commission reauthorization : 
hearing before the Subcommittee on the 
Constitution of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
sixth Congress, first session, on S. 721 ... 
March 22, 1979., 79-15900 

Civil rights digest., 79-585 

Civil rights improvements act of 1977 : 
hearings before the Subcommittee on the 
Constitution of the Committee on the Ju- 
diciary, United States Senate, Ninety-fifth 
Congress, second session, on S. 35 
79-6709 

Civil rights of institutionalized persons : 
hearings before the Subcommittee on 
Courts, Civil Liberties, and the Adminis- 
tration of Justice of the Committee on 
the Judiciary, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 10 ... February 14 and 15, 1979., 
79-21599 

Civil rights of institutionalized persons : 
report together with supplemental and 
dissenting views to accompany H.R. 10., 
79-14552 

Civil rights representative credentials., 
21171 

Civil service agencies authorization bills : 
hearings before the Subcommittee on the 
Civil Service of the Committee on Post 
Office and Civil Service, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, on H.R. 3751 and H.R. 3752 .... 
June 19 and 20, 1979., 79-23436 

Civil service classification and salary laws : 
vol. II, 87th through 95th Congress /, 
79-12229 
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The Civil Service Commission‘s staff and 
merit abuse /, 79-5666 

Civil service journal., 79-623 

Civil Service laws, executive orders, rules 
and regulations, 79-613, 79-3713 

Civil Service needs to improve claims 
review process under the Federal em- 
ployees health benefits program : report 
by the Comptroller General of the 
United States., 79-2430 

Civil service preference retirement, and 
salary classification laws /, 79-8627, 
79-12229 

Civil service reform /, 79-19622 

Civil service reform act of 1978., 79-23396 

The civil service retirement system., 79- 
3723 

Civil War., 79-18214 

Civilian applications of laser fusion /, 79- 
3996 

Civilian health and medical program of the 
Veterans Administration., 79-8617 

Civilian personnel law manual /, 79-18205 

Cladding of pressure vessel steels for coal 
conversion applications a literature 
review /, 79-18054 

Clarinet player /, 79-10973 

Classification and evaluation of forest sites 
on the southern Cumberland Plateau /, 
79-14674 

Classification and systematic relationships 
of the Abyssochrysidae, a relict family of 
bathyal snails (Prosobranchia, Gastro- 
poda) /, 79-15612 

Classification, assets and location of regis- 
tered investment companies under the In- 
vestment company act of 1940. 79- 
10259 

Classification, class B, Subclasses B-Bj : 
Philosophy, psychology., 79-15555 

Classification, inventory, and analysis of 
fish and wildlife habitat : proceedings of 
a national symposium, Phoenix, Arizona, 
January 24-27, 1977., 79-18552 

Classification numbers and indexes., 
18360, 79-22718 

A classification of educational 
matter /, 79-7965 

Classification of U.S. Customs Districts and 
ports for U.S. foreign trade statistics., 
79-1840 

Classified index of decisions of the regional 
directors of the National Labor Relations 
Board in representation proceedings., 
79-1385, 79-10150, 79-17079 

Classified index of dispositions of ULP 
charges, 79-1386 

Classified index of dispositions of ULP 
charges by the General Counsel of the 
National Labor Relations Board., 79- 
1386 

Classified index of N.L.R.B. and related 
court decisions, 79-1384 

Classified index of National Labor Rela- 
tions Board decisions and related court 
decisions., 79-1384 


79- 


subject 


Do not order from index; see indicated entry 





Cleveland, Ohio, metropolitan area 


Classifying forest susceptibility to gypsy 
moth defoliation., 79-14632 

Class I and class II common and contract 
motor carriers of property., 79-2666 

Clay construction products., 79-230, 79- 
5545 

Clay fabric and geotechnical properties of 
selected submarine sediment cores from 
the Mississippi Delta [insertt /, 79- 
19575 

Clay mineralogy of Pleistocene Lake 
Tecopa, Inyo County, California /, 79- 
15427 

Clay refractories, SIC 3255., 

Clays., 79-10056 

Clayton act amendments of 1978, Interna- 
tional Petroleum Exposition : hearing and 
markup before the Subcommittee on In- 
ternational Economic Policy and Trade 
of the Committee on International Rela- 
tions, House of Representatives, Ninety- 
fifth Congress, second session, August 3 
and 7, 1978., 79-5109 

The clean air act : its relation to fish and 
wildlife resources /, 79-13951 

The Clean air act, are the problems real? / 
[by David G. Hawkinst., 79-20047 

Clean coke process : process development : 
annual report for period July 1976 - June 
1977 /, 79-5838 

Clean coke process : process development 
studies., 79-2236, 79-5839, 79-13125, 
79-17936 

Clean lakes and us /, 79-20051 

Clean solid and liquid fuels from coal., 
13147 

Clean water act of 1977 : report of the 
Committee on Environment and Public 
Works, United States Senate, together 
with additional views to accompany S. 
1952., 79-21697 

Cleaning and polishing compounds., 
5697 

Cleaning the air : EPA‘s program for air 
pollution control., 79-16527 

Cleaning up commingled uranium mill tail- 
ings : is Federal assistance necessary? : 
report /, 79-11517 

Cleanup efficiency and biological effects of 
a fuel oil spill in cold weather : the 1977 
Bouchard no. 65 oil spill in Buzzards 
Bay, Massachusetts /, 79-4087 

Clearinghouse Adell‘s catalog of adult edu- 
cation projects., 79-11624, 79-16684 

Clearinghouse on Health Indexes cumulated 
annotations, 79-4367 

Clerical careers in Energy : exciting oppor- 
tunities in Washington, D.C., 79-7570, 
79-22380 

Clerical jobs and your career /, 79-15524 

Clerk stenographer and reporter series GS- 
312., 79-16325 

Clerk-typist series GS-322., 79-16328 

Cleveland, Ohio, metropolitan area, 79- 
6259 
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Client-oriented data acquisition process : instruction manual. 


Client-oriented data acquisition process : in- 
struction manual., 79-8099 
Climatic implications of two pollen analyses 
from newly recognized rocks of latest 
Pliocene age in the Washburn Range, 
Yellowstone National Park, Wyoming /, 
79-4481 
Climatological data, Alabama., 
Climatological data, Alaska., 
Climatological data, Arizona., 
Climatological data, Arkansas., 
Climatological data, California., 
Climatological data, Colorado., 
Climatological data, Florida., 79-379 
Climatological data, Georgia., 79-380 
Climatological data, Hawaii and Pacific., 
79-381 
Climatological data, Idaho., 
Climatological data, Illinois., 
Climatological data, Indiana., 
Climatological data, Iowa., 79-385 
Climatological data, Kansas., 79-386 
Climatological data, Kentucky., 79-387 
Climatological data, Louisiana., 79-388 
Climatological data, Maryland and Dela- 
ware., 79-389 
Climatological data, Michigan., 
Climatological data, Minnesota., 
Climatological data, Mississippi., 
Climatological data, Missouri., 79-393 
Climatological data, Montana., 79-394 
Climatological data, national summary., 
79-372 
Climatological data, Nebraska., 79-395 
Climatological data, Nevada., 79-396 
Climatological data, New England., 79- 
397 
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Climatological data, New Jersey., 79-398 

Climatological data, New Mexico., 79-399 

Climatological data, New York., 79-400 

Climatological data, North Carolina. 79- 
401 
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Climatological data, North Dakota., 
402 


Climatological data, Ohio., 79-403 

Climatological data, Oklahoma., 79-404 

Climatological data, Oregon., 79-405 

Climatological data, Pennsylvania., 79-406 

Climatological data, Puerto Rico and 
Virgin Islands., 79-407 

Climatological data, South Carolina. 79- 
408 


Climatological data, South Dakota. 79- 
409 

Climatological data, Tennessee., 79-410 

Climatological data, Texas., 79-411 

Climatological data, Utah., 79-412 

Climatological data, Virginia, 79-413 

Climatological data, Washington., 79-414 

Climatological data, West Virginia. 79- 
415 

Climatological data, Wisconsin., 

Climatological data, Wyoming., 
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Clinch River breeder reactor plant : integri- 
ty of primary and intermediate heat trans- 
port system piping in containment : topi- 
cal report /, 79-13109 

Clinical anatomy of the European hamster 
Cricetus cricetus, L. /, 79-18249 

Clinical cancer immunology and immunoth- 
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/, 79-7824 

Commercial scale demonstration enhanced 
oil recovery by micellar-polymer flood /, 
79-13072 

Commercializing solar architecture : sum- 
mary of SERI architectural planning 
seminar, July 1978 /, 79-16475 
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Commercializing solar heating : a national 
strategy needed : report to the Congress 
/, 7179-22581 

Commerical conceptual design and com- 
merical feasibility evaluation for clean 
boiler fuel facility : capital cost escalation 
and validation of Dravo report/cost esti- 
mate, February 1976 /, 79-13130 

Commerical laundry equipment, SIC 3582., 
79-19401 

Commerical plant hot gas shrouded ducting 
evaluation (task 2.2)., 79-14917 

Commerical printing, gravure, SIC 2754., 
79-22005 

Commerical printing, 
2752., 79-22004 

Commerical security test design., 79-16981 

Commission paid by ship suppliers to non- 
resident aliens : report to accompany 
H.R. 13326., 79-6891 

Commitment., 79-1112 

Commitment (Washington), 79-1112 

Commitments of teachers in commodity fu- 
tures, with market concentration ratios, 
79-1615 

Commitments of traders in commodity fu- 
tures, with market concentration ratios., 
79-1614, 79-1615 

Committee on the Judiciary program., 
18931 

Committee prints of the Committee on Ag- 
riculture, Nutrition, and Forestry, United 
States Senate., 79-21402 

Committee rules and rules for investigative 
hearings conducted by subcommittees of 
the Committee on Armed Services, U.S. 
House of Representatives, Ninety-sixth 
Congress /, 79-10417 

Commodities and nutrition program for the 
elderly : hearing before the Special Com- 
mittee on Aging, United States Senate, 
Ninety-sixth Congress, first session, Mis- 
soula, Mont., February 14, 1979., 79- 
21389 

Commodity and securities exchanges, 
7909, 79-22616 

Commodity Futures Trading Commission., 
79-17299 

Commodity import loan : agreement be- 
tween the United States of America and 
Jamaica, signed at Kingston December 
15, 1977., 79-8479 

Commodity import program : agreement 
between the United States of America 
and Zambia signed at Lusaka March 30, 
1978., 79-23058 

Commodity outlook for farmers. Oilseeds., 
79-135 

Commodity outlook for farmers. Feed, 79- 
138 

Commodity outlook for farmers. General, 
79-132 

Commodity outlook for farmers. Livestock, 
79-134 

Commodity outlook for farmers. Wheat, 
79-136 
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Commodity purchases for domestic distri- 
bution., 79-75 

Commodity purchases for export distribu- 
tion., 79-76 

Common carrier actions, 79-566 

Common carrier services information, 
565 

Common phytoplankton genera from east- 
ern aand southeastern lakes., 79-20088 

Common purpose of the NATO alliance /, 
79-8404 

Common sense and broadcast regulation /, 
79-19614 

Common sense from closer look., 79-4251 

Common sense talk about agriculture and 
the environment : remarks /, 79-7731 

Common wood and metal repair /, 79- 
14829 

Communicating with our sons and daugh- 
ters., 79-2569 

Communication., 79-347 

Communication (Springfield), 79-347 

Communication and management problems 
hinder the planning process for major 
mass transit projects : report /, 79-16571 

Communication and parenting skills: parent 
workbook /, 79-13754 

Communication and parenting 
trainer‘s manual /, 79-13755 

Communication jammer demonstration pro- 
gram., 79-3842 

Communication systems guide /, 79-10808 

Communications, 79-10831, 79-15535, 
79-22962 

The Communications act of 1978 : hearings 
before the Subcommittee on Communica- 
tions of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, on H.R. 13015 79-14433, 
79-17500, 79-21577 

Communications and clerical skills pro- 
gram; schedule of courses., 79-10208 

Communications satellite act of 1962, 
amendment : [an act to provide for the 
establishment, ownership, operation, and 
governmental oversight and regulation of 
international maritime satellite telecom- 
munications services}t., 79-7058 

Communications with county governments., 
79-6440 

Communicator (Ann Arbor), 79-1629 

Communist Chinese scientific abstracts, 
79-2943, 79-17323 

Communities in transition : community re- 
sponse to reduced defense activity., 79- 
6332 

Community alternatives /, 79-15491 

The community analysis model /, 79- 
11740 

Community anti-crime program guidelines., 
79-20806 

A community approach : the child protec- 
tion coordinating committee /, 79-22685 

The Community Arbitration Project, Anne 
Arundel County, Maryland : juvenile jus- 
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tice alternative : 
79-22955 

Community College of the Air Force gen- 
eral catalog., 79-7569 

A community concern — police use of 
deadly force /, 79-20830 

Community coordinated child care., 
14110 

Community credit needs : hearings before 
the Subcommittee on Financial Institu- 
tions Supervision, Regulation and Insur- 
ance of the Committee on Banking, Fi- 
nance and Urban Affairs, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session., 79-6615 

Community crime prevention program : Se- 
attle, Washington /, 79-20809 

Community development block grant pro- 
gram. Directory of allocations., 79-6097 

Community Development Block Grant Pro- 
gram : directory of historic preservation 
projects., 79-6098 

The community development block grant 
program : discretionary grant funds not 
always given to the most promising small 
city programs : report /, 79-2407 

Community development block grants., 
79-18367 

Community education project descriptions, 
79-2498 

Community-managed septic systems : a 
viable alternative to sewage treatment 
plants : a report to the Congress /, 79- 
5938 

Community mental health centers : the Fed- 
eral investment., 79-8083 

Community mental health centers act, 
amendments : [an act to amend the Com- 
munity mental health centers act, to 
revise and extend the programs under 
that act, to amend the Public health serv- 
ices act ...f., 79-7085 

Community planning and development 
monitoring handbook., 79-20516 

Community property and the 
income tax /, 79-8519 

Community response to reduced defense ac- 
tivity., 79-6332 

Community supervision, probation, restitu- 
tion, community service., 79-16973 

Community systems program., 79-11144 

Community workers and the energy they 
use : grade 2 /, 79-5826 

Community‘s role, outline and participants‘ 
materials., 79-4259 

Commuted rate schedule for transportation 
of household goods, 79-641, 79-7336, 
79-7337, 79-7338, 79-10904, 79-10905, 
79-10906, 79-17857 

Commuter air carrier traffic statistics., 
9511, 79-19611 

Commuter tax : hearings and markups of 
the Subcommittee on Fiscal and Govern- 
ment Affairs and the Committee on the 
District of Columbia, House of Repre- 
sentatives, Ninety-fifth Congress, second 


and exemplary project., 


79- 


Federal 


79- 





January — December 1979 Comparisons of sodium void and Doppler reactivities in large oxide and carbide 


session, on H.R. 11303 ... H.R. 10116 ..., 
79-6634 

Como comprar fruta fresca /, 79-19093 

Como servirse de los grados del USDA al 
comprar los comestibles., 79-7158 

Comoros, 79-14145 

Comparability in survey research on drugs 
/, 19-2573 

Comparative analyses of enlisted job satis- 
faction as measured by the ocupational 
attitude inventory /, 79-5823 

Comparative analysis of four manpower 
nursing requirement models /, 79-9969 

A comparative analysis of methods for tac- 
tical data inputting /, 79-12921 

Comparative cost analysis and environmen- 
tal assessment for disposal of organoch- 
lorine wastes /, 79-7772 

Comparative criminal justice research 
report /, 79-9102 

Comparative economic assessment of eth- 
anol from biomass /, 79-7641 

Comparative effectiveness of drug abuse 
treatment modalities., 79-15307 

A comparative evaluation of containment 
spray additives : detrimental impacts of 
an inadvertent spray actuation /, 79- 
21330 

Comparative evaluation of costs, quality 
and system effects of ambulatory surgery 
performed in alternative settings : final 
report /, 79-2576 

Comparative growth in compensation for 
postal and other Federal employees since 
1970 : report to the Congress /, 79- 
11520 

Comparative growth in manufacturing pro- 
ductivity and labor costs in selected in- 
dustrialized countries /, 79-20848 

Comparative in-place costs of wood and 
steel framing /, 79-12580 

Comparative performance of structural 
layers in pavement systems /, 79-12952 

Comparative racking strength of walls 
framed with COM-PLY and sawn timber 
studs /, 79-21864 

A comparative study of Conroy and Monte 
Carlo methods applied to multiple qua- 
dratures and multiple scattering /, 79- 
12004 

A comparative study of optimum and su- 
boptimum direct-detection laser ranging 
receivers /, 79-14072 

A comparison and assessment of seasonal 
adjustment methods for employment and 
unemployment statistics /, 79-6543 

A comparison of air radionavigation sys- 
tems : for helicopters in off-shore areas /, 
79-21198 

A comparison of atmospheric fluidized bed 
combustion conceptual designs for utility 
steam generation : interim report /, 79- 
11268 

Comparison of calculated and altitude-facili- 
ty-measured thrust and airflow of two 
prototype F100 turbofan engines /, 79- 
18682 





Comparison of California accident rates for 
single and double tractor-trailer combina- 
tion trucks /, 79-21139 

Comparison of compensation paid scientists 
and engineers in research and develop- 
ment: DOE National survey of compen- 
sation., 79-19998 

Comparison of compensation paid scientists 
and engineers in research and develop- 
ment: ERDA __iaboratories-National 
survey of research and development, 
79-19998 

Comparison of concurrent strain gage- and 
pressure transducer-measured flight loads 
on a lifting reentry vehicle and correla- 
tion with wind tunnel predictions /, 79- 
14078 

Comparison of Doppler and optical pole 
position over twelve years /, 79-7504 

A comparison of EIA and IPAA petroleum 
forecasts for 1978 and 1979 /, 79-20045 

Comparison of Energy Information Admin- 
istration and Bonneville Power Adminis- 
tration load forecasts /, 79-16507 

A comparison of four techniques for pro- 
ducing high-grade furniture core material 
from low-grade yellow-poplar /, 79- 
9441 

Comparison of low-frequency noise levels 
of the Concorde supersonic transport 
with other commercial service airplanes / 

79-11967 

Comparison of major features of health in- 
surance proposals /, 79-23377 

Comparison of numerical and physical hy- 
draulic models, Masonboro Inlet, North 
Carolina /, 79-7433 

Comparison of numerical and physical hy- 
draulic models, Masonboro Inlet, North 
Carolina : appendix 2, numerical simula- 
tion of hydrodynamics (WRE) /, 79- 
7435 

Comparison of numerical and physical hy- 
draulic models, Masonboro Inlet, North 
Carolina : appendix 3, numerical simula- 
tion of hydrodynamics (Tracor) /, 79- 
7436 

Comparison of numerical and physical hy- 
draulic models, Masonboro Inlet, North 
Carolina : appendix 4, simplified numeri- 
cal (lumped parameter) simulation /, 79- 
7437 

Comparison of numerical and physical hy- 
draulic models, Masonboro Inlet, North 
Carolina : fixed-bed hydraulic model re- 
sults /, 79-7434 

Comparison of organizational and oper- 
ational aspects of four vanpool demon- 
stration projects /, 79-23191 

A comparison of piping models for digital 
power plant simulators /, 79-21356 

Comparison of point, 3P sampling designs, 
79-13965 

A comparison of projected electric utility 
peaking gas turbine energy requirements 
to potential alcohol fuels availability : 
1980-2000 /, 79-13233 
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Comparison of recommendations received 
from public witnesses on multilateral 
trade negotiations‘ implementing legisla- 
tion : testimony before the Subcommittee 
on Trade, April 23 through 27, 1979 /, 
79-17550 

Comparison of residual stress predictions 
and measurements for graphite bodies 
from peach bottom fuel test elements /, 
79-13212 

Comparison of sample designs for a popula- 
tion of farms /, 79-10736 

Comparison of simulation models used in 
assessing the effects of power-plant-in- 
duced mortality on fish populations /, 
79-21320 

A comparison of site index curves for 
northern hardwood species /, 79-12586 

Comparison of spectroscopic and radiomet- 
ric measurements of upper atmosphere 
water vapor /, 79-19571 

Comparison of state unemployment insur- 
ance laws., 79-15545, 79-15546, 79- 
15547 

A comparison of the frequency require- 
ments of an earlier design MLS and the 
TESB MLS /, 79-17258 

A comparison of the noise produced by a 
small jet on a moving vehicle with that in 
a free jet /, 79-14076 

Comparison of the 3-5 micrometer and 8-12 
micrometer regions for advanced thermal 
imaging systems : LOWTRAN revisited 
/, 79-11068 

Comparison of three display devices for un- 
attended ground sensors /, 79-12909 

A comparison of three flooding regimes 
Atchafalaya Basin, Louisiana /, 79- 
11425 

Comparison of three waste leaching tests /, 
79-20095 

Comparison of three waste leaching tests : 
executive summary /, 79-20052 

Comparison of United States and British 
methods for testing plastic materials /, 
79-5678 

A comparison of wake characteristics of 
model and prototype buildings in trans- 
verse winds /, 79-2733 

Comparison of wing-span averaging effects 
on lift, rolling moment, and i 
moment for two span load distributions 
and for two turbulence representations /, 
79-11960 

Comparison of wood preservatives in Mis- 
sissippi post study : 1977 progress report 
/, 79-9451 

Comparisons between abbreviated and con- 
trolled officer effectiveness reports /, 
79-2154 

Comparisons of models predicting ambient 
lake phosphorus concentrations /, 79- 
11428 

Comparisons of sodium void and Doppler 
reactivities in large oxide and carbide 
LMFBRs /, 79-13046 


Page I-791 





Compendium : solving present broadcast problems, *computing“ the future / 


Compendium : solving present broadcast 
problems, *computing“ the future /, 79- 
19613 

Compendium of Copyright Office prac- 
tices., 79-1357 

A compendium of Federal transportation 
policies and programs /, 79-17396 

Compendium of operational and planning 
guides to white collar crime enforcement 
/ ’ 79-22946 

Compendium of principal energy research 
and development legislation : enactments 
and amendments effective prior to Octo- 
ber 1, 1977: report /, 79-21634 

Compendium of publicly available reports 
on procurement and financial assistance 
awards., 79-7704 

Compendium of tax research., 79-6400 

Compendium of the law on prisioners‘ right 
/, 79-17005 

Compendium reports on oil shale technol- 
ogy /, 79-11478 

Compensating the automobile accident 
victim : no fault approach /, 79-8533 

Compensation for victims of water pollu- 
tion /, 79-21631 

Compensations Micronesian world war II 
Claims : controversial award of claims 
and difficulties distributing payments : 
report to the Senate Committee on 
Energy and Natural Resources /, 79- 
20173 

Compensatory education study : final report 
to Congress from the National Institute 
of Education., 79-4266 

Competition and public policy in the petro- 
leum refining industry : hearing before 
the Subcommittee on Antitrust and Mo- 
nopoly of the Committee on the Judici- 
ary, United States Senate, Ninety-fifth 
Congress, second session ... April 19, 
1978., 79-6710 

Competition in banking act of 1977 : hear- 
ings before the Committee on Banking, 
Housing and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 72 ..., 79-3047 

Competition in the coal industry, 79-18566 

Competition in the coal industry; report of 
the United States Department of Justice 
pursuant to section 8 of the Federal coal 
leasing amendements act of 1975., 79- 
10115, 79-18566 

Competitive problems in the drug industry : 
chloramphenicol (chloromycetin) : sum- 
mary and analysis /, 79-18944 

Competitive problems in the drug industry : 
fixed-dose combination antibiotic drugs : 
summary and analysis /, 79-18945 

Competitive problems in the drug industry : 
hearings before Subcommittee on Monop- 
oly and Anticompetitive Activities of the 
Select Comittee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, first session ...., 79-15917 

COMPF2?, a program for calculating post- 
flashover fire temperatures /, 79-16241 
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Compilation and analysis of State regula- 
tions for SO2, NOx, opacity, continuous 
monitoring and applicable test methods /, 
79-9822, 79-11412, 79-13423, 79- 
13424 

Compilation of abstracts of dissertations, 
theses and research papers submitted by 
candidates for degrees., 79-7491 

Compilation of air pollutant emission fac- 
tors., 79-4088 

Compilation of certain railroad laws within 
the jurisdiction of the Committee on In- 
terstate and Foreign Commerce : Region- 
al rail reorganization act of 1973 ... /, 
79-10501 

Compilation of clinical protocal summaries 
/, 7179-18266 

Compilation of energy-related legislation /, 
79-23407 

A compilation of journal instructions to au- 
thors., 79-16714 

Compilation of laws relating to mediation, 
conciliation, and arbitration between em- 
ployers and employees : Laws disputes 
between carriers and employers and sub- 
ordinate officials under Labor Board, 
Eight-hour laws, Employers‘ liability 
laws, Labor and child labor laws : vol. II, 
91st thru 95th Congresses /, 79-8619 

Compilation of level 1 environmental as- 
sessment data /, 79-15050 

Compilation of OTA papers, 79-8501 

Compilation of reports on the 1978 summer 
youth employment program /, 79-18609 

Compilation of selected acts concerning na- 
tional parks and recreation and related 
matters /, 79-10518 

Compilation of selected acts within the ju- 
risdiction of the Committee on Interstate 
and Foreign Commerce /, 79-14426 

Compilation of selected Federal nutrition 
statutes /, 79-15834 

Compilation of the Economic opportunity 
act of 1964, as amended through Novem- 
ber 2, 1978 /, 79-18905 

Compilation of the Housing and community 
development amendments of 1978 
Public Law 95-557, Summary of the act, 
Joint explanatory statement of the manag- 
ers of the committee on conference, 
House report 95-1161, Senate report 95- 
871 /, 79-8797 

Compilation of the statements of James Earl 
Ray : staff report of the Select Commit- 
tee on Assassinations, U.S. House of Rep- 
resentatives, | Ninety-fifth Congress, 
second session., 79-6613 

Complete aircraft, 79-241, 79-3542 

Complete aircraft & aircraft engines., 
241, 79-3542 

Completed foreign agricultural research 
grants : March 31, 1962 through Septem- 
ber 30, 1978 /, 79-10751 

Complex cepstrum processing of digitized 
transient calibration data for removal of 
echoes /, 79-11056 
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Compliance, enforcement and _ reporting 
under the Labor-management reporting 
and disclosure act., 79-11888 

Compliance status of major air pollution 
facilities, 79-5919 

Compliance with SALT I agreements /, 
79-20997 

Component and systems development pro- 
gram /, 79-13225 

Composition of foods : baby foods : raw, 
processed, prepared /, 79-5468, 79- 
19084 

Composition of transportation 
79-19825 

Compositional structures in two batholiths 
of circumpacific North America /, 79- 
16916 

A compost bin for handling privy wastes : 
its fabrication and use /, 79-1758 

Compounds and greases - cutting, lubricat- 
ing, and hydraulic., 79-1889 

Comprehensive alcohol abuse and alcohol- 
ism prevention, treatment, and rehabilita- 
tion act amendments of 1979 : hearings 
before the Subcommittee on Alcoholism 
and Drug Abuse of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-sixth Congress, first 
session, on S. 440 ... February 22 and 26, 
1979., 79-23423 

Comprehensive alcohol abuse and alcohol- 
ism prevention, treatment, and rehabilita- 
tion act and the Drug abuse office and 
treatment act authorizations : hearing 
before the Subcommittee on Health and 
the Environment of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 3037 
March 27, 1979., 79-17504 

A comprehensive animal program for a col- 
lege of medicine /, 79-4273 

Comprehensive annual services’ program 
plan, CASP, information, 79-22696 

Comprehensive community energy planning 
/, 79-5872 

Comprehensive emergency management : a 
Governor'‘s guide /, 79-22320 

Comprehensive employment and training 
act : review and oversight., 79-4653 

Comprehensive employment and training 
act amendments of 1978 : conference 
report to accompany S. 2570., 79-3298, 
79-3422 

Comprehensive Employment and Training 
Act audit guide., 79-20846 

Comprehensive employment and training 
act of 1973., 79-2684 

Comprehensive employment and training 
act program models., 79-11926 

Comprehensive employment and training 
amendments of 1978 : hearings before the 
Subcommittee on Employment, Poverty, 
and Migratory Labor of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 2570 ..., 79-8932 


synfuels., 





January — December 1979 


Comprehensive environment, health, and 
safety program report., 79-11125 

Comprehensive nuclear regulatory act of 
1978 : hearings before the Subcommittee 
on Energy and Power of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 9852 ... 
February 7, 8, and 9, 1978., 79-8964 

Comprehensive occupational data analysis 
programs (CODAP) : use of REXALL 
to identify divergent raters /, 79-2157 

Comprehensive older Americans act 
amendments of 1978 : conference report 
to accompany H.R. 12255., 79-3235 

Comprehensive plan for the national capi- 
tal., 79-1409, 79-20924 

Comprehensive planning assistance program 
administration., 79-20514 

Comprehensive planning assistance, 701, 
program administration handbook., 79- 
20514 

Comprehensive program & plan for Federal 
energy education, extension & informa- 
tion activities. 79-11143 

Comprehensive _rehabilitation _services 
amendments of 1978 : conference report 
to accompany H.R. 12467., 79-3306 

Comprehensive tax guide to U.S. civil serv- 
ice retirement benefits /, 79-12126 

Compressible flow across narrow passages : 
comparison of theory and experiment for 
face seals /, 79-14086 

Comptroller General of the United States 
[decisions, testimonies, reviewst B- 
[seriest., 79-919 

Computation of atmospheric attenuation of 
sound for fractional-octave bands /, 79- 
20922 

Computation of three-dimensional nozzle- 
exhaust flow fields with the GIM code / 
L. W. Spradley, P. G. Anderson, and M. 
L. Pearson., 79-6321 

Computation of times of sunrise, sunset, and 
twilight in or near mountainous terrain /, 
79-21881 

Computation of unsteady transonic flows 
through rotating and stationary cascades 
/, 79-8319 

Computational flow development for un- 
steady viscous flows : foundation of the 
numerical method /, 79-2728 

A computational model for the prediction 
of jet entrainment in the vicinity of 
nozzle boattails (The BOAT code) /, 
79-12012 

Computational stability of the Von Neu- 
mann-Richtmyer method for the case of 
the ideal gas law /, 79-19934 

Computer-aided analysis of coal gasification 
pilot plant data bases /, 79-17971 

Computer-aided industrial process design : 
the Aspen project /, 79-11287, 79- 
14949, 79-14950, 79-14951, 79-18031, 
79-18032 

Computer and data processing services, 
March 1978., 79-17024 





Computer-assisted procedure for the design 
and evaluation of wastewater treatment 
system : users guide., 79-22568 

Computer-associated equipment 
19673 

Computer automation of an electron-beam 
welder with automatic, stored seam 
tracking /, 79-13388 

A computer-based cascade impactor data 
reduction system /, 79-13451 

Computer cost models for potable water 
treatment plants /, 79-7769 

Computer exports to the Soviet Union : 
hearing before the Subcommittee on In- 
ternational Economic Policy and Trade 
of the Committee on International Rela- 
tions, House of Representatives, Ninety- 
fifth Congress, first session, June 27, 
1977., 79-3099 

Computer image generation improved 
edge utilization study /, 79-12988 

Computer model documentation : a review 
and an approach /, 79-7286 

Computer model of two-dimensional solute 
transport and dispersion in ground water, 
79-11808 

Computer modeling of a log-periodic anten- 
na/, 79-2314 

Computer modeling of coal gasification re- 
actors., 79-13133, 79-13134, 79-13135 

Computer modeling of coal gasification re- 
actors: year2/, 79-2238 

A computer network protocol for library 
and information science applications /, 
79-4978 

Computer Performance Evaluation Users 
Group (CPEUG) : proceedings of the 
fourteenth meeting, held at Boston, Mas- 
sachusetts, October 24-27, 1978 /, 79- 
5592 

Computer peripheral memory system fore- 
cast /, 79-19543 

Computer/processors (for electronics war- 
fare) /, 79-11099 

Computer program abstracts., 79-1402 

A computer program for the maximum like- 
lihood estimator of the general multivar- 
iate linear model with correlated errors /, 
79-17741 

A computer program to plot isotherms in 
bodies of water /, 79-11313 

Computer programs for maximum spectral 
analysis of real and complex single-chan- 
nel time series (with microfilm plots) /, 
79-1837 

Computer programs used to analyze wind 
and bridge data acquired at Sitka, Alaska 
/, 7179-14221 

Computer Science and Services Division., 
79-9740 

Computer security guidelines for imple- 
menting the Privacy act of 1974 /, 79- 
22243 

Computer simulations of a 1/5-scale experi- 
ment of a Mark I boiler water reactor 
pressure-suppression system under hypo- 
thetical LOCA conditions /, 79-5894 


/, 79- 
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Conceptual design for an atomspheric fluidized-bed direct combustion power 


Computer training courses., 79-9955 

A computerized automatic measuring 
system for calibration of underwater 
sound transducers /, 79-11074 

Computerized site security monitor and re- 
sponse system., 79-12710 

Computerized tracking of stolen office 
equipment : a new enforcement offensive 
in the making : a special report to the 
administrator /, 79-15489 

A computerized transportation model for 
the NRC physical protection project ver- 
sions I and II /, 79-21353 

Computers and data processing., 79-4164 

Computers and the learning society : hear- 
ings before the Subcommittee on Domes- 
tic and International Scientific Planning, 
Analysis, and Cooperation of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session ..., 79-3123 

Computers and the learning society : report 
/, 79-9103 

Computers, control & information theory., 
79-327 

Computers in health care : hearings before 
the Subcommittee on Domestic and In- 
ternational Scientific Planning, Analysis, 
and Cooperation of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, May 9, 10, and 11, 1978., 
79-10573 

Computers, personnel administration, and 
citizen rights /, 79-19546 

Computing and measuring devices., 
2691, 79-22986 

Computing the interrelated charitable, mari- 
tal, and orphans‘ deductions and net gifts 
/, 19-6422 

Computing your tax under the income aver- 
aging method /, 79-6403 

COMSEC supplement to industrial security 
manual for safeguarding classified infor- 
mation., 79-3747 

Concept and use of hydrogen premeable 
catalysts /, 79-18028 

The concept of collaboration in career edu- 
cation /, 79-4247 

Concept report : microprocessor control of 
electric power system /, 79-2741 

Concepts and methods for describing criti- 
cal phenomena in fluids /, 79-12018 

Conceptual design and cost study for a 
dual-purpose nuclear-electric reverse os- 
mosis seawater conversion plant /, 79- 
22419 

Conceptual design and systems analysis of 
photovoltaic power systems : final report 
/, 79-2181, 79-2182, 79-2183, 79- 
2184, 79-2185, 79-7606 

Conceptual design for advanced coal lique- 
faction commercial plant : final report /, 
79-22408, 79-22409 

Conceptual design for an atomspheric flui- 
dized-bed direct combustion power gen- 


79- 
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Conceptual design for an atomspheric fluidized-bed direct combustion power 


erating plant : phase I, commercial plant 
conceptual design /, 79-9716 

Conceptual design of a coal to methanol 
commercial plant /, 79-7637 

Conceptual design of a coal to methanol 
commercial plant capital cost validation / 

79-13132 

Conceptual design of a fully automated 
continuous mining system operating 
under remote supervisory control /, 79- 
14938 

A conceptual design of a uranyl nitrate 
fueled reactor for the destructive testing 
liquid metal fast breeder reactor fuel su- 
bassemblies /, 79-21357 

Conceptual design of an atmospheric flui- 
dized-bed combustion electric power gen- 
erating plant., 79-11348, 79-13180, 
79-13181 

Conceptual design of an atmospheric flui- 
dized-bed combustion electric power gen- 
erating plant : interim report /, 79-18010 

Conceptual design of an atmospheric flui- 
dized-bed combustion electric power gen- 
erating plant : interim report ; prepared 
by Burns and Roe, Inc. for U.S. Depart- 
ment of Energy, Assistant Secretary for 
Energy Technology, Division of Power 
Systems., 79-9725 

Conceptual design of commercial 50 MWe 
(net) geothermal power plants at Heber 
and Niland, California ... /, 79-18188 

Conceptual design of the field-reversed 
mirror reactor /, 79-13378 

Conceptual design of thermal energy stor- 
age systems for near term electric utility 
applications /, 79-7628 

Conceptual designs of commercial facilities, 
coal-to-methanol plant and methanol-to- 
gasoline plant., 79-14921 

Concordance — Title 17, Copyright law, 
keyword-in-context index : of the Copy- 
right law of the United States, as enacted 
on October 19, 1976 /, 79-20902 

Concordance of statistical classifications of 
commodities imported into the United 
States., 79-16162 

Concordance of statistical classifications of 
domestic and foreign commodities ex- 
ported from the United States., 79-5536 

Concorde monitoring, John F. Kennedy In- 
ternational Airport, 79-1566 

Concrete block and brick, SIC 3271., 
19333 

Concrete Industries (Monier), Limited : 
report to accompany S. 1006., 79-7099 

Concrete Industries (Monier), Ltd. : report 
to accompany S. 1006., 79-6855 

Concrete performance in Yellowtail Dam, 
Montana : 10-year core report /, 79- 
18524 

Concrete products, N.E.C., SIC 3272., 
19334 

Concrete safety shape simulations with pro- 
gram GUARD /, 79-10297 

Concurrence of the Congress with respect 
to Presidential action affecting the limita- 
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tion of strategic armaments : report to- 
gether with supplemental views to ac- 
company S. Con. Res. 56., 79-18960 

Concurrent studies of enhanced heat trans- 
fer and materials for ocean thermal ex- 
changers., 79-2189 

Concurring in Senate amendments to H.R. 
2534 : report to accompany H. Res. 183., 
79-14548 

Condemnation 
79-8624 

Condemnations of private property for 
public use /, 79-10278 

Condemning human rights violations in 
Cambodia : report to accompany S. Res. 
469., 79-5364 

Condemning violations of human rights by 
the Government of Uganda : report to- 
gether with supplementary views to ac- 
company H. Con. Res. 612., 79-3174 

Condensation on refrigerants on vertical 
fluted tubes /, 79-18040 

Condensed and evaporated milk, SIC 2023., 
79-19203 

Condensed guide to chemical hazards., 
12208 

The condition of education., 79-18240 

Condominiums and the older purchaser : 
hearing before the Special Committee on 
Aging, United States Senate, Ninety-fifth 
Congress, second. session ...., 79-17398 

Conduct of monetary policy : hearings 
before the Committee on Banking, Fi- 
nance, and Urban Affairs, House of Rep- 
resentatives, Ninety-fifth Congress, first 
session, July 28 and 29, 1977., 79-21442 

Conduct of monetary policy : pursuant to 
the Full employment and balanced 
growth act of 1978, P.L. 95-523 : hear- 
ings before the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session, February 21 and 22, 1979., 
79-14375 

Conduct of monetary policy, pursuant to 
the Full employment and balanced 
growth act of 1978, P.L. 95-523 : hearing 
before the Committee on Banking, Fi- 
nance, and Urban Affairs, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, July 17, 1979., 79-23336 

Conducting appropriateness review : crite- 
ria for consideration by HSAs and 
SHPDAs /, 79-6059 

Conducting appropriateness review : proce- 
dures for consideration by HSAs and 
SHPDAs /, 79-8033 

Conduit components., 79-1890, 79-9531 

Conduit electrical., 79-3759 

Conduit fittings, 79-19674 

Conduit outlets /, 79-19675 

Confectionery and competitive chocolate 
products, manufacturers‘ sales, 79-213 

Confectionery and competitive chocolate 
products, manufactures‘ sale, 79-14726 

Confectionery, including chocolate prod- 
ucts., 79-213, 79-14726 
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Title Index 


Confectionery products, chocolate and 
cocoa products, SIC 2065, SIC2066., 
79-21976 

Conference — Evaluations of Uses of Auto- 
mation in the Clinical Laboratory,, 79- 
20339 

Conference briefs., 79-302 

Conference on Measuring Progress in Par- 
ticipation by Minority and Female Con- 
tractors in Federal Procurement : report 
of the Joint Economic Committee, Con- 
gress of the United States., 79-8851 

Conference on Membrane Receptors and 
Disease : March 23-24, 1978, Bethesda, 
Maryland., 79-20369 

Conference proceedings., 79-6086 

Conference proceedings—Solar Heating 
and Cooling Systems Operational Results, 
Colorado Springs, Colorado, 28 Nov.-1 
Dec., 1978 /, 79-15002 

Conference report : adult learning needs 
and the demand for lifelong learning /, 
79-15227 

Conference report on public personnel man- 
agement reform., 79-3697 

Conference report on youth unemployment 
: its measurement and meaning., 79- 
10138 

Confidentiality of alcohol and drug abuse 
patient records a_ self-paced pro- 
grammed instructional course /, 79- 
11722 

Configuration management and automatic 
control of an augmentor wing aircraft 
with vectored thrust /, 79-18648 

Confined disposal facility for maintenance 
dredging at Clinton River, Michigan /, 
79-9583 

Confirming a conveyance of certain real 
property by the Southern Pacific Rail- 
road Co. to M. L. Wicks : report to ac- 
company H.R. 7588., 79-3146 

Conflicts of interest on Blue Shield boards 
of directors : report together with sepa- 
rate and additional views /, 79-10499 

Congenital anomalies and birth injuries 
among live births, United States, 1973-74 
/, 79-4361 

Congenital malformations 
79-1119 

Congregate housing services program 
hearing before subcommittees of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session : special hearing : Depart- 
ment of Housing and Urban Develop- 
ment, Departments of Labor, and Health, 
Education, and Welfare /, 79-21422 

Congress., 79-16629 

Congress and foreign policy., 79-5111 

Congress, information and foreign affairs :, 
79-6659 

The Congress should act to establish mili- 
tary compensation principles : report to 
the Congress of the United States /, 79- 
15088 


surveillance., 





January — December 1979 


The Congress should clearly define the Na- 
tional Weather Service‘s role to provide 
specialized weather services : report /, 
79-13496 

Congressional budget act : 
9397 

Congressional Budget Office publications., 
79-11586 

Congressional budget request., 
79-18097 

Congressional budget scorekeeping report., 
79-1740, 79-12432 

Congressional control over appropriations 
to the Corps of Engineers can be 
strengthened : report to the Congress /, 
79-13532 

Congressional 
15135 

Congressional district data book; a statisti- 
cal abstract supplement, 79-7229 

Congressional districts for the 96th Con- 
gress /, 79-14725 

The congressional frank : report to accom- 
pany H.R. 3777., 79-21725 

Congressional globe, 79-1603, 79-4943, 
79-6522, 79-6523, 79-8618, 79-12225, 
79-12226, 79-12227, 79-12228, 79- 
14293, 79-14294, 79-14295, 79-14296, 
79-15799, 79-17290, 79-17291, 79- 
18814, 79-21234 

Congressional oversight of war powers 
compliance : Zaire airlift : hearing before 
the Subcommittee on International Secu- 
rity and Scientific Affairs of the Commit- 
tee on International Relations, House of 
Representatives, Ninety-fifth Congress, 
second session, August 10, 1978. 79- 
9017 

Congressional record, 79-1603, 79-1604, 
79-4943, 79-6522, 79-6523 

Congressional record; proceedings and de- 
bates of the Congress., 79-1603, 79- 
4943, 79-6522, 79-6523, 79-8618, 79- 
12225, 79-12226, 79-12227, 79-12228, 
79-14294, 79-14295, 79-14296, 79- 
15799, 79-17290, 79-17291, 79-18814, 
79-21234 

Congressional record; proceedings and de- 
bates of the Congress. Index., 79-14293 

Congressional record (Daily edition), 79- 
1603 

Congressional record index, 79-1604 

Congressional record index; proceedings 
and debates of the Congress., 79-1604 

Congressional record review., 79-1476 

Congressional serial set., 79-3140, 79- 
3141, 79-5166, 79-5168, 79-6768, 79- 
6769, 79-9181, 79-9183, 79-12433, 
79-12434, 79-17558, 79-18956, 79- 
18957, 79-21679, 79-23478 

Congressional tenure : hearings before the 
Subcommittee on the Constitution of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session on S.J. Res 27 and S.J. 
Res. 28 ... March 14, and 16, 1978., 79- 
5124 


report /, 79- 


79-11360, 


79- 
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Constant defender : the story of Fort Moultrie / 


Conifers for single-row field windbreaks /, 
79-19128 

Connecticut 1976 patterns of foreign 
travel in the United States., 79-12722 

Connecticut Economic Crime Unit /, 79- 
22956 

Connecticut Economic Crime Unit : an ex- 
emplary project., 79-16999 

Connecticut exports., 79-16273 

Connecticut River Basin., 79-4102 

The Connection., 79-1132 

Connector, electrical /, 79-1891, 
7179-19676, 79-19677 

Connectors and couplers, electronic and 
electrical., 79-1893, 79-19681 

ConRail authorization, fiscal year 1979 : 
hearings before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 11492 ... April 11, 12, and 17, 1978., 
79-8976 

Conrail faces continuing problems : report / 
, 79-4126 

Consensus development meeting on breast 
cancer screening, September 14-16, 1977., 
79-6026 

Consenting to an amendment of the consti- 
tution of the State of New Mexico pro- 
viding a method for executing leases and 
other contracts for the development and 
operation of geothermal stream and 
waters on lands granted or confirmed to 
such State : report to accompany H.J. 
Res. 747., 79-6847 

The consequences of a comprehensive test 
ban treaty : report /, 79-6611 

Consequences of changing U.S. population : 
joint hearing before the Select Committee 
on Population, U.S. House of Representa- 
tives, and the Select Committee on 
Aging, Ninety-fifth Congress, second ses- 
sion ..., 79-5131 

Consequences of dairy price support policy 
/, 7179-14485 

Consequences of small sample O-D data 
collection in the transportation planning 
process /, 79-4855 

Conser tables., 79-14041 

Conservation., 79-7882 

Conservation and renewable energy re- 
source directory., 79-11359 

Conservation of anadromous fish authoriza- 
tion : report to accompany H.R. 2035., 
79-18994 

Conservation of power and water re- 
sources, 79-7910, 79-7911, 79-16643, 
79-20253 

Conservation yearbook., 79-11788 

Conservation yearbook (U.S. Department 
of the Interior. 1975/76), 79-11788 

Conserving energy in historic buildings /, 
79-18559 

The consideration of archeology and pale- 
ontology in the Federal-aid highway pro- 
gram., 79-10291 


79-9532, 
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Consideration of stockpile legislation : hear- 
ings before the Subcommittee on Military 
Construction and Stockpiles of the Com- 
mittee on Armed Services, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ... March 8, 9, 1978., 79-12316 

Considerations for adjustment assistance 
under the 1974 Trade act : a summary of 
techniques used in other countries 
report to the Congress /, 79-11533 

Considerations in sizing coal gasification 
plants : final report /, 79-14909 

Considerations of career education in post- 
secondary education /, 79-4245 

Consoles, switchboards, and panels., 
1892, 79-19680 

Consolidated banking regulation act of 1978 
: joint hearings before the Committee on 
Governmental Affairs and the Committee 
on Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session on S.2750 ... August 
23 and 24, 1978., 79-10486 

Consolidated banking regulation act of 1979 
: joint hearings before the Committee on 
Governmental Affairs and the Committee 
on Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 332 ... February 
28 and May 15, 1979., 79-23397 

Consolidated farm and rural development 
act amendments : report to accompany 
H.R. 3683., 79-15947 

Consolidated farm and rural development 
act lending levels : report to accompany 
S. 985., 79-16042 

Consolidated Gas Supply Corporation, pro- 
pane pipeline rupture and fire, Ruff 
Creek, Pennsylvania., 79-18767 

Consolidated list of persons or firms cur- 
rently debarred for violations of various 
public contracts acts incorporating labor 
standards provisions., 79-930 

Consolidated listing of Official gazette no- 
tices, Patent and Trademark Office prac- 
tices and procedures., 79-5613 

Consolidated listing of recent Official ga- 
zette notices, re Patent and Trademark 
Office practices and procedures., 79- 
5614, 79-5615, 79-10823 

Consolidated master cross reference list., 
79-7405, 79-7406, 79-9555 

The Consolidated Rail Corporation : hear- 
ing before a subcommittee of the Com- 
mittee on Government Operations, House 
of Representatives, Ninety-fifth Congress, 
first session, October 17, 1977., 79-8903 

Consolidation Coal Company‘s Glenharold 
Mine., 79-15415 

Consolidation of the Nuclear Regulatory 
Commission facilities : hearing before the 
Committee on Environment and Public 
Works, United States Senate, Ninety-fifth 
Congress, second session, April 11, 1978., 
79-9084 

Constant defender : the story of Fort Moul- 
trie /, 79-11851 


79- 
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Constitution, Jefferson‘s manual, and Rules of the House of Representatives of the 


Constitution, Jefferson‘s manual, and Rules 
of the House of Representatives of the 
United States, Ninety-sixth Congress /, 
79-15928 

Constitution of Guam : hearing before the 
Committee on Energy and Natural Re- 
sourcs, United States Senate, Ninety-fifth 
Congress, second session .. May 22, 
1978., 79-3064 

Constitution of the Virgin Islands : message 
from the President of the United States 
wey 79-9204 

Constitutional rights of children /, 79-9033 

Constrained least squares curve fitting to 
discrete data using B-splines : a user‘s 
guide /, 79-22442 

Constructing an effective anticoyote elec- 
tric fence /, 79-3477 

Construction, 79-524 

Construction and building materials, 
524 

Construction & maintenance : highway en- 
gineer training program, September 13- 
21, 1977., 79-8548 

Construction and preliminary evaluation of 
a diesel exhaust particulate filter for un- 
derground use /, 79-18532 

Construction contracts : student manual., 
79-3704 

Construction engineering manpower man- 
agement : system design manual /, 79- 
2893 

Construction engineering supervisor /, 
19797 

Construction industries, Puerto Rico., 
22162 

Construction industry., 

Construction machinery., 
3551, 79-19455 

Construction machinery, SIC 3531., 
22051 

Construction of a large transverse electro- 
magnetic cell /, 79-16242 

Construction of the Franklin Delano Roose- 
velt Memorial : hearing before the Com- 
mittee on Rules and Administration, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S.J. Res. 142 ... 
July 26, 1978., 79-9099 

Construction report : "Evaluation of recy- 
cled asphalt concrete pavements‘ Kos- 
suth County, Iowa /, 79-18782 

Construction review., 79-524 

Construction standards and interpretations, 
79-1320 

Construction status report: nuclear power 
plants; data for decisions., 79-1680 

Construction surveyor., 79-3791 

Construction zone delineation (raised pave- 
ment markers) : report /, 79-6457 

Constuction surveyor /, 79-9563 

Consular relations : agreement between the 
United States of America and the 
People’s Republic of China, signed at 
Washington, January 31, 1979., 79-21023 


Page I-796 


79- 


79- 
79- 


79-4196 


79-252, 79- 


79- 





Consumer and agricultural protection act of 
1978 : hearings before the Subcommittee 
on Agricultural Production, Marketing, 
and Stabilization of Prices of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session, S. 2626 ... 
May 22, 23, and 24, 1978., 79-3029 

Consumer briefing summary., 79-788 

Consumer complaint contact system, annual 
report., 79-21271 

Consumer controversies resolution act : 
hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 957 ... May 5, 
1977., 79-21468 

Consumer controversies resolution act : 
hearings before the Subcommittee on 
Consumer Protection and Finance of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 2482 and H.R. 2965 ee 
July 20, 21. 21,, 79-10517 

Consumer credit, 79-902 

Consumer deputy program, final report., 
79-23226, 79-23227 

Consumer deputy program for household 
survey of oral prescription drugs : House- 
hold survey II., 79-23226 

Consumer deputy program on poison pre- 
vention packaging for oral prescription 
drugs : household survey III., 79-23227 

Consumer education on food safety and 
quality for secondary students and adults 
: order blank for information materials., 
79-3512 

Consumer expenditure survey : 
survey, 1972-73 /, 79-10127 

Consumer expenditure survey, integrated 
diary and interview survey data, 1972-73 
: total expenditures and income for the 
United States and selected areas /, 79- 
6250 

Consumer expenditure survey series, inter- 
view survey, 1972-73 : annual expendi- 
tures and sources of income cross-classi- 
fied by family characteristics, (1972 and 
1973 combined) /, 79-6249 

Consumer finanical services act of 1977 
(NOW acount legislation) hearing 
before the Subcommittee on Finanical In- 
stitutions Supervision, Regulation, and In- 
surance of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
first session, on H.R. 8981 ... September 
7, 1977., 79-5029 

Consumer fraud — an empirical perspective 
: summary /, 79-20821 

Consumer income., 79-275, 79-3599, 79- 
3600, 79-10801, 79-12689, 79-12690 

The consumer information catalog., 79-953 

Consumer information remedies : policy 
review session., 79-22576 


interview 
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Consumer instalment credit., 79-902 

Consumer news., 79-968 

Consumer news (Washington), 

Consumer price index, 79-1299 

Consumer price index for all-urban consum- 
ers : hearing before a Subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
fifth Congress, second session on H.R. 
12438 ... May 10, 1978., 79-10475 

Consumer product safety : what's it all 
about?, 79-21269 

Consumer product safety act, amendment : 
[an act to amend the Consumer product 
safety act to extend the authorization of 
appropriations, and for other purposest., 
79-7088 

Consumer Product Safety Commission pub- 
lications., 79-4210, 79-20225 

Consumer Product Safety Commission‘s 
regulation of tris : the need for an effec- 
tive chronic hazards program : report to- 
gether with additional, supplemental, and 
separate views /, 79-8960 

A consumer product safety monthly plan- 
ning guide for community organizations., 
79-21253 

A consumer product safety monthly plan- 
ning guide for teachers of grades K-6., 
79-21254 

A consumer product safety monthly plan- 
ning guide for teachers of grades 7-9., 
79-21255 

Consumer protection issues in the develop- 
ment of solar energy : hearing before the 
Subcommittee on Oversight and Investi- 
gations of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, September 21, 1978., 79-8985 

Consumer register, 79-968 

Consumer responses to cigarette health in- 
formation., 79-22575 

Consumer transpotopics., 79-1527 

Consumers and innovation in money /, 79- 
20132 

Consumer‘s guide to travel information : 
helpful information sources., 79-3637 

Consumption of commercial fertilizers in 
the United States, 79-19182 

Consumption on the cotton system., 
218, 79-7232, 79-10769 

Consumption on the woolen and worsted 
systems., 79-217, 79-19453 

Consumption on the woolen system and 
worsted combing., 79-19453 

Contact/clip, electrical /, 79-19679 

Contact sets., 79-12822, 79-16351, 
19678 

Contacts for U.S. food products., 79-68 

Containerized cargo statistics, 79-16246 

Containers and packaging, 79-531 

Containers and packaging; quarterly indus- 
try report., 79-531 

Containment atmosphere response (CAR) 
program status report /, 79-13216 


79-968 


79- 
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Contempt proceedings against Patricia 
Atthowe : including hearings and related 
documents : before the Subcommittee on 
Oversight and Investigations of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, second session., 79-6680 

Contempt proceedings against Secretary of 
HEW Joseph A. Califano, Jr. : business 
meeting of the Subcommittee on Over- 
sight and Investigations of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives Ninety-fifth 
Congress, second session., 79-8947 

Content of Title IX; outlines participant‘s 
materials for generic session one., 79- 
2500 

Contested elections and recounts., 

Continental Air Lines, Inc., 
Douglas DC-10-10, N68045., 79-14204 

Continental marine and digest., 79-760 

Contingency approaches to leadership : a 
review and synthesis /, 79-9609 

Contingency gasoline rationing regulations, 
standby gasoline rationing plan., 79- 
11392 

Continuation of cash payments in lieu of 
food stamps to SSI recipients in Califor- 
nia : report to accompany H.R. 13814., 
79-9222 

Continuation of group eligibility determina- 
tions under title XX : report to accompa- 
ny H.R. 12455., 79-21674 

Continuation of rail service by the Milwau- 
kee Railroad : report to accompany H.J. 
Res. 341., 79-15973 

Continuation of Veteran‘s Administration 
reponse to National Academy of Sci- 
ences‘ study entitled "Health care for 
American Veterans“ : hearing before the 
Subcommittee on Medical Facilities and 
Benefits of the Committee on Veterans‘s 
Affairs, House of Representatives, 
Ninety-fifth Congress, first session, No- 
vember 1, 1977., 79-6739 

Continuation versus recurrent pilot training 
/, 7179-11107 

Continuing appropriations, 1979 : report to 
accompany H.J. Res. 1139., 79-5256, 
79-5420 

Continuing review of the all-volunteer 
force : hearing before the Military Per- 
sonnel Subcommittee of the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, July 11, 1978., 79-8785 

Continuing the President's authority to 
waive the Trade act freedom of emigra- 
tion provisions : hearing before the Sub- 
committee on International Trade of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, July 12, 1978., 79-5066 

Continuity and permeability development in 
the Tight Gas Sands of the Eastern Uinta 
Basin, Utah /, 79-3968 
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Conventions; nat] unions, employee associations, and state labor bodies. 


Continuous-circuit preparation of phosphor- 
ic acid from Florida phosphate matric /, 
79-13904 

Continuous Czochralski growth : Silicon 
sheet growth development of the large 
area silicon sheet task of the low cost 
silicon solar array project /, 79-9680 

Continuous identification marking of nickel 
and nickel base alloys., 79-20236 

Continuous management attention needed 
for Army to improve combat unit person- 
nel requirements : report /, 79-2422 

A continuous stirred tank reactor (CSTR) 
system for exposing plants to gaseous air 
contaminants : principles, specifications, 
construction, and operation /, 79-21919 

Continuum fracture and fragmentation of 
rock : application to oil shale /, 79- 
22441 

Contraception : 
79-6046 

Contract amendment, Vermejo reclamation 
project, New Mexico : report to accom- 
pany S. 876., 79-9414 

Contract Cleaning Services, July 1977., 
79-14016 

Contract disputes act of 1978 : joint hear- 
ings before the Subcommittee on Federal 
Spending Practices and Open Govern- 
ment of the Committee on Governmental 
Affairs and the Subcommittee on Citizens 
and Shareholders Rights and Remedies of 
the Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2292, S. 2787, S. 
3178, June 14 and 20, 1978., 79-8914 

Contract disputes act of 1978 : report to the 
Committee on Governmental Affairs and 
the Committee on the Judiciary, United 
States Senate, to accompany S. 3178 ..., 
79-5344 

Contract disputes act of 1978 : report to- 
gether with additional views to accompa- 
ny H.R. 11002., 79-5239 

Contract services for drug dependent Fed- 
eral offenders act of 1978 : report to ac- 
company S. 3336., 79-9405 

Contractions., 79-1568 

Contractual authority for financial over- 
sight : hearing and markups of the Sub- 
committee on Fiscal and Government Af- 
fairs and the Committee on the District 
of Columbia, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 13548 and S. 3120 ... August 1, 8, 
and 15, 1978., 79-8841 

The contribution of historic preservation to 
urban revitalization /, 79-15815 

The contribution of the frontier to the 
American military tradition /, 79-3876 

Contributions in aid of construction of reg- 
ulated electric or gas public utilities : 
report to accompany H.R. 11741., 79- 
5249 

Contributions of platform motion to simula- 
tor training effectiveness : study II - aero- 
batics /, 79-3872 
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Control and automation of hydraulic trans- 
portation for underground coal mines : 
final report /, 79-14939 

Control of grape diseases and insects in the 
eastern United States /, 79-14620 

Control of waste and water pollution from 
coal-fired power plants; R & D report., 
79-13474 

Control of waste and water pollution from 
power plant flue gas cleaning systems; 
annual R and D report, 79-13474 

Control signaling in a military switching en- 
vironment /, 79-19602 

Control-surface hinge-moment calculations 
for a high-aspect-ratio supercritical wing 
/, 79-11956 

Control systems readiness for munitions 
plants : a first pass : proceedings of the 
Workshop on Control Systems Readiness 
for Munitions Plants, held at Purdue Uni- 
versity, West Lafayette, Indiana, Septem- 
ber 19-20, 1977 /, 79-5596 

Control techniques for nitrogen oxides 
emissions from stationary sources /, 79- 
9815 

Control technology for the metal finishing 
industry : evaporators : summary report., 
79-20118 

Controlled thermonuclear reactor materials 
program : annual progress report for the 
period 1 January 1975 to 31 December 
1975., 79-2139 

Controlling clover mites around the home / 

79-16086 

Controlling diseases of raspberries and 
blackberries /, 79-5454 

Controlling high blood pressure /, 79- 
11662 

Controlling household _pests., 
79-19090 

Controlling mosquitoes in your home and 
on your premises /, 79-16084 

Controlling utility consumptions and costs, 
79-11745 

Controversies involving the employment 
status of certain individuals for purposes 
of the employment taxes : report together 
with dissenting views to accompany H.R. 
14159., 79-9236 

CONTUR, a subroutine to draw contour 
lines for randomly located data /, 79- 
11291 

Convenience foods and home-prepared 
foods : comparative costs, yield, and 
quality /, 79-19096 

Convention on the prohibition of military 
or any other hostile use of environmental 
modification techniques : message /, 79- 
6528 

Convention with the Union of Soviet So- 
cialist Republics on the conservation of 
migratory birds and their environment : 
report to accompany Ex. K, 95-1., 79- 
8640 

Conventions; national unions, employee as- 
sociations, and state labor bodies. 79- 
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Conventions 1976 : national unions, employ- 
ee associations, and State labor bodies., 
79-2676 

Conversations about CETA and drug abuse 
treatment., 79-13752 

Conversion between cold plasma modesin 
an in an inhomogeneous plasma /, 79- 
14975 

Conversion factors and weights and meas- 
ures for agricultural commodities and 
their products., 79-10652 

Conversion of biomass from agriculture into 
useful products /, 79-19858 

Conversion of Rapid City pilot plant /, 
79-16441 

Conversion of urban waste to energy : de- 
veloping and introducing alternate fuels 
from municipal solid waste : report to the 
Congress /, 79-13519 

Conversion table of code and title changes, 
third to fourth edition, Dictionary of oc- 
cupational titles /, 79-14038 

Converted flexible packaging products., 
79-248 

Converted paper products, N.E.C., SIC 
2649., 79-21998 

Converters, electrical, nonrotating /, 79- 
1894, 79-7352, 79-19683 

Converting Federal blue-collar employees 
to general schedule : hearing before the 
Subcommittee on Compensation and Em- 
ployee Benefits of the Committee on Post 
Office and Civil Service, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, February 12, 1979., 79-14451 

Converting outside bark to inside bark di- 
ameters, 79-13976 

Converting partially-stocked aspen stands to 
fully-stocked stands in the Lake States : 
an economic analysis /, 79-9464 

Conveying all interests of the United States 
in certain real property in Sandoval 
County, N.Mex., to Walter Hernandez : 
report to accompany H.R. 1762., 79- 
21766 

Conveying all interests of the United States 
in certain real property in Sandoval 
County, N. Mex., to Walter Hernandez : 
report to accompany H.R. 3121., 79- 
5179 

Conveyors and conveying equipment, SIC 
3535., 79-19387 

Conveyors and elevators /, 79-19682 

Cookbooks and recipes., 79-20193, 
22600 

Cookies and crackers, SIC 2052., 79-19212 

Cooling efficiency of different air velocities 
in hot environments /, 79-18305 

Cooling systems addendum : capital and 
total generating cost studies /, 79-2976 
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port Coast Guard and Coast Guard Aux- 
iliary boating safety programs : informa- 
tion booklet., 79-15761 

Cooperation in narcotics field : memoran- 
dum of understanding between the 
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United States of America and Venezuela, 
signed at Caracas, March 28, 1978., 79- 
21051 

Cooperation in science and technology : 
agreement between the United States of 
America and the People’s Republic of 
China, signed at Washington, January 31, 
1979, with exchange of letters., 79-21024 

Cooperation in studies of the world ocean : 
agreement between the United States of 
America and the Union of Soviet Social- 
ist Republics, extending the agreement of 
June 19, 1973, effected by exchange of 
notes dated at Washington June 19, 1978., 
79-6381 

Cooperation in transportation : agreement 
between the United States of America 
and the Netherlands, signed at Washing- 
ton and The Hague September 28 and 
October 6, 1977., 79-6384 

Cooperative actions result in more eco- 
nomical computer acquisition and im- 
proved security at the New Orleans 
Computer Center : report to the House 
Committee on Government Operations /, 
79-20178 

Cooperative apartments., 79-13736 

Cooperative economic insect report, 79- 
116 

Cooperative education awards 1972-77 : the 
higher education act of 1965 (P.L. 89- 
329) as amended : Title VIII., 79-4242 

Cooperative farm fertilizer costs /, 79- 
16156 

The cooperative health statistics system, its 
mission and program : final report from 
the Task Force on Definitions to the Co- 
operative Health Statistics Advisory 
Committee, August 30, 1976., 79-20426 

Cooperative plant pest report., 79-116 

Cooperative principles and legal founda- 
tions., 79-14698 

Cooperative research in post-harvest tech- 
nology : solving social and economic 
problems of the food and fiber marketing 
system : a report to the Office of Man- 
agement and Budget /, 79-17775 

Cooperative river basin studies : 
planners., 79-14627 

The cooperative study of the clinical course 
of sickle cell disease., 79-20343 

Cooperatives in agribusiness., 79-10745 

Coordinated safeguards for materials man- 
agement in a uranium-plutonium nitrate- 
oxide coconversion facility, Coprecal /, 
79-14946 

Coordinating clinical trials in psychophar- 
macology : planning, documentation, and 
analysis /, 79-15288 

Coordinating transportation services for the 
elderly and handicapped., 79-15623 

Coordination act amendments : hearings 
before the Subcommittee on Fisheries 
and Wildlife Conservation and the Envi- 
ronment of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-fifth Congress, second 
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[Coordination directory for planning studies 
and reports, August 1971}, Change notice 
1., 79-15829 

Coordination of income averaging with 
zero bracket amount : report to accompa- 
ny H.R. 12532., 79-6843 

The coordination of vocational education 
programs with CETA /, 79-11627 

Copan Dam and the Lake of the Delawares 
: report to accompany S. J. Res. 131., 
79-5363 

Coping with stresses of an urban planet., 
79-4394 

Copper, 79-530, 79-19596, 79-20764 

Copper; quarterly report., 79-530 

Copper. Annual statistical supplement, 
19596 

Copper-base mill and foundry products, 
79-209 

Copper controlled materials., 79-209 

Copper industry., 79-1215, 79-20764 

Copper industry (Washington), 79-1215, 
79-20764 

Copper production., 79-1216 

Copper recovery from conglomerate-type 
native copper ore by ammonia leaching, 
solvent extraction, and electrowinning /, 
79-15440 

Copper sensitivity of the Northern ancho- 
vy, Engraulis mordax, during its early life 
history /, 79-23288 

Copper sulfate., 79-1237 

Copyright fees effective January 1, 1978., 
79-6274, 79-17059 

The Copyright Office., 79-20903 

Copyright protection not available for 
names, titles, or short phrases., 79-18618 

Copyrights., 79-4190 

Cordage and twine, SIC 2298., 79-19253 

Core design study for an advanced HTGR 
/, 7179-17988 

Core engineering technical progress 
report, October, November, December 
1977 /, 79-9730 

Core grants for vision research centers : 
guidelines., 79-9953 

CORES operations manual : Bureau of 
Mines Core Repository System /, 79- 
2654 

Corporation income tax returns, 

Corporation index, 79-14181 

Corporations and the Federal income tax /, 
79-8516 

Corporations 
79-3524 

Corps of Engineers flood control projects 
could be completed faster through legis- 
lative and managerial changes : report /, 
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Corpsman, 79-1330 

Corpus Christi, Texas, metropolitan area, 
79-4629 
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Correction factors for on-line microprobe 
analysis of multielement alloy systems /, 
79-8367 

Correctional education programs for in- 
mates /, 79-20838 

Correctional institutions can do more to im- 
prove the employability of offenders : 
report to the Congress /, 79-13547 

Correctional specialist /, 79-10984, 79- 
12889 

Corrections in Montana : a consultation on 
corrections in Montana /, 79-7324 

Correlative investigations on theretical and 
experimental dynamic behavior of a 
model bridge structure., 79-21138 

Correspondence course on personnel clerk 
functions., 79-5675 

Corrosion analysis of boiler tubes from a 
100-hp boiler burning an oil coal slurry /, 
79-9748 

Corrosion studies in brines of the Salton 
Sea geothermal field /, 79-15439 

Corrosion studies on retrievable spent fuel 
containers : a progress report /, 79- 
19978 

Corrosivity of geothermal brines : progress 
report for period ending September 1977, 
final report /, 79-9749 

Corrugated and solid fiber boxes, SIC 
2653., 79-21999 

Corruption in land use and building regula- 
tion., 79-20822 

Cosmology /, 79-22992 

Cost accountability in drug abuse preven- 
tion /, 79-20459 

A cost analysis : processing maple syrup 
products /, 79-10695 

Cost analysis of correctional standards : 
community supervision, probation, resti- 
tution, community service /, 79-16973 

Cost and indexes for domestic oilfield 
equipment and production operations., 
79-16502 

Cost and quality of fuels, 79-803 

A cost-benefit analysis of accessibility /, 
79-16801 

Cost/benefit analysis of the integrated safe- 
guards information system (ISIS) alterna- 
tives : final report May 15, 1978 - August 
15, 1978., 79-10375 

Cost comparison among various modes of 
freight transport., 79-14200 

Cost comparison of five institutional food 
delivery systems /, 79-3486 

Cost containment in hospitals through 
energy conservation : case histories of 
energy conservation based on a national 
survey of select hospitals /, 79-20441 

Cost-effective position management: a train- 
ing program for local VA management., 
79-10315 

Cost-effectiveness analyses., 79-20506 

Cost effectiveness of alternative noise re- 
duction methods for construction of 
family housing /, 79-2104 
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Cost-effectiveness of medical technologies., 
79-23304 

Cost-effectiveness of topically applied fluor- 
ides /, 79-11639 

Cost estimates for construction of publicly- 
owned wastewater treatment facilities, 
79-18180 

Cost estimates for construction of publicly- 
owned wastewater treatment facilities, 
needs survey., 79-18180 

Cost methodology for control of combined 
sewer overflow and stormwater dis- 
charge, 79-15066 

The cost of an urban blackout : the Consol- 
idated Edison blackout, July 13-14, 1977 : 
astudy /, 79-6681 

Cost of benzene reduction in gasoline to the 
petroleum refining industry /, 79-18109 

The cost of government regulation : hear- 
ings before the Subcommittee on Eco- 
nomic Growth and Stabilization of the 
Joint Economic Committee, Congress of 
the United States, Ninety-fifth Congress, 
second session, April 11 and 13, 1978., 
79-5051 

Cost of government regulations to the con- 
sumer : hearings before the Subcommittee 
for Consumers of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session ... November 21 and 
22, 1978., 79-12332 

Cost-of-living adjustments for retired 
Comptrollers General : report to accom- 
pany S. 3412., 79-7112 

Cost of living allowances for federal em- 
ployees., 79-3725 

Cost of living increases for civil service an- 
nuitants and lighthouse service widows., 
79-3695 

Cost reduction initiatives in personnel man- 
agement., 79-3696 

Cost reduction journal, 79-647 

Cost waivers under the foreign military 
sales program : more attention and con- 
trol needed : report to the Congress /, 
79-2419 

Costa Rica : post report., 79-2805 

Costs and returns for rice, 1975, 1978, and 
1977, with 1978 projections /, 79-3475 

Costs and water quality impacts of reducing 
agricultural nonpoint source pollution : 
an analysis methodology /, 79-22553 

Costs of producing fed cattle in the United 
States., 79-21401 

Costs of producing feeder cattle in the 
United States., 79-21400 

Costs of producing hogs in the United 
States, 1976 /, 79-8761 

Costs of producing milk in the United 
States., 79-21406 

Costs of producing selected crops in the 
United States., 79-15831 

The costs of sprawl : executive summary /, 
79-6345 


Costume jewelry, SIC 3961., 79-19442 
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CO[SUB2facceptor process gasification 
pilot plant., 79-14899 

Cotton, 79-37 

Cotton and wool situation., 
147 

Cotton broadwoven gray goods, 79-245, 
79-3563 

Cotton fiber and processing test results., 
79-83 

Cotton gin equipment., 79-12639 

Cotton gin operating costs in the midsouth : 
1973/74 and 1977/78 /, 79-17770 

Cotton  ginnings., 79-199, 79-200, 79- 
16163 

Cotton ginnings in the United States., 79- 
16164 

Cotton insect populations : development 
and impact of predators and other mor- 
tality factors /, 79-21844 

Cotton, manmade fiber staple, and linters, 
79-218, 79-7232, 79-10769 

Cotton price statistics., 79-82 

Cotton program and prevented planting 
amendments : report together with dis- 
senting views to accompany H.R. 4195., 
79-17623, 79-21730 

Cotton quality. Supply, disappearance, car- 
ryover., 79-16138 

Cotton quality : what it is, how it's meas- 
ured., 79-10678 

Cotton situation, 79-109 

Cottonseed oil mills, SIC 2074., 79-21977 

Council on Wage and Price Stability 
amendments of 1979 : report of the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, to accom- 
pany S. 349, together with additional and 
minority views., 79-12546, 79-14592 

Council on Wage and Price Stability exten- 
sion : conference report to accompany 
H.R. 2283., 79-14565 

Council on Wage and Price Stability exten- 
sion : report together with additional, 
supplemental, and minority views to ac- 
company H.R. 2283., 79-12503 

Counseling alcoholic clients : a microcoun- 
seling approach to basic communication 
skills : participant handbook /, 79-8111, 
79-11729, 79-18329, 79-18330 

Counseling & planning for employee devel- 
opment : a supervisor's guide /, 79-7328 

Counseling for tenants and homeowners., 
79-18371 

Counselor training: short-term client sys- 
tems : training manual for counseling 
skills /, 79-8100 

Counselor‘s handbook : federal student fi- 
nancial aid., 79-6011, 79-18229 

Counselor‘s role, outline and participants‘ 
materials., 79-4260 

Countercyclical aid and economic stabiliza- 
tion /, 79-10329 

Countercyclical uses of Federal grant pro- 
grams /, 79-9174 

Countermeasures for hydraulic problems at 
bridges /, 79-15664 
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Countervailing duty waiver extension 
hearing before the Subcommittee on 
Trade of the Committee on Ways and 
Means, House of Representatives, Ninety- 
fifth Congress, second session .. October 
5, 1978., 79-6753 

Counting the labor force /, 79-21278 

Counting the labor force : preliminary draft 
report of the National Commission on 
Employment and Unemployment Statis- 
tics., 79-15809 

Countries of the world, year of latest popu- 
lation census /, 79-14724 

Country commercial program for Ger- 
many., 79-5531 

Country commercial program for India., 
79-5532 

Country labor profile. Austria., 79-15541 

Country labor profile. India., 79-20883 

Country labor profile. Indonesia., 
20884 

Country labor profile. Italy., 79-17032 

Country labor profile. Japan, 79-20885 

Country labor profile. Republic of Korea., 
79-17033 

Country labor 
20886 

Country market survey., 

County and city data book., 
7229 

County business patterns., 79-12693, 79- 
12694, 79-12695, 79-14738, 79-14739, 
7179-14740, 79-14741, 79-14742, 79- 
14743, 79-14744, 79-14745, 79-16185, 
79-16186, 79-16187, 79-16188, 79- 
16189, 79-16190, 79-16191, 79-16192, 
79-16193, 79-16194, 79-16195, 79- 
17795, 79-17796, 79-17797, 79-17798, 
79-17799, 79-17800, 79-17801, 79- 
17802, 79-17803, 79-17804, 79-17805, 
79-17806, 79-17807, 79-17808, 79- 
17809, 79-17810, 79-17811, 79-19478, 
79-19479, 79-19480, 79-19481, 79- 
19482, 79-19483, 79-19484, 79-19485, 
79-19486, 79-22124, 79-22125 

County business patterns. Florida., 
3604 

County business patterns. Massachusetts., 
79-19475 

County business patterns. New Hampshire., 
79-19476 

County business patterns. North Carolina., 
79-3605 

County business patterns. Standard metro- 
politan statistical areas., 79-3606 

County business patterns. United States., 
79-3603 

County business patterns. Vermont., 
19477 

County data book, 79-5540 

County government employment., 79-3535 

County government finances., 79-10802 

County of Warren, Mississippi, unincorpor- 
ated areas., 79-22856 

Coupled dynamics analysis of wind energy 
systems /, 79-11212 
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Coupled fluid-structure method for pressure 
suppression analysis /, 79-15821 

The coupled trickling filter-activated sludge 
process : design and performance /, 79- 
2348 

Couplings., 79-1895 

Court decisions - Federal Trade Commis- 
sion, 79-11501 

Court interpreters act : [an act to provide 
more effectively for the use of interpret- 
ers in courts of the United States, and for 
other purposes}., 79-9334 

Court interpreters act : hearings before the 
Subcommittee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
10228, H.R. 10129, and S. 1315, July 19, 
August 2, and 9, 1978., 79-21597 

Court interpreters act : report to accompa- 
ny H.R. 14030., 79-6882 

Court of Customs and Patent Appeals, 
14012 

Court unification : history, politics and im- 
plemention /, 79-4602 

Courts and correctional institutions., 
11558 

Coverage of U.S.-related issues at European 
studies institutes., 79-15477 

COVERT and CAVALIER, two computer 
codes for estimating uncertainties of cal- 
culated neutronics parameters using 
standard interface files SENPRO and 
COVERX /, 79-18041 

CO.-absorption characteristics of mine 
rescue breathing apparatus /, 79-13913 

CPI detailed report., 79-1299 

CPSC bulletin., 79-23219 

CPSC memo., 79-1619 

CPSU Central Committee : executive and 
administrative apparatus., 79-17115 

CPSU Central Committee executive and ad- 
ministrative apparatus., 79-14123, 79- 
14134 

CPSU Politburo and Secretariat : positions 
and responsibilities, 79-14131, 79- 
17116 

Crack extension and arrest test of axially 
flawed steel model pressure vessels /, 
79-21311 

Craftsmen measuring tools., 

Craftsmens measuring tools., 

Craig Day : report to accompany H.R. 
9611., 79-3466 

Cranes : a guide to good work practices for 
operators., 79-8065 

Crash injury management for traffic law en- 
forcement officers., 79-21227 

Crash victim extrication training course : 
emergency medical technician 
instructor‘s manual., 79-17285 

Crash victim extrication training course : 
emergency medical technician : student‘ 
manual., 79-14284 

Craters of the moon : life in a volcanic 
landscape /, 79-11850 


79- 


79- 


79-5700 
79-7353 


Do not order from index; see indicated entry 





Title Index 


Creamery butter, SIC 2021., 79-21969 

Creating a community association : the 
developer's role in condominium and 
homeowner associations /, 79-6093 

Creating an additional position of assistant 
chief telephone operator and to abolish 
five telephone operator positions, and for 
other purposes : report to accompany 
H.Res. 1280., 79-6818 

Creating jobs through energy policy : a 
guide to resources for decisionmakers /, 
79-22382 

Creating jobs through energy policy : hear- 
ings before the Subcommittee on Energy 
of the Joint Economic Committee, Con- 
gress of the United States, Ninety-fifth 
Congress, second session, March 15 and 
16, 1978., 79-8850 

Creating the Indian Peaks Wilderness Area 
and the Arapaho National Recreation 
Area and to authorize the Secretary of 
the Interior to study the feasibility of re- 
vising the boundaries of the Rocky 
Mountain National Park : report to ac- 
company H.R. 12026., 79-9218 

Creation and utilization of a coordinated 
network of environmental research re- 
serves : report prepared for the Subcom- 
mittee on the Environment and the At- 
mosphere of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-fifth Congress, second 
session., 79-9107 

The creative woman : a report of the Com- 
mittee on the Arts and Humanities., 79- 
3023 

Credentialing health manpower., 79-20332 

Credit and capital formation : a report to 
the President's Interagency Task Force 
on Women Business Owners /, 79-10264 

Credit card redlining : hearings before the 
Subcommittee on Consumer Affairs of 
the Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-sixth Congress, first session, on S. 
15 ... June 4 and 5, 1979., 79-23340 

Credit card solicitations : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session ... 
January 9, 1979., 79-14378 

Credit practices, 16 CFR part 444; Public 
record 215-42., 79-2398 

Credit sales by dealers in personal property 
/, 79-6404 

Credit shopping guide /, 79-18192 

Credit union directory., 79-20925 

Credit union statistics, 79-1415 

Crescent City Outer Harbor, Del Norte 
County, California., 79-9582 

Creutzfeldt-Jakob disease patterns of 
worldwide occurrence and the signifi- 
cance of familial and sporadic clustering 
/, 19-15239 

Creutzfeldt-Jakob disease in France /, 79- 
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Crib safety : keep them on the safe side., 
79-21261 
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and rural areas : a comparative analysis 
of victimization rates /, 79-16990 

Crime analysis system support : descriptive 
report of manual and automated crime 
analysis functions /, 79-20823 

Crime and criminal justice., 79-4159 

Crime in public housing : a review of major 
issues and selected crime reduction strate- 
gies /, 79-22702 

Crime in the United States, 79-4592 

Crime laboratory proficiency testing re- 
search program /, 79-6238 

Criminal investigation information center : a 
manual describing the organization and 
analysis of criminal information /, 79- 
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79-21053, 79-21056, 79-21081 

Criminal justice agencies., 79-4208 
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Criminal justice alternatives for disposition 
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bibliography /, 79-15514 

Criminai justice manpower : a nine volume 
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Criminal justice periodicals : a selected bib- 
liography /, 79-22948 
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Criminal justice research solicitation 
policy experiments in general deterrence., 
79-16995 

Criminal justice research solicitation : sen- 
tencing research : two studies., 79-20810 

Criminal victimization in the United States., 
79-22952 

Criminal victimization in urban schools /, 
79-20837 

Crisis intervention : a manual for child pro- 
tective workers /, 79-22686 

Crisis intervention programs for disaster 
victims — a source book and manual for 
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pational exposure during the manufacture 
and formulation of pesticides., 79-4378 

Criteria for a recommended standard, occu- 
pational exposure to antimony., 79-8072 
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Criteria for a recommended standard; occu- 
pational exposure to carbon black., 79- 
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Criteria for a recommended standard, occu- 
pational exposure to diisocyanates., 79- 
8074 

Criteria for a recommended standard, occu- 
pational exposure to glycidyl ethers., 
79-2546 

Criteria for a recommended standard, occu- 
pational exposure to hydrazines., 79- 
2547 
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pational exposure to inorganic lead., 79- 
2548 

Criteria for a recommended standard, occu- 
pational exposure to ketones., 79-2549 

Criteria for a recommended standard, occu- 
pational exposure to n-alkane monothiols, 
cyclohexanethiol, and benzenethiol., 79- 
8071 

Criteria for a recommended standard, occu- 
pational exposure to nitriles., 79-8076 

Criteria for a recommended standard, occu- 
pational exposure to nitroglycerin and 
ethylene glycol dinitrate., 79-2550 

Criteria for a recommended standard, occu- 
pational exposure to o-tolidine., 79-2551 

Criteria for a recommended standard; occu- 
pational exposure to vinyl acetate., 79- 
4379 

Criteria for a recommended standard, occu- 
pational exposure to 1,1,1-trichloroethane 
(methyl chloroform), 79-13730 

Criteria for a recommended standard, occu- 
pational exposures in coal gasification 
plants., 79-8073 

Criteria for design review and licensure sur- 
veys of solar systems in health care facili- 
ties., 79-8030 

Criteria for retrofit materials and products 
for weatherization of residences /, 79- 
5605 

Criteria for the PNE seismic network /, 
79-7694 

Critical contributions in MHD power gen- 
eration., 79-3939, 79-11234, 79-13153, 
79-19879 

A critical evaluation of "The community 
analysis model“ /, 79-11739 

Critical experiments, measurements, and 
analyses to establish a crack arrest meth- 
odology for nuclear pressure vessel steels 
/, 79-8717, 79-8721, 79-18870, 79- 
18871 

A critical laboratory and field evaluation of 
selected surface prospecting techniques 
for locating oil and natural gas /, 79- 
11155 

Critical manpower problems restrict the use 
of National Guard and Reserve forces : 
report to the congress /, 79-20160 

Critical pathways of radionuclides to man 
from agro-ecosystems : annual progress 
report, October 1, 1977 - September 30, 
1978 /, 79-10387 
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Critical project status report; data for deci- 
sions., 79-804 

A critical review of single fuel and interfuel 
substitution residential energy demand 
models /, 79-2262 

A critical review of the life sciences project 
management at Ames Research Center 
for the Spacelab mission development test 
III /, 79-18676 

Critical study of higher order numerical 
methods for solving the boundary-layer 
equations /, 79-18655 

A critical technical review of six hazard 
assessment models /, 79-21212 

Critical water problems facing the eleven 
Western States., 79-18521 

Criticality design evalution of the White 
Sands reactor building storage vault /, 
79-22443 

Criticality experiments with subcritical clus- 
ters of 2.35 WT% and 4.29 WT% 235U 
enriched UOQ2 rods in water with urani- 
um of lead reflecting walls /, 79-17379 

Crop production., 79-126 

Crop production; acreage, yield, produc- 
tion. Annual summary., 79-9475 

Crop production: winter wheat and rye, 
79-12641 

Crop protection : agreement between the 
United States of America and the Philip- 
pines, signed at Manila January 13, 1978., 
79-8489 

Crop reporting Board catalog, releases., 
79-10727 

Crops, nursery and greenhouse products, 
79-3528 

A cross-city comparison of felony case 
processing /, 79-20827 

Cross-cultural educational assessment skills 
workshop : training process and materials 
/, 7179-16671 

Cross reference index for equipment catalog 
and evaluation guide /, 79-2978 

Crosswind measurements through pattern 
recognition techniques /, 79-5773 

Crosswind weighting functions for direct- 
fire projectiles /, 79-5774 

Crowns and closures, SIC 3466., 79-19372 

Crude-oil and product pipelines., 79-9787 

Crude-oil and _ refined-products pipeline 
mileage in the United States, 79-9787 

Crude oil pricing amendments of 1977 : 
hearing before the Subcommittee on 
Energy Conservation and Regulation of 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
fifth Congress, first session, on S. 2073 ... 
September 22, 1977., 79-8862 

Crude oil tax : hearings before the Commit- 
tee on Finance, United States Senate, 
Ninety-sixth Congress, first session, on 
H.R. 3919 ...., 79-21522 

Crude oil transportation amendments act of 
1979 : rt with views to accompany 
H.R. 3243 /, 79-15964, 79-21722 

Crude oil transportation system, Port Ange- 
les, Washington, to Clearbrood, Minneso- 
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Crude oil transportation system, Port Angeles, Washington, to Clearbrood, Minnesota 


ta (as proposed by Northern Tier Pipe- 
line Company), map addendum., 79- 
8232, 79-10034 

Crude oil transportation systems (proposed 
under Public Law 95-617, the Public util- 
ity regulatory policies act of 1978), 
Northezn Tier Pipeline Company, North- 
west Energy Company, Kitimat Pipe 
Line Ltd., Trans Mountain Oil Pipe Line 
Corporation., 79-22882 

Crude oil windfall profit tax act of 1979 : 
report of the Committee on Ways and 
Means, U.S. House of Representatives, on 
H.R. 3919 together with additional, dis- 
senting, and minority views ..., 79- 
21731 

Crude petroleum, petroleum products, and 
natural gas liquids, 79-809, 79-9784 

Crump Creek, Hanover County, Virginia, 
flood plain information., 79-7447 

CRUNCH-2D, a two-dimensional computer 
program for seismic analysis of the 
HTGR core /, 79-13222 

Crushed and broken stone, including riprap, 
SIC 1422, 1423, and 1429., 79-22126 

Crustal structure of the Western United 
States /, 79-22896 

Crustal subsidence in eastern Maine /, 
17386 

Cryogenic-coolant He4 superconductor in- 
teraction /, 79-2715 

Cryogenic foam insulation : abstracted pub- 
lications /, 79-12025 

Cryptologic collection equipments., 
19813 

CSA special events : black history month, 
1979 /, 79-22285 

CSU-FDA Collaborative Radiological 
Health Laboratory annual report., 79- 
4341 

CSU-PHS~ Collaborative Radiological 
Health Laboratory annual report, 79- 
4341 

CTOL transport technology, 1978 : pro- 
ceedings of a conference held at Langley 
Research Center, Hampton, Virginia, 
February 28 - March 3, 1978., 79-8323, 
79-18639 

Cuando una agencia publica adquiere su 
propiedad., 79-20490 

Cuban leadership., 79-14124, 79-14133 

Cubic-foot tree volumes and product recov- 
eries for eastern redcedar in the Ozarks /, 
79-19145 

Cultivation of macroscopic marine algae 
and freshwater aquatic weeds /, 79- 
11173 

Cultivation of macroscopic marine algae 
and freshwater aquatic weeds : progress 
report for period May 1, 1976-December 
1, 1976 /, 79-9647 

Cultivation of neglected tropical fruits with 
promise /, 79-21913 

Cultural enrichment by means of a toy li- 
brary., 79-13738 

The Cultural post., 
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79- 
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Cultural relations : agreement between the 
United States of America and the 
People‘s Republic of Bulgaria, signed at 
Washington June 13, 1977., 79-8463, 
79-17163, 79-21068 

Cultural relations as an instrument of U.S. 
foreign policy : the educational exchange 
program between the United States and 
Germany, 1945-1954 /, 79-10210 

Cultural resources evaluation of the north- 
ern Gulf of Mexico continental shelf /, 
79-11857 

Cultural resources survey : three sites on 
Grays Harbor, Grays Harbor County, 
Washington., 79-3820 

Cultural resources survey of Smithville 
Lake, Missouri., 79-14832 

Cumberland Gap National Historical Park, 
Ky/Va/Tenn., 79-4555 

Cumberland Island National Seashore, 
Georgia., 79-2633 

Cumulated abridged index medicus., 
8007 

Cumulated annotations - Clearinghouse on 
Health Indexes., 79-4367 

Cumulated index medicus., 79-13706 

Cumulative bulletin, 79-15616 

Cumulative bulletin - Bureau of Alcohol, 
Tobacco & Firearms., 79-4829, 79- 
12143 

Cumulative bulletin - Department of the 
Treasury, Bureau of Alcohol, Tobacco & 
Firearms, 79-4829, 79-12143 

Cumulative index of congressional commit- 
tee hearings (not confidential in charac- 
ter). Supplement., 79-4946 

Cumulative list of organizations described 
in section 170 (c) of the Internal Revenue 
Code of 1954., 79-1498, 79-18743 

Cumulative report on rescissions and defer- 
rals., 79-5169, 79-5170, 79-5171, 79- 
10624, 79-10625, 79-10626, 79-12460, 
79-12466, 79-17580, 79-17583, 79- 
18961 

Cumulative report on rescissions and defer- 
rals of budget authority., 79-6794 

Cumulative supplement, June 1977, NIOSH 
certified equipment., 79-9971 

Cuprous oxide photovoltaic cells., 79-3907 

Curecanti National Recreation Area, Colo- 
rado., 79-4559 

Curios and relics list, 79-23075 

Curios and relics list and operations by fed- 
erally licensed firearms collectors., 79- 
4827, 79-23075 

Current activities on small earth terminal 
satellite domestic telecommunications /, 
79-1849 

Current agricultural situation : hearings 
before the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-3027 

Current aviation statistics, 79-4876, 79- 
12195, 79-12196, 79-18787, 79-21163, 
79-21164 

Current awareness list, 


79- 


79-300 
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Current awareness service; publications and 
reports of interest in cryogenics noted 
during the week, 79-300 

Current catalog, 79-13704 

Current catalog. Cumulative listing, 
1095 

Current clinical studies and patient referral 
procedure., 79-20344 

Current developments in the National 
Health Planning Program : health re- 
sources studies /, 79-6057 

Current discharge at selected stations in Pa- 
cific Northwest, 79-1185 

Current discharge at selected stations in Pa- 
cific Northwest: report., 79-1185 

Current estimates from the health interview 
survey : United States, 1977 /, 79-6063 

Current events. Power reactors., 79-1677 

Current Federal examination announce- 
ments., 79-586 

Current intelligence bulletin, 79-11713 

Current list of medical literature, 79-1097 

Current listing and topical index to the vital 
and health statistics series, 1962-1977., 
79-8051 

Current listing and topical index to the vital 
and health statistics series, 1962-1978., 
79-15277 

Current literature on venereal disease., 
989 

Current local announcements covering 
Washington, D.C., metropolitan area., 
79-587 

Current news., 79-777 

Current openings, fall 1977 : Peace Corps, 
VISTA., 79-19198 

Current population reports and projections., 
79-10787 

Current population reports: population esti- 
mates: Ser. P-25, 79-271 

Current population reports. Series P-23, 
79-270 

Current procedures and production process- 
es of the Congressional record /, 79- 
9083 

Current projects in vocational education; 
federally administered projects. 79- 
20307 

The current recession in perspective : 
dress /, 79-5932 

Current salary schedules of Federal officers 
and employees together with a history of 
salary and retirement annuity adjust- 
ments., 79-6719 

Current situation in Indochina /, 79-23034 

The current situation in Namibia : hearing 
before the Subcommittee on Africa of the 
Committee on Foreign Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session, May 7, 1979., 79-21531 

Current topics in forest entomology : select- 
ed papers from the XVth International 
Congress of Entomology, Washington, 
D.C., August 1976 /, 79-17745 

Current transportation issues in the United 
States /, 79-17395 


79- 


79- 


ad- 





January — December 1979 Data announcement bulletin : status of availability of Mariner 10 (1973-085A) TV 


Current U.S. petroleum situation and short- 
term supply/demand outlook /, 79- 
20041 


Current usage of containers for SNM< stor- 
age, transfer, and measurement /, 79- 
12282 

Current wage developments., 79-1304 

Curriculum workshops for college and uni- 
versity driver education instructors /, 
79-2932 

Curtains and draperies, SIC 2391., 
19262 

Customs assistance : agreement between the 
United States of America and Austria 
signed at Vienna September 15, 1976., 
79-2856 

Customs bulletin, 79-1492, 79-4817 

Customs bulletin and decisions., 79-1492 

Customs‘ cargo processing, fewer but more 
intensive inspections are in order : report 
to the Congress /, 79-2426 

Customs‘ classification of imported vehicles 
: a controversial issue /, 79-7836 

Customs court reports, 79-4610, 79-15521 

Customs courts act : hearing before the 
Subcommittee on Improvements in Judi- 
cial Machinery of the Committee on the 
Judiciary, United States Senate, Ninety- 
fifth Congress, second session, on S. 2857 
... June 23 and 27, 1978., 79-10542 

Customs duties, 79-7912, 79-16644 

Customs, immunization and passport publi- 
cations., 79-18210 

Customs procedural reform and simplifica- 
tion act of 1978 : [an act to provide cus- 
toms procedural reform, and for other 
purposes}., 79-3357, 79-9309 

Customs regulations of the United States., 
79-1497 

Customs Service and its authorization for 
fiscal year 1980 : hearing before the Sub- 
committee on Trade of the Committee on 
Ways and Means, House of Representa- 
tives, Ninety-sixth Congress, first session, 
on fiscal year 1980 authorization for Cus- 
toms Service and U.S. International 
Trade Commission, February 13, 1979., 
79-21661 

Cut stone and stone products, SIC 3281., 
79-19337 

Cutlery, SIC 3421., 79-19361 

Cutting tools for machine tools., 
79-19685 

Cuttings of selected men‘s garments, 
219 

CuxS-(Cd,Zn)S photovoltaic solar energy 
converters., 79-9727 

Cybernetics, computers, and automation 
technology., 79-1666, 79-8686, 79- 
23264 

Cyclic crudes and intermediates, SIC 2865., 
79-22012 

Cyclic nucleotides and cancer, 79-1018 

Cyprus : message from the President of the 
United States ..., 79-9383 

Cyprus : post report., 79-2807 


79- 


79-1896, 


79- 





Cystic fibrosis., 79-2513 

Cystic fibrosis : a disease in search of ideas., 
79-13663 

Cystic fibrosis : state of the art and direc- 
tions for future research efforts., 79- 
6023 


Cytogenetics and cancer, 79-1014 


Cytology, techniques, applications., 79- 
1024 


Czechoslovakia, 79-14146, 79-18710 

Czechoslovakia : post report., 79-2806 

Czochralski process development: LSSA 
large area silicon sheet task continuous., 
79-3912 

CO.acceptor process gasification pilot 
plant., 79-17939, 79-17940, 79-17941 


D 


D.C. crimial code revisions hearings 
before the Subcommittee on Judiciary of 
the Committee on the District of Colum- 
bia, House of Representatives, Ninety- 
fifth Congress, second session ..., 79- 
6635 

D.O.D. directory of contract administration 
services components., 79-12821 

D.O.E. authorization, fiscal year 1979., 
8982, 79-8983 

DAAS Defense automatic addressing 
system., 79-3758 

DACOWITS 1951-1976 : future role for 
women in the Armed Forces., 79-5677 

Dahomey : post report., 79-2808 

DAHTP : the Division of Associated Health 
Professions., 79-8056 

Daily bulletin of orders affecting the postal 
service, 79-1427 

Daily congressional notification of grants 
and contracts awarded., 79-1424 

Daily depository shipping list., 79-934 

Daily report. Asia & Pacific., 79-1444 

Daily report. Eastern Europe., 79-1446 

Daily report. Latin America., 79-1447 

Daily report. Middle East & North Africa., 
79-1448 

Daily report. People‘s Republic of China., 
79-1445 

Daily report. 


79- 


Soviet Union., 79-1449 

Daily report. Sub-Saharan Africa., 79-1450 

Daily report: Western Europe., 79-1451 

Daily report. Communist China, 79-1445 

Daily report, foreign radio broadcast, 79- 
1444, 79-1446, 79-1449, 79-1450 

Daily report. Latin America & Western 
Europe, 79-1447, 79-1451 

Daily report. Middle East, Africa & West 
Europe, 79-1448 

Daily series, synoptic weather maps. Part I. 
Northern Hemisphere sea level and 500 
millibar charts., 79-371 

Daily series, synoptic weather maps. Part I: 
Northern Hemisphere sea level and 500 
millibar charts, 79-371 


Daily spot cotton quotations., 79-81 


Do not order from index; see indicated entry 





Daily spot market price indexes and prices, 
79-1306 

Daily statement of the United States Treas- 
ury, 79-1488 

Daily Treasury statement; cash and debt 
operations of the United States Treasury., 
79-1488 

Daily weather and river summary, Albu- 
querque, New Mexico., 79-357 

Daily weather maps. Weekly series., 
370 

Daily weather maps. Weekly series, 79- 
370 

Dairy, 79-42 

A dairy goat for home milk production /, 
79-16065 

Dairy-herd-improvement-association letter, 
79-72 

Dairy herd improvement letter., 79-72 

Dairy manufacturing plant capacity and uti- 
lization /, 79-16090 

Dairy market statistics, annual summary., 
79-16064 

Dairy plant survey guidelines., 79-17762 

Dairy plants surveyed and approved for 
USDA grading service., 79-125 

Dairy products., 79-150 

Dairy products annual 
14690 

Dairy situation., 79-149 

Dairy situation (Washington), 

Dance., 79-4688 

Dance (Washington), 79-4688 

Dance program, 79-4688 

Dance touring program., 79-18697 

Dance touring program: guideline for dance 
companies, 79-18697 

Dance touring program: guidelines for 
sponsors, 79-18697 

Dance touring program: guidelines for State 
arts agencies (OCoLC)4052001, 79- 
18697 

Dangerous behavior : a problem in law and 
mental health /, 79-8091 

Daniel Crowley : report to accompany 
H.R. 2940., 79-3440 

Danish., 79-7520 

Data access descriptions : 
phy., 79-3627 

Data accumulation on the methane poten- 
tial of the coal beds of Colorado /, 79- 
lodas 

Data acquisition system for Medium Power 
Neutral Beam Test Facility /, 79-7664 

Data analysis of drinking water asbestos 
fiber size /, 79-16541 

Data and materials for the Finance Com- 
mittee report under the Congressional 
budget act., 79-6652 

Data and materials relating to the Interna- 
tional sugar agreement and sugar legisla- 
tion, 1978 /, 79-9157 

Data announcement bulletin : status of 
availability of Mariner 10 (1973-085A) 
TV picture data., 79-10180 


79- 


summary., 79- 


79-149 


census geogra- 
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Data bank interrogations/search. 


Data bank interrogations/search., 
79-22297 

Data base descriptors for electro-optical 
sensor simulation /, 79-12992 

Data base management systems : without 
careful planning there can be problems : 
report to the Congress /, 79-20152 

Data base reorganization : principles and 
practice /, 79-19544 

Data buoy technical bulletin, 79-353 

Data collected from non-Federal sources : 
Statistical and paperwork implications : 
study /, 79-5952 

Data communications., 79-6481 

Data element dictionary and glossary of 
terms/acronyms., 79-9538, 79-12829 

Data encryption standard /, 79-22247 

Data from the Client Oriented Data Acqui- 
sition Process (CODAP), 79-1129, 79- 
4402, 79-4403, 79-4404, 79-4405, 79- 
8105 

Data from the National Drug Abuse Treat- 
ment Utilization Survey (NDATUS), 
79-8106, 79-16784, 79-18323 

Data index system. Annual declassification 
list., 79-11496 

Data, information, decisions : the Indiana- 
polis experience., 79-1804 

Data on serial publications of Vietnam., 
79-6556 

Data on the Medicaid program: eligibility, 
services, expenditures., 79-20466 

Data-reduction techniques for multiple-plat- 
form radar integration /, 79-2138 

Data sources and methods for industrial 
energy analysis, 79-22394 

Data systems of the National Center for 
Health Statistics, 79-8042 

Data systems technician 3 & 2., 79-3849 

Data user education and training activities, 
79-17782 

Data user news., 79-291 

Data user training, 79-17782 

Date sources for vocational education eval- 
uation /, 79-11631 

Dates of latest editions. VFR aeronautical 
charts., 79-502 

Datronics Engineers, Inc. : report to ac- 
company S. 1562., 79-6856, 79-7100 

Davenport-Rock Island-Moline, Iowa-Illi- 
nois metropolitan area, 79-20864 

DAWN (Drug abuse warning network)., 
79-8279 

Dawn quarterly report; a report from the 
Drug Abuse Warning Network., 79- 
1282 

Dawsonite and nahcolite survey /, 79- 
22415 

Day care., 79-7859 

Days of Remembrance of Victims of the 
Holocaust : report to accompany S.J. 
Res. 97., 79-23550 

Dayton aircraft cabin fire model /, 79- 
14253 

Dayton aircraft cabin fire model validation 
: phase 1 /, 79-17267 
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79-1902, 





Dayton, Ohio, metropolitan area, 79-11903 

Daytona Beach, Florida, metropolitan area., 
79-6258 

The Dead Indian Plateau : a historical sum- 
mary of forestry observations and re- 
search in a severe southwestern Oregon 
environment /, 79-7200 

Dead reackoning navigation /, 79-17230 

Dealers and individuals subject to the pro- 
visions of section 201.8(b), 201.8(d), 
201.615, and 201.620 of the property im- 
provement and mobile home regulations, 
1974., 79-4432 

The death of Representative Leo J. Ryan, 
People‘s Temple, and Jonestown : under- 
standing a tragedy : hearing before the 
Committee on Foreign Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session, May 15, 1979., 79-17478 

Deauthorization of the Cross Florida Barge 
Canal : hearing before the Subcommittee 
on Water Resources of the Committee on 
Environment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 1592 ... S. 3337 ... 
July 26, 1978., 79-9090 

Debbie Agatta Hepburn : report to accom- 
pany S. 3106., 79-5405 

Debris problems in the river environment /, 
79-21143 

Debt management : report together with 
dissenting views to accompany H.R. 
12642., 79-3164 

Debunking pangamic acid /, 79-20393 

Decade of progress, 79-20404 

Decades, electrical., 79-1911, 79-19686 

Decay associated with borer wounds in 
living oaks /, 79-7186 

Decay in tops killed by Douglas-fir tussock 
moth in the Blue Mountains /, 79-12594 

Decentralizing community development /, 
79-11741 

Decision analysis of strategies for reducing 
upholstered furniture fire losses /, 79- 
19558 

Decision and emergency order suspending 
registrations for the forest, rights-of-way, 
and pasture uses of 2,4,5- 
trichlorophenoxyacetic acid (2,4,5-T)., 
79-11487 

Decision and recommendations : no. 2 
(home) heating oils., 79-3878 

Decision and report to Congress on the 
Alaska natural gas transportation system., 
79-20944 

Decision list - United States Board on Geo- 
graphic Names, 79-1252 

A decision-making approach to sex educa- 
tion : a curriculum guide and implemen- 
tation manual for a model program with 
adolescents and parents /, 79-22655 

Decisions and interpretations of the Federal 
Labor Relations Council., 79-4954 

Decisions and orders of the National Labor 
Relations Board., 79-4668, 79-8313, 
79-11940, 79-11941, 79-11942, 79- 
14048 
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Decisions and reports on rulings of the As- 
sistant Secretary of Labor for Labor- 
Management Relations., 79-4617 

Decisions of the Comptroller General of 
the United States., 79-918, 79-4119 

Decisions of the Comptroller of the Treas- 
ury, 79-918, 79-4119 

Decisions of the Department of the Interi- 
or., 79-1173, 79-4453, 79-11786 

Decisions of the Department of the Interior 
(1955), 79-1173 

Decisions of the Employees‘ Compensation 
Appeals Board., 79-4648, 79-17030 

Decisions of the Federal Maritime Board, 
and Maritime Administration, Depart- 
ment of Commerce, 79-16554 

Decisions of the Federal Maritime Commis- 
sion., 79-16554 

Decisions of the Interior Board of Mine 
Operations Appeals., 79-8295 

[Decisions of the Interstate Commerce 
Commission}., 79-1266 

Decisions of the National Labor Relations 
Board, 79-4668 

Decisions of the United States Customs 
Court, 79-4610, 79-15521 

Decisions of the United States Department 
of the Interior., 79-4453, 79-11786 

Decisions on geographic names in the 
United States., 79-1252 

Decisions on names in the United States, 
79-1252 

Declaring October 13, 1979, as ”National 
Jogging Day“ : report to accompany S. 
Res. 196., 79-17699 

Declaring that the United States holds in 
trust for the Pueblo of Santa Ana certain 
public domain lands : report to accompa- 
ny H.R. 3924., 79-3172 

Declaring that the United States holds in 
trust for the Pueblo of Zia certain public 
domain lands : report to accompany H.R. 
10240., 79-3173 

The decline of the dollar : hearings before 
the Subcommittee on Foreign Economic 
Policy of the Committee on Foreign Re- 
lations, United States Senate, Ninety-fifth 
Congress, second session, February 22, 
June 22, and July 24, 1978., 79-8890 

A decoding procedure for the Reed-Solo- 
mon codes /, 79-8359 

Decommissioning commercial nuclear facil- 
ities : a review and analysis of current 
regulations /, 79-21331 

Decommissioning of nuclear facilities : an 
annotated bibliography /, 79-4981 

Decontamination and decommissioning, 
79-20003, 79-20006 

Decontamination of TRU glove boxes /, 
79-2231 

Deduction for medical and dental expenses 
/, 79-8507 

Deduction for self-insurance for product li- 
ability : hearings before the Subcommit- 
tee on Miscellaneous Revenue Measures 
of the Committee on Ways and Means, 





January — December 1979 


House of Representatives, Ninety-fifth 
Congress, second session ... September 28 
and 29, 1979., 79-10602 

Deep Sea Drilling Project : agreement be- 
tween the United States of America and 
France, amending the memorandum of 
understanding of January 15, 1976, signed 
at Paris and Washington, October 12 and 
26, 1978., 79-23066 

Deep Sea Drilling Project : memorandum 
of understanding between the United 
States of America and the Federal Re- 
public of Germany, signed at Bonn-Bad 
Godesberg, July 18, 1974, and amending 
agreement, signed at Bonn-Bad Godes- 
berg and Washington, February 14 and 
24, 1978., 79-21050 

Deep seabed mineral resources act : hearing 
before the Subcommittee on Arms Con- 
trol, Oceans, and International Environ- 
ment of the Committee on Foreign Rela- 
tions, United States Senate, Ninety-fifth 
Congress, second session, on S. 2053 ... 
August 17, 1978., 79-6660 

Deep seabed mineral resources act : joint 
hearings before the Subcommittee on 
Energy Resources and Materials Produc- 
tion of the Committee on Energy and 
Natural Resources and the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 493 ... March 29 
and April 9, 1979., 79-17472 

Deep seabed mineral resources act : report 
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manual., 79-3760 

Defense standardization and specification 
program, policies, procedures, and 
instructions., 79-12818 

Defense standardization manual, 79-12818 
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of chemical feedstocks : progress report 
for period March 1-May 31, 1977 /, 79- 
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tection concept /, 79-11035 

Demonstration of ultrafiltration and carbon 
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ny H.R. 13635., 79-3215 

Department of Defense appropriation bill, 
1979 : report to accompany H.R. 13635., 
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ny H.R. 14042., 79-5246 

Department of Defense appropriations for 
fiscal year 1978 : hearings before a sub- 
committee of the Committee on Appro- 
priations, United States Senate, Ninety- 
fifth Congress, first session, on H.R. 7933 
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conference report to accompany S. 210., 
79-23509, 79-23557 

Department of Education organization act : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sixth 
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Departments of Labor and Health, Educa- 
tion, and Welfare, and related agencies 
appropriation bill, 1980 : report to ac- 
company H.R. 4389., 79-17703 

Departments of Labor and Health, Educa- 
tion, and Welfare and related agencies 
appropriation bill, 1980 : report together 
with additional views to accompany H.R. 
4389., 79-19018 

Departments of Labor and Health, Educa- 
tion, and Welfare and related agencies 
appropriations for fiscal year 1979 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, United States 
Senate, Ninety-fifth Congress, second ses- 
sion., 79-5018, 79-15846, 79-17421, 
79-18892 

Departments of Labor and Health, Educa- 
tion, and Welfare appropriations for 1980 
: hearings before a subcommittee of the 
Committee on Appropriations, House of 





January — December 1979 


Representatives, Ninety-sixth Congress, 
first session /, 79-15841, 79-18888, 
79-21412 

Departments of State, Justice, and Com- 
merce, the Juciciary, and related agencies 
appropriations for 1979 : hearings before 
a subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-fifth Congress, second session /, 
79-8771, 79-12304, 79-14362 

Departments of State, Justice, and Com- 
merce, the Judiciary, and related agencies 
appropriation bill, fiscal year 1980 
report together with additional views to 
accompany H.R. 4392., 79-15989 

Departments of State, Justice, and Com- 
merce, the judiciary, and related agencies 
appropriation bill, 1980 : report together 
with additional views to accompany H.R. 
4392., 79-17705 

Departments of State, Justice, and Com- 
merce, the Judiciary, and related agencies 
appropriations for fiscal year 1979 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, United States 
Senate, Ninety-fifth Congress, second ses- 
sion., 79-5020, 79-21425 

Departments of State, Justice, and Com- 
merce, the Judiciary, and related agencies 
appropriations for 1980 : hearings before 
a subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-sixth Congress, first session /, 
79-18889 

The depo-provera debate : hearings before 
the Select Committee on Population, U.S. 
House of Representatives, Ninety-fifth 
Congress, second session, August 8, 9, 
and 10, 1978., 79-9069 

Deposit of copies or phonorecords without 
accompanying application or written re- 
quest., 79-2687, 79-18617, 79-22982 

Deposition and characterization of vacuum 
deposited aluminum films on kapton lami- 
nates : topical report /, 79-13053 

Depository institutions deregulation act of 
1979 : hearings before the Subcommittee 
on Financial Institutions of the Commit- 
tee on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-sixth 
Congress, first session, on S. 1347 ....., 
79-17444, 79-21448, 79-23341 

Deposits, reserves, and borrowings of 
member banks., 79-879 

Depression : a transcript of a community 
service radio program with guest from 
the Alcohol, Drug Abuse, and Mental 
Health Administration., 79-13742 

Depth and producing rate classification of 
domestic oil reservoirs [sicf, 1974., 79- 
13396 

The depth of the surface boundary layer /, 
79-2120 

Derailment of Louisville & Nashville Rail- 
road Company‘s train no. 584., 79-14208 

Derailment of Louisville & Nashville Rail- 
road way Company’‘s train no. 584., 79- 
14208 





Derailment of New York City Transit Au- 
thority subway train, New York, New 
York, December 12, 1978., 79-21123 

Derailment of Southern Railway Company 
train no. 2, the Crescent, Elma, Virginia, 
December 3, 1978., 79-15632 

Derivation and use of automobile availabil- 
ity as a variable for estimating travel 
demand /, 79-14261 

Derivation of the coupled equations of 
motion for a beam subjected to three 
translational accelerations and three rota- 
tional accelerations /, 79-22467 

The dermatoglyphics of the peoples of New 
Guinea : a review /, 79-15240 

Derrick Mariano Tan : report to accompa- 
ny H.R. 2939., 79-3439 

Des Moines River basin, Iowa and Minne- 
sota : communication from the Assistant 
Secretary of the Army (Civil Works) 
transmitting a Corps of Engineers report 
wry 79-22371, 79-23479 

Desalting water probably will not solve the 
Nation‘s water problems, but can help : 
report to the Congress /, 79-15077 

Deschler‘s Precedents of the United States 
House of Representatives : including ref- 
erences to provisions of the Constitution 
and laws, and to decisions of the courts /, 
79-14488 

A description and assessment of the 
SIGMET LNG vapor dispersion model, 
79-23185 

Description and chemical analyses for se- 
lected wells in the central Sacramento 
Valley, California /, 79-4475 

A description and cost analysis of a dulge 
dry/wet cooling system / L. E. Wiles ... 
[et al.f., 79-13294 

Description & documentation of the health 
maintenance dental delivery system /, 
79-20436 

Description and preliminary studies of a 
computer drawn instrument landing ap- 
proach display /, 79-11974 

Description of a computer program and nu- 
merical technique for developing linear 
perturbation models from nonlinear sys- 
tems simulation /, 79-11963 

Description of administration proposals re- 
garding energy-related tax incentives /, 
79-23456 

Description of bills relating to tuition cred- 
its and deductions listed for a hearing by 
the Subcommittee on Taxation and Debt 
Management of the Committee on Fi- 
nance on January 18, 19, 20, 1978 /, 79- 
8887 

Description of H.R. 511, H.R. 2250, and 
H.R. 2550, relating to certain business ex- 
penses of legislators, scheduled for a 
hearing by the Subcommittee on Select 
Revenue Measures of the Committee on 
Ways and Means, House of Representa- 
tives, on March 28, 1979 /, 79-23453 

Description of H.R. 2797 and S. 614 : Tech- 
nical corrections act of 1979 /, 79-14472 
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Description of H.R. 3712, relating to tax- 
exempt bonds for housing, scheduled for 
a hearing by the Committee on Ways and 
Means on May 14, 15, and 21, 1979 /, 
79-23452 

Description of H.R. 3919 : the Crude oil 
windfall profit tax act of 1979 as passed 
by the House /, 79-23455 

Description of H.R. 3919, H.R. 3421, and 
H.R. 3474 relating to windfall profit taxes 
scheduled for hearings by the Committee 
on Ways and Means beginning May 9, 
1979 /, 79-23466 

Description of miscellaneous tax bills listed 
for a hearing before the Subcommittee on 
Select Revenue Measures of the Commit- 
tee on Ways and Means on June 27, 1979 
/, 7179-23458 

Description of miscellaneous tax bills sched- 
uled for a hearing before the Subcommit- 
tee on Select Revenue Measures of the 
Committee on Ways and Means on July 
27, 1979 /, 79-23459, 79-23460 

Description of S. 100, relating to reforesta- 
tion expenses, and S. 394, relating to cer- 
tain artists and authors as employees, 
scheduled for a hearing by the Subcom- 
mittee on Taxation and Debt Manage- 
ment Generally of the Committee on Fi- 
nance on May 18, 1979 /, 79-23461 

Description of S. 103 and S. 449, relating to 
tax-exempt status of private schools, 
scheduled for a hearing by the Subcom- 
mittee on Taxation and Debt Manage- 
ment Generally of the Committee on Fi- 
nance on April 27, 1979 /, 79-23464 

Description of S. 192 and S. 208, relating to 
tax treatment of foreign investment in the 
United States, scheduled for a hearing 
before the Subcommittee on Taxation and 
Debt Management Generally of the Com- 
mittee on Finance, on June 25, 1979 /, 
79-23463 

Description of S. 1444, relating to awards 
of attorney‘s fees in tax cases, scheduled 
for a hearing before the Subcommittee on 
Oversight of the Internal Revenue Serv- 
ice of the Committee on Finance on July 
19, 1979 /, 79-23450 

Description of tax bills listed for a hearing 
before the Subcommittee on Taxation and 
Debt Management Generally of the Com- 
mittee on Finance on June 18, 1979 /, 
79-23462 

Description of the Air Force maintenance 
training device acquisition and utilization 
processes /, 79-11110 

Descriptions and assessments of the model 
evaluation program projects., 79-16996 

Descriptions of United States uranium re- 
source areas : a supplement to the Gener- 
ic environmental impact statement on 
uranium milling /, 79-23284 

Desegregation of the nation‘s public schools 
: a Status report., 79-9513 

Desertification global challenge., 
20965 


79- 
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Design and analysis of an active jet control system for helicopter sling loads / 


Design and analysis of an active jet control 
system for helicopter sling loads /, 79- 
18691 

Design and construction of a fluidized-bed 
combustion sampling and analytical test 
rig /, 79-13462 

Design and construction of compacted 
shale embankments /, 79-14230, 79- 
18773 

Design and construction of continously re- 
inforced concrete airport pavements /, 
79-12954 

Design and construction of large-panel con- 
crete structures., 79-6095, 79-22701 

Design and cost of feedlot runoff control 
facilities /, 79-18145 

Design and development of helicopter ex- 
ternal cargo sling legs made with Kevlar 
/, 79-14853 

Design and environmental awards pro- 
gram., 79-19810 

Design and evaluation of a terrestrial model 
ecosystem for evaluation substitute pesti- 
cide chemicals /, 79-11426 

Design and fabrication of a radiative active- 
ly cooled honeycomb sandwich structural 
panel for a hypersonic aircraft /, 79- 
14052 

Design and fabrication of a ring-stiffened 
graphite-epoxy corrugated cylindrical 
shell /, 79-10176 

Design and fabrication of fiberglass/epoxy 
expendable breechcase / by James L. 
Johndrow., 79-7499 

Design and implementation of an environ- 
mental monitoring program for ERDA 
fossil fuel facilities, 79-13334 

Design and installation, total energy plant- 
central equipment building Summit 
Plaza Apartments, "Operation Break- 
through Site“, Jersey City, New Jersey /, 
79-22721 

Design and overall performance of four 
highly loaded, high-speed inlet stages for 
an advanced high-pressure-ratio core 
compressor /, 79-18668 

Design and performance of a 427-meter- 
per-second-tip-speed two-stage fan having 
a 2.40 pressure ratio /, 79-18660 

Design and performance testing of a coal 
feed and metering system for the MIUS 
fluidized-bed combustor /, 79-11296 

Design art & architecture in transportation., 
79-14203 

Design art and architecture in transporta- 
tion : report to the Secretary of Trans- 
portation., 79-14202 

Design calculations for a 14-MeV neutron 
collimator /, 79-18056 

Design charts for open-channel flow., 
15673 

Design criteria for application of membrane 
nitrogen inerting systems to Army air- 
craft fuel tanks /, 79-9592 

Design criteria for elastomeric bearings /, 
79-3837 


79- 
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Design, development, and demonstration of 
a promising intergated appliance : phase 
I, design : final report /, 79-11338 

A design for phase change thermal control 
and energy storage devices /, 79-2751 

Design for safe neighborhoods : the envi- 
ronmental security planning and design 
process /, 79-13991 

Design for small-boat harbor improvements, 
Port Washington Harbor, Wisconsin : hy- 
draulic model investigation : final report 
/, 79-2080 

A design for youth development policy /, 
79-20470 

Design guide for reducing transportation 
noise in and around buildings [erratat /, 
79-10814 

Design guide for rural substations., 
1790 

Design guide for shallow solar ponds /, 
79-4000 

Design guidelines for large photovoltaic 
arrays /, 79-22461 

Design manual : carpet selection guide., 
79-3855 

Design methodologies for energy conserva- 
tion and passive heating of buildings uti- 
lizing improved building components /, 
79-19860 

Design of a compact muffler for a jumbo 
drill /, 79-18527 

The design of a continuously operated 1- 
keV deuterium-ion extractor /, 79-19956 

Design of a pilot silvicultural biomass farm 
at the Savannah River plant /, 79-13248 

Design of a power system simulator : final 
report /, 79-11264 

Design of a submillimeter laser Thomson 
scattering system for measurement of ion 
temperature in Summa /, 79-2719 

The design of a windfall profit tax /, 79- 
23465 

The design of integrated safeguards systems 
for nuclear facilities /, 79-7687 

Design of microstrip disk antenna arrays /, 
79-2702 

Design of selected helicopter components 
for ease of repair /, 79-5803 

Design of small canal structures, 1978 : en- 
gineering technology pertaining primarily 
to the design of small canal structures of 
less than 100-cubic-feet-per-second capac- 
ity /, 79-6177 

Design of superconducting magnets for 
MHD a plications : final technical report, 
February 1976-June 1977 /, 79-2243 

The design of supercritical wings by the use 
of three-dimensional transonic theory /, 
79-18693 

Design of urban highway drainage : the 
state-of-the-art., 79-21149 

Design of urban streets : student textbook /, 
79-6441 

Design of wastewater treatment facilities 
major systems., 79-18179 


79- 
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Design of zero-maintenance plain jointed 
concrete pavement /, 79-6449, 79-8549 

Design optimization in underground coal 
systems /, 79-19871, 79-19872 

Design safety and traffic operation : high- 
way engineer training program : January 
24-February 2, 1978., 79-15649 

Design seminar handout : small wastewater 
treatment facilities, 79-15067 

Design study for a 24-cm HTGR microsh- 
pere coating furnace / R. R. Suchomel ... 
[et al.f., 79-13274 

Design study of wind turbines, 50 kW to 
3000 kW, for electric utility applications 
/, 1719-17933 

Design study of wind turbines 50kW to 
3000kW for electric utility applications., 
79-2390 

Design summary 
cutter, United States Coast Guard., 
21200 

Design wave information for the Great 
Lakes /, 79-12939 

Designate the birthday of Martin Luther 
King, Junior, a legal public holiday : 
report together with minority views to 
accompany S. 25., 79-21827 

Designated redevelopment areas under the 
Public works and economic development 
act of 1965, as amended., 79-10829 

Designating certain lands in the State of 
Alaska as units of the National Park, Na- 
tional Wildlife Refuge, National Wild and 
Scenic Rivers, and National Wilderness 
Preservation Systems, and for other pur- 
poses report of the Committee on 
Energy and Natural Resources, United 
States Senate, together with minority, ad- 
ditional, and supplemental views to ac- 
company H.R. 39., 79-3411 

Designating certain lands in the State of 
Wisconsin as wilderness : report to ac- 
company H.R. 12264., 79-3193 

Designating the Boundary Waters Canoe 
Area Wilderness, establishing the Bound- 
ary Waters Canoe Area National Recrea- 
tion Area, and for other purposes : report 
together with separate views to accompa- 
ny H.R. 12250., 79-6798 

Designating the Great Bear Wildness, 
Flathead National Forest, and enlarging 
the Bob Marshall Wilderness, Flathead 
and Lewis and Clark National Forests, 
State of Montana : report together with 
supplemental views to accompany H.R. 
13972., 79-6837 

Detailed combustion studies for stratified 
charge rotary engines., 79-17918 

Detailed reports, 79-1596 

Detecting training needs : a guide for super- 
visors and managers /, 79-5667 

Detection & countermeasures, 79-19569 

Detection, diagnosis, and therapy of colo- 
rectal cancers, 79-1064 

Detection, diagnosis, and therapy of lung 
cancer, 79-1066 
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Detection, diagnosis, and therapy of pre- 
clinical biology of breast cancer, 79- 
1068 

Detection, diagnosis, and treatment of geni- 
tourinary cancers, 79-1080 

Detection improvement in multipath using 
even and odd symmetric antenna patterns 
/, 19-2140 

Detection methods in nuclear physics., 
22435 

Detection of gas-permeable fuel particles 
for high-temperature gas-cooled reactors 
/, 79-19913 

Detection of preferential icing on bridges, 
using traffic and meteorological data /, 
79-10299 

Detector directory /, 79-22572 

Detector spectral response from 350 to 1200 
nm using a monochromator based spec- 
tral comparator /, 79-7296 

The deterioration and reliability of pave- 
ments /, 79-12958 

The determinants of refinery plant size in 
the United States /, 79-15027 

Determination of a definition of solar grade 
silicon : final report, October 1975-Sep- 
tember 1976 /, 79-11189 

Determination of acceptable risk criteria for 
nuclear waste management /, 79-13359 

Determination of basic grant eligibility 
index, 79-16673 

Determination of continuous gamma-ray 
spectra over the energy range 0.1 to 8 
MeV /, 79-19992 

Determination of craft or class of the Na- 
tional Mediation Board., 79-4692 

Determination of cyanide levels in Hygas 
wastewater /, 79-17973 

Determination of eligibility index, basic 
educational opportunity grant program., 
79-16673 

Determination of miss distances and hit 
probabilities in the presence of time vary- 
ing, random, and bias errors /, 79-7495 

Determination of motor vehicle eye height 
for highway design : final report /, 79- 
4858 

Determination of officer grade requirements 
by management engineering teams /, 79- 
2150 

Determination of stability and control pa- 
rameters of a light airplane from flight 
data using two estimation methods /, 
79-18658 

Determination of target altitude with a two- 
dimensional, frequency-agile radar /, 79- 
19815 

Determination of the in situ permeability of 
base and subbase courses /, 79-21145 

Determination of the optimum massive hy- 
draulic fracturing design for the stimula- 
tion of the Wasatch and Mesaverde for- 
mations /, 79-18035 

Determination of the technical and econom- 
ic feasibility of luminescent solar concen- 
trators /, 79-22463 


79- 





Determination of undisclosed financial in- 
terest /, 79-15503 

Determination under the Trading with the 
enemy act : commumication from the 
President of the United States ..., 79- 
9202 

Determining arsenic and selenium in sewer 
effluent with atomic absorpotion spectro- 
photometry and a hydride generator /, 
79-19979 

Determining average yarding distance /, 
79-17742 

Determining effectiveness of ALARA 
design and operational features /, 79- 
17370 

Determining suitability for Federal employ- 
ment, 79-605 

Determining vertical breakwater crest ele- 
vation considering wave height transmit- 
ted by overtopping., 79-2093 

Determining whether to remove leather 
wearing apparel from the list of articles 
eligible for the generalized system of per- 
ferences, report to the President on inves- 
tigation no. 332-79(3) under section 332 
of the Tariff act of 1930., 79-2882 

Deterministic insolation model program de- 
scription and user‘s guide /, 79-22449 

Deterministic model for simulating the pre- 
dation of Toxorhynchites rutilus rutilus 
on Aedes aegypti /, 79-21918 

Detoxification treatment manual /, 79- 
4412 

Detroit, Michigan, metropolitan area, 
20862 

Deuterium tracer method for investigating 
the chemistry of coal liquefaction., 79- 
13200, 79-14915, 79-17986 

Deuteromycetes and selected ascomycetes 
that occur on or in wood : an indexed 
bibliography /, 79-17738 

Develop silicone encapsulation systems for 
terrestrial silicon solar arrays., 79-3914, 
79-14887 

Developing a client based feedback system 
for improving human service programs /, 
79-11612 

Developing a domestic common carrier 
telec ications policy—what are the 
issues? : report to the Congress /, 79- 
11510 

Developing a local housing strategy : a gui- 
debook for local government /, 79-8144, 
79-16810 

Developing a national airport system : addi- 
tional Congressional guidance needed : 
report to the Congress /, 79-15079 

Developing a sense of competence in young 
children /, 79-13746 

Developing and using a vocational training 
and education resource manual /, 79- 
20461 

Developing community support : a confer- 
ence on public information activities and 
health planning., 79-16761 

Developing/modifying coal grinding proce- 
dures and equipment to produce predict- 
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able size distributions during coal prepa- 
ration., 79-13187 

Developing, monitoring and enforcing juve- 
nile justice legislation : a case study of 
Pennsylvania /, 79-20829 

The developing role of short-lived radionu- 
clides in nuclear medicine /, 79-20402 

Developing sentencing guidelines : a meth- 
ods manual /, 79-13999 

Developing small hydroelectric dam poten- 
tial /, 79-12785 

Developing stand risk classes for the south- 
ern pine beetle /, 79-21865 

Developing the national airport system., 
79-15738 

Developing useful evaluation capability : 
lessons from the model evaluation pro- 
gram /, 79-16997 

Developing workload standards for chil- 
dren and family social services /, 79- 
2591 

Developmemnt of performance criteria for 
protective clothing used against carcino- 
genic liquids /, 79-9979 

Development administrative training pro- 
gram : agreement between the United 
States of America and Jordan, signed at 
Amman, September 22, 1976., 79-4724 

Development and application of a task tax- 
onomy for tactical flying /, 79-7550 

Development and application of analytical 
techniques to chemistry of donor solvent 
liquefaction., 79-16480 

Development and demonstration of con- 
cepts for improving coke-oven door seals 
/, 7179-13436 

Development and engine testing of coatings 
on diesel engine components : January 
1978-December 1978 /, 79-11272 

Development and evaluation of die and 
container materials., 79-2220, 79-7619, 
79-7620, 79-16423 

Development and evaluation of die materi- 
als for use in the growth of silicon rib- 
bons by the inverted ribbon growth proc- 
ess, task II, LSSA project /, 79-3913, 
79-9682, 79-11206 

Development and flight test of an advanced 
hydrofluidic stabilization system /, 79- 
5795 

Development and flight tests of a Kalman 
filter for navigation during terminal area 
and landing operations /, 79-6309 

Development and maintenance of item lo- 
gistics data tools., 79-1899, 79-1907, 
79-12824 

Development and testing of shingle-type 
solar cell modules /, 79-9674, 79-9675 

Development and validation of a piloted 
simulation of a helicopter and external 
sling load /, 79-18653 

Development and verification of fire tests 
for cable systems and system components 
/, 79-8709 

Development, characterization, and evalua- 
tion of materials for open cycle MHD., 
79-18069 
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Development digest., 79-1473 

Development document for effluent limita- 
tion guidelines and new source perform- 
ance standards for the mining and proc- 
essing point source category., 79-20071 

Development document for effluent limita- 
tions guidelines and new source perform- 
ance standards for the ore mining and 
dressing point source category., 79-4068 

Development document for effluent limita- 
tions guidelines and standards for the 
nonferrous metals manufacturing point 
source category., 79-22524 

Development document for proposed efflu- 
ent limitations guidelines, new source 
performance standards, and pretreatment 
standards, for the leather tanning and fin- 
ishing point source category., 79-22523 

Development financing act of 1979 : report 
of the Committee on Banking, Housing, 
and Urban Affairs, United States Senate, 
to accompany S. 1150 together with addi- 
tional and minority views., 79-16040 

Development guidelines for HUD execu- 
tives., 79-20498 

Development of a ceramic tube heat ex- 
changer with relaxing joint /, 79-11243, 
79-14929, 79-17977, 79-17978 

Development of a comparative analyzer for 
microprocessor : topical report /, 79- 
13065 

Development of a comprehensive communi- 
ty energy management plan for the city 
of Clarksburg, West Virginia., 79-13290 

Development of a construction engineering 
manpower management systems : final 
report /, 79-6459 

Development of a DDT manufacturing and 
processing plant waste treatment system / 
» 79-7757 

Development of a flexible shaft roof drilling 
system : final report /, 79-13204 

The development of a freeze-tolerant solar 
water heater using crosslinked polyethyl- 
ene as a material of construction : final 
report for the period June 18, 1976-Octo- 
ber 1, 1977 /, 79-11174 

Development of a laser Doppler anemo- 
meter technique for the measurement of 
two phase dispersed flow /, 79-10381 

The development of a microwave radiome- 
ter for use as a highway ice detector /, 
79-14238 

Development of a miniature, rapid-response 
carbon dioxide sensor /, 79-13364 

Development of a model and computer 
code to describe solar grade silicon pro- 
duction processes., 79-7617, 79-19864 

Development of a modular software system 
for the dynamic simulation of coal con- 
version plants., 79-13167 

Development of a motor vehicle materials 
historical high-volume industrial process- 
ing rates cost data bank (3500-4000 
pound) full size car /, 79-17281 
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Development of a national make-or-buy 
strategy : progress and problems : report 
to the Congress /, 79-2453 

Development of a national productivity 
clearinghouse : report /, 79-7831 

Development of a nonlinear switching func- 
tion and its applicaton to static lift char- 
acteristics of straight wings /, 79-11968 

Development of a pollutant monitoring 
system for biosphere reserves /, 79-7789 

Development of a porous lane marking 
system /, 79-4851 

The development of a portable specular re- 
flectometer for field measurements of 
solar mirror materials /, 79-19936 

Development of a practical photochemical 
energy storage system., 79-13331, 79- 
13332 

Development of a process for high capacity 
arc heater production of silicon for solar 
arrays., 79-13115 

Development of a process for high capacity 
arc heater production of silicon for solar 
arrays : low cost solar array project : 
silicon materials task., 79-2214, 79- 
13114, 79-16418 

Development of a process for producing an 
ashless, low-sulfur fuel from coal., 79- 
13123, 79-14891, 79-16429, 79-17935 

Development of a prototype service-life in- 
dicator for organic vapor respirators /, 
79-2557 

Development of a rapid analytical method 
for determining asbestos in water /, 79- 
9844 

Development of a self-powered vehicle de- 
tector /, 79-23119 

Development of a side-scatter gamma ray 
system for the measurement of local void 
fraction., 79-14325 

Development of a solid propellant inflation 
technique for the subcompact car passen- 
ger restraint system : phase I /, 79-6497 

Development of a sorbent distribution and 
recovery system /, 79-7803 

Development of a standardized vehicle 
identification number., 79-2935 

Development of a strategy for sampling 
tree rings /, 79-20083 

Development of a streaming-fiber oil spill 
control system : stage II : modifications 
to large-scale model /, 79-21206 

Development of a syllabus and student/in- 
structor guide for use with a full mission 
simulator /, 79-5820 

Development of a thin film polycrystalline 
solar cell for large scale terrestrial use., 
79-9697, 79-9698 

Development of a three-dimensional model 
of the atmospheric boundary layer using 
the finite element method /, 79-2312 

Development of a three-dimensional turbu- 
lent duct flow analysis /, 79-11995 

Development of a time-calibrated, self-can- 
celling ticket initial feasibility determina- 
tion : final report /, 79-15770 


Do not order from index; see indicated entry 





Title Index 


Development of a transport network model 
for the NRC physical protection projects 
/, 19-21354 

Development of a visibility research capa- 
bility /, 79-15786 

Development of a wind energy site selec- 
tion methodology : final report for the 
period 3 May 1976 to 3 June 1977 /, 79- 
13303 

Development of accelerated test design for 
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Discussion draft bill and report on employ- 
ee fringe benefits /, 79-10596 

Discussion of priorities : professional orga- 
nizations and other participating groups 


79- 
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fiscal year 1981 planning process., 79- 
22648 

Discussion of 1980 census procedure : hear- 
ing before the Subcommittee on Census 
and Population of the Committee on Post 
Office and Civil Service, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, March 21, 1978. 79- 
9076 

Discussion with Director of Kiev Cybernet- 
ics Institute., 79-6551 

Disease prevention & health promotion : 
Federal programs and prospects /, 79- 
20328 

Disease prevention and health promotion 
act of 1978 : hearings before the Subcom- 
mittee on Health and Scientific Research 
of the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 3115 ... May 
25, June 7, and 9, 1978., 79-5085 

Disease prevention and health promotion 
act of 1978 : report together with addi- 
tional views, to accompany S. 3116., 79- 
5377 

Diseases of Pacific Coast conifers /, 
7154 

Diseases of the gypsy moth., 

Disinfectants, 79-852 

A disk-cylinder method for using NMR tuo 
measure magnetic susceptibility /, 79- 
19984 

Dismissing the election contest against Carl 
D. Pursell : report together with supple- 
mental views to accompany H. Res. 528., 
79-21685 

Disorders of suppressor immunoregulatory 
cells in the pathogenesis of immunodefi- 
ciency and autoimmunity /, 79-6024 

Dispersion of sewage slude discharged into 
New York Bight : physical oceanograph- 
ic data and laboratory analyses-1975 /, 
79-5920 

Dispersion of sewage sludge discharged 
into New York Bight /, 79-7752 

Displaced homemakers : a CETA program 
model, Fitchburg, Massachusetts /, 79- 
14027 

Disposal of an integrated pulp-paper mill 
effluent by irrigation /, 79-11456 

Disposal of dilute pesticide solutions /, 79- 
18126 

Disposal of flue gas cleaning wastes : EPA 
Shawnee field evaluation : second annual 
report /, 79-9849 

Disposal of radioactive iodine in space /, 
79-8366 

Disposal of solid residue from fluidized-bed 
combustion : engineering and laboratory 
studies /, 79-2382 

Disposal of tin from national and supple- 
mental stockpiles : report to accompany 
H.R. 595., 79-14531 

Disposition of cemeteries in the Panama 
Canal Zone where American veterans are 
buried : hearings before the Subcommit- 
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tee on Cemeteries and Burial Benefits of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session ... March 1, 
1978., 79-9142 

Disposition of federal records., 79-5991 

Dispute resolution act : hearings before the 
Subcommittee on Courts, Civil Liberties, 
and the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session, on S. 957 ... July 27, 
August 2, 1978., 79-9027 

Dispute resolution act : report to accompa- 
ny S. 957 /, 79-6859 

Dispute resolution act : report together 
with additional views to accompany S. 
423 /, 7179-23516 

Dissolved air flotation treatment of Gulf 
shrimp cannery wastewater /, 79-15053 

Dissolved-oxygen depletion and other ef- 
fects of storing water in Flaming Gorge 
Reservoir, Wyoming and Utah /, 79- 
11807 

Distilled liquor, expect brandy, SIC 2085., 
79-21982 

Distilled spirits, 79-1515 

Distinguished design awards, 79-19810 

Distribution and exportation of Alaska and 
California crude oil : oversight hearings 
before the Subcommittee on Special In- 
vestigations of the Committee on Interior 
and Insular Affairs, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... San Francisco, California, August 
21 and 22, 1978., 79-8991 

Distribution aspects of standby gasoline ra- 
tioning plan /, 79-22508 

Distribution-free method for interval esti- 
mation and sample size determination, 
79-13976 

Distribution of biomass and production for 
several northern woody species /, 79- 
10698 

Distribution of Douglas-fir and ponderosa 
pine dwarf mistletoes in a virgir Arizona 
mixed conifer stand /, 79-9448 

Distribution of oven and beehive coke and 
breeze, 79-13400 

Distribution of phytoplankton in Arkansas 
Lakes /, 79-13426 

Distribution of phytoplankton in Florida 
lakes /, 79-18130 

Distribution of phytoplankton in Indiana 
lakes /, 79-2340 

Distribution of phytoplankton in Iowa lakes 
/, 1719-22529 

Distribution of phytoplankton in Louisiana 
lakes /, 79-22530 

Distribution of phytoplankton in Missouri 
lakes /, 79-22531 

Distribution of phytoplankton in Nebraska 
lakes /, 79-22532 

Distribution of phytoplankton in North 
Carolina lakes /, 79-2331 

Distribution of phytoplankton in North 
Dakota lakes /, 79-22533 





Distribution of phytoplankton in Oklahoma 
lakes /, 79-22534 

Distribution of phytoplankton in South 
Carolina lakes /, 79-13425 

Distribution of phytoplankton in South 
Dakota lakes /, 79-22535 

Distribution of phytoplankton 
lakes /, 79-22536 

Distribution of selected forest insects and 
diseases in Region 2, 1978., 79-12573 

Distribution of Yakima and Mescalero 
Indian minors‘ judgement funds : report 
to accompany H.R. 10581., 79-5376 

A distributional analysis of the 1985 energy 
projects for the Annual report to Con- 
gress of the Energy Information Adminis- 
tration, 79-16519 

Distributors, and magnetos, ignition., 
1913 

DISTRIB I : an impurity redistribution 
computer program /, 79-10806 

District of Columbia appropriation bill, 
1979 : report to accompany H.R. 13468., 
79-3378 

District of Columbia appropriation bill, 
1980 : report to accompany H.R. 4580., 
79-17616, 79-17710 

District of Columbia appropriations for 
fiscal year 1979 : hearings before a sub- 
committee of the Committee on Appro- 
priations, United States Senate, Ninety- 
fifth Congress, second session, on H.R. 
13468 ..., 79-3032, 79-8774, 79-10413 

District of Columbia appropriations for 
fiscal year 1980 : hearings before a sub- 
committee of the Committee on Appro- 
priations, United States Senate, Ninety- 
sixth Congress, first session., 79-15844 

District of Columbia appropriations for 
1979 : hearings before the subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-fifth 
Congress, second session /, 79-3031 

District of Columbia appropriations for 
1980 : hearings before a subcommittee of 
the Committee on Appropriations, House 
of Representatives, Ninety-sixth Con- 
gress, first session /, 79-18885 

District of Columbia legislation : hearing 
before the Subcommittee on Governmen- 
tal Efficiency and the District of Colum- 
bia of the Committee on Governmental 
Affairs, United States Senate, Ninety-fifth 
Congress, second session, on H.R. 10311, 
H.R. 12116, H.R. 13243, September 19, 
1978., 79-10487 

District of Columbia Pretrial Services 
Agency : report to accompany S. 2556., 
79-3204 

District of Columbia retirement reform act : 
conference report to accompany H.R. 
6536., 79-3272, 79-3408 

District of Columbia retirement reform act : 
financing retirement funds for police, fire- 
men, teachers, and judges : hearings and 
markups before the Subcommittee on 
Fiscal Affairs and Health and the Com- 
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mittee on the District of Columbia, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 3560 and 
H.R. 3939 ... May 2, 4, and 7, 1979., 79- 
23362 

District of Columbia retirement reform act : 
report /, 79-17586 

District of Columbia retirement reform act : 
report to accompany S. 1037., 79-17696 

District of Columbia‘s rent establishment 
policies and procedures need improve- 
ment : report to the Congress /, 79-5951 

The diurnal variation of mixing height by 
month over White Sands Missile Range, 
NM /, 79-14852 

Diversion path analysis handbook /, 79- 
3947, 79-5871 

Diversion path anaysis handbook /, 79- 
14940 

Division of Education Programs : selected 
project descriptions., 79-20928 

Division of Environmental control technol- 
Ogy program., 79-19826 

Divorce, child custody, and child support., 
79-16171 

Divorces by marriage cohort /, 79-20433 

Djibouti, 79-15585 

DLA organization directory., 79-16353 

DMI BHME program data, 79-9966, 79- 
9967 

DNA tumor viruses in non-primate sys- 
tems., 79-1012 

Do food stamp and other customers buy the 
same products in supermarkets? /, 79- 
12565 

Do Sook Park : report to accompany S. 
1563., 79-3253 

Do we care about research animals?, 
6022 

Docket MC76-1, decisions of the Board of 
Governors on 3 proposed changes., 79- 
21362 

Docket MC76-2, decision of the Board of 
Governors on 1 proposed change., 79- 
3001 

Docket MC76-2, decisions of the Board of 
Governors on 2 proposed changes., 79- 
3000 

Docket MC76-2, decisions of the Board of 
Governors on 6 proposed changes., 79- 
3002 

Docket MC76-4, decisions of the Board of 
Governors on 2 proposed changes., 79- 
3003 

Dockets MC76-1, MC76-2, MC76-3, MC76- 
4, decisions of the Board of Governors 
on 13 proposed changes., 79-3005 

Dockets MC76-1, 2, 3, & 4, transcripts of 
hearings., 79-3004 

Doctor Rolando Reyes Perez and his wife, 
Aurora Sevilla Alonzo Perez : report to 
accompany S. 540., 79-5414 

Document control and information process- 
ing research at the Nuclear Regulatory 
Commission : the Plato project /, 79- 
8708 
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Document drafting handbook., 79-7902 

Document identifier code (DIC) input/ 
output (I/O) formats (fixed length), 79- 
1904 

Document identifier code (DIC) input/ 
output (I/O) formats (variable length), 
79-1905, 79-9536 

Documentation of background information 
and rationale for current poverty matrix., 
79-20276 

Documentation of helicopter aeroelastic sta- 
bility analysis computer program 
(HASTA) /, 79-7488 

Documentation of meteorological data from 
the coniferous forest biome primary sta- 
tion in Oregon /, 79-5499 

Documenting disaster damage., 

Documents on 
79-21944 

Documents relating to the development of 
draft health research principles for the 
Department of Health, Education, and 
Welfare., 79-11640, 79-13665 

DoD activity address directory., 79-685 

DOD ammunition and explosives safety 
standards., 79-19655 

DOD directory of contract administration 
services components., 79-12821 

DOD flight information publication (en- 
route), 79-671 

DOD flight information publication (termi- 
nal), 79-661, 79-667 

DOD flight instrument publication (termi- 
nal), 79-662, 79-663, 79-664, 79-665 

DOD procurement policies and practices : 
hearing before the Subcommittee on Mi- 
nority Enterprise and General Oversight 
of the Committee on Small Business, 
House of Representatives, Ninety-fifth 
Congress, second session, ... September 
15, 1978., 79-9131 

DOD report, 79-17854 

DOD "total force management“—fact or 
rhetoric? : report to the Congress /, 79- 
11522 

DOD‘s commendable initial efforts to solve 
land use problems around airfields 
report /, 79-9882 

DOD‘s oversight of individual skill training 
in the military services should be more 
comprehensive : report /, 79-22588 

DOE energy actions nos. 3 and 4 : commu- 
nication from the Secretary of Energy ..., 
79-9428 

DOE entitlements program hearings 
before the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ..., 79-6691 

DOE research and development field facili- 
ties., 79-19838 

DOE role in support of small-scale appro- 
priately distributed technology : official 
transcript of public briefing : addendum, 
Jamuary 26, 1978., 79-7577 
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DOE/Solar Export Opportunities Work- 
shop /, 79-19941 

DOE standard awardee identification file., 
79-9770 

DOE supplemental telephone directory., 
79-7583 

DOE telephone directory., 
13005, 79-16397 

DOE-2 /, 79-14947 

Does intelligence decline with age? /, 79- 


79-7582, 79- 


Does the Federal incentive awards program 
improve productivity? : report to the 
Congress /, 79-13531 

Dog, cat, and other pet food, SIC 2047., 
79-21975 

Doing business with the federal govern- 
ment., 79-5982 

"Doing it : a collection of articles on 
issues, problems and viable solutions con- 
cerned with the provision of effective 
human services in programs serving 
runaway youth /, 79-6090 

The dollar rescue operations and their do- 
mestic implications : hearings before the 
Subcommittee on International Econom- 
ics of the Joint Economic Committee, 
Congress of the United States, Ninety- 
fifth Congress, second session, December 
14 and 15, 1978., 79-17465 

Dolls, SIC 3942., 79-19436 

Domestic and international transportation 
of U.S. foreign trade, 1976., 79-14723 

Domestic energy resources hearings 
before the Subcommittee on Employment 
Opportunities jointly with the Subcom- 
mittee on Elementary, Secondary, and 
Vocational Education of the Committee 
on Education and Labor, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, on H.R. 3583, H.R. 3976, and 
H.R. 3977 ....,  79-23367 

The domestic environment /, 79-7344 

Domestic housing and community develop- 
ment : issues for planning : study /, 79- 
11511 

Domestic mail manual., 79-20934 

Domestic oceanborne and Great Lakes 
commerce of the United States, 79- 
22250 

Domestic policy review of nonfuel minerals 
: report on phase I /, 79-16932 

Domestic policy review of solar energy., 
79-11346 

Domestic public land mobile radio service, 
79-568 

Domestic safeguards : annual report to 
Congress, fiscal year 1978 /, 79-12267 

Domestic technology transfer : issues and 
options /, 79-12407, 79-15913 

Domestic terrorism /, 79-22318 

Domestic violence in Vermont : hearing 
before the Subcommittee on Select Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-fifth Congress, second session ... 
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Montpelier, Vt., on July 22, 1978., 79- 
10449 

Domestic violence, 1978 : hearings before 
the Subcommittee on Child and Human 
Development of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, second session ... 
Los Angeles, Calif, March 4, 1978, 
Washington D.C., March 8, 1978., 79- 
8928 

Domestic volunteer service act amendments 
of 1979 : hearings before the Subcommit- 
tee on Child and Human Development of 
the Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session, on S. 239 ... 
February 8 and March 7, 1979., 79- 
15903 

Domestic volunteer service act amendments 
of 1979 : report of the Committee on 
Labor and Human Resources, United 
States Senate, together with additional 
views to accompany S. 239., 79-19037 

Domestic volunteer service act amendments 
of 1979 : report together with additional, 
minority, and individual views to accom- 
pany H.R. 2859., 79-15948 

Domestic volunteer service act extension, 
1978 : hearings before the Subcommittee 
on Child and Human Development of the 
Committee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
second session ... February 9 and 20, 
1978., 79-8944 

Domestic waterborne trade of the United 
States., 79-22250 

Dominican Republic, 79-6355 

The dominoes that did not fall /, 79-8412 

Donna Marainne Benney : report to accom- 
pany H.R. 6934., 79-3453 

The door to home safety : a consumer 
product safety education program for 
7th, 8th, and 9th grades., 79-21252 

Doris Mauri Coonrad : report to accompa- 
ny H.R. 932., 79-17575, 79-21833 

Dormancy and root regeneration of black 
walnut seedlings : effects of chilling /, 
79-9457 

DOT budget program by policy and 
RD&D management objectives : fiscal 
year 1976 DOT program analysis, pro- 
gram levels for fiscal years 1976, 1977, 
and 1978 /, 79-18758 

DOT employment facts., 79-18759 

DOT/TSC Technical Information Center 
bulletin, 79-1524 

Double bibbed supplied-air hood /, 79- 
2305 

The double deck bus demonstration project 
: executive summary /, 79-2926 

The double-nickel challenge race to the fuel 
pump., 79-23077 

Double taxation : taxes on income : conven- 
tion and related notes between the United 
States of America and the Polish People‘s 
Republic signed at Washington October 
8, 1974., 79-21002 





January — December 1979 


Douglas-fir beetle /, 79-7174 

Douglas-fir tussock moth handbook : how 
to use pheromone traps to determine out- 
break potential /, 79-21855 

Douglas-fir tussock moth handbook : larval 
instars of the Douglas-fir tussock moth /, 
79-17716 

Douglas-fir tussock moth handbook : you 
could spot the next tussock moth out- 
break! here‘s how /, 79-5471 

Douglas Jagdish Degenhardt (adoptive 
name) : report to accompany S. 3124., 
79-5392 

Dowcomer fluid phenomena in LOFT non- 
nuclear LOCEs /, 79-21315 

Dr. Angelito Dela Cruz : report to accom- 
pany S. 161., 79-17668 

Dr. Cosme R. Cagas, his wife, Linda San 
Diego Cagas, and his children, Elcee 
Cagas, Chess Cagas, Georgina Cagas, and 
Chester Cagas : report to accompany S. 
2203., 79-5397 

Dr. Daryl C. Johnson : report to accompa- 
ny H.R. 5097., 79-5373 

Dr. Francisco Dozon and his wife, Luzvi- 
minda Dozon : report to accompany S. 
1292., 79-5415 

Dr. John Alexis L. S. Tam and Yeut Shum 
Tam : report to accompany H.R. 2558., 
79-3434 

Dr. Laurence T. Gayao, his wife, Edith 
Gayao, and their child, Lorraine Gayao : 
report to accompany S. 148., 79-5382 

Dr. Lesley B. Tiongko Serrano, and her 
son, Kenneth Neil Serrano : report to 
accompany S. 147., 79-5416 

Dr. Manuel Javier Mariano and his wife, 
Lilia Zapanta Mariano : report to accom- 
pany S. 131., 79-17669 

Dr. Orlando Fusilero Bravo : report to ac- 
company S. 141., 79-5381 

Draft development document for effluent 
limitations guidelines and new source per- 
formance standards for the major nonfer- 
rous metals segment of the nonferrous 
metals manufacturing point source cate- 
gory., 79-22524 

Draft economic impact analysis (regulatory 
analysis supplement) for subtitle C, Re- 
source conservation and recovery act of 
1976 (RCRA) /, 79-9816 

Draft environmental impact statement : coal 
conversion program New England 
Power Co., Brayton Points Generating 
Station, plants 1, 2, and 3, Somerset, Bris- 
tol County, Massachusetts., 79-13021 

Draft environmental impact statement 
docket no. ABI (sub-no. 34) : Chicago 
and North Western Transportation Com- 
pany abandonment between Norfolk, Ne- 
braska ..., 79-10112 

Draft environmental impact statement ex- 
pansion of Port of Camas-Washougal In- 
dustrial Park, Washougal, Washington., 
79-9499 

Draft environmental impact statement : fi- 
nance docket no. 28100 : the East Cooper 





Drawings of nature and circumstance : caricature since 1870 / 


and Berkeley Railroad Company con- 
struct and operate a line of railroad locat- 
ed in Berkeley County, South Carolina., 
79-2665 

Draft environmental impact statement 
management of commerically generated 
radioactive waste., 79-17900 

Draft environmental impact statement 
motor gasoline deregulation., 79-3893 

Draft environmental impact statement : pro- 
posed five-year OCS oil and gas lease 
sale schedule March 1980-February 
1985 /, 79-22884 

Draft environmental impact statement 
Reeder Reservoir maintenance operations 
: an element of the Rogue Valley water 
quality management plan /, 79-20108 

Draft environmental impact statement: Sub- 
title C, Resource conservation and recov- 
ery act of 1976 (RCRA) /, 79-11485 

Draft environmental impact statement 
transportation of radioactive materials., 
79-4582 

Draft environmental impact statement 
Washington Metrorail system, Branch/ 
Rosecroft (F) route /, 79-18801 

Draft environmental impact statement, Fi- 
nance docket no. 28583 (sub-no. IF) : 
Burlinton Northern, Inc., control and 
merger St. Louis-San Francisco Railway 
Company et al. /, 79-10110 

Draft environmental impact statement for 
subtitle C, Resource conservation and re- 
covery act of 1976 (RCRA) : appendices 
/, 79-7806 

Draft environmental impact statement for 
the proposed Eastern market wholesale 
distribution center, railroad spur project, 
Detroit, Michigan /, 79-9501 

Draft environmental impact statement for 
the proposed revision to rail carrier noise 
emission regulation., 79-9864 

Draft environmental impact statement pre- 
pared on amendments to the North Caro- 
lina coastal management program /, 79- 
12763 

Draft environmental impact statement pre- 
pared on the proposed East and West 
Flower Gardens Marine Sanctuary /, 
79-12762 

Draft environmental impact statement, pro- 
posed 1979 Outer Continental Shelf oil 
and gas lease offshore the Mid-Atlantic 
States., 79-4577 

Draft environmental statement : Alsea Plan- 
ning Unit., 79-14677 

Draft environmental statement : Bel Marin 
Keys Unit IV, Ignacio Industrial Park 
Unit 3, Marin County, California : regula- 
tory permit application by Jack West and 
Soil and Associates /, 79-9580 

Draft environmental statement Burnt 
Powder Planning Unit : a land manage- 
ment plan., 79-1778, 79-1779 

Draft environmental statement : crude oil 
transportation system, Port Angeles, 
Washington, to Clearbrook, Minnesota 
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(as proposed by Northern TierPipeline 
Company) : map addendum., 79-8232, 
79-10034 

Draft environmental statement, Boise Dis- 
trict agricultural development /, 79- 
18501 

Draft environmental statement, Eastern 
Powder River coal., 79-18504 

Draft environmental statement, Fort Bel- 
voir family housing project., 79-9586 

Draft environmental statement, general 
management plan, wilderness study, July 
1977 : Cumberland Island National Sea- 
shore, Georgia., 79-2633 

Draft environmental statement, general 
management plan, wilderness study, July 
1977 [addendum}., 79-2634 

Draft environmental statement on grazing 
management in the Missouri Brakes of 
Montana /, 79-18508 

Draft environmental statement related to 
the Energy Fuels Nuclear, Inc., White 
Mesa Uranium Project (San Juan County, 
Utah), docket no. 40-8681 /, 79-10355 

Draft program of the Italian Socialist 
Party., 79-6555 

Draft revision to the Chatfield Lake, Colo- 
rado, environmental statement : South 
Platte River, Chatfield Dam to Denver /, 
79-9581 

Draft supplement to the final environmental 
statement (Int. FES 74-37) : proposed 
phosphate leasing on the Osceola Nation- 
al Forest in Florida /, 79-18510 

Draft supplement to the final environmental 
statement on O*‘Neill Unit, Lower Nio- 
brara Division, Pick-Sloan Missouri Basin 
Program, Nebraska /, 79-4466 

Draft, technical examination, environmental 
assessment Consolidation Coal 
Company's Glenharold Mine /, 79- 
15415 

Draft, the 1977 ten-year plan (1979-1988) /, 
79-21165 

Draft west-central North Dakota regional 
environmental impact study on energy 
development., 79-13881 

Draft west-central North Dakota regional 
environmental impact study on energy 
development [addendum}., 79-13882 

Drafting, surveying, and mapping instru- 
ments., 79-5705 

Draingage of methane from the overlying 
Pocahontas no. 4 coalbed from workings 
in the Pocahontas no. 3 coalbed /, 79- 
15444 

Draining characteristics of hemispherically 
bottomed cylinders in a low-gravity envi- 
ronment /, 79-8362 

Dramas and works prepared for oral deliv- 
ery, 79-1353, 79-4661, 79-14043 

Drapery hardware and window blinds and 
shades, SIC 2591., 79-21993 

Drawings of nature and circumstance : cari- 
cature since 1870 /, 79-8311 
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Dredge spoils and sewage sludge in the 
trace metal budget of estuarine and coast- 
al waters /, 79-18131 

Drewsey grazing management program /, 
79-18505 

Dried fruits, 79-44 

Dried pulses, 79-45 

Drill bits, counterbores, and countersinks /, 
79-1914, 79-19689 

Drilling and preparation of reusable, long 
range, horizontal bore holes in rock and 
in gouge /, 79-14215 

Drilling miniature holes : 
79-13047 

The drinking-driver problem : what can be 
done about it? : report to the Congress /, 
79-13509 

Driver, 79-773 

Driver; the traffic safety magazine for the 
military driver., 79-773 

Driver license administration requirements 
and fees., 79-4840 

Driver license applicant identification and 
licensing system security /, 79-15791 

Driver-vehicle effectiveness model /, 79- 
21218, 79-23198 

Drivers‘ duties at railroad grade crossings, 
79-12221 

Drug abuse : message from the President of 
the United States ..., 79-18958 

Drug abuse and treatment act, 1972 : report 
together with minority views to accom- 
pany S. 525., 79-19041 

Drug abuse in the military : hearings before 
the Select Committee on Narcotics 
Abuse and Control, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ..., 79-9068 

Drug abuse office and treatment amend- 
ments of 1978 : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, on H.R. 11660 ... April 10, 1978., 
79-5095 

Drug abuse office, prevention, and treat- 
ment amendments of 1978 hearing 
before the Subcommittee on Alcoholism 
and Drug Abuse of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2916 ... April 19, 1978., 79-8929 

Drug abuse prevention and _ treatment 
amendments of 1978 : [an act to amend 
the Drug Abuse Office and treatment act 
of 1972 to extend the programs of assist- 
ance under that act for drug abuse pre- 
vention, education, treatment, and reha- 
bilitation, and for other purposest., 79- 
6998 

Drug abuse prevention and treatment 
amendments of 1978 : report /, 79-3165 

Drug abuse prevention films : a mulitcul- 
tural film catalog /, 79-11720 

Drug abuse prevention for older Ameri- 
cans., 79-6079 


topical report /, 
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Drug abuse prevention for your communi- 
ty., 79-13751 

Drug abuse prevention, treatment, and re- 
habilitation act of 1979 : hearing before 
the Subcommittee on Alcoholism and 
Drug Abuse of the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 525 ... March 2, 1979., 79- 
23424 

Drug abuse research and development; 
Federally supported drug abuse and to- 
bacco research and development., 79- 
9987 

Drug abuse treatment : hearings before the 
Select Committee on Narcotics Abuse 
and Control, House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-12398, 79-14449 

Drug abuse warning network : phase IV 
report, May 1975- April 1976 /, 79- 
20815 

Drug abuse warning network : phase VI 
report, May 1977-April 1978 /, 79-4601 

Drug autoanalysis manual /, 79-16748 

Drug dependence in pregnancy : clinical 
management of mother and child. 79- 
4410, 79-13760 

Drug education., 79-11567 

Drug enforcement., 79-1280 

Drug Enforcement Administration authori- 
zation : hearing before the Subcommittee 
on Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3036 ... March 21, 1979., 79-15895 

Drug product selection : staff report to the 
Federal Trade Commission., 79-15070 

Drug regulation reform act of 1978 : hear- 
ings before the Subcommittee on Health 
and Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 2755 ..., 79-8930, 79-10514, 
79-12375 

The Drug regulation reform act of 1979 : 
report of the Committee on Labor and 
Human Resources, United States Senate, 
to accompany S. 1075 together with addi- 
tional views., 79-23553 

Drug trafficking in and through Hawaii and 
Guam : hearings before the Select Com- 
mittee on Narcotics Abuse and Control, 
House of Representatives, Ninety-fifth 
Congress, second session ...., 79-21616 

Drug treatment in New York City and 
Washington, D.C. : follow up studies., 
79-20460 

Drug use in industry /, 79-11726 

Drugs and driving /, 79-20395 

Drugs and driving : information needs and 
research requirements /, 79-21219 

Drugs and the class of ‘78 : behaviors, atti- 
tudes, and recent national trends /, 79- 
22676 

Drugs and the elderly /, 79-16741 
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Drugs in livestock feed., 79-15825 

Drugs in perspective /, 79-16780 

Dryland agriculture /, 79-6285 

DSA organization directory, 79-16353 

DSTR/501-M62B dynamic interfact critical 
speed problem : final report for period 
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DT fusion neutron irradiation of LLL NbTi 
superconductor wires at 4.2 K and Uni- 
versity of Oxford CusAu TEM specimens 
at room temperature, April 7, 1978 /, 
79-5899 

The DT fusion neutron irradiation of LLL 
niobium, March 29, 1978 /, 79-5901 

DT fusion neutron irradiation of LLL stain- 
less steel tensile specimens, February 23, 
1978 /, 79-5900 

Dual flow-temperature-humidity control 
system operating manual /, 79-19982 

Dual process high-rate filtration of raw 
sanitary sewage and combined sewer 
overflows /, 79-15051 

Duck stamp act amendments : report to ac- 
company H.R. 13372., 79-5167 

Dull Knife : Wyoming., 79-15468 

Dummy load, electrical., 79-19690 
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Wilderness : report to accompany H.R. 
12349., 79-3412 

Duopigatron ion source studies /, 79- 
22422 

Duration of copyright under the new law., 
79-17062, 79-20904 

Duration of deer forage benefits after clear- 
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do /, 79-21894 
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spatially associated volcanic rocks /, 79- 
22895 
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porated areas., 79-6124 

Dutch., 79-7521 

Dutch elm disease and its control /, 79- 
7151 

Duty classification of ball or roller bearing 
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and hanger units : report to accompany 
H.R. 8755., 79-3200 

Duty-free treatment for certain dyeing and 
tanning materials : report to accompany 
H.R. 11409., 79-3201 

Dwarf mistletoe does not increase truck 
taper in released red firs in California / 
Robert F. Scharpf., 79-19146 

Dynamic analysis to establish normal shock 
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/, 19-8706, 79-8714, 79-12281 
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Dynamic control of fracture experiments 
with complex speciments : design and 
analysis of tight controllers /, 79-2316 

Dynamic excitation of a single-degree-of- 
freedom hysteretic system /, 79-6582 

Dynamic flow model for low-BTU gasifica- 
tion of coal for electric power systems /, 
79-16432 

Dynamic fracture-resistance testing and 
methods for structural analysis /, 79- 
17876 

Dynamic models of falling film evaporators 
for ocean thermal energy conversion 
plants /, 79-11166 

The dynamic ocean : its role in climate 
forecasting : the story of environmental 
forecasting program /, 79-6328 

Dynamic response of aircraft to unloaded 
and loaded pavement profiles /, 79- 
17263 

Dynamic tensile fracture in rock /, 79- 
7677 

Dynamic testing of luminaire supports with 
an improved pendulum impact facility /, 
79-10302 

Dynamic testing of slotted underdrain pipe 
/, 7179-14241 

Dynamic wind-tunnel tests of an aerome- 
chanical gust-alleviation system using 
several different combinations of control 
surfaces /, 79-2705 

The dynamics of neighborhood change., 
79-2596 

Dynamics of polychlorinated biphenyls in 
the upper Mississippi River /, 79-10098 

DYNA2D : an explicit finite element and 
finite difference code for axisymmetric 
and plane strain calculations : user‘s guide 
/, 179-4013 

DYNEST, a dynamic estimator calculation 
program /, 79-23283 

DYNSYL, a general-purpose dynamic sim- 
ulator for chemical processes /, 79- 
21333 

Dyslexia /, 79-18313 
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E. C. ”Took“ Gathings Building : report to 
accompany H.R. 8812., 79-5201 

E. S. M. Group, Inc., Cessna Citation, 
NS51MW and North Central Airlines, 
Inc., 79-14206 

The eagle and the shield : a history of the 
great seal of the United States /, 79- 
6350 

Early adolescence : perspectives and rec- 
ommendations to the National Science 
Foundation., 79-4693 

Early detection of oral cancer may save 
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Early mortality estimates for different nu- 
clear accidents /, 79-23289 
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11210 





Economic and energy analyses of regional water pollution control / 


Early Triassic terebratulid brachiopods 
from the western interior of the United 
States /, 79-16918 

Earnings and other characteristics of orga- 
nized workers, May 1977 /, 79-15537 

Earth resources, 79-1397 

Earth resources; a continuing bibliography 
with indexes., 79-1397 

Earth resources and drilling technology : 
hearings before the Subcommittee on Ad- 
vanced Energy Technologies and Energy 
Conservation Research, Development, 
and Demonstration of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, June 7, 8, 1978., 79- 
12412 

Earth sciences., 79-13027, 79-16627 

Earth Sciences Division annual report., 
79-11282 

Earth Sciences Division, 
stracts., 79-19993 

Earth-space attenuation predictions for 
geostationary satellite links in the U.S.A. 
/, 7179-19599 

Earthquake information bulletin., 79-1187 

Earthquakes in the United States., 79- 
4482, 79-8236, 79-11801, 79-11802 

Ease of learning alternative TOS message 
reference codes /, 79-12920 

East Baton Rouge Parish, Louisiana, Baton 
Rouge and vicinity., 79-18409 

East Cooper and Berkeley Raildroad Com- 
pany construct and operate a line of rail- 
road located in Berkeley County, South 
Carolina., 79-2665 

East European scientific abstracts. Chemis- 
try, 79-1665, 79-17345 

East European scientific abstracts. Cyber- 
netics, computers, and automation tech- 
nology, 79-1666, 79-8686, 79-23264 

East European scientific abstracts. Elec- 
tronics and electrical engineering, 79- 
1667, 79-8687, 79-23265 

East European scientific abstracts. Engi- 
neering and equipment, 79-1655, 79- 
2971, 79-23266 

East European scientific abstracts. Materials 
science and metallurgy, 79-1669, 79- 
8688, 79-17346 

East Oklahoma forests : trends and outlook 
/, 79-17736 

East-West Foreign Trade Board quarterly 
report, 79-1739 

East-West Foreign Trade Board report., 
79-1693 

Eastern Europe, 79-1446 

Eastern Europe : on overview., 79-8418 

Eastern Europe agricultural situation ; 
review and outlook, 79-17766 

Eastern Europe agricultural 
review and outlook, 79-17766 

Eastern gas shales project /, 79-9742 

Eastern market wholesale distribution 
center, railroad spur project, Detroit, 
Michigan., 79-9501 
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Eastern pineshoot borer /, 79-7179 

EBT Theory Workshop Panel report., 
22392 

The EBT-II conceptual design study /, 
79-11302 

ECC-bypass scaling /, 79-21347 

Echo interpretation of severe storms on air- 
port surveillance radars /, 79-15750 

The ecological impact of land restoration 
and cleanup., 79-9874 

Ecological impacts of proposed highway 
improvements., 79-21128 

Ecological implications of anticipated elec- 
tric power development /, 79-20791 

Ecological implications of geopressured- 
geothermal energy development, Texas- 
Louisiana Gulf Coast region /, 79-4563 

Ecological studies of one channelized and 
two unchannelized wooded coastal 
swamp streams in North Carolina /, 79- 
10099 

Ecology and your career /, 79-8299 

Ecology of the saguaro : II, reproduction, 
germination, establishment, growth, and 
survival of the young plant / Warren F. 
Steenbergh & Charles H. Lowe., 79- 
2659 

Ecology of the walking city., 79-4562 

An econometric analysis of the U.S. hard- 
board market /, 79-9439 

Economic aid allocations for Syria and 
compliance with section 901 of the For- 
eign assistance act : hearing before the 
Special Subcommittee on Investigations 
of the Committee on International Rela- 
tions, House of Representatives, Ninety- 
fourth Congress, first session, June 25, 
1975., 79-17510 

Economic analysis of coal mining costs for 
underground and strip mining operation / 
, 7179-17998 

Economic analysis of H.R. 5289, Natural 
gas policy act of 1978 /, 79-5094 

Economic analysis of highway illumination 
levels and power rate control strategy /, 
79-23096 

Economic analysis of solid waste systems 
for rural cities in the southeast /, 79- 
10742 

Economic analysis of the effects of the 
Tokyo Round of multilateral trade nego- 
tiations on the United States and the 
other major industrialized countries., 79- 
21521 

Economic analysis, standby conservation 
plan—energency building temperature re- 
strictions., 79-9798 

Economic analysis, standby conservation 
plan, emergency advertising lighting re- 
Strictions., 79-11394 

Economic analysis, standby conservation 
plan, emergency weekend gasoline sales 
restrictions., 79-9797 

Economic and energy analyses of regional 
water pollution control /, 79-7783 
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The economic and energy effects of alterna- 
tive oil import policies : report to the 
Congress /, 79-22583 

Economic and industrial affairs, 79-1637, 
79-2946, 79-2947, 79-4957, 79-8669, 
79-12242, 79-17324, 79-18834, 79- 
23243 

Economic and social consequences of nu- 
clear attacks on the United States : a 
study /, 79-14379 

Economic and social consequences of nu- 
clear attacks on the United States [erratat 
:astudy /, 79-21450 

Economic assessment of the utilization of 
lead-acid batteries in electric utility sys- 
tems : final report /, 79-9649, 79-18014 

Economic assistance : agreement between 
the United States of America and Egypt 
signed at Cairo January 22, 1977., 79- 
4733 

Economic assistance : cash grant : agree- 
ment between the United States of Amer- 
ica and Israel, signed at Washington, De- 
cember 5, 1977., 79-14161 

Economic assistance : loan : agreement be- 
tween the United States of America and 
Israel, signed at Washington December 5, 
1977., 79-8471, 79-12087 

Economic assistance : program assistance 
grant : agreement between the United 
States of America and Israel, signed at 
Washington, December 5, 1977., 79- 
14163 

Economic assistance for fishermen : agree- 
ment beteween the United States of 
America and the Republic of Korea, 
signed at Seoul, January 19, 1977., 79- 
4758 

Economic briefs., 79-869 

Economic briefs (Washington), 79-869 

Economic cases of the Civil Aeronautics 
Board, 79-10856, 79-10857, 79-14758, 
79-17851, 79-22278 

Economic conditions in the Federal Repbu- 
lic of Germany : report /, 79-9002 

Economic cooperation : agreed minutes be- 
tween the United States of America and 
Iran, signed at Washington, February 28, 
1978., 79-21054 

Economic* Development Administration 
publications., 79-4206, 79-20220 

Economic development districts, composi- 
tion and status., 79-5620 

Economic development districts, January 1, 
1978., 79-3636 

Economic development districts under pro- 
visions of the Public works and economic 
development act of 1965, Public law 89- 
136, 79-5620 

Economic development legislation : hear- 
ings before the Subcommittee on Eco- 
nomic Stabilization of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session ...., 79-21443 

Economic effects of a prohibition on the 
use of selected animal drugs., 79-3489 
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Economic evaluation of windows in build- 
ings : methodology /, 79-12705 

Economic feasibility of manufacturing 
COM-PLY studs in the south /, 79- 
16107 

Economic impact analysis of proposed ef- 
fluent limitations guidelines, new source 
performance standards and pretreatment 
standards for the leather tanning and fin- 
ishing industry point source category /, 
79-20072 

Economic impact of effluent regulations on 
the rum industry, Puerto Rico and U.S. 
Virgin Islands /, 79-16530 

Economic impact of highway snow and ice 
control : State of the art / Bob H. Welch 
.» [et al.f,,  79-21134 

Economic impact of new motor carrier 
entry for the transportation of Govern- 
ment traffic /, 79-13981 

The economic impact of oil import reduc- 
tions /, 79-10451 

Economic impact of tobacco program : 
hearings before the Subcommittee on To- 
bacco of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, second session, July 21, 1978, 
Valdosta, Ga., August 4, 1978, Smith- 
field, N.C., September 15, 1978, Marion, 
S.C., 79-8756 

Economic impact 
lead., 79-14021 

Economic indicators., 79-1705, 

Economic indicators (Washington), 
1705 

Economic models and algorithms used in 
the Livermore Economic Modeling 
System /, 79-19997 

Economic opportunity amendments of 
1977-78 : hearings before the Subcommit- 
tee on Employment, Poverty, and Migra- 
tory Labor of the Committee on Human 
Resources, United States Sente, Ninety- 
fifth Congress, second session, on S. 2090 
.. Nov. 21, 1977, and March 13 and 14, 
1978., 79-6676 

Economic opportunity amendments of 1978 
: conference report to accompany H.R. 
7577., 79-3299 

Economic outlook at mid-summer : hear- 
ings before the Committee on the Budget, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-5042 

Economic plight of the elderly : hearing 
before the Select Committee on Aging, 
House of Representative, Ninety-fifth 
Congress, second session, August 21, 
1978, Cincinnati, Ohio., 79-8735 

Economic regulation of the trucking indus- 
try : hearing before the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ...., 79-17461 

Economic report, July 1977 : the health 
maintenance organization and its effects 
on competition /, 79-20135 
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Economic report of the President., 79- 
5053 

Economic report of the President; transmit- 
ted to the Congress, together with the 
Annual report of the Council of Econom- 
ic Advisers., 79-8383 

Economic requirements analysis of civil air 
navigation alternatives /, 79-4886 

Economic stability : agreement between the 
United States of America and Jordan 
signed at Amman July 22, 1976., 79- 
21003 

Economic structure, aggregate production 
functions and the demand for energy as 
an intermediate product : a preliminary 
analysis /, 79-16506 

Economic structure and behavior in the 
natural gas production industry /, 79- 
18190 

Economic trends and outlook of pesticide 
industry need for “exculsive use“ 
amendments to FIFRA., 79-4089 

Economic trends and their implications for 
the United States, 79-513 

Economics and market potential of hydro- 
gen production /, 79-14870 

Economics of airport operation : 
year, 1972., 79-15693 

Economics of concrete and wood tie track 
structures /, 79-8556 

Economics of defense procurement : ship- 
building claims : hearings before the Sub- 
committee on Priorities and Economy in 
Government of the Joint Economic Com- 
mittee, Congress of the United States, 
Ninety-fourth Congress, second session, 
and Ninety-fifth Congress, first session ..., 
79-5052 

Economics of recycling by source separa- 
tion and its application for Fairfield 
County, Conn., 79-19567 

Economics of solar, 79-20524 

Economics of water quality in agriculture : 
a literature review /, 79-16152 

Economics, Statistics, Cooperatives : 
gram results and plans., 79-10738 

Economies of size in local government : an 
annotated bibliography /, 79-14702 

The economy and utilization of thorium in 
nuclear reactors : technical annexes 1 and 
2/, 79-18047 

Ecuador, 79-15586 
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EDRO research progress report., 79-18280 

EDRO research reports, 79-18280 

EDRO SARAP research technical reports., 
79-8017 

EDS coal liquefaction process development 
/, 19-14936 

EDS coal liquefaction process development 
: phase IIIA., 79-2246, 79-11240, 79- 
13172 

EDS coal liquefaction process development 
: phase IIIA : EDS process alternatives 
LP model., 79-2247 

EDS coal liquefaction process development 
: phase IIIB /, 79-11247 

EDS coal liquefaction process development 
: phases IIIB/TV /, 79-13203 

EDS, Environmental Data Service, 79-464 

Education amendments of 1977 : hearings 
before the Subcommittee on Education, 
Arts, and Humanities of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 1753 ..., 79-3081 

Education amendments of 1977 : report to 
accompany S. 1752., 79-21699 

Education amendments of 1978 : conference 
report to accompany H.R. 15., 79-3289 

Education and training information ex- 
change  bulletin., 79-12173, 79-12174, 
79-17225, 79-18780 

Education directory. Colleges and universi- 
ties., 79-4268, 79-15234 

Education directory. Public school sys- 
tems., 79-4269 

Education directory: education associations, 
79-18231 

Education directory: higher education, 
4268, 79-15234 

Education directory. State 
agency Officials, 79-13657 

Education directory. State governments, 
79-13657 

Education for all handicapped children act. 
1978 : hearing before the Subcommittee 
on the Handicapped of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, second session ... 
May 13, 1978, Portland, Maine., 79-5086 

Education in the United States : a brief 
overview., 79-13631 

Education in the United States; statistical 
highlights., 79-20320 

Education program guidelines, 79-6325 

Education programs guidelines., 79-6325 

Education programs of the National En- 
dowment for the Humanities, 79-6325 

Education through aviation /, 79-15728 

Educational and other needs of disadvan- 
taged adults in a model cities neighbor- 
hood of Savannah, Georgia /, 79-20304 

Educational attainment in the United States: 
March 1977 and 1976 [erratat, 79-10778 

Educational attainment of workers., 79- 
4645 

Educational information and advisement 
services : a resource guide for creating 
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local services and building statewide net- 
works /, 79-16685 

Educational innovation and development; 
an annual report on ESEA Title III, 
12045 

Educational institution numeric list., 
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The educational level of farm residents and 
workers /, 79-10748 

Educational materials for and about young 
people with diabetes : selected annota- 
tions /, 79-22643 

Educational opportunities for older per- 
sons., 79-9996 

An educational program for early treatment 
of acute respiratory insufficiency : evalu- 
ation report on completed contracts 
awarded in response to RFP NHLI 74- 
15., 79-4309 

Educational programs : agreement between 
the United States of America and 
Panama, amending the agreement of No- 
vember 19, 1975, signed at Panama, De- 
cember 21, 1977., 79-21015 

Educational statistics, 79-4177 

The educational system of Israel /, 
15220 

The educational system of Mexico., 
20309 

The educational system of Romania /, 
6012 

The educator‘s role in the prevention and 
treatment of child abuse and neglect /, 
79-22687 

EEMIS program plan : energy emergency 
management information system : draft / 
prepared by Energy Informtion Adminis- 
tration, Department of Energy., 79-4033 

EEO—where do we go from here? : semi- 
nars on equal employment opportunity, 
1976 /, 79-21279 

EEO for state and local governments, 79- 
628 

EEO, information on equal employment op- 
portunity for state and local govern- 
ments., 79-628 

EEO spotlight., 79-626 

EEO statistical report on employment in 
state and local government : employment 
security, health, and welfare programs : 
comparison of 1970, 1974, 1976. 79- 
12042 

Effect of an alternate winglet on the pres- 
sure and spanwise load distributions of a 
first-generation jet transport wing /, 79- 
11975 

The effect of bubble behavior on the scale- 
up of fluidized bed heat exchangers : final 
report /, 79-11349 

Effect of camber on the trimmed lift capa- 
bility of a close-coupled canard-wing 
configuration /, 79-11959 

Effect of canard vertical location, size, and 
deflection on canard-wing interference at 
subsonic speeds /, 79-20915 

Effect of cargo shifting on vehicle handling 
/, 7179-10296 
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Effect of casing treatment on performance 
of a two-stage high-pressure-ratio fan /, 
79-20921 

Effect of cation exchange on the subsequent 
reactivity of lignite chars to steam /, 79- 
3936 

Effect of cold storage on development of 
suckers on aspen root cuttings /, 79- 
21878 

Effect of concentration dependence of the 
diffusion coefficient on homogenization 
kinetics in multiphase binary alloy sys- 
tems /, 79-18652 

Effect of containment venting on the risk 
from LWR meltdown accidents /, 79- 
6577 

Effect of cooling-hole geometry on aerody- 
namic performance of a film-cooled tur- 
bine van tested with cold air in a two- 
dimensional cascade /, 79-2763 

The effect of deer exclosures on the recov- 
ery of vegetation in failed clearcuts on 
the Allegheny Plateau /, 79-9459 

Effect of defoliation by the Douglas-fir tus- 
sock moth on moisture stress in grand fir 
and subsequent attack by the fir engraver 
beetle (Coleoptera: scolytidai) /, 79- 
10701 

Effect of depth on dredging frequency /, 
79-12945 

Effect of duct fire on the ventilation air 
velocity /, 79-6184 

Effect of electronic hearing protectors on 
speech intelligibility /, 79-15443 

Effect of filtration on rolling-element-bear- 
ing life in a contaminated lubricant envi- 
ronment /, 79-8355 

The effect of food stamp cutbacks on older 
Americans : hearing before the Special 
Committee on Aging, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... April 11, 1979., 79-21390 

The effect of foreign military sales on the 
U.S. economy /, 79-21667 

Effect of geometry on hydrodynamic film 
thickness /, 79-14068 

Effect of growing season on sprouting of 
blue huckleberry /, 79-19140 

Effect of ion concentrations on uranium ab- 
sorption from sodium carbonate solutions 
/, 79-13906 

The effect of legislative and regulatory ac- 
tions on competition in petroleum mar- 
kets /, 79-20043 

Effect of nitrogen-containing plasma on ad- 
herence, friction, and wear of radiofre- 
quency-sputtered titanium carbide coat- 
ings /, 79-18684 

Effect of nutrition restriction on animal life 
span., 79-20386 

Effect of nutrition status on human life 
span., 79-20386 

Effect of operational envelope limits on tee- 
tering rotor flapping /, 79-9594 

Effect of oxygen and nitrogen interactions 
on friction of single-crystal silicon car- 
bide /, 79-10185 


Page 1-823 





Effect of oxygen, methyl mercaptan, and methy! chloride on friction behavior of 


Effect of oxygen, methyl mercaptan, and 
methyl chloride on friction behavior of 
copper-iron contacts /, 79-8364 

Effect of radiation on human health : hear- 
ings before the Subcommittee on Health 
and the Environment of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-12376, 
79-12377 

The effect of *resource impact factors“ on 
energy conservation standards for build- 
ings /, 79-1812 

Effect of salt, phosphates and other curing 
ingredients on water-holding capacity of 
lean pork meat and the quality of radap- 
pertized ham /, 79-2115 

Effect of scale on two-phase countercurrent 
flow flooding /, 79-17366 

Effect of scale on two-phase countercurrent 
flow flooding in annuli /, 79-21342 

Effect of silicon carbide on devitrification 
of a glass coating for reusable surface 
insulation /, 79-11972 

Effect of smoking on nonsmokers : hearing 
before the Subcommittee on Tobacco of 
the Committee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
second session, September 7, 1978., 79- 
6597 

Effect of source orientation and location in 
the Peru-Chile Trench on tsunami ampli- 
tude along the Pacific Coast of the Conti- 
nental United States /, 79-2087 

Effect of SO2 emission requirements on 
fluidized-bed combustion systems : pre- 
liminary technical/economic assessment / 
» 7179-13461 

Effect of specimen dimensions on 
K[subscript Iscc{ determination by the 
cantilever method /, 79-11096 

Effect of steam oxidation on strength, elas- 
tic modulus, and strain at fracture of 
graphite 2020 /, 79-17991 

Effect of swirler-mounted mixing venturi 
on emissions of flame-tube combustor 
using Jet A fuel /, 79-18689 

The effect of the Carter 1980 budget on the 
cities : hearing before the Task Force on 
State and Local Government of the Com- 
mittee on the Budget, House of 
Representative[st, Ninety-sixth Congress, 
first session, March 13, 1979., 79-17450 

Effect of the ionosphere on space and ter- 
restrial systems /, 79-11050 

Effect of torsional fastener resistance on the 
lateral response of a rail-tie structure /, 
79-15686 

Effect of vibration duration on human dis- 
comfort /, 79-8358 

Effect on sediment yield and water quality 
of a nonrehabilitated surface mine in 
north-central Wyoming /, 79-20723 

Effective control of secondary water pollu- 
tion from flue gas desulfurization systems 
/, 179-2374 
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The effective date of registration., 79- 
2688, 79-15554 

Effective mass and damping of submerged 
structures /, 79-3995 

Effectiveness of audible warning devices on 
emergency vehicles /, 79-2886 

Effectiveness of economic stimulus pro- 
grams : hearings before the Task Force 
on Economic Policy of the Committee on 
the Budget, House of Representatives, 
Ninety-fifth Congress, second session, 
February 18 and 20, 1978, (Dallas, Tex., 
and Mesquite, Tex.)., 79-3049 

Effectiveness of Federal agency enforce- 
ment of laws and policies against compli- 
ance, by banks and other U.S. firms, with 
the Arab boycott : thirty-first report /, 
79-21678 

Effectiveness of sediment-control tech- 
niques used during highway construction 
in central Pennsylvania /, 79-4488 

Effectiveness of sheltering as a protective 
action against nuclear accidents involving 
gaseous releases., 79-20115 

Effectiveness of surface mine sedimentation 
ponds /, 79-9829 

Effectiveness of the act. Amtrak, 79-11863 

The effectiveness of the Internal Revenue 
Service‘s income information document 
matching program and tax collection and 
other problems caused by bank-issued 
*numbered“ bonds or certificates of de- 
posit : hearing before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
fifth Congress, second session, March 9, 
1978., 79-3073 

Effectiveness of three insecticides applied at 
two droplet sizes for control of the 
Douglas-fir tussock moth and western 
spruce budworm /, 79-7188 

Effectiveness of various organometallics as 
antiwar additives in mineral oil /, 79- 
2758 

Effects of a comprehensive test ban treaty 
on United States national security inter- 
ests : hearings before the Panel on the 
Strategic Arms Limitation Talks and the 
Comprehensive Test Ban Treaty of the 
Intelligence and Military Application of 
Nuclear Energy Subcommittee of the 
Committee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
second session, August 14, 15, 1978., 79- 
6607 

Effects of a comprehensive test ban treaty 
on United States national security inter- 
ests : report of the Panel on the Strategic 
Arms Limitation Talks and the Compre- 
hensive Test Ban Treaty of the Intelli- 
gence and Military Application of Nucle- 
ar Energy Subcommittee of the Commit- 
tee on Armed Services, House of Repre- 
sentatives, with dissenting and supple- 
mentary views, Ninety-fifth Congress, 
second session., 79-5025 

Effects of Alaskan North Slope crude oil 
and continued crude oil production at 
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Elks Hills Naval Petroleum Reserve : 
report /, 79-2415 

Effects of alternate fuels /, 79-14967 

Effects of alternative transition sequences 
on coherent photoexcitation /, 79-13369 

The Effects of caloric density of the food 
on running endurance and general condi- 
tion of rats and hamsters restricted in 
food intake or fed ad libitum /, 79-2114 

Effects of carbaryl, trichlorfon, and DDT 
on collapsing Douglas-fir tussock moth 
populations in Oregon /, 79-21889 

Effects of cattle grazing on ponderosa pine 
regeneration in central Colorado /, 79- 
1754 

Effects of charged particles on cascade im- 
pactor calibratons /, 79-13470 

Effects of cloud particles on remote sensing 
from space in the 10-micrometer infrared 
region /, 79-7478 

Effects of congener and noncongener alco- 
holic beverages on a clinical ataxia test 
battery /, 79-18794 

Effects of converting sagebrush cover to 
grass on the hydrology of small water- 
sheds at Boco Mountain, Colorado /, 
79-11806 

Effects of Council on Environmental! Qual- 
ity regulations on rural electric coopera- 
tives : hearing before the Subcommittee 
on Agricultural Credit and Rural Electri- 
fication of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, Wednesday, December 6, 1978., 
79-12295 

The effects of curvature and viscosity on 
baroclinic instability : a two layer model 
/, 1719-14077 

Effects of deceleration and rate of decelera- 
tion on live seated human subjects /, 79- 
14271 

Effects of defoliation by Douglas-fir tussock 
moth on timing and quantity of stream- 
flow /, 79-9461 

Effects of disbudding on shoot mortality 
and stem deformity in black cherry /, 
79-14661 

"Effects of Energy Constraints on Trans- 
portation Systems“ : proceedings of the 
Fourth National Conference held at 
Union College, Aug. 1-5, 1977 /, 79- 
2171 

Effects of environmental contaminants on 
cell mediated immunity /, 79-9840 

Effects of errors on decoupled control sys- 
tems /, 79-8325 

Effects of fiber length uniformity on proc- 
essing Pima cotton /, 79-10674 

Effects of fire on air : a state-of-knowledge 
review /, 79-12617 

Effects of fire on suil : a state-of-knowledge 
review /, 79-12616 

Effects of geothermal energy development 
on fish and wildlife /, 79-10104 
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Effects of gravel morphology on fine sedi- 
ment accumulation and survival of incu- 
bating salmon eggs /, 79-19118 

Effects of grazing on runoff and sediment 
yield from desert rangeland at Badger 
Wash in western Colorado, 1953-73 /, 
79-22892 

Effects of highways on wildlife populations 
and habitats : phase 1, selection and eval- 
uation of procedures /, 79-14223 

Effects of hurricane surge barrier on hy- 
draulic environment, Jamaica Bay, New 
York : hydraulic model investigation /, 
79-5756 

The effects of inflation on homebuilding : /, 
79-20128 

Effects of interfacial properties on collec- 
tion of fine particles by wet scrubbers /, 
79-13454 

Effects of lowering interior canal stages on 
salt-water intrusion into the shallow 
aquifer in southeast Palm Beach County, 
Florida /, 79-4473 

Effects of mass addition on blunt-body 
boundary-layer transition and heat trans- 
fer /, 79-2764 

The effects of minerals on coal beneficiation 
processes., 79-16443 

Effects of minor alloying additions on the 
strength and swelling behavior of an aus- 
tenitic stainless steel /, 79-11311 

The effects of natural phenomena on the 
Babcock and Wilcox Co. Plutonium Fab- 
rication Plant at the Parks Township site, 
Leechburg, Pennsylvania /, 79-18861 

Effects of natural seawater and electro- 
chemical potential on  fatigue-crack 
growth in 5086 and 5456 aluminum alloys 
/, 79-11060 

The effects of nonuniformities on natural 
convection in annular receiver geometries 
/, 79-7668 

The effects of not replying., 79-15553 

The effects of nuclear power plant oper- 
ations on populations of boring and foul- 
ing organisms /, 79-17357 

Effects of nuclear power plants on commu- 
nity growth and residential property 
values /, 79-23282 

The effects of nuclear war., 79-15827 

Effects of oil regulation on prices and quan- 
tities, a quantitative analysis /, 79-18107 

Effects of oil slick properties on the disper- 
sion of floating oil into the sea /, 79- 
6488 

Effects of one-dimensional stress on MIL- 
STD-13 76 piezoelectric ceramic materi- 
als types I, II, and III /, 79-11063 

Effects of outdoor exposure on the solar 
reflectance properties of silvered glass 
mirrors /, 79-16473 

Effects of propranolol on time of useful 
function (TUF) in rats, 79-14250 

Effects of pumping on ground-water levels 
near Taylorsville, Bartholomew County, 
Indiana /, 79-11822 
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Effects of seepage from fly-ash settling 
ponds and construction dewatering on 
ground-water levels in the Cowles unit, 
Indiana Dunes National Lakeshore, Indi- 
ana /, 79-11820 

Effects of selected asbestos fibers on cellu- 
lar and molecular parameters /, 79- 
16542 

Effects of selected herbicides on smolting 
of coho salmon /, 79-22537 

Effects of several metals on smolting of 
coho salmon /, 79-7747 

The effects of soak temperature on sugar 
maple seed germination /, 79-7187 

Effects of soil and foliar applications of ni- 
trogen fertilizers on a 20-year-old Doug- 
las-fir stand /, 79-14662 

Effects of solvent characteristics on 
Wyodak coal liquefaction., 79-13174 

Effects of spanwise nozzle geometry and 
location on the longitudinal aerodynamic 
characteristics of a vectored-engine-over- 
wing configuration at subsonic speeds /, 
79-2772 

Effects of steam on oil shale retorting : a 
preliminary laboratory study /, 79-5891 

Effects of stock removal rates on belt load- 
ing for abrasive planing hardwoods / 
Harold A. Stewart., 79-7184 

Effects of stores on longitudinal aerody- 
namic characteristics of a fighter at su- 
personic speeds /, 79-2767 

Effects of stream channelization on aquatic 
macroinvertebrates, Buena Vista Marsh, 
Portage County, Wisconsin /, 79-20786 

The effects of structural employment and 
training programs on inflation and unem- 
ployment : hearings before the Joint Eco- 
nomic Committee, Congress of the 
United States, Ninety-sixth Congress, first 
session, February 9 and 21, 1979., 79- 
14392 

The effects of structural employment and 
training programs on inflation and unem- 
ployment : report of the Joint Economic 
Committee, Congress of the United 
States., 79-14602 

Effects of suspended solids and sediment of 
reproduction and early life of warmwater 
fishes : a review /, 7179-22527 

The effects of tank crew turbulence on tank 
gunnery performance /, 79-12923 

The effects of the depletion and buildup of 
fissile nuclides and of **U fast fission 
product decay power /, 79-10379 

Effects of the Employee retirement income 
security act on pension plans with fewer 
than 100 participants : report to the Con- 
gress /, 79-16604 

The effects of the regulatory reform provi- 
sions contained in the railroad revitaliza- 
tion and regulatory reform act of 1976 /, 
79-21109 

Effects of thermomechanical processing on 
strength and toughness of iron - 12-per- 
cent-nickel - reactive metal alloys at - 
196C /, 79-8363 
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Effects of upper surface modification on the 
aerodynamic characteristics of the 
NACA 632-215 airfoil section /, 79- 
11955 

Effects of utility ratesetting procedures on 
small business : hearing before the Sub- 
committee on Minority Enterprise and 
General Oversight and the Subcommittee 
on Energy, Environment, Safety and Re- 
search of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
fifth Congress, second session ... Febru- 
ary 28, 1978., 79-10583 

Effects of visual and motion simulation 
cueing systems on pilot performance 
during takeoffs with engine failures /, 
79-14094 

Effects of watering and fertilization on car- 
bohydrate reserves in sugar maple seed- 
lings /, 79-9438 

Effects of weight distributing hitch torque 
on car-trailer directional control and 
braking /, 79-15787 

Effects of wing leading-edge flap deflec- 
tions on subsonic longitudinal aerody- 
namic characteristics of a wing-fuselage 
configuration with a 44 swept wing /, 
79-18672 

The effects of work-rest, target activity, 
background noise, and string size on op- 
erator interpretation of the unattended 
ground sensor records /, 79-12910 

The effects of workload on performance on 
operators monitoring unattended ground 
sensors /, 79-12918 

Effects on flexible highways of increased 
legal vehicle weights using VESYS IIM, 
final report /, 79-4850 

Effects on the consumers of restrictive 
practices in the eyeglass industry : hear- 
ings before the Subcommittee on Federal, 
State, and Community Services of the 
Select Committee on Aging and the Sub- 
committee on Consumer Protection and 
Finance of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, 95th Congress, first session, 
October 28, 1977 and January 9, 1978., 
79-6591 

Efficiency enhancement of octave-band- 
width traveling wave tubes by use of 
multistage depressed collectors /, 79- 
20923 

An efficiency evaluation and consumer eco- 
nomic analysis of domestic water heaters 
/, 79-19899 

Efficiency of Reserve and Guard training 
has improved since 1974, but more can be 
done : report to the Congress /, 79- 
22589 

Efficiency of unconstrained minimization 
techniques in nonliner analysis /, 79- 
2725 

Efficient energetic neutral beam source 
using jet surface conversion /, 79-7693 

Efficient use of modularization in transpor- 
tation systems /, 79-2113 
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Effluent monitoring of the December 10, 
1974, Titian III-E launch at Air Force 
Eastern Test Range, Florida /, 79-11966 

Effluent treatment aqueous waste /, 79- 
14907 

Efforts to charge for using government- 
owned assets for foreign military sales : 
marked improvement but additional 
action needed : report /, 79-20153 

Efforts to improve management of U.S. for- 
eign aid—changes made and changes 
needed : report /, 79-13563 

Efforts to reduce Federal paperwork bur- 
dens : hearing before the Subcommittee 
on Federal Spending Practices and Open 
Government of the Committee on Gov- 
ernmental Affairs, United States Senate, 
Ninety-fifth Congress, second session, 
June 28, 1978., 79-12369 

Egg products, 79-141 

Egg products; liquid, frozen, dried produc- 
tion under Federal inspection., 79-141 

Eggs, chickens and turkeys., 79-140 

Egypt, 79-10211 

The Egyptian-Israeli peace treaty, March 
26, 1979., 79-23036 

EHP, Environmental health perspectives., 
79-1094 

EHV quarterly report, 79-796 

EIA input-output model simulation proce- 
dures /, 79-15024 

EIA publications directory., 79-13404 

EIA report on preliminary power produc- 
tion, fuel consumption, and installed ca- 
pacity data, 79-22501 

Eighth five-year plan budget of USSR, 
Union Republics., 79-6548 

EL Dorado micellar-polymer demonstra- 
tion project /, 79-13073 

El peligro de envenenamiendo por plomo : 
para renteros de casas : watch out for 
lead paint poisoning for renters., 79- 
20486 

El Salvador : post report., 79-2810 

Elastic pitch beam tail rotor for LOH /, 
79-5791 

Elastohydrodynamic lubrication of elliptical 
contracts for materials of low elastic mo- 
dulus /, 79-8356 

Elder-ed : an education program for older 
Americans : using medicines wisely., 79- 
15302 

Elderly., 79-20482 

Elderly and handicapped transportation : 
local government approaches /, 79- 
21216 

The elderly in housing : hearing before the 
Subcommittee on Housing and Urban Af- 
fairs of the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... Clifton, New Jersey, April 23, 
1979., 79-23342 

Election administration /, 79-23229 

Election administrators‘ bulletin, 79-1623 

Election case law., 79-1625, 79-10343 


Page I-826 





Election directory., 79-15808 

Election law updates, 79-10342 

Election of officers of labor organizations., 
79-8296 

Election of small tax case procedure & 
preparation of petitions., 79-15523 

Election to treat qualified stock options ex- 
ercised after 1975 as options which are 
not qualified : report to accompany H.R. 
12200., 79-6823 

Electric and electronic bases, holders, and 
supports /, 79-1923, 79-5706 

Electric and electronic properties measur- 
ing and testing instruments., 79-1922 

Electric and gas utility rate and fuel adjust- 
ment clause increases, 1977 /, 79-8921, 
79-10492 

Electric & hybrid vehicle demonstration, 
1978., 79-3897 

Electric & hybrid vehicle program, 
11142 

Electric & hybrid vehicle program. Annual 
report to Congress., 79-11142 

Electric & hybrid vehicle program quarter- 
ly report., 79-796 

Electric batteries : a bibliography., 
2294 

Electric blenders, mixers, choppers/slicers 
and grinders., 79-21262 

Electric, electronic handbook : engineered 
performance standards for real property 
maintenance activities, 79-3745 

Electric energy options hold great promise 
for the Tennessee Valley Authority : 
report to the Congress /, 79-11514 

Electric energy systems, 79-22492 

Electric equipment and supplies N.E.C., 
SIC 3699., 79-19414 

Electric home workshop tools, excluding 
power saws and chain saws., 79-21263 

Electric housewares and fans, SIC 3634., 
79-22075 

Electric lamps., 79-240, 79-254, 79-3566 

Electric lamps (monthly), 79-240 

Electric lamps (quarterly), 79-254, 
3566 

Electric lamps, SIC 3641., 79-19407 

Electric power statistics, 79-824 

Electric power statistics (Washington), 
824 

Electric power supply and demand, 
9794 

Electric power supply and demand for the 
contiguous United States: as projected by 
the Regional Electric Reliability Councils 
in their long-range coordinated planning 
reports to the Department of Energy., 
79-9794 

Electric rates charged by the Central 
Valley Project : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, April 28, 1978., 79-14427 
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Electric system disturbance on the Consoli- 
dated Edison Company of New York, 
Inc. system., 79-4103 

Electric vehicle product improvement : a 
small business set-aside., 79-13000 

Electrical analog simulation of the aquifers 
along the south coast of Puerto Rico /, 
79-4474 

Electrical & elcectronics engineering, 
5629 

Electrical cable, cord, wire, and assemblies 
/, 79-1918, 79-1919, 79-14789 

Electrical compensation system for planted- 
through-hole tester : milestone report., 
79-13059 

Electrical connector parts., 79-1917 

Electrical control equipment., 79-19691 

Electrical/electronic groups, sets, and as- 
semblies., 79-1915, 79-1916, 79-9540 

Electrical industrical apparatus, N.E.C., 
SIC 3629., 79-22071 

Electrical posts, splices, and terminals., 
1924 

Electrical protective devices., 79-10929 

Electrical resistivity evaluations at solid 
waste disposal facilities /, 79-9824 

Electrical rotating machinery., 79-12832, 
79-19693 

Electrical work special trade contractors, 
SIC 1731., 79-19511 

Electrically operated toys and children‘s ar- 
ticles, 79-21264 

Electrician., 79-3788, 79-3789, 79-9562 

Electricity and electronics., 79-4166, 79- 
20191 

Electricity from the sun II : solar thermal 
energy conversion., 79-20011 

Electricity from the sun I : solar photovol- 
taic energy /, 79-9775 

Electricity sales statistics., 
14345 

Electricity utility fuel—procurement prac- 
tices and the impact of rate reform activi- 
ties on small businesses : report /, 79- 
13518 

Electrified bed evaluation /, 79-13466 

Electrochemical determination of the Gibbs 
energy of formation of sphalerite (ZnS) /, 
79-4513 

Electrochemical machining deep through 
holes in 304 stainless steel : final report /, 
79-13060 

Electrodeposition of erosion-resistant titan- 
ium diboride coatings /, 79-13908 

Electrodril system field test program /, 
79-17913 

Electromagnetic boundary-value problems 
based upon a modification of residue cai- 
culus and function theoretic techniques /, 
79-19551 

Electromagnetic compatibility., 79-2070 

Electromagnetic compatibility of UHF land 
mobile receivers and the PAVE PAWS 
radar /, 79-22276 


79- 


79- 


79-1689, 79- 





January — December 1979 The emerging aging network : a directory of state and area agencies on aging / 


Electromagnetic coupling with a collinear 
array on a two-layer anisotropic earth /, 
79-16924 

Electromagnetic cross-borehole survey of a 
site proposed for an urban transit station 
/, 7179-15015 

Electromagnetic technique for locating bor- 
eholes /, 79-4514 

Electrometallurgical products, SIC 3313., 
79-22028 

Electron excitation of alkali atoms /, 79- 
22447 

Electron tubes, all types, SIC 3671., 
22084 

An electronic, automatically opening rain 
collector /, 79-7168 

Electronic balance operating instructions /, 
79-13383 

Electronic capacitors, SIC 3675., 79-19410 

Electronic circuitry devices /, 79-5707 

Electronic coils and transformers, 
3677., 79-19411 

Electronic components, N.E.C., SIC 3679., 
79-22087 

Electronic connectors, 
22086 

Electronic isolation simulator for hydraulic 
turbine governor alinement /, 79-2650 

Electronic resistors, SIC 3676., 79-22085 

Electronic tabular display subsystem 
(ETABS) enginering model., 79-4873 

The electronic voting system for the United 
States House of Representatives /, 79- 
15891 

Electronics and electrical engineering, 
1667, 79-8687, 79-23265 

Electronics Engineering Department quar- 
terly report /, 79-11352, 79-13346 

Electronics manual engineering., 
21203 

Electronics manual 
21204 

Electronics technician 1 & C /, 79-22376 

Electrostatic charging of JP-4 fuel on poly- 
urethane foams /, 79-11081 

Electrostatic effects in fabric filtration /, 
79-9856, 79-18159 

Electrotechnology., 79-341 

Electrotyping and stereotyping SIC 2794., 
79-19295 

Electrowinning zinc from zinc chloride- 
alkali metal chloride electrolytes /, 79- 
13914 

Element concentrations toxic to plants, ani- 
mals, and man /, 79-20713 

Element of the Rogue Valley water quality 
management plan., 79-20108 

Elemental characteristics of aerosols emit- 
ted from a coal-fired heating plant /, 
79-11970 

Elementary and secondary education, 
4269 

Elementary education., 79-11575 

Elements of management analysis : 
workbook., 79-3736 


79- 


SIC 


SIC 3678., 79- 


79- 


79- 


maintenance., 79- 


79- 


student 





Elevators and moving stairways, SIC 3534., 
79-19386 

Eligibility for extended unemployment 
benefits report to accompany H.R. 
12380., 79-3382 

Eligibility period for extended benefits : 
report to accompany H.R. 12380., 79- 
3181 

Eliminating racketeering in the sale of ciga- 
rettes : conference report to accompany 
S. 1487., 79-3304 

Eliminating the authorization ceiling for the 
District of Columbia‘s share of Metrorail 
construction costs : report to accompany 
H.R. 3914., 79-23536 

Elimination of work disincentives under 
SSI programs : report of the Committee 
on Ways and Means, House of Repre- 
sentatives, together with additional views 
.. to accompany H. R. 12972., 79-3198 

Elisabetta Basso Gallizio : report to accom- 
pany H.R. 4530., 79-3446 

Elizabeth D. Yee Kraus : report to accom- 
pany H.R. 4875., 79-5446 

Elkhart County, Indiana, unincorporated 
areas., 79-22748 

The Elmo bumpy torus (EBT) reactor /, 
79-11318 

Elvi Engelsmann Jensen : report to accom- 
pany S. 1401., 79-3254 

EMaCC topical area report., 79-13013 

The emergence of civil rights in Wyoming 
/, 79-7326 

Emergency action guide for selected haz- 
ardous materials., 79-8598 

Emergency agricultural act of 1978 : hear- 
ing before a subcommittee of the Com- 
mittee on Appropriations, United States 
Senate, Ninety-fifth Congress, second ses- 
sion : special hearing., 79-12308 

Emergency energy conservation act of 1979 
: report together with additional, supple- 
mental, and minority views to accompany 
S. 1030., 79-17645 

Emergency energy conservation act of 1979 
: report together with minority views to 
accompany S. 1030., 79-16023 

Emergency escape ramps for runaway 
heavy vehicles., 79-15670 

Emergency gas pipeline transportation with 
computer documentation : Commission 
staff report /, 79-4031 

Emergency handling of radiation accident 
cases : ambulance-rescue squads /, 79- 
7587 

Emergency handling of radiation accident 
cases : firemen /, 79-7590 

Emergency handling of radiation 
cases : hospital administrators /, 

Emergency handling of radiation 
cases : nurses /, 79-7585 

Emergency handling of radiation 
cases : physicians /, 79-7584 

Emergency handling of radiation 
cases : police /, 79-7588 

Emergency handling of radiation 
cases : sheriffs /, 79-7589 
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Emergency homeowners‘ relief act., 79- 
10007 

Emergency interim consumer product 
safety standard act of 1978 : [an act to 
amend the Consumer product safety act 
to establish an interim consumer product 
safety rule relating to the standards for 
flame resistance and corrosiveness of cer- 
tain insulation, and for other purposest., 
79-6987 

Emergency interim consumer product 
safety standard act of 1978 : conference 
report to accompany S. 2401., 79-6810 

Emergency medical service sysems and 
health planning : a bibliography., 79- 
11684 

Emergency medical services : a subject bib- 
liography from Highway safety litera- 
ture., 79-10311 

Emergency medical services : first 
er training course., 79-21227 

Emergency medical services : instructor 
training course., 79-15790 

Emergency medical services communica- 
tions system technical planning guide /, 
79-19598 

Emergency medical services systems 
amendments of 1979 : hearing before the 
Subcommittee on Health and Scientific 
Research of the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-sixth Co first session, on S. 
497 ... February 28, 1979., 79-23425 

Emergency medical services systems 
amendments of 1979 and Sudden infant 
death syndrome amendments of 1979 : 
report of the Committee on Labor and 
Human Resources, United States Senate, 
to accompany S. 497., 79-16019, 79- 
19039 

Emergency medical services systems au- 
thorization : hearing before the Subcom- 
mittee on Health and the Environment of 
the Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3039 ... H.R. 3124 ... H.R. 2212 ... 
March 21, 1979., 79-17503 

Emergency medical services systems re- 
search projects, 1978., 79-13721 

Emergency natural gas purchases : actions 
needed to correct program abuses and 
consumer inequities : report to the Con- 
gress /, 79-11512, 79-13514 

Emergency Preparedness Project, final 
report., 79-22317 

Emergency response to hazardous materials 
transportation accidents : thirtieth report 
/, 79-6865 

The emergency telephone number., 79- 
23200 

Emergency vehicle warning lights : state of 
the art /, 79-1808 

The emerging aging network : a directory 
of state and area agencies on aging /, 
79-10404 
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Emerging energy alternatives for the South- 
eastern States : proceedings of a sympo- 
sium sponsored by Department of 
Energy, Washington, D. C. ; Langley 
Research Center, Hampton, Virginia ; 
and North Carolina A&T State Universi- 
ty, Greensboro, North Carolina, and held 
at North Carolina A&T State University, 
March 31, 1978 /, 79-10183 
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policy analysis /, 79-9722 

Environmental development plan. Ad- 
vanced isotope separation., 79-15018 

Environmental development plan. Decon- 
tamination and decommissioning., 79- 
20006 

Environmental development plan. Electric 
energy systems., 79-22492 
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Environmental development plan. Fossil 
fuel utilization program., 79-18098 

Environmental development plan. Industrial 
programs., 79-20005 

Environmental development plan. Ocean 
thermal energy conversion., 79-22490 

Environmental development plan. Photo- 
voltaics., 79-22488 

Environmental development plan. Solar ag- 
ricultural and industrial process heat., 
79-22489 

Environmental development plan. Solar 
thermal power systems., 79-22491 

Environmental development plan. Under- 
ground coal gasification., 79-22493 

Environmental development plan. Uranium 
mining, milling, and conversion., 79- 
22495 

Environmental development plan. 
energy conversion., 79-20004 

Environmental development plan (EDP). 
Decontamination and decommissioning., 
79-20003 

Environmental development plan (EDP). 
Fuels from biomass [erratat., 79-11363 

Environmental development plan (EDP). 
Magnetic fusion program [errataf., 79- 
11365 

Environmental development plan (EDP). 
Ocean thermal energy conversion 
[erratat., 79-11364 

Environmental development plan (EDP). 
Photovoltaics [erratat., 79-11361 

Environmental development plan (EDP). 
Solar thermal power systems [erratat., 
79-11362 

Environmental development plan (EDP). 
Summary and status of environmental de- 
velopment plans., 79-7702 

Environmental development plan (EDP). 
Uranium enrichment., 79-7703 

Environmental development plan (EDP). 
Advanced isotope separation, 79-15018 

Environmental development plan (EDP). 
Advanced power systems, 79-18098 

Environmental development plan (EDP). 
Conservation research and technology, 
79-18098 

Environmental development plan (EDP). 
Decontamination and decommissioning, 
79-20006 

Environmental development plan (EDP). 
Direct combustion program, 79-18098 

Environmental development plan (EDP). 
Electric energy systems, 79-22492 

Environmental development plan (EDP). 
Industrial energy conservation, 79-20005 

Environmental development plan (EDP). 
Ocean thermal energy conversion, 79- 
22490 

Environmental development plan (EDP). 
Solar agricultural and industrial process 
heat, 79-22489 

Environmental development plan (EDP). 
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Environmental development plan (EDP). 
Underground coal conversion program, 
79-22493 

Environmental development plan (EDP). 
Wind energy conversion, 79-20004 

Environmental development plan, magnetic 
fusion., 79-22494 

Environmental development 
magnetohydrodynamics /, 79-16493 

Environmental development plan transpor- 
tation programs., 79-16492 

Environmental directory., 79-9809 

Environmental education and protection., 
79-7858 

Environmental effects of oil shale mining 
and processing /, 79-7749, 79-7750, 
79-16538 

Environmental effects of western coal com- 
bustion /, 79-7751, 79-9826 

Environmental effects of western coal sur- 
face mining /, 79-11427, 79-15045 

Environmental exposure to airborne con- 
taminants in the nickel industry, 1976- 
1977 /, 79-2556 

The environmental frontier : noise control : 
opportunities for engineers, lawyers, sci- 
entists, urban planners, business adminis- 
trators, public administrators, public 
health planners., 79-20055 

An environmental geology workshop for 
the Geysers-Calistoga known geothermal 
resources area /, 79-4009 

An environmental guide to western surface 
mining /, 79-13948 

Environmental health perspectives., 
1094 

Environmental impact assessment en- 
hanced oil recovery by caustic flood, 
Long Beach, California /, 79-19955 

Environmental impact assessment en- 
hanced oil recovery by micellar-polymer 
flood, Long Beach, California /, 79- 
5895 

Environmental impact assessment guidelines 
for new source fossil fueled steam electric 
generating stations., 79-22520 

Environmental impact assessment of a De- 
vonian shale stimulation experiment, 
Lawrence and Scioto Counties, Ohio /, 
79-7692 

Environmental impact statement for Lang- 
ley Research Center, Hampton, Virginia., 
79-23010 

Environmental impact statement for pro- 
posed revision to rail carrier noise emis- 
sion regulation, draft., 79-9864 

Environmental implications of element 
emissions from phosphate-processing op- 
erations in southeastern Idaho /, 79- 
20719 

Environmental implications of trends in ag- 
riculture and silviculture /, 79-9827, 
79-20086 

Environmental management plan—San 
Francisco : hearings before a subcommit- 
tee of the Committee on Government 
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Operations, House of Representatives, 
Ninety-fifth Congress, second session, 
June 23 and 24, 1978., 79-12361 

Environmental Measurements Laboratory 
environmental quarterly, 79-793 

Environmental modeling catalogue, 
stracts of environmental models., 
20049 

Environmental modification treaty : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-fifth 
Congress, second session ... October 3, 
1978., 79-8891 

Environmental monitoring and analysis in 
support of Antrim oil shale research., 
79-17963 

Environmental monitoring at Argonne Na- 
tional Laboratory annual report. 79- 
13042 

Environmental monitoring at the Lawrence 
Livermore Laboratory /, 79-13347 

Environmental monitoring report, United 
States Department of Energy, Paducah 
Gaseous Diffusion Plant., 79-13386 

Environmental monitoring, II : hearings 
before the Subcommittee on the Environ- 
ment and the Atmosphere of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-9119 

Environmental news., 79-826, 79-830 

Environmental organizations  directory., 
79-13413 

Environmental overview of Texas lignite 
development /, 79-2380 

Environmental plan (EDP). Photovoltaics, 
79-22488 

Environmental planning and the siting of 
nuclear facilities the integration of 
water, air, coastal, and comprehensive 
planning into the nuclear siting process /, 
79-6563 

Environmental planning manual for salinity 
management in irrigated agriculture /, 
79-18140 

Environmental pollutants and eggshell 
thickness : anhingas and wading birds in 
the Eastern United States /, 79-18557 

Environmental pollution & control., 
324 

Environmental pollution control alterna- 
tives : economics of wastewater treat- 
ment alternatives for the electroplating 
industry., 79-20117 

Environmental program 
79-20111 

Environmental Protection Agency appendi- 
ces to transportation-air quality planning 
guidelines., 79-11411 

Environmental Protection Agency perform- 
ance test methods : parts I and II / by 
PEDCo Environmental, Inc., 79-5918 

Environmental Protection Agency regula- 
tion impact of the metal finishing indus- 
try : hearings before the Subcommittee 
on Energy, Environment, Safety and Re- 
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search of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
fifth Congress second session, Washing- 
ton, D.C., Septembrt 19 and 20, 1978., 
79-10581 
Environmental Protection Agency research 
and development issues, 1978 : hearings 
before the Subcommittee on the Environ- 
ment and the Atmosphere of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, second session, July 19, Sep- 
tember 13 and 14, 1978., 79-18940 
Environmental Protection Agency research 
authorization for appropriations for fiscal 
year 1979 : conference report to accom- 
pany H.R. 11302., 79-3230 
Environmental Protection Agency stand- 
ards of employee conduct need improve- 
ment : report /, 79-16590 
Environmental quality., 79-8392 
Environmental quality (Washington), 79- 
8392 
Environmental quality control. Governmen- 
tal finances., 79-10767 
Environmental quality control. Governmen- 
tal finances and employment, 79-10767 
Environmental quarterly, 79-793 
Environmental R. & D. issues related to the 
Interagency Regulatory Liaison Group : 
hearing before the Subcommittee on the 
Environment and the Atmosphere of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, second session, April 25, 
1978., 79-9117 
Environmental radioactivity levels, Browns 
Ferry Nuclear Plant., 79-6586 
Environmental readiness document : coal 
extraction and preparation technology 
technology., 79-19829 
Environmental readiness document 
oil mixtures., 79-19828 
Environmental readiness document : wood 
combustion., 79-22391 
Environmental readiness of 
energy technologies : 
79-19827 
Environmental requirements and pollution 
tolerance of ephemeroptera /, 79-9843 
Environmental requirements and pollution 
tolerance of Plecoptera /, 79-5923 
Environmental requirements and pollution 
tolerance of trichoptera /, 79-7793 
Environmental research outlook, 79-16546 
Environmental responsibility within the De- 
partment of Energy., 79-12410 
Environmental satellite imagery., 79-463 
Environmental standard review plans for 
the environmental review of construction 
permit applications for nuclear power 
plants., 79-18862 
Environmental technical specifications, Ar- 
kansas Nuclear One, Unit no. 2, Arkansas 
Power and Light Company., 79-4984 
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Eocene rocks, fossils, and geologic history, 
Teton Range, northwestern Wyoming /, 
79-8239 

EPA activities under the Resource conser- 
vation and recovery act of 1976; annual 
report to the President and the Congress., 
79-18128 

EPA compendium of registered pesticides. 
Volume 1. Herbicides and plant regula- 
tors., 79-848 

EPA compendium of registered pesticides. 
Volume 2. Fungicides and nematicides., 
79-849 

EPA compendium of registered pesticides. 
Volume 3. Insecticides, acaricides, mol- 
luscicides and antifouling compounds., 
79-850 

EPA compendium of registered pesticides. 
Volume 4. Rodenticides and mammal, 
bird and fish toxicants, 79-851 

EPA compendium of registered pesticides. 
Volume 5. Disinfectants., 79-852 

EPA environmental modeling catalogue /, 
79-20049 

EPA evaluation of Bahco industrial boiler 
scrubber system at Rickenbacker AFB /, 
79-13455 

EPA fabric filtration studies /, 79-5921 

EPA industrial boiler FGD survey., 
18151, 79-18152 

EPA journal., 79-844 

An EPA manual for organics analysis using 
gas chromatography-mass spectrometry / 
, 7179-20066 

EPA monthly awards for construction 
grants for wastewater treatment works., 
79-842 

EPA/NIH mass spectral data base /, 79- 
5608 

EPA noise control program, progress to 
date., 79-22514 

EPA program status report, oil shale., 
22561 

EPA publications bibliography quarterly 
abstract bulletin., 79-834 

EPA reports bibliography quarterly supple- 
ment, 79-834 

EPA research in fabric filtration : annual 
report on IERL-RTP inhouse program /, 
79-11468 

EPA utility FGD survey : April-May 1978 
/, 7179-13452 

EPA utility FGD survey, February-March 
1978 /, 79-4085 

EPAlert., 79-828 

EPA‘s program for air pollution control., 
79-16527 

EPA‘s role in dredge and fill permits., 
20048 

Ephemeris, 79-8269 

Ephemeris of the sun and Polaris and tables 
of azimuths and altitudes of Polaris, 79- 
8269 

Ephemeris of the sun, Polaris and other se- 
lected stars with companion data and 
tables., 79-8269 
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Ephraim Hartwell Tavern, Minute Man Na- 
tional Historical Park, Massachusetts /, 
79-13932 

Epidemiologic analysis with a programma- 
ble calculator /, 79-20341 

Epidemiology, health systems research, and 
Statistics/data systems /, 79-6076 

The epidemiology of human pediculosis in 
Ethiopia /, 79-22374 

Epidemiology reports from the world press, 
79-1671, 79-2973, 79-8689, 79-12255, 
79-17342, 79-18857 

Epidermal carcinogenicity of bis(w,3-epox- 
yclopentyl) ether, 2, 2-bis(p-glycidylox- 
phenyl) propane, and m-phenylenedia- 
mine in C3H and C47B/6 inbred male 
and female mice /, 79-11324 

Epitaxial silicon growth for solar cells., 
79-2217, 79-7611 

Epoxy striping for improved durability /, 
79-14232 

Equal access to justice act : report to ac- 
company S. 265., 79-21812 

Equal educational opportunity., 79-7938 

Equal employment in the motion picture 
industry., 79-1852 

Equal employment opportunity affirmative 
action plan., 79-6494, 79-8369 

Equal employment opportunity for handi- 
capped individuals act of 1979 : report to 
accompany S. 446., 79-23549 

Equal employment opportunity for the 
handicapped act of 1979 : hearings before 
the Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session, on S. 446 ... 
June 20 and 21, 1979., 79-21610 

Equal employment opportunity plan., 
3748 

Equal employment opportunity plan devel- 
opment guidance., 79-2167 

Equal employment opportunity statistics., 
79-9518 

Equal opportunity handbook., 79-18341 

Equal opportunity in employment., 
3729, 79-23021 

Equal opportunity in federal employment, 
79-626 

Equal opportunity in the Fort Wayne com- 
munity Schools : a reassessment : a report 
/, 7179-19620 

An equal opportunity review of the real 
estate industry /, 79-2597 

Equal rights amendment extension., 
3218 

Equal rights amendment extension : hear- 
ings before the Subcommittee on the 
Constitution of the Committee on the Ju- 
diciary, United States Senate, Ninety-fifth 
Congress, second session, on S.J. Res. 
134 ... August 2, 3, and 4, 1978. 79- 
12392 

Equality in municipal services in Mullins, 
South Carolina /, 79-7325 

Equalizing access to nursing services : 
geographic dimension /, 79-4370 
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Equations for estimating stand establishment, release, and thinning costs in the 


Equations for estimating stand establish- 
ment, release, and thinning costs in the 
Lake States /, 79-9435 

Equations of motion and two-equation tur- 
bulence model for plane or axisymmetric 
turbulent flows in body-oriented ortho- 
gonal curvilinear coordinates and mass- 
averaged dependent variables /, 79-6313 

Equipment lists : items approved or accept- 
ed under marine inspection and naviga- 
tion laws, 1 August 1977., 79-6476 
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Equipment operator series GS-350., 
14769 


Equipment type acceptance actions, 79- 
583 


Equity for the small saver : hearings before 
the Subcommittee on Financial Institu- 
tions of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, first 
session, on S. Con. Res. 5 ... S. Res. 59 ... 
April 11 and 12, 1979., 79-21452 

Equivalence, sufficiency, and the interna- 
tional balance., 79-17861 

ERDA-—statutes and legislative histories., 
79-5138 

ERDA authorization hearings for fiscal 
year 1978 on Nuclear power issues and 
choices : a report of the Nuclear Energy 
Policy Study Group /, 79-21633 

ERDA energy information data base; serial 
titles, 79-9765 

ERDA energy research abstracts, 
79-16399, 79-16400, 79-19830 

ERDA‘s oceanographic program for the 
Mid-Atlantic Coastal region : workshop 
at Brookhaven National Laboratory, Jan- 
uary 5-7, 1977 /, 79-11156 

Ergonomics., 79-13728 

ERIC resources in education semiannual 
index, 79-984 

Erie Nuclear Plant, units 1 and 2, Ohio 
Edison Company, et al., 79-8698 

ERISA improvements act of 1978 : joint 
hearings before the Subcommittee on 
Labor of the Committee on Human Re- 
sources and the Subcommittee on Private 
Pension Plans and Employees Fringe 
Benefits of the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 3017 ... 
August 15, 16, and 17, 1978. 79-5088 

Erisa improvements act of 1979 : hearings 
before the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-sixth Congress, first session, on S. 
209 ... February 6, 7, and 8, 1979., 79- 
17520 

ERISA‘s impact on small business : hear- 
ings before the Subcommittee on SBA 
and SBIC Authority and General Small 
Business Problems of the Committee on 
Small Business, House of Representatives, 
Ninety-fifth Congress, second session ... 
October 11 and 14, 1977., 79-6735 

The EROS program /, 79-15418 
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Erosion and fatigue behavior of coated ti- 
tanium alloys for gas turbine engine com- 
pressor applications /, 79-2071 

Erosion/corrosion of turbine airfoil materi- 
als in the high-velocity effluent of a pres- 
surized fluidized coal combustor /, 79- 
2788 

Erosion of law enforcement intelligence 
and its impact on the public security, 
79-5123, 79-9042 

The erosion of law enforcement intelligence 
and its impact on the public security : 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session ..., 79-10546 

The erosion of law enforcement intelligence 
and its impact on the public security : 
report of the Subcommittee on Criminal 
Laws and Procedures to the Committee 
on the Judiciary, United States Senate, 
Ninety-fifth Congress, second session., 
79-9043 

Erosion of law enforcement intelligence, ca- 
pabilities, public security., 79-10546 

The erosion of law enforcement intelli- 
gence, capabilities, public security : hear- 
ings before the Subcommittee on Crimi- 
nal Laws and Procedures of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 79-3107, 79-5123, 79-9042 

Erosion of law inforcement intelligence and 
its impact on the public security., 79- 
3107 

Erosion protection for the AH-1G low 
radar cross-section main rotor blade /, 
79-11030 

Erosion testing of potential valve materials 
for coal gasification systems /, 79-13909 

Errata [to Benefits for veterans and service 
personnel with service since January 31, 
1955, and their dependents{., 79-8607 

Error analysis of minimum information and 
Smith‘s direct methods for inverting the 
radiative transfer equation /, 79-5786 

Error model for geodetic positions derived 
from Doppler satellite observations /, 
79-7498 

An error profile : employment as measured 
by the current population survey /, 79- 
1803 

Error profile for multiple-frame surveys /, 
79-19186 

ESA directory of offices /, 79-22973 

Escambia County, Florida, unincorporated 
areas., 79-20589 

Escape of king crab, Paralithodes camtscha- 
tica, from derelict pots /, 79-19574 

ESCOE engineering program., 79-17967 

ESIC, the Environmental Science Informa- 
tion Center., 79-19580 

ESOPs and TRASOPs : an explanation for 
employees /, 79-6653 

Espana., 79-7522 
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Espionage laws and leaks : hearings before 
the Subcommittee on Legislation of the 
Permanent Select Committee on Intelli- 
gence, House of Representatives, Ninety- 
sixth Congress, first session, January 24, 
25, and 31, 1979., 79-21596 

ESSA, 79-352 

Essential (benign) tremor., 

Essential oils, 79-62 

Essential United States foreign trade routes, 
79-5618 

Essentials of chemical fertilizer use in 
PRC., 79-8691 

Establishing a citizens‘ watchdog group /, 
79-22936 

Establishing a communitywide labor-man- 
agement committee., 79-3010 

Establishing a coordinated, prompt, and 
simplified process for decisionmaking in 
regard to significant nonnuclear energy 
facilities, and for other purposes : report 
together with additional, separate, supple- 
mental, and dissenting views to accompa- 
ny H.R. 4985 /, 79-23487 

Establishing a Department of Education : 
hearings before a subcommittee of the 
Committee Operations, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, on H.R. 13343 ..., 79-3071 

Establishing a Select Committee on Com- 
mittees : report together with supplemen- 
tal views to accompany H. Res. 118., 
79-12488, 79-14517 

Establishing a Select Committee on Narcot- 
ics Abuse and Control : report together 
with minority views to accompany H. 
Res. 13., 79-12497 

Establishing a Select Committee on Popula- 
tion report together with minority 
views to accompany H. Res. 38., 79- 
12498 

Establishing a Select Committee on the 
Outer Continental Shelf : report together 
with additional views to accompany H. 
Res. 53., 79-14546 

Establishing a trout-marketing cooperative 
/, 79-21936 

Establishing a 200-mile fisheries zone /, 
79-21365 

Establishing aptitude requirements for Air 
Force jobs : historical review of aptitude 
levels and impact on the personnel 
system /, 79-7536 

Establishing standards for the placement of 
Indian children in foster or adoptive 
homes, to prevent the breakup of Indian 
families, and for other purposes : report 
together with dissenting views to accom- 
pany H.R. 12533., 79-3211 

Establishing the Channel Islands Marine 
National Park in the State of California, 
and for other purposes : report to accom- 
pany H.R. 2975., 79-17589, 79-18998 

Establishing the true location of a portion 
of northerly boundary of the Angeles Na- 
tional Forest, located in Los Angeles 
County, Calif., on the common line be- 
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tween sections 16 and 17, township 4 
north, range 10 west, San Bernardino me- 
ridian, establishing the center quarter 
corner of said section 16 : report to ac- 
company H.R. 11451., 79-3223 

Establishment criteria for distance measure- 
ment equipment (DME) with instrument 
landing system and/or localizer approach 
aids /, 79-15737 

Establishment of a Department of Educa- 
tion : message from the President of the 
United States ..., 79-14496 

Establishment of a new employment statis- 
tics review commission /, 79-20868 

Establishment of a solar photovoltaic 
energy research, development and dem- 
onstration program : report to accompa- 
ny H.R. 12874., 79-3184 

Establishment of agricultural research and 
development fund : agreement between 
the United States of America and Israel, 
signed at Jerusalem, October 25, 1977., 
79-14174 

Establishment of temporary purchasing 
commission agreement between the 
United States of America and the Union 
of Soviet Socialist Republics, amending 
and extending the agreement of October 
18, 1972, as amended and extended, ef- 
fected by exchange of letters signed at 
Moscow and Washington, July 14 and 
September 27, 1977., 79-4785 

Establishment of trade center : agreement 
between the United States of America 
and Brazil effected by exchange of notes 
dated at Brasilia June 22 and October 20, 
1976 with note of guarantee., 79-4719 

Establishment reporting in the United 
States /, 79-4952 

Estate and gift tax, 79-1500 

Estate and gift taxes, 79-1506 

ESTEEM : encouraging school transporta- 
tion effective energy management : fuel 
economy management handbook for di- 
rectors of pupil transportation, school dis- 
trict administrators, transportation depart- 
ment managers /, 79-4834 

Estimados de poblacion de Puerto Rico 
areas metropolitanas y municipios: lero. 
de Julio de 1971 a lero, de Julio de 1976, 
79-10798 

An estimate of channel roughness of intero- 
ceanic canals /, 79-12950 

An estimate of the effect of multiple ejec- 
tion rack flexibility on six-degree-of-free- 
dom store ejection conditions /, 79-7492 

Estimate of the potential benefit of the pres- 
sure reief vent/flame deflector concept 
using in-depth accident investigations /, 
79-21211 

Estimate of the 1979 cost of oil imports into 
the United States /, 79-20042 

Estimated airplane noise levels in A-weight- 
ed decibels., 79-17239 

Estimated averages annual radon-222 con- 
centrations around the former uranium 





mill site in Shiprock, New Mexico /, 
79-5927 

The estimated cost of accessible buildings /, 
79-16798 

Estimated grade and staple of upland cotton 
ginned in the United States, 79-78 

Estimated impact of the 1978 UMWA con- 
tracts on the cost of mining coal /, 79- 
20027 

Estimated losses caused by wood products 
insects during 1970 for single-family 
dwellings in 11 southern states /, 79- 
12597 

Estimates of Federal tax expenditures for 
fiscal years 1979-1984 : prepared for the 
Committee on Ways and Means and the 
Committee on Finance /, 79-23457 

Estimates of internal dose equivalent to 22 
target organs for radionuclides occurring 
in routine releases from nuclear fuel-cycle 
facilities /, 79-17360 

Estimates of maximum electric field 
strengths in the automobile environment 
/, 7179-19604 

Estimates of nutrient drain by dormant- 
season harvests of coppice American 
sycamore /, 79-12605 

Estimates of pulmonary and gastrointestinal 
deposition for occupational fiber expo- 
sures /, 79-15285 

Estimates of the atmospheric transfer func- 
tion at SHF and EHF /, 79-1848 

Estimates of the number of households for 
states: 1977 and 1978, 79-16173 

Estimates of the population of Alabama 
counties and metropolitan areas: July 1, 
1976 (revised) and 1977 (provisional), 
79-5566 

Estimates of the population of Alaska 
census divisions and metropolitan areas, 
July 1, 1976 (revised) and 1977 (provi- 
sional), 79-12674 

Estimates of the population of Arizona 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-3586 

Estimates of the population of Arizona 
counties and metropolitan areas: July 1, 
1977 (Revised) and 1978 (provisional), 
79-16172 

Estimates of the population of Arkansas 
counties and metropolitan areas: July 1, 
1976 (revised) and 1977 (provisional), 
79-5567 

Estimates of the population of Arkansas 
counties and metropolitan areas: July 1, 
1977 (revised) and 1978 (provisional), 
79-19466 

Estimates of the population of California 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-12675 

Estimates of the population of Colorado 
counties and metropolitan areas: July 1, 
1976 (revised) and 1977 (provisional), 
79-12676 
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Estimates of the population of Connecticut 
counties and metropolitan areas: July 1, 
1976 (revised and 1977 (provisional), 79- 
10799, 79-22118 

Estimates of the population of counties and 
metropolitan areas: July 1, 1975 and 
1976., 79-5565 

Estimates of the population of Delaware 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisional), 
79-16175 

Estimates of the population of Florida 
census divisions and metropolitan areas, 
July 1, 1976 (revised) and 1977 (provi- 
sional), 79-12677 

Estimates of the population of Florida 
counties and metropolitan areas, July 1, 
1975 (revised) and 1976 (provisional), 
79-12673 

Estimates of the population of Georgia 
counties and metropolitan areas: July 1, 
1976 (revised) and 2977 (provisional), 
79-17793 

Estimates of the population of Hawaii coun- 
ties and metropolitan areas: July 1, 1976 
(revised) and 1977 (provisional), 79-5568 

Estimates of the population of Hawaii coun- 
ties and metropolitan areas: July 1, 1977 
(revised) and 1978 (provisional), 79- 
16176 

Estimates of the population of Idaho coun- 
ties and metropolitan areas: July 1, 1977 
(revised) and 1978 (provisional), 79- 
19467 

Estimates of the population of Illinois coun- 
ties and metropolitan areas, July 1, 1976 
(revised) and 1977 (provisional), 79- 
12678 

Estimates of the population of Indiana 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-7273 

Estimates of the population of Iowa coun- 
ties and metropolitan areas, July 1, 1976 
(revised) and 1977 (provisional), 79-7274 

Estimates of the population of Kansas coun- 
ties and metropolitan areas, July 1, 1976 
(revised) and 1977 (provisional), 79- 
12679 

Estimates of the population of Kentucky 
counties and metropolitan areas: July 1, 
1976 (revised) and 1977 (provisional), 
79-5569 

Estimates of the population of Kentucky 
counties and metropolitan areas: July 1, 
1977 (revised) and 1978 (provisional), 
79-19468 

Estimates of the population of Louisiana 
parishes and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-3592 

Estimates of the population of Louisiana 
parishes and metropolitan areas: July 1, 
1977 (revised) and 1978 (provisional), 
79-16177 
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Estimates of the population of Maine counties and metropolitan areas, July 1, 1976 


Estimates of the population of Maine coun- 
ties and metropolitan areas, July 1, 1976 
(revised) and 1977 (provisional), 79-3593 

Estimates of the population of Maine coun- 
ties and metropolitan areas: July 1, 1977 
(revised) and 1978 (provisional), 79- 
16178 

Estimates of the population of Maryland 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-12680 

Estimates of the population of Massachu- 
setts counties and metropolitan areas, 
July 1, 1976 (revised) and 1977 (provi- 
sional), 79-12671 

Estimates of the population of Michigan 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-3594 

Estimates of the population of Michigan 
counties and metropolitan areas: July 1, 
1977 (revised) and 1978 (provisional), 
79-22119 

Estimates of the population of Minnesota 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-3595 

Estimates of the population of Minnesota 
counties and metropolitan areas: July 1, 
1977 (revised) and 1978 (provisional), 
79-22120 

Estimates of the population of Mississippi 
counties and metropolitan areas: July 1, 
1976 (revised) and 1977 (provisional), 
79-17794 

Estimates of the population of Missouri 
counties and metropolitan areas, July 1, 
1975 (revised) and 1976 (provisional), 
79-3591 

Estimates of the population of Missouri 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-12681 

Estimates of the population of Montana 
counties and metropolitan areas: July 1, 
1976 (revised) and 1977 (provisional), 
79-5570 

Estimates of the population of Montana 
counties and metropolitan areas: July 1, 
1977 (revised) and 1978 (provisional), 
79-22121 

Estimates of the population of Nebraska 
counties and metropolitan areas: July 1, 
1976 (revised) and 1977 (provisional), 
79-5571 

Estimates of the population of Nevada 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-7275 

Estimates of the population of Nevada 
counties and metropolitan areas: July 1, 
1977 (revised) and 1978 (provisional), 
79-16179 

Estimates of the population of New Hamp- 
shire counties and metropolitan areas: 
July 1, 1977 (revised) and 1978 (provi- 
sional), 79-16180 
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Estimates of the population of New Jersey 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-7276 

Estimates of the population of New Mexico 
counties and metropolitan areas: July 1, 
1976 (revised) and 1977 (provisional), 
79-5572 

Estimates of the population of New York 
counties and metropolitan areas: July 1, 
1976 (revised) and 1977 (provisional), 
79-5573 

Estimates of the population of North Caro- 
lina counties and metropolitan areas, July 
1, 1976 (revised) and 1977 (provisional), 
79-3596, 79-19469 

Estimates of the population of North 
Dakota counties and metropolitan areas, 
July 1, 1976 (revised) and 1977 (provi- 
sional), 79-12682, 79-16174, 79-19470 

Estimates of the population of Ohio coun- 
ties and metropolitan areas: July 1, 1976 
(revised) and 1977 (provisional), 79-5574 

Estimates of the population of Oklahoma 
counties and metropolitan areas: July 1, 
1977 (revise) and 1978 (provisional), 79- 
22122 

Estimates of the population of Oregon 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-12683 

Estimates of the population of Pennsylvania 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-7277 

Estimates of the population of Puerto Rico 
and the outlying areas, 1970 to 1976, 79- 
3587 

Estimates of the population of Puerto Rico 
municipios and metropolitan areas: July 
1, 1971 through July 1, 1976, 79-10798 

Estimates of the population of Rhode Island 
counties and metropolitan areas: July 1, 
1977 (revised) and 1978 (provisional), 
79-16181 

Estimates of the population of South Caro- 
lina counties and metropolitan areas, July 
1, 1976 (revised) and 1977 (provisional), 
79-3597, 79-12684 

Estimates of the population of South 
Dakota counties and metropolitan areas: 
July 1, 1977 (revised) and 1978 (provi- 
sional), 79-16182 

Estimates of the population of states, by 
age: July 1, 1971 to 1977, 79-5561 

Estimates of the population of states, by 
age: July 1, 1977 and 1978, 79-10797 

Estimates of the population of states: July 1, 
1977 and 1978 (advance report), 79- 
10794 

Estimates of the population of Tennessee 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-7278 

Estimates of the population of Tennessee 
counties and metropolitan areas: July 1, 
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1977 (revised) and 1978 (provisional), 
79-22123 

Estimates of the population of Texas coun- 
ties and metropolitan areas, July 1, 1976 
(revised) and 1977 (provisional), 79- 
12672 

Estimates of the population of the United 
States and components of change: 1940 to 
1978., 79-14735 

Estimates of the population of the United 
States, by age, sex, and race: 1976 to 
1978, 79-17791 

Estimates of the population of the United 
States to April 1, 1979., 79-14736 

Estimates of the population of the United 
States to August 1, 1978, 79-3589 

Estimates of the population of the United 
States to December 1, 1978, 79-10796 

Estimates of the population of the United 
States to February 1, 1979., 79-12669 

Estimates of the population of the United 
States to January 1, 1979, 79-12668 

Estimates of the population of the United 
States to July 1, 1978, 79-3585 

Estimates of the population of the United 
States to June 1, 1978, 79-3584 

Estimates of the population of the United 
States to March 1, 1979, 79-17792 

Estimates of the population of the United 
States to May 1, 1979, 79-19463 

Estimates of the population of the United 
States to November 1, 1978, 79-10795 

Estimates of the population of the United 
States to October 1, 1978, 79-5563 

Estimates of the population of the United 
States to September 1, 1978, 79-5562 

Estimates of the population of Utah coun- 
ties and metropolitan areas, July 1, 1976 
(revised) and 1977 (provisional), 79-7279 

Estimates of the population of Utah coun- 
ties and metropolitan areas: July 1, 1977 
(revised) and 1978 ( provisional), 79- 
19471 

Estimates of the population of Vermont 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-3598 

Estimates of the population of Vermont 
counties: July 1, 1977 (revised) and 1978 
(provisional), 79-16183 

Estimates of the population of Virginia 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-12685 

Estimates of the population of Virginia 
counties and metropolitan areas: July 1, 
1977 (revised) and 1978 (provisional), 
79-19472 

Estimates of the population of Washington 
counties and metropolitan areas: July 1, 
1976 (revised) and 1977 (provisional), 
79-5564, 79-19464 

Estimates of the population of West Virgin- 
ia counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-12686 





January — December 1979Evaluation of alternative methods for the disposal of low-level radioactive wastes / 


Estimates of the population of Wisconsin 
counties and metropolitan areas, July 1, 
1976 (revised) and 1977 (provisional), 
79-12687 

Estimates of the population of Wyoming 
counties, July 1, 1976 (revised) and 1977 
(provisional), 79-7280 

Estimates of the population of Wyoming 
counties: July 1, 1977 (revised and 1978 
(provisional), 79-19473 

Estimating agricultural costs of production : 
workshop proceedings., 79-14695 

Estimating annual ridership and operating 
expense for fixed route bus systems in 
small urban areas /, 79-14262 

Estimating effect of timber harvesting levels 
on employment in western United States 
/, 79-21869 

Estimating fringe parking site requirements 
/, 79-14265 

Estimating fuel weights of two common 
shrubs in Colorado lodgepole pine stands 
/, 179-21892 

Estimating housing assistance requirements 
and subsidy costs /, 79-20497 

Estimating item characteristic curves /, 
79-7563 

Estimating pinyon-juniper cordwood with 
the line-intersect method /, 79-21873 

Estimating sedimentation from an erosion- 
hazard rating /, 79-21882 

Estimating site potential from the early 
height growth of red pine in the Lake 
States /, 79-12585 

Estimating the cost of product water con- 
veyance from desalination plants /, 79- 
14966 

Estimating the effects of the crash-phase 
FMVSS on driver fatality risk in two-car 
collisions /, 79-4925 

Estimating top weights of hardwood saw- 
timber /, 79-9440 

Estimation of ground motion parameters /, 
79-4486 

Estimation of leading-edge thrust for super- 
sonic wings of arbitrary planform /, 79- 
14064 

Estimation of risk from carcinogens in 
drinking water /, 79-18135 

Estimation of snow temperature and mean 
crystal radium from remote multispectral 
passive microwave measurements /, 79- 
2783 

Estimation of the natural roll frequency of 
a ship in a confused sea /, 79-2132 

Estimation of UG3RD costs /, 79-15734 

Estimation of UG3RD safety benefits /, 
79-21190 

Estuarine pollution : a bibliography, volume 
2., 79-4459 

Estuarine pollution 
volume 3., 79-4460 

ETA : helping improve American worklife 
/, 7179-17042 

ETA interchange., 79-1328 

ETA takes on a new meaning., 


a_ bibliography 


79-15728 





Ethical guidelines for the delivery of health 
services by DHEW., 79-6547 

Ethics in government act of 1978 : [an act 
to establish certain Federal agencies, 
effect certain reorganizations of the Fed- 
eral Government, to implement certain 
reforms in the operation of the Federal 
Government and to preserve and pro- 
mote the integrity of public officials and 
institutions, and for other purposes., 79- 
7033 

Ethics in government act of 1978 : confer- 
ence report as corrected by Senate Con- 
current Resolution 112 to accompany S. 
555., 79-3367 

Ethics in government act of 1978 : confer- 
ence report to accompany S. 555., 79- 
3292 

Ethics in government act of 1978, amend- 
ments : [an act to amend section 207 of 
title 18, United States Codef., 79-21791 

Ethics manual for members and employees 
of the U.S. House of Representatives /, 
79-14462, 79-15935 

Ethiopia : post report., 79-2811 

Ethyl alcohol for fuel use /, 79-18747 

Etiology of cancer in the general popula- 
tion, 79-1033 

Eugenia Cortes : report to accompany S. 
2247., 79-3249 

Eulusmap, an international land resources 
map utilizing satellite imagery /, 79- 
14095 

Eun Kyung Cho and Hei Kyung Cho : 
report to accompany H.R. 929., 79- 
21750 

European alternatives to criminal trials and 
their applicability in the United States /, 
79-15492 

European community, 79-23041 

European Economic Community restric- 
tions on U.S. exports of certain processed 
fruits and vegetables : report to accompa- 
ny H. Res. 238., 79-3153 

European waste-to-energy systems : an 
overview /, 79-20123 

European waste-to-energy systems : case 
study of Ivry-sur-Seine, France /, 79- 
2255 

European waste-to-energy systems : case 
study of Landshut, West Germany /, 
79-3949 

European waste-to-energy systems : case 
study of Rennes, France /, 79-2254 

European waste-to-energy systems : case 
study of the thermal complex of Brive, 
France /, 79-20122 

Eustace John D‘Souza : report to accompa- 
ny H.R. 9613., 79-3467 

An evacuated tubular collector utilizing a 
heat pipe /, 79-13088 

Evaluating stream trout habitat on large- 
scale aerial color photographs /, 79- 
9442 

Evaluating strength and ductility of irradi- 
ated zircaloy, task 5., 79-14317, 79- 
14321 
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Evaluating the sampling frequencies of 
water quality monitoring networks /, 
79-7801 

Evaluating urban 
ternatives /, 79-8539 

Evaluating your firm‘s injury and illness 
record : construction industries, 1977., 
79-15538 

Evaluating your firm‘s injury and illness 
record : manufacturing industries, 1977., 
79-15539 

Evaluation and design of downhole heat ex- 
changers for direct application /, 79- 
18073 

Evaluation and targeting of geothermal 
energy resources in the southeastern 
United States., 79-13385 

Evaluation design and reporting in career 
education., 79-2484 

Evaluation for criminal justice agencies : 
problem-oriented discussion /, 79-2669 

Evaluation in practice : a sourcebook of 
program evaluation studies from mental 
health care systems in the United States / 
» 7179-20449 

Evaluation issues /, 79-20826 

Evaluation methodologies for nine federal 
motor vehicle safety standards : FMVSS 
105, 108, 122, 202, 207, 213, 220, 221, 222 
/, 79-15778 

An evaluation methodology based on physi- 
cal security assessment results : a utility 
theory approach /, 79-7672 

Evaluation of a combination of self-adminis- 
tered fluoride procedures for the control 
of dental caries in a nonfluoride area : 
findings after four years /, 79-15241 

Evaluation of a flight simulator (device 
2B24) for maintaining instrument profi- 
ciency among instrument-rated Army 
Pilots /, 79-12908 

Evaluation of a hybrid anisotropic, multi- 
layered, quadrilateral finite element /, 
79-8338 

Evaluation of a low-density polyimide foam 
in a dynamic high-temperature environ- 
ment /, 79-2749 

Evaluation of a model for synthesizing air- 
craft antenna patterns /, 79-17261 

Evaluation of a moving-bed system for hot- 
gas cleanup /, 79-7651 

Evaluation of a police automatic vehicle 
monitoring (AVM) system : a study of 
the St. Louis experience, 1976-1977 /, 
79-16998 

Evaluation of a pressurized-fluidized bed 
combustion (PFBC) combined cycle 
power plant conceptual design., 79- 
2249, 79-17965 

Evaluation of a residential solar air heating 
and nocturnal cooling system /, 79- 
11169 

Evaluation of alternative methods for the 
disposal of low-level radioactive wastes / 
, 79-17376 


jon system al- 
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Evaluation of alternative seed regeneration process applicable to a coal-fired MHD 


Evaluation of alternative seed regeneration 
process applicable to a coal-fired MHD 
power plant : topical report /, 79-16434 

Evaluation of an all-glass, evacuated, tubu- 
lar, nonfocusing, nontracking solar col- 
lector array : first annual progress report 
for period July 1, 1976 - August 31, 1977 
/, 79-11172 

Evaluation of an extended aeration process 
for Skokomish salmon processing 
wastewater treatment /, 79-11454 

Evaluation of an injury reporting and infor- 
mation system (IRIS) for the solid waste 
management industry : final report /, 
79-11417 

Evaluation of carpool demonstration pro- 
jects : phase I report /, 79-4839 

Evaluation of CBS 600 carburized steel as a 
gear material /, 79-18688 

Evaluation of child health services : the 
interface between research and medical 
practice /, 79-4278 

Evaluation of chlorinated hydrocarbon 
catalytic reduction technology /, 79- 
11442 

Evaluation of circulation control tail boom 
for yaw control /, 79-11040 

Evaluation of commercially available laser 
protective eyeware /, 79-22653 

Evaluation of corrosion rates and metallur- 
gical stability of boiler components : 30 
MW multicell fluidized-bed boiler at Ri- 
versville, West Viginia : executive sum- 
mary., 79-19945 

An evaluation of cotton dust control sys- 
tems in the picking and garnetting areas 
of the Atlanta Federal Penitentiary /, 
79-2552 

Evaluation of data availability and examples 
of modeling for ground-water manage- 
ment on Cape Cod, Massachusetts /, 79- 
2642 

Evaluation of Defense‘s comments on a 
critical report, were transfers of Army 
Pacific support functions mismanaged? : 
report /, 79-16591 

Evaluation of design parameters for slag- 
ging furnaces for low-BTU gasification of 
coal for electric power generation /, 79- 
19874 

Evaluation of diagnostic analysis and test 
equipment for small automotive repair es- 
tablishments : a report to the Congress., 
79-14281 

Evaluation of dry sorbents and fabric filtra- 
tion for FGD /, 79-13475 

Evaluation of economic benefits of resource 
conservation /, 79-4081 

Evaluation of efforts by the city of Denver 
and five Federal agencies to comply with 
certain Federal affirmative action require- 
ments : report /, 79-4124 

An evaluation of electrochemical Concen- 
tration Cell (ECC) sonde measurements 
of atmospheric ozone /, 79-2718 

Evaluation of emissions and control tech- 
niques for reducing fluoride emissions 
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from gypsum ponds in the phosphoric 
acid industry /, 79-7756 

Evaluation of employees for promotion and 
internal placement, 79-598 

Evaluation of environmental control tech- 
nologies for magnetic fields /, 79-3887 

Evaluation of Federal standards and pro- 
gram procedures., 79-6464 

Evaluation of fission product after-heat /, 
79-8711 

Evaluation of fission product afterheat /, 
79-8696 

Evaluation of flow equalization in munici- 
pal wastewater treatment /, 79-15036 

The evaluation of foam concrete for a rapid 
centerwall placement systems /, 79- 
14942 

Evaluation of four energy conservation pro- 
grams—fiscal year 1977 : report to the 
Congress /, 79-7827 

An evaluation of four MTS recurrent train- 
ing courses /, 79-21194 

Evaluation of four novel fine particulate 
collection devices /, 79-11443 

Evaluation of four target-identification 
training techniques /, 79-12911 

Evaluation of fuel cell electrolytes for 
direct and indirect oxidation of carbona- 
ceous fuels /, 79-14878 

An evaluation of future world oil prices /, 
79-16517 

Evaluation of heavy-oil and tar sands in 
Bourbon, Crawford, and Cherokee Coun- 
ties, Kansas /, 79-13069 

Evaluation of high chromium overlays to 
protect less alloyed substrates from cor- 
rosion in a coal gasification atmosphere /, 
79-13335, 79-17982 

Evaluation of highway advisory radio in 
the I-35W traffic management network /, 
79-15666 

An evaluation of housing for the severely 
disabled in the context of a service deliv- 
ery system : a report prepared for the 
Department of Housing and Urban De- 
velopment as part of the Interagency 
Post Occupancy Evaluation project., 
79-9998 

Evaluation of improved runway edge lights 
/, 19-15745 

An evaluation of in situ ozone sensor per- 
formance during a cold frontal passage /, 
79-8341 

Evaluation of incentives for carpooling and 
bus use, Banfield Freeway /, 79-14240 

Evaluation of intergovernmental responsi- 
bilities for maintenance /, 79-23123 

Evaluation of irrigation methods for salinity 
control in Grand Valley /, 79-4076 

Evaluation of lineament analysis as an ex- 
ploration technique for geothermal 
energy, western and central Nevada : 
final report for the period June 1976-Oc- 
tober 1978 /, 79-13267 

Evaluation of liner materials exposed to lea- 
chate /, 79-15048 
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Evaluation of load-bearing honeycomb core 
sandwich panels /, 79-2100 

Evaluation of long-term post-accident core 
cooling of Three Mile Island unit 2 : 
NRC staff report /, 79-15819 

Evaluation of low-cost freeway incident 
management techniques in Tampa, Flor- 
ida /, 79-10298 

Evaluation of materials for high perform- 
ance solar arrays (status report no. 1) /, 
79-2774 

An evaluation of methodology for predic- 
tion and minimization of detrimental 
volume change of expansive soils in high- 
way subgrades /, 79-23110 

Evaluation of methods for the determina- 
tion of X- and gamma-ray exposure at- 
tributable to a nuclear facility using envi- 
ronmental TLD measurements /, 79- 
17377 

Evaluation of milk laboratories., 79-16747 

The evaluation of models used for the as- 
sessment of radionuclide releases to the 
environmental : progress report for the 
period April 1976 through December 
1977 /, 79-7665 

An evaluation of natural gas pricing pro- 
posals /, 79-16516 

An evaluation of NDA techniques and in- 
struments for assay of nuclear waste at a 
waste terminal storage facility /, 79- 
7649 

An evaluation of occupational health 
hazard control technology for the found- 
ry industry /, 79-9981 

Evaluation of Ohmic Instrument Company 
model UPM-30 ultrasound power meter / 

79-15272 

Evaluation of operation and maintenance 
factors limiting municipal wastewater 
treatment plant performance /, 79-22541 

Evaluation of performance of select fusion 
experiments and projected reactors /, 
79-11998 

Evaluation of performance of thermal bar- 
rier coatings under simulated industrial/ 
utility gas turbine conditions : final report 
/, 79-18092 

An evaluation of performance requirements 
for cross ties and fasteners : interim 
report /, 79-15687 

Evaluation of pesticide supplies 
demand for 1979 /, 79-12566 

Evaluation of physical chemical treatment 
at Rosemount /, 79-11450 

Evaluation of planning for fish & wildlife : 
Carlyle Lake project /, 79-7430 

Evaluation of plasma arc welding capabili- 
ties and applications /, 79-18072 

Evaluation of plastic wallcovering materials 
/, 179-5607 

Evaluation of ponderosa pine reforestation 
techniques in central Arizona /, 79-9446 

An evaluation of potential short-term nucle- 
ar availability levels and associated elec- 
tric utility alternate fuel use responses /, 
79-20046 


and 
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Evaluation of pressure drop across area 
changes during blowdown., 79-14310 
Evaluation of programs in the Department 
of Transportation—an assessment : report 
to the Congress /, 79-13572 

Evaluation of pump used for in situ oil re- 
covery from tar sands /, 79-18033 

An evaluation of PWR steam generator 
water hammer : final technical report, 
June 1, 1976 - December 31, 1976 /, 79- 
6566 

Evaluation of radioiodine measurements at 
Pilgrim Nuclear Power Plant /, 79- 
10377 

Evaluation of recycled asphalt concrete 
pavements., 79-18782 

Evaluation of recycled asphaltic concrete : 
final report /, 79-15680 

Evaluation of recycled bituminous pave- 
ments : final report /, 79-15679 

Evaluation of rollover procedures /, 79- 
18810 

Evaluation of seating and restraint systems 
and anthropomorphic dummies conduct- 
ed during fiscal year 1977 /, 79-15739 

An evaluation of seismic qualification tests 
for nuclear power plant equipment : final 
report, September 1, 1976-August 31, 
1978 /, 79-23281 

Evaluation of selected chemical processes 
for production of low-cost silicon, phase 
II : silicon material task low-cost silicon 
solar array project., 79-11190 

Evaluation of selected chemical processes 
for production of low-cost silicon, phase 
II : silicon material task low-cost silicon 
solar array project., 79-9701 

Evaluation of selected chemical processes 
for production of low-cost silicon, phase 
III : silicon material task, low-cost solar 
array project., 79-16414 

Evaluation of selected softening agents used 
in flexible pavement recycling /, 79- 
4862 

Evaluation of selected spinels and perovs- 
kites as candidate high-temperature mo- 
lybdenum coatings /, 79-18531 

Evaluation of several methods of applying 
sewage effluent to forested soils in the 
winter /, 79-10687 

Evaluation of several secondary tasks in the 
determination of permissible time delays 
in simulator visual and motion cues /, 
79-8328 

An evaluation of shipper/receiver differ- 
ences involving shipments of plutonium 
dioxide /, 79-9739 

Evaluation of signal/control system equip- 
ment and technology /, 79-23132 

Evaluation of simulated-LOCA tests that 
produced large fuel cladding ballooning / 

79-14314 

Evaluation of sticking agents mixed with 
Bacillus thuringiensis for control of 
Douglas-fir tussock moth /, 79-14653 
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Evaluation of target oil in the 50 major 
oilfields of the Permian Basin for en- 
hanced oil recovery /, 79-13080 

Evaluation of techniques for warning of 
slow-moving vehicles ahead /, 79-23116 

Evaluation of technological data in the DFI 
and PIES models /, 79-22500 

Evaluation of terminal information process- 
ing system concept I for instrument flight 
rules room /, 79-14252 

Evaluation of the ABTA/Miami Beach 
convention., 79-1820 

Evaluation of the annoyance due to heli- 
copter rotor noise /, 79-2730 

Evaluation of the commercial feasibility of 
hydrogen production by the solar photoe- 
lectrolysis of water : Task I interim 
report /, 79-13333 

An evaluation of the Community Education 
Program : the final report., 79-2489 

An evaluation of the community education 
program : the technical supplement., 79- 
2490 

Evaluation of the computation of wave di- 
rection with three-gage arrays /, 79- 
5759 

Evaluation of the economic and environ- 
mental feasibility of using fused and un- 
fused incinerator residue in highway con- 
struction /, 79-23117 

Evaluation of the economical and technical 
viability of various underground transmis- 
sion systems for long feeds to urban load 
areas : final report /, 79-9723 

An evaluation of the effectiveness of child- 
resistant packaging /, 79-4948 

An evaluation of the effectiveness of select- 
ed corrosion inhibitors for protection of 
prestressing steels in PCPVs /, 79-19910 

Evaluation of the energy extension service 
pilot program : report to Congress., 79- 
11145 

Evaluation of the environmental effects of 
western surface coal mining /, 79-15064, 
79-20106 

Evaluation of the geologic and hydrologic 
factors related to the waste-storage po- 
tential of Mesozoic aquifers in the south- 
ern part of the Atlantic Coastal Plain, 
South Carolina and Georgia /, 79-20720 

An evaluation of the harbors of Yokosuka, 
Japan as a typhoon haven /, 79-3846 

Evaluation of the high performance evacu- 
ated tubular collectors in a residential 
solar heating and cooling system : Colo- 
rado State University solar house I /, 
79-14875 

Evaluation of the microbiology standards 
for drinking water /, 79-9806 

Evaluation of the PILLS IV /, 79-18156 

Evaluation of the potential of ozone as a 
power plant biocide /, 79-14974 

Evaluation of the refuse management 
system at the Jersey City operation 
breakthrough site /, 79-22720 
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An evaluation of the resource recovery 
demonstration project, Baltimore, Mary- 
land : executive summary /, 79-18127 

Evaluation of the skill training improve- 
ment program (STIP) /, 79-20891 

An evaluation of the slash (I) fuel model of 
the 1972 National Fire Danger Rating 
System /, 79-12593 

An evaluation of the status, life history, and 
habitat requirements of endangered and 
threatened fishes of the upper Colorado 
River system /, 79-13938 

Evaluation of the Technicon block digestor 
system for total kjeldah] nitrogen and 
total phosphorus /, 79-7787 

Evaluation of the TRAC variable diameter 
rotor : preliminary design of a full-scale 
rotor and ic mission analysis 
comparisons : final report /, 79-2127 

Evaluation of the U.S. Geological Survey 
Laboratory, Atlanta, Georgia /, 79-9855 

Evaluation of the U.S. Geological Survey 
Laboratory, Denver, Colorado /, 79- 
7796 

Evaluation of the Urban homesteading 
demonstration program, annual report., 
79-6115 

An evaluation of the use of agricultural res- 
idues as an energy feedstock : a ten site 
survey /, 79-2299 

Evaluation of three industrial particulate 
scubbers /, 79-11439 

Evaluation of toxic effects of organic con- 
taminants in recycled water /, 79-7786 

Evaluation of treatment of alternatives to 
street crime., 79-11882 

Evaluation of trenchless sewer construction 
at South Bethany Beach, Delaware /, 
79-11438 

Evaluation of ultrafiltration membranes for 
treating low-level radioactive contaminat- 
ed liquid waste /, 79-2265 

An evaluation of unemployment data needs 
in macro models /, 79-8657 

Evaluation of 232TH(n,n‘), (n,2n) and (n,3n) 
cross sections /, 79-11308 

Evaluations of an electrochemical detector 
for trace concentrations of hydrazine 
compounds in air /, 79-11079 

Evaluative report on completed contracts 
awarded in response to RFP NHLI 73-21 
: Studies on normal lung cell separation, 
culture and morphology., 79-7993 

Evaluative report on completed contracts 
awarded in response to RFP NHLI 74-7, 
"Development of in vitro diagnostic test 
sarcoidoisis.“, 79-16720 

Evaluative report on completed contracts 
awarded in response to RFP NHLI 75-5 
*identificaton of lung cells“ /, 79-22642 

Evaporated, condensed, and dry milk 
report, 79-150 

Everglades National Park, Florida /, 79- 
11852 

Everyone can do something about smoking 
: you tool, 79-18243 
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Evolution of flux conserving tokamak equilibria with preprogrammed cross sections / 


Evolution of flux conserving tokamak equi- 
libria with preprogrammed cross sections 
/, 7179-19915 

The evolving Soviet Navy /, 79-17872 

Ewing (Snell) and ML Ranches, and Hills- 
boro : Bighorn Canyon National Recrea- 
tion Area, Montana-Wyoming /, 79- 
4544 

Examination of financial statements, insur- 
ance operations of the Federal Housing 
Administration : communication from the 
Comptoller General of the United States 

79-3144 

Examination of financial statements Inter- 
American Foundation, 79-16606, 79- 
17566 

Examination of financial statements, Inter- 
American Foundation; report to the Con- 
gress by the Comptroller General of the 
United States, 79-17566 

Examination of financial statements, nation- 
al flood insurance program, 1977 : com- 
munication /, 79-21704 

Examination of financial statements of the 
Export-Import Bank of the United 
States., 79-6771 

Examination of financial statements of the 
Federal Home Loan Bank Board and re- 
lated agencies; report by the Comptroller 
General of the United States., 79-16598 

Examination of financial statements of the 
Inter-American Foundation; report to the 
Congress by the Comptroller General of 
the United States., 79-16606 

Examination of financial statements of the 
National flood insurance program as of 
December 31, 1977 : report to the Con- 
gress /, 79-16568 

Examination of financial statements of the 
Panama Canal Company and the Canal 
Zone Government; report to the Con- 
gress by the Comptroller General of the 
United States, 79-17569, 79-20177 

Examination of financial statements of the 
Pension Benefit Guaranty Corporation, 
79-20168 

Examination of financial statements of the 
Pension Benefit Guaranty Corporation; 
report to the Congress by the Comptrol- 
ler General of the United States., 79- 
20168 

Examination of financial statements of the 
Veterans Canteen Service for fiscal year 
1978 : report to the Congress /, 79- 
20170 

Examination of financial statements, 
Panama Canal Company and Canal Zone 
Government., 79-12438 

Examination of financial statements, 
Panama Canal Company and the Canal 
Zone Government., 79-17569 

Examination of organizational and policy 
actions of the Economic Development 
Administration : joint hearing before the 
Subcommittee on Economic Develop- 
ment and the Subcommittee on Investiga- 
tions and Review of the Committee on 
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Public Works and Transportation, House 
of Representatives, Ninety-fifth Congress, 
second session, October 13, 1978., 79- 
12406 

Examination of records, House of Repre- 
sentatives Finance Office; report by the 
Comptroller General of the United 
states., 79-16594 

Examination of returns, appeal rights, and 
claims for refund /, 79-6413 

Examining practices, 79-597 

Examining the role of the workplace in citi- 
zen education., 79-2486 

Excavating and foundation work special 
trade contractors, SIC 1794., 79-19519 

Excerpt from Vital statistics of the United 
States., 79-11692 

Excerpt of a report on the education 
amendments of 1978, H.R. 15, together 
with additional and supplemental views ... 
/, 79-8856 

Excerpts from hearings on congressional 
procedures : report of the Subcommittee 
on the Rules and Organization of the 
House, Committee on Rules, U.S. House 
of Representatives, 95th Congress, second 
session., 79-14455 

Excerpts of health resources and utilization 
Statistics, 1976 /, 79-6062 

Excessive truck weight an expensive 
burden we can no longer support : report 
to the Congress /, 79-20142 

Exchange of medical information and shar- 
ing medical resources, 79-12424 

Exchange of medical information program 
evaluation., 79-14471 

Exchanges and cooperation in education : 
memorandum of understanding between 
the United States of America and Italy, 
signed at Rome, May 4, 1978., 79-21026 

Excise taxes, 79-1502, 79-1508 

Execution of Public Law 94-295 (Medical 
device amendments of 1976 to the Food, 
drug, and cosmetic act) : a diagrammatic 
presentation /, 79-16755 

Executive branch review of environmental 
regulations : hearings before the Subcom- 
mittee on Environmental Pollution of the 
Committee on Environment and Public 
Works, United States Senate, Ninety-sixth 
Congress, first session, February 26 and 
27, 1979., 79-17529 

Executive calendar - Senate of the United 
States., 79-1607 

Executive energy documents /, 79-5058 

Executive personnel., 79-3733 

Executive report, 79-8106 

Executive resources management, 79-596 

Executive sessions of the Senate Foreign 
Relations Committee., 79-5069, 79- 
8892 

Executive summary /, 79-15518 

Executive summary : labor markets in the 
rural South : a study based on four rural 
southern counties /, 79-2682 
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Executive summary of critical water prob- 
lems facing the eleven Western States : 
westwide study., 79-18521 

Executive summary of the report Surface 
impoundments and their effects on 
ground-water quality in the United 
States, a preliminary survey“., 79-4063 

Executive summary of the 1976 report of 
national growth and development : the 
changing issues for national growth., 79- 
20956 

An executive summary : 16 air and water 
pollution issues facing the nation : report 
to the Congress /, 79-4121 

Exemplary programs involving the use of 
school buses :, 79-15783 

Exemplary project: community crime pre- 
vention program., 79-20809 

An exemplary project : focus on robbery, 
the hidden cameras project, Seattle, 
Washington., 79-17000 

Exemplary projects : a program of the Na- 
tional Institute of Law Enforcement and 
Criminal Justice., 79-8283, 79-16971 

Exemption of certain products from tariff 
reductions negotiated in the multilateral 
trade negotiations (MTN) hearings 
before the Subcommittee on Trade of the 
Committee on Ways and Means, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 10853 ... July 10, 
1978., 79-6752 

Exemption of savings and loan institutions 
from Federal Trade Commission act : 
report to accompany H.R. 3978 /, 79- 
17594 

Exhibitions of art treasures : agreement be- 
tween the United States of America and 
Egypt, modifying the agreement of Octo- 
ber 28, 1975, effected by exchange of 
notes, signed at Washington, February 21 
and March 29, 1978., 79-21052 

Existence and flow behavior of gas at low 
saturation in geopressued formations : 
final report /, 79-18009 

Expanded bed biological treatment /, 79- 
2349 

The expanded food and nutrition education 
program : historical and statistical pro- 
file, 79-12560 

Expanding enforcement options — the se- 
curities fraud approach /, 79-15506 

Expanding U.S. exports : statement /, 79- 
8411 

Expansion arts., 79-12031 

Expansion of flight simulator capability for 
study and solution of aircraft directional 
control problems on runways /, 79-2717 

Expansion of Port of Camas-Washougal In- 
dustrial Park, Washougal, Washington., 
79-9499 

Expansion of the strategic petroleum re- 
serve (energy action no. DOE-001) 
hearing before the Subcommittee on 
Energy and Power of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
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second session ... April 10, 1978., 
10506 

The expected impact on Gulf Coast and 
Midwestern residual fuel oil markets of 
proposed changes to the entitlements pro- 
gram affecting the East Cost residual fuel 
oil market /, 79-20026 

Expendable bathythermograph observations 
from the NMFS/MARAD Ship of Op- 
portunity Program for 1975 /, 79-12756 

Expenditure and employment data for the 
criminal justice system., 79-10116, 79- 
10117, 79-18579 

Expenditure authorizations and require- 
ments for Senate committees., 79-9098 

Expenditure authorizations for Senate com- 
mittees, 79-9098 

Expenditures and revenues for public ele- 
mentary and secondary education, 79- 
2510, 79-13655 

Expenditures of general revenue sharing 
and antirecession fiscal assistance funds., 
79-19451 

Experience in the analysis of nuclear-grade 
boron carbide /, 79-9734 

Experience of disabled-worker benefits 
under OASDI, 1965-74 /, 79-22622 

Experience of Federal civil service annu- 
itants under social security, by age and 
sex, 79-15213 

Experiment data report for instrumented 


79- 


fuel assembly IFA-226 /, 79-11289 


Experiment data report for semiscale 
MOD-3 blowdown heat transfer test S- 
07-1 (baseline test series) /, 79-17365 

Experimental actions, 79-569 

Experimental analysis of the leaching char- 
acteristics of residual Hygas coal gasifica- 
tion solids /, 79-17972 

Experimental and analytical investigation of 
a nonaxisymmetric and wedge nozzle at 
static conditions /, 79-2769 

An experimental and analytical investiga- 
tion of proprotor whirl flutter /, 79- 
2748 

Experimental and analytical study of nitric 
odixe formation during combustion of 
propane in a jet-stirred combustor /, 79- 
4678 

Experimental and process design study of a 
high rate gasification process., 79-13128, 
79-14893 

Experimental determination of mechanical 
features of adults and children, 79-21220 

The experimental engineering section off- 
gas decontamination facility‘s fractionator 
column : installation and performance /, 
79-11301 

Experimental Engineering Section semian- 
nual progress report for the period 
March 1, 1976 to August 31, 1976 /, 79- 
14961 

Experimental evaluation of foil-supported 
resilient-pad gas-lubricated thrust bearing 
/, 79-2745 





Experimental housing allowance program; 
interim report : initial impressions and 
findings., 79-20475 

Experimental investigation of a submarine 
two-way communication system during a 
submerged antenna /, 79-11078 

Experimental investigation of a 0.15-scale 
model of an underfuselage normal-shock 
inlet /, 79-12001 

Experimental investigation of aerosol be- 
havior in a post-LMFBR accident reactor 
containment atmosphere /, 79-23290 

Experimental investigation of effect of jet 
decay rate on jet-induced pressures on a 
flat plate /, 79-2721 

Experimental investigation of effects of 
blade tip geometry on loads and perform- 
ance for an articulated rotor system /, 
79-18656 

Experimental investigation of outdoor prop- 
agation of finite-amplitude noise /, 79- 
11990 

An experimental investigation of the perme- 
ability of Kayenta and St. Peter sand- 
stones to hypersaline brine in the tem- 
perature interval 70 to 90C at 10.3-MPa 
confining pressure /, 79-3999 

Experimental investigation of the subwing 
tip and its vortex structure /, 79-14055 

Experimental perfect-gas study of expan- 
sion-tube flow characteristics /, 79- 
14074 

Experimental performance of a 13.65-centi- 
meter-tip-diameter tandem-bladed swept- 
back centrifugal compressor designed for 
a pressure ratio of 6 /, 79-2756 

Experimental plasma research, project sum- 
maries., 79-7595 

Experimental program for opportunities in 
advanced study and research in educa- 
tion., 79-6017 

Experimental program for the development 
of peat gasification /, 79-13183 

Experimental results of winglets on first, 
second, and third generation jet trans- 
ports /, 79-2698 

Experimental safety vehicle program and 
vehicle safety research quarterly progress 
report /, 79-23208 

Experimental seal coat construction, includ- 
ing overflex : two year analysis /, 79- 
15678 

Experimental studies of effects of tilt and 
structural asymmerty on vibration char- 
acteristics of thin-wall circular cylinders 
partly filled with liquid /, 79-2696 

Experimental studies on the origin and ac- 
cumulation of coalbed gas /, 79-6190 

An experimental study of chemically react- 
ing turbulent free shear layers., 79-13176 

Experimental study of the effect of cycle 
pressure on lean combustion emission /, 
79-6316 

Experimental study of the relationship be- 
tween radiosonde temperatures and radio- 
metric-area temperatures /, 79-2121 
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An experimental study of the use of Bethe 
hole theory for wires behind apertures /, 
79-18094 

Experimental technology in housing design 
and construction : ExTech 233., 79- 
22703 

Experimental verification of a standard test 
procedure for solar collectors /, 79-9490 

Experimental voting system supplement /, 
79-12238 

An experimental wind-tunnel investigation 
of a ram-air-spoiler roll-control device on 
a forward-control missile at supersonic 
speeds /, 79-18673 

Experiments with a lime slurry in a stirred 
tank for the fixation of carbon-14-con- 
taminated CO2 from simulated HTGR 
fuel reprocessing off-gas /, 79-11299 

Experiments with novel fuels for diesel en- 
gines /, 79-17912 

Expiring legislation with budgetary impact, 
January 1, 1978, to December 31, 1979, 
and 1980-1982 (listed by House authoriz- 
ing committee) /, 79-8812 

Explanation of foreign tax credit rules ap- 
plicable to petroleum income and descrip- 
tion of administration proposal scheduled 
for a hearing before the Committee on 
Ways and Means on June 19 and 25-26, 
1979 /, 7179-23477 

Explanatory supplement to the Astronomi- 
cal ephemeris and to the American ephe- 
meris and nautical almanac, 79-12964 

Exploitation of Antarctic resources : hear- 
ing before the Subcommittee on Arms 
Control, Oceans, and International Envi- 
ronment of the Committee on Foreign 
Relations, United States Senate, Ninety- 
fifth second session ... Febru- 
ary 6, 1978., 79-8889 

Exploratory investigation of the effect of 
porous surfaces on hypersonic turbulent 
boundary layers /, 79-11976 

Exploratory investigations of low Charpy- 
V upper shelf energy steels with irradia- 
tion /, 79-11067 

Exploratory soil survey of Alaska /, 79- 
19161 

An exploratory study to determine the inte- 
grated technological air transportation 
system ground requirements of liquid-hy- 
drogen-fueled subsonic, long-haul civil air 
transports /, 79-20918 

Explore! Italy : Rome., 79-17875 

Exploring Division Boy Scouts of America, 
Girl Scouts of the U.S.A. and career edu- 
cation /, 79-13625 

An explortory study of inhibition of inter- 
granular stress corrosion cracking in sen- 
sitized type 304 stainless steel /, 79- 
21338 

Explosive ordnance disposal unit operations 
/, 7179-14811 

Explosives, SIC 2892., 79-19308 

Export administration act, agenda for 
reform : hearing before the Subcommittee 
on International Economic Policy and 
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Trade of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session, 
October 4, 1978., 79-10526 

Export administration act amendments of 
1979 : report together with individual and 
supplemental views to accompany H.R. 
4034., 79-15959 

Export administration act of 1979 : confer- 
ence report to accompany S. 737., 79- 
23514 

Export administration act of 1979 : report 
of the Committee on Banking, Housing, 
and Urban Affairs, United States Senate, 
to accompany S. 737 together with addi- 
tional views., 79-16043 

Export administration 
79-521 

Export administration regulations., 79-520, 
79-521, 79-10855, 79-12780, 79-17849 

Export & domestic market opportunities for 
underutilized fish & shellfish /, 79-17839 

Export & domestic market study., 79- 
17839 

Export briefs., 79-67 

Export control bulletin, 79-521 

Export control regulations, 
10855, 79-12780, 79-17849 

Export directory., 79-5511 

Export-Import Bank act amendments of 
1978 : hearings before the Subcommittee 
on Resource Protection of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 3077 ... June 
20 and July 11, 1978. 79-3115 

Export-Import Bank act of 1945, as amend- 
ed through November 10, 1978., 79- 
21281 

Export-Import Bank of the United States., 
79-21280 

Export-Import Bank of the United States 
annual report., 79-12240 

Export licences approved and reexports au- 
thorized., 79-522 

Export licensing : CoCom list review pro- 
posals of the United States : hearings 
before the Subcommittee on International 
Economic Policy and Trade of the Com- 
mittee on International Relations, House 
of Representatives, Ninety-fifth Congress, 
second session, June 14 and 26, 1978., 
79-3100 

Export mailing list service; SIC record 
count, FTI profile., 79-12774 

Export mailing list service; SIC record 
count, FTI profile, 79-12774 

Export market summaries for Denmark, 
Sweden, United Kingdom, Netherlands., 
79-17839 

Export market summaries for France, Bel- 
gium/Luxembourg, Switzerland, W. Ger- 
many., 79-17839 

Export market summaries for Italy, Spain, 
Portugal, Greece., 79-17839 

Export market summaries for Japan, Korea, 
Taiwan, and Nigeria., 79-17839 
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Export marketing for smaller firms., 79- 
21091 

Export of nuclear fuel to India : hearings 
and markup before the Committee on In- 
ternational Relations, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, May 23, June 8 and 14, 1978., 
79-10527 

Export policy /, 79-8413 

Export policy : hearing before the Subcom- 
mittee on International Finance of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session ..., 
79-3048 

Export reorganization act of 1976., 
21439 

Exporting leatherleaf fern to Europe in van 
containers /, 79-17719 

Exports, 79-66 

Exports, time for a national policy : hear- 
ings before the Subcommittee on Interna- 
tional Economics of the Joint Economic 
Committee, Congress of the United 
States, Ninety-fifth Congress, second ses- 
sion, August 30 and September 29, 1978., 
79-12337 

Exposure assessment modeling : a state-of- 
the-art review /, 79-2333 

Express mail service : agreement between 
the United States of America and Nether- 
lands effected by exchange of letters 
signed at Washington and The Hague 
March 17 and August 3, 1972., 79-4749, 
79-17131 

Expressing the sense of the Senate that fur- 
ther efforts be made by Federal depart- 
ments and agencies to channel additional 
deposits to minority-owned commerical 
banks and savings and loan associations : 
report to accompany S. Res. 411., 79- 
9407 

Extend Comprehensive alcohol abuse, pre- 
vention, treatment, rehabilitation act, 
1970 : report together with minority 
views to accompany S. 440., 79-19040 

Extend milk support prices hearings 
before the Subcommittee on Dairy and 
Poultry of the Committee on Agriculture, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 80 and 
H.R. 4167, April 10 and 11, and May 31, 
1979., 79-17404 

Extending service intervals for drum-type 
meteorological instruments /, 79-21890 

Extending the authorization for the Federal 
Election Commission : report together 
with minority views to accompany S. 
832., 79-14604 

Extending the authorization for the striking 
of bicentennial medals : report to accom- 
pany S. 3581., 79-7123 

Extending the authorization of the Water 
Resources Council and expanding the 
state grant program : hearing before the 
Subcommittee on Water Resources of the 
Committee on Environment and Public 
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Works, United States Senate, Ninety-sixth 
Congress, first session, on S. 480 ... S. 833 
... April 2, 1979., 79-17531 

Extending the boundaries of the Toiyabe 
National Forest in Nevada, and for other 
p : report to accompany H.R. 
13221., 79-6835 

Extending the Select Committee on Indian 
Affairs through the 95th Congress 
report together with additional views to 
accompany S. Res. 405., 79-3376 

Extending the service life of aircraft carri- 
ers : where should the work be done? : 
report /, 79-4149 

Extending the service life of existing 
bridges by increasing their load carrying 
capacity /, 79-14229 

Extending until the close of June 30, 1981, 
the existing suspension of duties on cer- 
tain metal waste and scrap, unwrought 
metal, and other articles of metal, and 
other matters : report to accompany H.R. 
12165., 79-3395 

Extension and replacement of asphalt 
cement with sulfur /, 79-14224 

Extension and replacement of asphalt 
cement with sulfur : executive summary / 
» 79-14234 

Extension and revision of nurse training and 
other health programs : conference report 
to accompany S. 230., 79-23546 

Extension of alcoholism and drug abuse 
prevention and treatment authorities : 
report /, 79-19003 

Extension of assistance for emergency 
medical services systems : report /, 79- 
19000 

Extension of authority to waive counter- 
vailing duties : hearing before the Sub- 
committee on Trade of the Committee on 
Ways and Means, House of Representa- 
tives, Ninety-sixth Congress, first session, 
on H.R. 1147 ... February 7, 1979., 79- 
15923 

Extension of authorization for the National 
Institute of Education : hearing before 
the Subcommittee on Select Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-sixth 
Congress, first session ... June 12, 1979., 
79-23369 

Extension of certain Veterans‘ Administra- 
tion health care programs : report to ac- 
company H.R. 3892., 79-18980 

Extension of Controlled substances act : 
report /, 79-15957 

Extension of countervailing duties : message 
/, 179-6789 

Extension of existing suspension of duty on 
certain metal waste and scrap, unwrought 
metal, and other articles of metal : report 
to accompany H.R. 12165., 79-3202 

Extension of existing tax treatment of cer- 
tain activities of certain private founda- 
tion : report to accompany H.R. 12592., 
79-6841 
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Extension of expiring authorities and other 
legislative proposals : hearing on H.R. 
6276 ... and H.R. 6277 ... before the Mili- 
tary Compensation Subcommittee of the 
Committee on Armed Services, House of 
Representatives, Ninety-five Congress, 
second session, March 22, 1978. 79- 
3040 

Extension of Federal insecticide, fungicide, 
and rodenticide act : report together with 
additional, dissenting, and supplemental 
views to accompany H.R. 3546. 79- 
18984 

Extension of the Administrative Conference 
study on Magnuson-Moss rulemaking : 
hearing before the Subcommittee on Con- 
sumer Protection and Finance of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 12563 ... June 15, 1978., 79-8970 

Extension of the Appalachian Regional 
Commission and the title V regional com- 
missions : hearings before the Subcom- 
mittee on Regional and Community De- 
velopment of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 834 ... S. 835 ...., 79-21628 

Extension of the Council on Wage and 
Price Stability : hearings before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on S. 349 ... 
February 8 and 9, 1979., 79-14377 

Extension of the countervailing duty waiver 
authority : hearing before the Subcom- 
mittee on International Trade of the 
Committee on Finance, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on H.R. 1147 ... March 19, 1979., 
79-18910 

Extension of the Federal insecticide, fungi- 
cide, and rodenticide act : report to ac- 
company S. 717., 79-19057 

Extension of the Public works and econom- 
ic development act of 1965 : hearings 
before the Subcommittee on Regional 
and Community Development of the 
Committee on Environment and Public 
Works, United States Senate, Ninety-sixth 
Congress, first session, on S. 914 ... S. 971 
.. April 10, 24, and 25, 1979., 79-17533 

Extension of the temporary limit on the 
public debt : hearing before the Subcom- 
mittee on Taxation and Debt Manage- 
ment Generally of the Committee on Fi- 
nance, United States Senate, Ninety-fifth 
Congress, second session, March 14, 
1978., 79-6654 

Extension of title V of the Rural develop- 
ment act of 1972 : additional loan guaran- 
tees for pilot energy projects : report to- 
gether with minority views to accompany 
S. 892., 79-21809 

Extension of trade agreements with Roma- 
nia and Hungary : message from the 





President of the United States .., 79- 
9190 

Extension of veterans readjustment appoint- 
ment authority : report to accompany 
H.R. 12353., 79-6800 

Extension review., 79-177 

Extension Service review, 79-177 

The extent and characteristics of low pro- 
ductivity aspen areas in Wisconsin /, 
79-12610 

External youth opportunity program., 
12169 

Extortionate meat 
lumping., 79-5149 

Extracting iron from an aluminum sulfate 
leach solution /, 79-15441 

Extracting uranium from low-grade ore 
from the Coso Mountains, Calif. /, 79- 
4516 

Extraction of chemical pollutants from in- 
dustrial wastewaters with volatile sol- 
vents /, 79-20091 

Extraction of tritium from liquid lithium by 
permeation /, 79-13371 

Extractives in eastern hardwoods : a review 
/, 7179-14667 

Extradition : continued application to the 
Bahamas of the United States-United 
Kingdom treaty of December 22, 1931 : 
agreement between the United States of 
America and the Bahamas, effected by 
exchange of notes signed at Nassau and 
Washington, March 7, June 19 and 
August 17, 1978., 79-21028 

Extradition : supplementary treaty between 
the United States of America and Spain 
amending the treaty of May 29, 1970, 
signed at Madrid January 25, 1975., 79- 
4769 

Extradition treaty with the Federal Repub- 
lic of Germany : message from the Presi- 
dent of the United States ..., 79-10323 

Extramural associates program., 79-18293 

Extraterrestrial intelligence research : hear- 
ings before the Subcommittee on Space 
Science and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, second session, September 19, 
20, 1978., 79-9123 

Extreme wind speeds at 129 stations in the 
contiguous United States /, 79-19550 

Exxon catalytic coal gasification process : 
predevelopment program /, 79-17964 

Eyeglasses., 79-9877 


F 


79- 


unloading practices, 


F.T.C. statistical report on mergers and ac- 
quisitions, 79-11500 

F-16 aircraft program, its progress and con- 
cerns., 79-16613 

FA target acquisition specialist /, 79-7412 

FAA air traffic activity., 79-12194 

FAA aircraft program data, feedback, 79- 
12202 
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FAA airports programs : developing the 
national airport system, July 1, 1975-Sep- 
tember 30, 1976., 79-15738 

FAA aviation forecasts : fiscal years 1979- 
1990 /, 79-8559 

FAA aviation news, 79-1549 

FAA BCAS concept /, 79-4882 

FAA catalog of training courses., 
12199, 79-21192 

FAA certification process and regulation of 
illegal commercial operators : hearings 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, September 26 and 28, 
1978., 79-10476 

FAA designated mechanic examiners direc- 
tory., 79-17248 

FAA designated parachute rigger examiner 
directory., 79-15726 

FAA designated written test examiner‘s 
manual., 79-15703 

FAA general aviation news., 79-1549 

FAA inspection authorization directory., 
79-18785 

FAA integrated noise model data base /, 
79-15732 

FAA integrated noise model, version ! : 
basic user‘s guide /, 79-8573 

FAA lightning protection study : lightning 
protection requirements for Wilcox Mark 
I/D instrument landing system., 79- 
21199 

FAA microform catalog., 79-21160 

FAA National Flight Data Center five-year 
plan, 1977-1981., 79-15744 

FAA remote terminal system /, 79-17264 

FAA statistical handbook of aviation., 79- 
12197 

FAA world., 79-1550 

Fabric dress and work gloves, SIC 2381., 
79-19259 

Fabric repair specialist /, 79-22340, 79- 
22341 

Fabricated metal products, N.E.C., SIC 
3499., 79-22049 

Fabricated nonmetallic material., 79-10944 

Fabricated pipe and fittings, SIC 3498., 
79-19382 

Fabricated plate work (boiler shops), SIC 
3443., 79-22039 

Fabricated rubber products, N.E.C., SIC 
3069., 79-19314 

Fabricated structural metal, SIC 3441., 
22037 

Fabricated textile products, N.E.C., SIC 
2399., 79-19268 

Fabricating RX-03-BB into full-scale HSM 
forward charge /, 79-19968 

Fabrication and assembly of the ERDA/ 
NASA 100-kilowatt experimental wind 
turbine /, 79-9686 

Fabrication of single-serivce containers and 
closures for milk and milk products : 
sanitation standards., 79-16746 
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Faceplate. 


Faceplate., 79-757 

Facilitating the exchange of certain lands in 
the State of Oregon, and for other pur- 
poses : report to accompany H.R. 12772., 
79-5193 

Facilities engineering management hand- 
book., 79-2059 

A facility and method for evaluation of 
thermal protection /, 79-3847 

Facility design and construction : Air Force 
design manual-criteria and standards for 
Air Force construction /, 79-9606, 79- 
9607 

Facility design and planning 
weather data /, 79-9608 

Facility management., 79-21197, 79- 
23156, 79-23157, 79-23158 

Facility management handbook., 

Facility operation and administration., 
23159 

Facility performance report., 79-12204 

Facility planning guidelines for ambulatory 
health centers., 79-4347 

Facing surgery? : why not get a second 
opinion?, 79-22680 

Facing the light : historic American portrait 
daguerreotypes /, 79-4813 

Facing up to alcoholism., 79-4414 

Fact book. Statistical Information on high- 
way safety., 79-12223 

Fact book : wage and price standards., 
6347 

Fact book - Department of the Army, Leg- 
islative Liaison., 79-17863 

Fact book for fiscal year., 79-2524 

Fact book of U.S. Agriculture /, 79-10657 

Fact sheet : autism., 79-16730 

Fact sheet : community development block 
grants., 79-18367 

Fact sheet : counseling for tenants and 
homeowners., 79-18371 

Fact sheet : essential (benign) tremor., 
13700 

Fact sheet : fair housing., 79-18370 

Fact sheet : Federal crime insurance., 
18372 

Fact sheet : Federal riot reinsurance., 
18373 

Fact sheet : Government National Mort- 
gage Association (GNMA)., 79-18374 

Fact sheet : graduated payment mortgage 
(GPM)., 79-18376 

Fact sheet : Hispanics., 79-18375 

Fact sheet : home improvement loan insur- 
ance (Title 1)., 79-18395 

Fact sheet : home mortgage insurance for 
displaced and low- and moderate-income 
families section 221 (d)(2)., 79-18394 

Fact sheet : homeownership assistance for 
low- and moderate-income families sec- 
tion 235 (revised)., 79-18386 

Fact sheet : housing aid for the elderly., 
79-18387 

Fact sheet : housing for the elderly and the 
handicapped (section 202)., 79-18389 
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79-4891 
79- 


79- 


79- 


79- 


79- 





Fact sheet : Indian housing., 79-15330 

Fact sheet : livable cities., 79-18388 

Fact sheet : lower-income housing assist- 
ance payments (Section 8)., 79-18393 

Fact sheet : Minority bank deposit pro- 
gram., 79-18390 

Fact sheet : mobile homes (Title 1)., 
18392 

Fact sheet : narcolepsy /, 79-13699 

Fact sheet : National flood insurance pro- 
gram., 79-18369 

Fact sheet : Neighborhood self-help devel- 
opment act of 1978., 79-18378 

Fact sheet : neighborhood strategy area 
(NSA) program., 79-18368 

Fact sheet : new communities., 79-18379 

Fact sheet : one-to four-family home mort- 
gage insurance section 203(b) and (i)., 
79-18377 

Fact sheet : operating assistance for trou- 
bled multifamily housing projects., 79- 
18391 

Fact sheet : property rehabilitation loans 
(Section 312)., 79-18384 

Fact sheet : public housing urban initiative 
program., 79-18385 

Fact sheet : residential solar heating and 
cooling demonstration program., 79- 
18383 

Fact sheet : 
18382 

Fact sheet : sources of reproductions of 
works by contemporary native American 
artists, 79-2632 

Fact sheet : urban development action 
grant., 79-18381 

Fact sheet urban homesteading., 
18380 

Fact sheet — hyperlipoproteinemia /, 
20366 

Fact sheet - U.S. Dept. of Transportation, 
Office of Public Affairs, 79-1530 

Fact sheet booklet, 79-4237, 79-4427 

Fact sheet for part-time farmers and gar- 
deners., 79-10760 

Fact sheet for the consumer., 79-14707 

Fact sheet, forecasted automobile gasoline 
consumption /, 79-20029 

Factbook - Bureau of Higher and Continu- 
ing Education., 79-11619 

Factor estimates for Eastern coal commer- 
cial concepts : interim report, joint De- 
partment of Energy, Gas Research Insti- 
tute, coal gasification program /, 79- 
3955 

Factor estimates for lignite commercial con- 
cepts : interim report, joint Department 
of Energy, Gas Research Institute, coal 
gasification program /, 79-3956 

Factored estimates for Eastern coal com- 
mercial concepts : interim report, joint 
Department of Energy, Gas Research In- 
stitute, coal gasification program /, 79- 
5874 


79- 


small cities program., 79- 


79- 


79- 


Do not order from index; see indicated entry 
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Factors affecting accuracy of ichthyoplank- 
ton samples used in power plant entrain- 
ment studies /, 79-6216 

Factors affecting bank reserves and condi- 
tion statement of F. R. banks., 79-881 

Factors affecting dispersion of backcountry 
campsites /, 79-14657 

Factors affecting future expansion of the 
coal transportation network : legal and 
institutional constraints on accelerated 
coal freight /, 79-13264 

Factors affecting supply, demand, and 
prices of U.S. rice /, 79-10740 

Factors, affecting the decline rate of old oil 
production /, 79-13403 

Factors affecting the electric power supply, 
1980-85 : a special study /, 79-4105 

Factors affecting the production of rubber- 
tired skidders / by Jerry L. Koger., 79- 
21375 

Factors associated with accuracy in sam- 
pling fish eggs and larvae /, 79-13942 

Factors influencing the size of the U.S. stra- 
tegic petroleum reserve : report to the 
Congress /, 79-16607 

Factors that influence the stability of slopes 
: a literature review /, 79-23111 

Factors which affect the utilization of 
dental services : a review and analysis of 
the literature., 79-4368 

Facts about : livestock sellers‘ rights under 
P&S trust provision., 79-1792 

Facts about : new packers and stockyards 
regulations and the producer., 79-1793 

Facts about drug abuse : resource manual /, 
79-15301 

Facts about drug abuse : 
79-8094 

Facts about older Americans, 1978., 
8133 

Facts about sulfonamide (sulfa) /, 79- 
17758 

Facts about U.S. landownership /, 79-3481 

Facts and fiction about the National 
Guard., 79-19794 

Facts & figures on older Americans., 
11737 

Facts at your fingertips : a guide to sources 
of statistical information on major health 
topics., 79-11687 

Facts from the National Center for Health 
Statistics., 79-22660 

Facts of life and death., 79-8038 

Facts you can put to work - for you - may 
be found in government publications ... 
for sale by the Superintendent of Docu- 
ments., 79-18206 

Factual campaign information, 
79-12230 

The failure of Citizens State Bank of Car- 
rizo Springs, Texas, and related financial 
problems : hearings before the Subcom- 
mittee on Financial Institutions Supervi- 
sion, Regulation and Insurance of the 
Committee on Banking, Currency, and 
Housing, House of Representatives, 


trainer‘s manual., 


79- 


79- 


79-8633, 





January — December 1979 


Ninety-fourth Congress, second session 
wy 79-5028 

Failure of departments and agencies to 
follow up on audit findings : hearings 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-sixth Congress, 
first session, March 21 and 22, 1979., 79- 
23390 

Fair and effective enforcement of the anti- 
trust laws, S. 1874 : hearings before the 
Subcommittee on Antitrust and Monopo- 
ly of the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 79-9032 

Fair credit reporting act : your rights., 
23235 

Fair housing., 79-18370 

Fair housing act : hearings before the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
3504 and H.R. 7787 ..., 79-3104 

Fair housing amendments act of 1979 : 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2540 ...., 79-23418 

Fair housing U.S.A., 79-20478 

Fair packaging & labeling act : FDA re- 
quirements and interpretations manual., 
79-4339 

Fair treatment : grant projects in equal em- 
ployment opportunity : Intergovernmen- 
tal personnel act., 79-19623 

Fall enrollment in higher education., 
2511, 79-13658 

Fall enrollment in higher education, supple- 
mentary information: institutional data, 
79-13658 

Fall enrollment in higher education, supple- 
mentary information: summary data, 79- 
13658 

Family contribution schedule for the basic 
educational opportunity grant program, 
1978 : hearing before the Subcommittee 
on Education, Arts, and Humanities of 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session ... September 28, 
1978., 79-10493 

Family contribution schedule for the basic 
educational opportunity grant program, 
1979 : hearing before the Subcommittee 
on Education, Arts, and Humanities of 
the Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session ... April 6, 
1979., 79-23426 

Family crisis intervention program : Clark 
County, Washington /, 79-15493 

Family economics review., 79-178 

Family fare : a guide to good nutrition /, 
79-3483 


79- 


79- 





Family farm entry assistance act : hearing 
before the Subcommittee on Agricultural 
Credit and Rural Electrification of the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
sixth Congress, first session, on S. 582 ... 
April 3, 1979., 79-21404 

Family farmers need cooperatives, but some 
issues need to be resolved : report to the 
Congress /, 79-22580 

Family out-of-pocket health 
United States, 1975 /, 79-18288 

Family planning development and services : 
agreement between the United States of 
America and Indonesia, signed at Jakarta 
January 3, 1978., 79-4763 

Family planning services and population re- 
search act extension of 1978 : hearing 
before the Subcommittee on Child and 
Human Development of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 2522 ... February 24, 1978., 
79-3082 

Family practice in a proud service : physi- 
cians and dentists in the Coast Guard., 
79-15754 

Family style and environmental interaction 
/, 79-8084 

FAR guidance material., 
1$721 

FAR 135 : additional maintenance require- 
ments for aircraft type certificated for 
nine or less passenger seats., 79-15721 

Farm broadcasters letter., 79-144 

Farm expenditures, labor equipment and 
facilities, chemicals, 79-3527 

Farm income statistics., 79-7139 

Farm index., 79-168 

Farm labor., 79-174 

Farm labor contractor registration act : 
hearing before the Subcommittee on Eco- 
nomic Opportunity of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-fifth Con, second 
session ... October 12, 1978., 79-14396 

Farm labor contractor registration act, 
public registry, 79-1325 

Farm labor (Washington), 79-174 

Farm machinery and equipment., 79-16166 

Farm machinery and equipment, SIC 3523., 
79-22050 

Farm machines and equipment, 

Farm mortgage debt, 79-4097 

Farm paper letter, 79-184 

Farm population., 79-273, 79-5575 

Farm population estimates for 1977 /, 79- 
10747 

Farm population of the United States: 1977, 
79-5575 

Farm population trends and farm character- 
istics /, 79-14701 

Farm product prices, 79-165 

Farm production expenditures., 79-16155 

Farm production protection act of 1978 : 
hearing before the Subcommittee on Con- 


expenses, 


79-15712, 79- 


79-16166 


Do not order from index; see indicated entry 





Fauji-Agrico fertilizer project : agreement between the U.S. of America and 


servation and Credit of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth ess, second session, on 
H.R. 12636, July 27, 1978., 79-500 

Farm real estate debt., 79-4097 

Farm real estate market developments., 
79-7222, 79-19184 

Farm relief and agricultural adjustment acts 
/, 79-8620 

Farmer cooperative publications /, 79- 
19189 

Farmer cooperatives., 79-151 

Farmer cooperatives in the United States /, 
79-14698, 79-14699, 79-14700 

Farmer-to-consumer direct marketing act 
amendments of 1978 : report together 
with dissenting views to accompany H.R. 
12101., 79-5209 

Farmers, futures, grain prices., 79-21247 

Farmers‘ newsletter. Feed., 79-138 

Farmers‘ newsletter. Livestock., 79-134 

Farmers‘ newsletter. Real estate., 79-132 

Farmers‘ newsletter. Wheat., 79-136 

Farmers‘ use of pesticides in 1976 /, 79- 
7166 

Farms and farming., 79-20208 

FARS, fatal accident report system. Annual 
report., 79-12222 

Fast Flux Test Facility, U.S. Department of 
Energy., 79-2985, 79-18859 

Fastening devices., 79-12833 

Fatal accident report system, 79-12222 

Fatal accident reporting system. Annual 
report, 79-12222 

Fate and biological effects of cadmium in- 
troduced into channel microcosms /, 
79-15047 

Fate and impact of pentachlorophenol in a 
freshwater ecosystem /, 79-2332 

Fate of ingested chrysotile asbestos fiber in 
the newborn baboon /, 79-13445 

Fate of priority pollutants in publicly 
owned treatment works : pilot study /, 
79-22517 

Fathom; surface ship & submarine safety 
review., 79-736 

Fathom (Norfolk), 79-736 

Fatigue growth in piping and RPV steels in 
simulated BWR water environment /, 
79-21319 

Fatigue-resistant lead sheet and lead-lami- 
nate noise barriers /, 79-6186 

Fats and oils; oilseed crushings., 79-214 

Fats and oils. Production, consumption, and 
factory and warehouse stocks, 79-215, 
79-7231 

Fats and oils: production, consumption, and 
stocks., 79-215 

Fats and oils situation., 79-169 

FATUS, Foreign agricultural trade of the 
United States., 79-145 

Fauji-Agrico fertilizer project : agreement 
between the United States of America 
and Pakistan, signed at Islamabad, April 
1, 1977., 79-4746 
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A fault-tolerant multiprocessor architecture for aircraft / 


A fault-tolerant multiprocessor architecture 
for aircraft /, 79-11992 

Fauquier County, Virginia (unincorporated 
areas), 79-20593 

The FBI can improve its management con- 
trol over operations by providing effec- 
tive internal audit : report /, 79-13543 

FBI compliance with the Freedom of infor- 
mation act : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, second session, 
April 10, 1978., 79-8906 

FBI forcible crimes against banking institu- 
tions program : hearing before the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ... August 18, 1978., 79-23419 

FBI has improved its system for handling 
allegations of improprieties and miscon- 
duct against its employees : report /, 79- 
2428 

FBI law enforcement bulletin., 79-1274 

FBI oversight : hearings before the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session ..., 79-9019 

FBI statutory charter : hearings before the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session ..., 79-10543, 79-18928 

FBI statutory charter, appendix., 79-18928 

FCC actions alert., 79-584 

The FCC and broadcasting., 79-3687 

FCC annual report, 79-3684, 79-3685 

FCC common carrier statistics, 79-10864 

FDA and the Congress, 79-18282 

FDA annual report, 79-20387 

FDA clinical experience abstracts., 
1102 

FDA consumer., 79-1103 

FDA consumer memo., 79-8016 

FDA drug bulletin., 79-1101 

FDA Medical Library periodicals holding 
list., 79-8022 

FDA papers, 79-1103 

FDA‘s failure to regulate deceptive drug 
labeling., 79-8953 

The feasability sic of financing domestic 
energy development during 1978-1984 /, 
79-20040 

Feasibility analysis of urban transportation 
systems with special reference to tunnels 
/, 19-2887 

Feasibility demonstration of the Sperry 
down-well pumping system : final report 
/, 1719-13092 

Feasibility evaluation solar heated textile 
process water : final report /, 79-13330 

Feasibility investigation of the Giromill for 
generation of electrical power : final 
report for the period April 1975-April 
1976 /, 79-13089 
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Feasibility of a computer simulation method 
for evaluating human effects on nuclear 
systems safety /, 79-3868, 79-7540 

Feasibility of a district cooling system using 
natural cold waters : phase II, Site-specif- 
ic study & preliminary design of a Miami 
Beach Seawater Cooling district : phase 
III, Preliminary assessment of the U.S. 
Fresh Water Resource for the District 
Cooling of Buildings /, 79-3970 

Feasibility of a fiber-optic communications 
link between a submarine and a towed 
buoy /, 79-11075 

The feasibility of a standard chemical classi- 
fication system and a standard chemical 
substances information system : a report 
to the Congress prepared pursuant to 
Section 25(b) of the Toxic Substances 
Control Act of 1976 (15 U.S.C. 2601)., 
79-6342 

Feasibility of combining linear theory and 
impact theory methods for the analysis 
and design of high speed configurations / 
, 79-12008 

Feasibility of horizontal boring for site in- 
vestigation in soil /, 79-10293 

Feasibility of introducing food crops better 
adapted to environmental stress /, 79- 
4694 

Feasibility of low-cost, high-volume pro- 
duction of silane and pyrolysis of silane 
to semiconductor grade for silicon : low 
cost silicon array project., 79-16413 

Feasibility of securing research-defining ac- 
cident statistics /, 79-4380 

Feasibility of spraying and feeding fully 
plasticized coal : final technical report /, 
79-19878 

Feasibility study for automating the analyt- 
ical laboratories of the Chemistry Branch, 
National Enforcement Investigation 
Center, Environmental Protection 
Agency /, 79-16483 

Feasibility study for computerized automa- 
tion of EPA Region II, Technical Sup- 
port Branch /, 79-4012 

A feasibility study for the computerized 
automation of the laboratory Services 
Branch of EPA Region IV /, 79-4008 

Feasibility study of an integrated computer- 
based system for eligibility determination 
: final report /, 79-4415 

A feasibility study of ion implantation tech- 
niques for mass spectrometer calibration 
/, 179-4679 

A feasibility study of the influence of capi- 
tal expenditures on hospital operating 
costs : final report /, 79-18336 

Feasibility study of using a coal/water/oil 
emulsion as a clean liquid fuel : phase 2 /, 
79-14922 

Feasibility study on research of local design 
storms : final report /, 79-4857 

The FEC and the Federal campaign finance 
law., 79-17315 

FEC journal of election administration., 
79-1623 
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Title Index 


Federal accounting and auditing act of 1978 
: report to accompany H.R. 12171., 79- 
5252 

Federal acquisition act : hearings before the 
Committee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 1264 ... September 
22, October 5, 1978., 79-8787 

Federal acquisition reform act of 1979 : 
hearing before the Subcommittee on Fed- 
eral Spending Practices and Open Gov- 
ernment of the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-sixth Congress, first session, on S. 
5 ... March 26, 1979., 79-23398 

The Federal action plan for improved prof- 
itability in international air carrier oper- 
ations : analysis of action items and their 
impact on Pan American World Air- 
ways., 79-6424 

Federal actions are needed to improve 
safety and security of nuclear materials 
transportation : report to the Congress /, 
79-15081 

Federal advisory committees; annual report 
of the President., 79-14116 

Federal advisory committees. Index to the 
membership of Federal advisory commit- 
tees listed in the annual report of the 
President to the Congress., 79-8911 

Federal agencies can, and should, do more 
to combat fraud in Government programs 
: report to the Congress /, 79-4137 

Federal agencies can provide more oppor- 
tunities for minority motor carriers : 
report /, 79-15112 

Federal agencies should use good measures 
of performance to hold managers ac- 
countable : report /, 79-7832 

Federal-aid highway relocation assistance 
and payment statistics., 79-12168 

Federal-aid highways : the national system 
of interstate and defense highways, the 
Federal-aid primary highway system with 
the U.S. numbered system and other 
major highways /, 79-4865 

Federal aid in fish and wildlife restoration 
program., 79-8230 

Federal aid in sport fish and wildlife resto- 
ration program., 79-8230 

Federal aid to States., 79-12139 

Federal archives and records centers., 
16635 

Federal assistance and incentive payments 
to States and localities for reductions in 
AFDC errors : report together with mi- 
nority views to accompany H.R. 13335., 
79-3205 

Federal assistance for programs serving the 
handicapped., 79-6082 

Federal assistance to State and local crimi- 
nal justice agencies : hearing before the 
Subcommittee on Criminal Laws and 
Procedures of the Committee on the Ju- 
diciary, United States Senate, Ninety-fifth 
Congress, second session ..., 79-9037, 
79-9038 


79- 





January — December 1979 Federal credit programs : hearing before the Committee on Banking, Housing, and 


Federal aviation act of 1958., 79-14757 

Federal Aviation Administration, air safety 
digest., 79-21162 

Federal Aviation Administration certificat- 
ed maintenance agencies directory., 79- 
17244 

Federal aviation regulations., 79-4156 

Federal aviation regulations. Part 1. Defini- 
tions and abbreviations., 79-1536 

Federal aviation regulations. Part 11. Gen- 
eral rule-making procedures., 79-10303, 
79-12179 

Federal aviation regulations. Part 21. Certi- 
fication procedures for products and 
parts., 79-1537 

Federal aviation regulations. Part 23. Air- 
worthiness standards, normal, utility, and 
acrobatic category airplanes., 79-1538 

Federal aviation regulations. Part 25. Air- 
worthiness standards, transport category 
airplanes., 79-1539, 79-21166 

Federal aviation regulations. Part 27. Air- 
worthiness standards, normal category 
rotorcraft., 79-6470, 79-12180, 79- 
7231 

Federal aviation regulations. Part 29. Air- 
worthiness standards, transport category 
rotorcraft., 79-6471, 79-12181, 79- 
12182, 79-15695 

Federal aviation regulations. Part 33. Air- 
worthiness standards, aircraft engines., 
79-1540 

Federal aviation regulations. Part 36. Noise 
standards, aircraft type and airworthiness 
certification., 79-1541, 79-6472 

Federal aviation regulations. Part 37. Tech- 
nical standard order authorization., 79- 
1542 

Federal aviation regulations. Part 39. Air- 
worthiness directives., 79-6474, 79- 
6475 

Federal aviation regulations. Part 45. Iden- 
tification and registration marking., 79- 
23134 

Federal aviation regulations. Part 47. Air- 
craft registration., 79-12183 

Federal aviation regulations. Part 63. Certi- 
fication, flight crewmembers other than 
pilots., 79-1543 

Federal aviation regulations. Part 65. Certi- 
fication, airmen other than flight crew- 
members., 79-23135 

Federal aviation regulations. Part 91. Gen- 
eral operating and flight rules., 79-1544 

Federal aviation regulations. Part 93. Spe- 
cial air traffic rules and airport traffic 
patterns., 79-1545 

Federal aviation regulations. Part 97. Stand- 
ard instrument approach procedures., 
79-14245 

Federal aviation regulations. Part 107. Air- 
port security., 79-18783 

Federal aviation regulations. Part 121. Cer- 
tification and operations, domestic, flag, 
and supplemental air carriers and com- 
mercial operators of large aircraft. 79- 
1546 





Federal aviation regulations. Part 123. Cer- 
tification and operations, air travel clubs 
using large airplanes., 79-1547 

Federal aviation regulations. Part 127. Cer- 
tification and operations of scheduled air 
carriers with helicopters., 79-8563, 79- 
12184, 79-12185 

Federal aviation regulations. Part 133. Ro- 
torcraft external-load operations., 79- 
10304 

Federal aviation regulations. Part 135. Air 
taxi operators and commercial operators 
of small aircraft., 79-8564, 79-12186 

Federal aviation regulations. Part 137. Agri- 
cultural aircraft operations., 79-12187 

Federal aviation regulations. Part 139. Cer- 
tification and operations, land airports 
serving CAB-certificated scheduled air 
carriers., 79-1548, 79-15696 

Federal aviation regulations. Part 135. Air 
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hearings before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, second session ... Septem- 
ber 25 and 29, 1978., 79-10512 

Federal seed money : more careful selection 
and application needed : report to the 
Congress /, 79-16592 

Federal sentencing patterns : a study of ge- 
ographical variations /, 79-14004 

Federal snow removal reimbursement 
policy : improvements needed : report /, 
79-22579 

Federal software exchange catalog., 
956 

Federal standard COBOL pocket guide /, 
79-22248 

Federal standard for textile 
79-7898 

Federal/State Beaufort Sea : graphic no. 1, 
environmental geology /, 79-22871 

Federal/State Beaufort Sea : graphic no. 2, 
marine food web resources /, 79-22872 

Federal/State Beaufort Sea : graphic no. 3, 
fish resources /, 79-22873 

Federal/State Beaufort Sea : graphic no. 4, 
bird resources /, 79-22874 

Federal/State Beaufort Sea : graphic no. 5, 
marine mammals /, 79-22875 

Federal/State Beaufort Sea : graphic no. 
5A, marine mammals —others /, 79- 
22876 

Federal/State Beaufort Sea : graphic no. 6, 
terrestrial mammals — peregrine falcon /, 
79-22877 

Federal/State Beaufort Sea : graphic no. 8, 
land status /, 79-22879 

Federal/State Beaufort Sea : graphic no. 9, 
sociological considerations — biotic re- 
source use area /, 79-22880 

Federal/State Beaufort Sea : graphic no. 10, 
cultural resources /, 79-22881 

Federal/State Beaufort Sea, graphic no. 7, 
food web matrix., 79-22878 

Federal-State cooperative program for pop- 
ulation estimates., 79-272, 79-3591, 
79-3592, 79-3593, 79-3594, 79-3595, 
79-3596, 79-3597, 79-3598, 79-5566, 
79-5567, 79-5568, 79-5569, 79-5570, 
79-5571, 79-5572, 79-5573, 79-5574, 
79-7273, 79-7274, 79-7275, 79-7276, 
79-7277, 79-7278, 79-7279, 79-7280, 
79-10798, 79-10799, 79-12673, 79- 
12674, 79-12675, 79-12676, 79-12677, 
79-12678, 79-12679, 79-12680, 79- 
12681, 79-12682, 79-12683, 79-12684, 
79-12685, 79-12686, 79-12687, 79- 
16174, 79-16175, 79-16176, 79-16177, 
79-16178, 79-16179, 79-16180, 79- 
16181, 79-16182, 79-16183, 79-17793, 


79- 


test methods., 
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79-17794, 7179-19466, 79-19467, 79- 
19468, 79-19469, 79-19470, 79-19471, 
79-19472, 7179-19473, 79-22118, 79- 
22119, 79-22120, 79-22121, 79-22122, 
79-22123 

Federal-State cooperative snow survey and 
water supply forecasts for Washington, 
79-30 

Federal-State-cooperative snow surveys and 
water forecasts for Wyoming, 79-32 

The Federal-State effort in long-term care 
for older Americans : nursing homes and 
”alternatives“ : hearing before the Special 
Committee on Aging, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, Chicago, Ill., August 30, 1978., 79- 
21391 

Federal-state election law survey,, 
1622, 79-1625, 79-10342, 79-10343 

Federal-state election law updates. 79- 
1622, 79-10342 

Federal-State-private cooperative snow sur- 
veys for Alaska, 79-35 

Federal-State-private snow surveys and 
water supply outlook for Alaska., 79-35 

Federal-State unemployment insurance pro- 
gram : hearing before the Subcommittee 
on Public Assistance and Unemployment 
Compensation of the Committee on Ways 
and Means, House of Representatives, 
Ninety-sixth Congress, first session 
May 2, 1979., 79-23473 

Federal strategy for drug abuse and drug 
traffic prevention, 1979 /, 79-8724 

A Federal strategy is needed to help im- 
prove medical and dental care in prisons 
and jails : report to the Congress /, 79- 
5955 

Federal student financial aid : 
you fit in?, 79-16672 

Federal supply catalog for civil agencies. 
Descriptive & management data list., 
79-7404 

Federal supply classification listing of DOD 
standardization documents., 79-688, 
79-22316 

Federal supply code for manufacturers, ex- 
cluding United States and Canada. Name 
to code/code to name., 79-678 

Federal supply code for manufacturers, 
United States and Canada. Code to 
name., 79-677 

Federal supply code for manufacturers, 
United States and Canada. Name to 
code., 79-676 

Federal supply schedule program guide., 
79-11591 

Federal support to universities, colleges, 
and selected nonprofit institutions. De- 
tailed statistical tables, appendix B., 79- 
10197 

Federal tax guide for survivors, executors 
and administrators /, 79-10281 

Federal tort claims act : hearings before the 
Subcommittee on Administrative Law 
and Governmental Relations of the Com- 
mittee on the Judiciary, House of Repre- 
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Federal tort claims act : hearings before the Subcommittee on Administrative Law 


sentatives, Ninety-fifth Congress, second 
session ..., 79-10531 

Federal Trade Commission authorization 
for fiscal years 1980-1982 : report togeth- 
er with additional views to accompany S. 
1020., 79-21808 

Federal Trade Commission decisions: find- 
ings, opinions, and orders., 79-7815, 
79-22578 

Federal Trade Commission decisions and 
publications., 79-4182 

Federal Trade Commission improvements 
act of 1979 : report together with dissent- 
ing and additional views to accompany 
H.R. 2313., 79-21718 

The Federal trainer., 79-631 

Federal travel procurement policy : hear- 
ings before the Subcommittee on Special 
Small Business Problems of the Commit- 
tee on Small Business, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ... August 9 and September 26, 
1978., 79-9132 

Federal travel procurement policy : report 
of the Committee on Small Business, 
House of Representatives, Ninety-sixth 
Congress, first session, together with sep- 
arate, additional and dissenting views., 
79-21741 

Federal wage system, 79-601, 79-3712 

Federal wage system, non-appropriated 
fund employees, 79-602 

Federal water policy initiatives : message 
from the President of the United States 
wey 79-6774 

Federal water pollution control act authori- 
zations for certain programs : report to 
accompany H.R. 12140., 79-3156 

Federal water pollution control act, the sec- 
tions 316(A) and 316(B) process /, 79- 
8264 

Federal wind energy program : 
summary., 79-2178 

Federal wind energy program; program 
summary, 79-17893 

Federally assisted employment and training 
: a myriad of programs should be simpli- 
fied : report to the Congress /, 79-15097 

Federally coordinated program of highway 
research and development., 79-8554 

Federally coordinated program of research 
and development in highway transporta- 
tion., 79-4843 

Federally funded community mental health 
centers, 79-15289 

Federally supported drug abuse and tobac- 
co research and development, 79-9987 

Federally supported drug abuse research, 
79-9987 

Federally supported programs in heart, 
blood vessel, lung and blood disorders, 
79-13667 

Federaly sponsored research at educational 
institutions : a need for improved ac- 
countability : report /, 79-2454 
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Federico Degetau Federal Building : report 
to accompany H.R. 4270., 79-3170, 79- 
3370 

Feed, 79-138 

Feed market news, 79-92 

Feed market news, weekly summary and 
Statistics, 79-92 

Feed situation., 79-153 

Feedback, 79-12202 

Feldspar and related minerals., 

Feldspar, nepheline syenite and aplite., 
16936 

Felt goods, except woven felts and hats, 
SIC 2291., 79-19247 

Female-headed households., 79-20481 

The female offender : a selected bibliogra- 
phy /, 79-15515 

Fencing, architectural and related metal 
products., 79-12834 

Ferns of the Blue Ridge /, 79-14673 

Ferroalloy ores, except vanadium, 
1061., 79-22132 

Ferroalloys., 79-20773 

Ferrographic analysis of wear particles 
from sliding elastohydrodynamic experi- 
ments /, 79-8332 

Ferrosilicon., 79-1223 

Ferry M/V George Prince collision with 
the tanker SS Frosta (Norwegian) on the 
Mississippi River, Luling/Destrehan, 
Louisiana, October 20, 1976., 79-15640 

Fertility and contraception in America : 
hearings before the Select Committee on 
Population, Ninety-fifth Congress, second 
session ..., 79-3112 

Fertility of American women, June 1977, 
79-3572 

Fertility of American women, June 1978, 
advance report, 79-3577 

Fertilization increases growth of sawlog- 
size yellow-poplar and red oak in West 
Virginia /, 79-19116 

Fertilization increases growth of thinned 
and nonthinned upland oak stands in the 
Boston Mountains of Arkansas /, 79- 
9462 

Fertilizer abstracts., 79-1691 

Fertilizer distribution and marketing 
agreement between the United States of 
America and Bangladesh, signed at 
Dacca August 31, 1977., 79-6382 

Fertilizers, mixing only, SIC 2875., 
22015 

Fertilizing Douglas-fir forests /, 79-12614 

FES (generic) routine use of plutonium- 
powered cardiac pacemakers., 79-21290 

Festival U.S.A., 79-21242 

Festival USA; semiannual 
21242 

The fetal alcohol syndrome public aware- 
ness campaign, 1979 : progress report 
concerning the advance notice of pro- 
posed rulemaking on warning labels on 
containers of alcoholic beverages and ad- 
dendum., 79-14191 
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FGEIS handling and storage of spent light 
water power reactor fuel., 79-21306 

FGP : foster grandparent program : an 
ACTION program., 79-14714 

FHA data for selected housing areas, sup- 
plemental report on quarterly trends, 
characteristics of home mortgage transac- 
tions insured by FHA under section 203, 
79-1166, 79-1167 

FHA low cost housing trends; section 
221(d)(2), 1-family homes., 79-1169 

FHA low cost housing trends of 1-family 
homes insured by FHA under section 
221(d)(2), 79-1169 

FHA monthly report of operations. Home 
mortgage programs., 79-1171 

FHA monthly report of operations. Project 
mortgage insurance programs., 79-1170 

FHA monthly report of operations. Home 
mortgage programs, 79-1171 

FHA monthly report of operations. Project 
mortgage insurance programs, 79-1170 

FHA Title I property improvement loan 
insurance : a guide for financial institu- 
tions and public rehabilitation officials /, 
79-20500 

FHA trends of home mortgage characteris- 
tics., 79-1165, 79-1166, 79-1167, 79- 
13778 

FHWA highway traffic nose prediction 
model /, 79-15663 

FHWA poublications., 79-21131 

FHWA research and development imple- 
mentation catalog., 79-15676 

Fiber cans, drums, and similar products, 
SIC 2655., 79-19287 

Fiber composite flywheel program : quar- 
terly progress report /, 79-3989 

Fiber cordage., 79-1927, 79-9541, 
12835 

Fiber optics /, 79-17071 

Fibrinolysis, thrombolysis, and blood clot- 
ting, 79-1084, 79-13693 

Fibrous glass., 79-22111 

Fidel Grosso-Padilla : report to accompany 
H.R. 3090., 79-3442 

Fiduciary income tax returns, 79-18744 

Field artillery battalion, Lance., 79-2035 

Field artillery cannon gunnery /, 79-10964 

Field artillery Lance missile gunnery /, 
79-22334 

Field artillery meteorology /, 79-5744 

Field artillery sound ranging and flash rang- 
ing /, 79-14809 

Field artillery survey /, 79-12883 

Field crops production, disposition, value., 
79-12646 

Field crops; production, farm use, sales, 
value, 79-12646 

Field experiment on a prefabricated expand- 
able foam/wood structure /, 79-2103 

Field firing techniques., 79-3858 

A field investigation of noise reduction af- 
forded by insert-type hearing protectors / 
» 79-11712 
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Field maintenance manual for Georgia 
counties local roads and streets /, 79- 
15628 

Field manual - National Labor Relations 
Board, 79-1383 

Field manual for research in agricultural 
hydrology /, 79-14628 

Field office guide for mortgagee reviews., 
79-13776 

Field operations manual, 79-1322 

Field program of the Forest Service, 79- 
16095 

Field tests of industrial stoker coal-fired 
boilers for emissions control and efficien- 
cy improvement, site A /, 79-15060 

Field trial of lindane, phosmet, and feni- 
trothion to prevent insect-caused mortal- 
ity of paraquat-treated slash pines /, 79- 
16111 

Field verification and implementation of the 
VESYS IIM structural subsystem in Utah 
/, 179-8553 

FIFRA extension : hearing before the Sub- 
committee on Agricultural Research and 
General Legislation of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 717 ... April 26, 
1979., 79-21405 

FIFRA extension : hearing before the Sub- 
committee on Department Investigations, 
Oversight, and Research of the Commit- 
tee on Agriculture, House of Representa- 
tives, Ninety-sixth Congress, first session, 
on H.R. 3546, April 24, 1979., 79-23317 

Fifth-year seed : seedling ratios of lodge- 
pole pine by habitat type and seedbed 
preparation technique /, 79-21871 

Fighting drug abuse., 79-8281 

Fiji, 79-18719 

Fiji : post report., 79-2812 

File management system /, 79-19962 

Files maintenance and disposition., 
3775 

Film fare : a catalogue of films and film- 
strips produced by the U.S. Department 
of Housing and Urban Development /, 
79-18357 

Films : free from U.S. Department of Com- 
merce, National Bureau of Standards., 
79-5600 

Films and other materials for projection., 
79-1375 

Filters, electrical., 79-1928 

Filtration process and equipment studies for 
coal liquefaction processes /, 79-13142 

Final design and implementation plan for 
evaluating the effectiveness of FMSS 122, 
motorcycle brake systems /, 79-18805 

Final design and implementation plan for 
evaluating the effectiveness of FMVSS 
105, hydraulic brake systems in passenger 
cars /, 79-18804 

Final design and implementation plan for 
evaluating the effectiveness of FMVSS 
108 : side marker lamps and high intensi- 
ty headlamps (only) /, 79-15776 


79- 





Final design and implementation plan for 
evaluating the effectiveness of FMVSS 
202..., 79-18806 

Final design and implementation plan for 
evaluating the effectiveness of FMVSS 
202, the effectiveness of head restraints, 
and FMVSS 207, seating systems /, 79- 
18806 

Final design and implementation plan for 
evaluating the effectiveness of FMVSS 
213 : child seating systems /, 79-18807 

Final design and implementation plan for 
evaluating the effectiveness of FMVSS 
220, school bus rollover protection 
FMVSS 221, school bus body joint 
strenght FMVSS 222, school bus seating 
& crash protection /, 79-17278 

Final engineering report on the dual mode 
magnet for the high performance demon- 
stration experiment /, 79-5841 

Final environmental impact statement : coal 
conversion program New England 
Power Co., Brayton Point Generating 
Station, plants 1, 2, and 3, Somerset, Bris- 
tol County, Massachusetts., 79-22396 

Final environmental impact statement 
docket no. ABI (sub-no. 34) : Chicago 
and North Western Transportation Com- 
pany abandonment between Norfolk, Ne- 
braska, and Winner South Dakota ... /, 
79-10111 

Final environmental impact statement 
Metlakatla small boat harbor no. 2, Met- 
lakatla, Alaska., 79-3830 

Final environmental impact statement 
Mound Facility, Miamisburg, Ohio., 79- 
19842 

Final environmental impact statement 
noise regulation and type certification of 
civil supersonic aircraft., 79-4887 

Final environmental impact statement : pe- 
troleum production at maximum efficient 
rate : Naval Petroleum Reserve no. 1 
(Elk Hills) Kern County, California., 
79-19841 

Final environmental impact statement : Port 
of Grays Harbor/Kaiser Steel Corpora- 
tion, permit application no. 071-OYB-1- 
002533, Hoquiam, Washington., 79-2108 

Final environmental impact statement 
South Beach Marine : Yaquina Bay small 
boat basin, Lincoln County, Oregon., 
79-2109 

Final environmental impact statement 
wastewater treatment facilities for the 
metropolitan area, Columbus, Ohio /, 
79-15065 

Final environmental impact statement for 
Carroll-Boone regional water supply 
system : Carroll-Boone Water District, 
Carrol and Boone Counties, Arkansas /, 
79-9500 

Final environmental impact statement on 
the proposed Port Fourchon Develop- 
ment Plan, Phase IV, Lafourche Parish, 
Louisiana /, 79-22253 

Final environmental statement : crude oil 
transportation systems (proposed under 
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Public Law 95-617, the Public utility reg- 
ulatory policies act of 1978), Northern 
Tier Pipeline Company, Northwest 
Energy Company, Kitimat Pipe Line 
Ltd., Trans Mountain Oil Pipe Line Cor- 
poration /, 79-22882 

Final environmental statement : Hebo plan- 
ning unit : Siuslaw National Forest., 79- 
7204 

‘Final environmental statement : John Day 
planning unit : Malheur National Forest., 
79-7203 

Final environmental statement : Medicine 
Lake planning unit : Modoc National 
Forest, Shasta-Trinity National Forest, 
Klamath National Forest., 79-7201 

Final environmental statement : Missouri 
River levee system, unit L-611-614 (Mos- 
quito-Keg Creek Levees) /, 79-2107 

Final environmental statement : Ochoco- 
Crooked River Planning Unit : land man- 
agement plan., 79-10703 

Final environmental statement : OCL sale 
no. 48 : proposed 1979 outer continental 
shelf oil and gas lease sale offshore 
Southern California /, 79-10038 

Final environmental statement : Olympic 
National Forest : Canal Front Planning 
Unit., 79-10704 

Final environmental statement : proposed 
O'Neill Unit, Pick-Sloan Missouri Basin 
Program, Nebraska /, 79-6163 

Final environmental statement : proposed 
345 KV transmission lines, Greenlee 
County, Arizona, to El Paso, Texas /, 
79-2663 

Final environmental statement : Silver City, 
Idaho., 79-2635 

Final environmental statement : Silvies-Mal- 
heur Planning Unit : Malheur-Ochoco 
National Forest, Region 6., 79-1775 

Final environmental statement : ten-year 
timber resource plan., 79-10705 

Final environmental statement : Tonasket 
Planning Unit, land management plan., 
79-14676 

Final environmental statement by the U.S. 
Nuclear Regulatory Commission for 
Greene County Nuclear Power Plant 
proposed by Power Authority of the 
State of New York, docket no. 50-549., 
79-10359 

Final environmental statement by the U.S. 
Nuclear Regulatory Commission for 
Watts Bar Nuclear Plant Units 1 and 2, 
proposed by Tennessee Valley Authority, 
docket nos. 50-390 and 50-391., 79-6574 

Final environmental statement, develop- 
ment of coal resources in southcentral 
Wyoming., 79-15412 

Final environmental statement for Project 
Skywater : a program of research in pre- 
cipitation management /, 79-6179 

Final environmental statement for the sale 
of Fort Mohave lands to the State of 
Nevada., 79-8273 
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Final environmental statement, Hartsville 
nuclear plants., 79-6587 

Final environmental statement related to 
construction of Greene County Nuclear 
Power Plant., 79-10359 

Finai environmental statement related to 
operation of LaSalle County Station 
Units 1 and 2, Commonwealth Edison 
Company, docket nos. 50-373 & 50-374., 
79-10353 

Final environmental statement related to 
the Atlas Minerals Division, Atlas Corpo- 
ration, Atlas Uranium Mill (Grand 
County, Utah) /, 79-10349 

Final environmental statement related to 
the Energy Fuels Nuclear, Inc., White 
Mesa uranium project (San Juan County, 
Utah), docket no. 40-8681 /, 79-18863 

Final environmental statement related to 
the Exxon Minerals Company, U.S.A. 
Highland Uranium Solution Mining proj- 
ect (Converse County, Wyoming), docket 
no. 40-8102., 79-10354 

Final environmental statement related to 
the Minerals Exploration Company, 
Sweetwater Uranium project 
(Sweetwater County, Wyoming) /, 79- 
10358 

Final environmental statement related to 
the proposed manufacture of floating nu- 
clear power plants [byt Offshore Power 
Systems : docket no. STN 50-437., 79- 
10357 

Final environmental statement related to 
the United Nuclear Corporation, Morton 
Ranch, Wyoming Uranium Mill (Con- 
verse County, Wyoming) /, 79-12269 

Final environmental statement related to 
the Wyoming Mineral Corporation Iri- 
garay Uranium Solution Mining Project 
(Johnson County, Wyoming), docket no. 
40-8502 /, 79-6571 

Final environmental statement, timber re- 
source plan., 79-14675 

Final environmental statement, Volunteer, 
Tennessee, 500-kV substation and trans- 
mission line connections., 79-6588 

Final generic environmental impact state- 
ment on handling and storage of spent 
light water power reactor fuel /, 79- 
21306 

Final generic environmental statement on 
the routine use of plutonium-powered 
cardiac pacemakers /, 79-21290 

Final institutional environmental impact 
statement : Ames Research Center, Mof- 
fett Field, California., 79-6322 

Final programmatic environmental impact 
statement : Northeast Corridor Improve- 
ment Project., 79-2906 

Final report : report /, 79-12446 

Final report - Select Committee on Small 
Business, 79-9253 

Final report, automotive propulsion systems 
pilot study : a report /, 79-17879 
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Final report of a study of the utility of 
incentive systems for nuclear licenses., 
79-21318 

Final report of Select Committee on Assas- 
sinations, U.S. House of Representatives, 
Ninety-fifth Congress, second session : 
summary of findings and recommenda- 
tions., 79-10617 

Final report of St. Louis Terminal Project 
Team /, 79-15689 

Final report of the Ad Hoc Committee on 
TFTR Physics., 79-17895 

Final report of the Multifamily Property 
Utilization Task Force /, 79-22722 

Final report of the National Commission on 
New Technological Uses of Copyrighed 
Works, July 31, 1978., 79-21272 

Final report of the Select Committee on 
Ethics, U.S. House of Representatives, 
Ninety-fifth Congress., 79-9258 

Final report on preliminary dielectric stud- 
ies : Spir-O-Line cable for application at 
power frequencies /, 79-13249 

Final report on prime sponsor utilization of 
colleges and universities in the implemen- 
tation of CETA youth programs /, 79- 
22975 

Final report on study of heat transfer 
through refractory lined gasifier vessel 
walls /, 79-14943 

Final report on the design of the MHD 
generator channel for the high perform- 
ance demonstration experiment /, 79- 
17937 

Final report on the development of an ad- 
vanced flywheel bearing performance 
model /, 79-22462 

Final report on the Joint U.S.-U.S.S.R. test 
of the U.S. MHD electrode system in the 
U-02 facility - phase II (September 21 to 
September 27, 1976) /, 79-11236 

Final report on the modification and 1978 
operation of the Gila Bend solar-powered 
irrigation pumping system to Sandia Lab- 
oratories and the Northwestern Mutual 
Life Insurance Company /, 79-22464 

Final report on thin film gallium arsenide 
for low cost photovoltaic solar energy 
conversion /, 79-11165 

Final report, technical and economic assess- 
ment of methods for direct conversion of 
agricultural residue to usable energy /, 
79-3983 

Final site environmental statement : related 
to the determination of the suitability of 
site G for eventual construction of the 
Blue Hills Station, Unit nos. 1 and 2, 
Gulf States Utilities Company docket 
nos. 50-510 and 50-511., 79-2986 

Final site environmental statement relative 
to determination of the suitability of the 
proposed site for eventual construction of 
Sundesert Nuclear Plant, Units 1 and 2, 
San Diego Gas and Electric Company, 
docket nos. 50-582 and 50-583., 79-2987 

Final State & local data elements. 79- 
12118, 79-17191 
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Final supplement to final environmental 
statement : New Melones Lake, Stanis- 
laus River, California : Camp Nine road 
relocation., 79-3831 

Final supplement to the Final environmen- 
tal statement /, 79-23276 

Final supplement to the final environmental 
statement related to the construction of 
Allens Creek Nuclear Generating Station, 
Unit no. 1, Houston Lighting and Power 
Company, docket no. 50-466., 79-6570 

Final supplemental environmental impact 
statement for the proposed NOAA West- 
ern Regional Center development., 79- 
12765 

Final supplemental environmental statement 
: Tyrone, flood protection project, Penn- 
sylvania route 453 relocation and im- 
provement Little Juniata River and Bald 
Eagle Creek, Blair County, Pennsylva- 
nia., 79-2110 

Final supplemental environmental statement 
on a revised range management program 
for the Challis Planning Unit., 79-6160 

Finance Committee allocation of fiscal year 
1979 budget totals : report., 79-9411 

Finance companies., 79-886 

Finance, productivity, and management in 
postsecondary education : selected re- 
search topics., 79-2504 

Finance rate and other terms on new and 
used car instalment credit contracts pur- 
chased from dealers by major auto fi- 
nance companies, 79-900 

Finance rates and other terms on selected 
types of consumer instalment credit ex- 
tended by major finance companies; not 
seasonally adjusted., 79-901 

Finance specialist /, 79-14825, 
79-16371 

Finances & physical features, 

Finances 
22106 

Finances of employee-retirement systems of 
state and local governments., 79-16184 

Finances of municipalities and township 
governments., 79-22107 

Finances of school district., 79-22104 

Finances of selected public employee retire- 
ment systems., 79-293 

Finances of special districts, 79-22105 

Financial aid to students., 79-4178 

Financial analysis of investment projects 
from the individual corporate perpective., 
79-12148 

Financial and legal implications of Iran‘s 
cancellation of arms purchase agreements 
: report /, 79-22587 

Financial and operating statistics class 1 
motor carriers of passengers, 79-20799 

Financial and operating statistics class I 
motor carriers of passengers., 79-20799 

Financial aspects of administration of 
grants-in-aid, loans, and contracts with 
program participants., 79-16814 


79-14826, 


79-13902 


of county governments., 79- 





January — December 1979 First concurrent resolution on the budget, fiscal year 1980 : conference report to 


Financial characteristics by indicators of 
housing and neighborhood quality, 79- 
16197 

Financial characteristics by indicators of 
housing and neighborhood quality for se- 
lected metropolitan areas, 79-7283 

Financial characteristics of the housing in- 
ventory, 79-14747 

Financial condition of the Delaware and 
Hudson Railway : hearing before the 
Subcommittee on Transportation and 
Commerce of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session ... August 15, 1978., 79- 
8981 

Financial disclosure provisions of the Ethics 
in government act of 1978 : hearing 
before the Subcommittee on Human Re- 
sources of the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-sixth Congress, first session, 
on H.R. 2805 ... April 23, 1979., 79- 
15907 

Financial disclosure reports of members of 
the U.S. House of Representatives., 79- 
12436, 79-17567 

Financial institutions regulatory act of 1978 
: report together with supplemental, addi- 
tional, and minority views to accompany 
H.R. 13471., 79-3209 

Financial leveraging in community develop- 
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Borough of 
Monmouth 


Borough of 
Lackawanna 


study Borough of 


Delaware 





January — December 1979 


Flood insurance study : city of Aberdeen, 
Mississippi, Monroe County., 79-18397 
Flood insurance study : city of Abilene, 
Texas, Taylor and Jones Counties., 79- 
16817 

Flood insurance study : city of Adams, 
Minnesota, Mower County., 79-15332 

Flood insurance study : city of Aiken, 
South Carolina, Aiken County., 79- 
10009 

Flood insurance study 
Wisconsin, 
13780 

Flood insurance study : city of Alvin, 
Texas, Brazoria County., 79-20539 

Flood insurance study : city of Asbury 
Park, New Jersey, Monmouth County., 
79-6118 

Flood insurance study : city of Athens, Ala- 
bama, Limestone County., 79-20543 

Flood insurance study : city of Audubon, 
Iowa, Audubon County., 79-15334 

Flood insurance study : city of Aumsville, 
Oregon, Marion County., 79-8157 

Flood insurance study : city of Aurora, IIli- 
nois, Kane and Du Page Counties., 79- 
13784 

Flood insurance study : city of Avondale, 
Arizona, Maricopa County., 79-13785 

Flood insurance study : city of Baraboo, 
Wisconsin, Sauk County., 79-18399 

Flood insurance study : city of Bay Village, 
Ohio, Cuyahoga County., 79-20547 

Flood insurance study : city of Belfield, 
North Dakota, Stark County., 79-16822 

Flood insurance study : city of Bella Villa, 
Missouri, St. Louis County., 79-15336 

Flood insurance study : city of Belt, Mon- 
tana, Cascade County., 79-22724 

Flood insurance study : city of Belton, Mis- 
souri, Cass County., 79-16823 

Flood insurance study : city of Benbrook, 
Texas, Tarrant County., 79-13786 

Flood insurance study : city of Benham, 
Kentucky, Harlan County., 79-16824 

Flood insurance study : city of Berkeley, 
Missouri, St. Louis County., 79-15338 

Flood insurance study : city of Bisbee, Ari- 
zona, Cochise County., 79-2599 

Flood insurance study : city of Blackfoot, 
Idaho, Bingham County., 79-16825 

Flood insurance study : city of Blaine, Min- 
nesota, Anoka County., 79-22728 

Flood insurance study : city of Blaine, 
Washington, Whatcom County., 79- 
16826 

Flood insurance study : 
Springs, Kansas, 
79-2600 

Flood insurance study : city of Bottineau, 
North Dakota, Bottineau County., 79- 
20552 

Flood insurance study : city of Bremerton, 
Washington, Kitsap County., 79-15341 

Flood insurance study : city of Bridgman, 
Michigan, Berrien County., 79-22729 


: city of Algoma, 
Kewaunee County., 79- 


city of Bonner 
Wyandotte County., 





Flood insurance study : city of Elkhorn, Nebraska, Douglas County. 


Flood insurance study : city of Brighton, 
Colorado, Adams County., 79-20554 

Flood insurance study : city of Brockton, 
Massachusetts, Plymouth County., 79- 
8161 

Flood insurance study : city of Brush, Colo- 
rado, Morgan County., 79-20556 

Flood insurance study : city of Calico 
Rock, Arkansas, Izard County., 79- 
22731 

Flood insurance study : city of Calistoga, 
California, Napa County., 79-20560 

Flood insurance study : city of Canton, 
Mississippi, Madison County., 79-22732 

Flood insurance study : city of Carbondale, 
Illinois, Jackson County., 79-22733 

Flood insurance study : city of Carpio, 
North Dakota, Ward County., 79-20561 

Flood insurance study : city of Cascade, 
Iowa, Dubuque and Jones Counties., 79- 
8163 

Flood insurance study : city of Castroville, 
Texas, Medina County., 79-11763 

Flood insurance study : city of Catletts- 
burg, Kentucky, Boyd County., 79-2601 

Flood insurance study : city of Centerville, 
Minnesota, Anoka County., 79-22736 

Flood insurance study : city of Central 
City, Nebraska, Merrick County., 79- 
16831 

Flood insurance study : city of Chanhassen, 
Minnesota, Carver County., 79-18405 

Flood insurance study : city of Chanute, 
Kansas, Neosho County., 79-2602 

Flood insurance study : city of Chapman, 
Kansas, Dickinson County., 79-8164 

Flood insurance study : city of Charles 
Town, West Virginia, Jefferson County., 
79-22738 

Flood insurance study : city of Charles- 
town, Indiana, Clark County., 79-22737 

Flood insurance study : city of Charlottes- 
ville, Virginia, independent city., 79- 
13790 

Flood insurance study : city of Cherokee, 
Alabama, Colbert County., 79-20567 

Flood insurance study : city of Chester, 
Pennsylvania, Delaware County., 79- 
15345 

Flood insurance study : city of Cheyenne, 
Wyoming, Laramie County., 79-20566 

Flood insurance study : city of Chicago 
Heights, Illinois, Cook County., 79- 
22739 

Flood insurance study : city of Chicka- 
mauga, Georgia, Walker County., 79- 
16832 

Flood insurance study 
Pennsylvania, 
20569 

Flood insurance study : city of Clive, Iowa, 
Polk County., 79-22740 

Flood insurance study : city of Clyde, 
Ohio, Sandusky County., 79-8166 

Flood insurance study : city of Cocoa, 
Florida, Brevard County., 79-20571 


: city of Clairton, 
Allegheny County., 79- 
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Flood insurance study : city of Cohoes, 
New York, Albany County., 79-22742 
Flood insurance study : city of Columbia, 
Mississippi, Marion County., 79-20573 
Flood insurance study : city of Corning, 
New York, Steuben County., 79-20576 
Flood insurance study : city of Covington, 
Kentucky, Kenton County., 79-13795 
Flood insurance study : city of Covington, 
Virginia, independent city., 79-2603 

Flood insurance study : city of Crest Hill, 
Illinois, Will County., 79-18406 

Flood insurance study : city of Davis, Cali- 
fornia, Yolo County., 79-22744 

Flood insurance study : city of Dearborn, 
Missouri, Platte County., 79-13798 

Flood insurance study : city of Decatur, 
Alabama, Morgan County., 79-20578 

Flood insurance study : city of Decatur, 
Illinois, Macon County., 79-15349 

Flood insurance study : city of Del Rio, 
Texas, Val Verde County., 79-13799 

Flood insurance study : city of Denton, 
Texas, Denton County., 79-15351 

Flood insurance study : city of DeQuincy, 
Louisiana, Calcasieu Parish., 79-8167 

Flood insurance study : city of Dermott, 
Arkansas, Chicot County., 79-16836 

Flood insurance study : city of Des Peres, 
Missouri, St. Louis County., 79-13800 

Flood insurance study : city of Desert Hot 
Springs, California, Riverside County., 
79-8168 

Flood insurance study : city of DeSoto, 
Kansas, Johnson County., 79-16837 

Flood insurance study : city of Donny- 
brook, North Dakota, Ward County., 
79-20580 

Flood insurance study : city of Douglas, 
Georgia, Coffee County., 79-15352 

Flood insurance study : city of Drain, 
Oregon, Douglas County., 79-18407 

Flood insurance study : city of Duncan, 
Oklahoma, Stephens County., 79-15354 

Flood insurance study : city of Duquesne, 
Pennsylvania, Allegheny County., 79- 
20583 

Flood insurance study : city of Durango, 
Colorado, La Plata County., 79-4438 

Flood insurance study : city of Durham, 
North Carolina, Durham County., 79- 
2605 

Flood insurance study : city of East Brew- 
ton, Alabama, Escambia County., 79- 
22745 

Flood insurance study : city of Easton, 
Kansas, Leavenworth County., 79-22747 

Flood insurance study : city of Easton, 
Pennsylvania, Northampton County., 
79-8170 

Flood insurance study : city of Edgerton, 
Kansas, Johnson County., 79-18410 

Flood insurance study : city of Elkhart, In- 
diana, Elkhart County., 79-15357 

Flood insurance study : city of Elkhorn, 
Nebraska, Douglas County., 79-16840 
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Flood insurance study : city of Elkton, Oregon, Douglas County. 


Flood insurance study : city of Elkton, 
Oregon, Douglas County., 79-16839 

Flood insurance study : city of Enid, Okla- 
homa, Garfield County., 79-10017 

Flood insurance study : city of Erie, Penn- 
sylvania, Erie County., 79-8171 

Flood insurance study : city of Evans, 
Colorado, Weld County., 79-8172 

Flood insurance study : city of Evansdale, 
Iowa, Black Hawk County., 79-20590 

Flood insurance study : city of Fairburn, 
Georgia, Fulton County., 79-20592 

Flood insurance study : city of Fairfield, 
Ohio, Butler County., 79-8173 

Flood insurance study : city of Farmington, 
Minnesota, Dakota County., 79-8174 

Flood insurance study : city of Floresville, 
Texas, Wilson County., 79-20594 

Flood insurance study : city of Flushing, 
Michigan, Genesee County., 79-18412 

Flood insurance study : city of Fond Du 
Lac, Fond Du Lac County, Wisconsin., 
79-2606 

Flood insurance study : city of Fort Collins, 
Colorado, Larimer County., 79-18414 

Flood insurance study : city of Fort Pierce, 
Florida, St. Lucie County., 79-20595 

Flood insurance study : city of Franklin, 
New Hampshire, Merrimack County., 
79-20596 

Flood insurance study : city of Fraser, 
Michigan, Macomb County., 79-8175 

Flood insurance study : city of Fredericks- 
burg, Virginia, independent city., 79- 
13807 

Flood insurance study : city of Frederick- 
town, Missouri, Madison County., 79- 
2607 

Flood insurance study : city of Ganado, 
Texas, Jackson County., 79-20597 

Flood insurance study : city of Garland, 
Texas, Dallas County., 79-20598 

Flood insurance study : city of Gibraltar, 
Michigan, Wayne County., 79-18416 

Flood insurance study : city of Glendale, 
Arizona, Maricopa County., 79-10019 

Flood insurance study : city of Glenwood 
Springs, Colorado, Garfield County., 
79-18417 

Flood insurance study : city of Gloucester, 
New Jersey, Camden County., 79-20599 

Flood insurance study : city of Gonzales, 
Texas, Gonzales County., 79-13811 

Flood insurance study : city of Goshen, In- 
diana, Elkhart County., 79-18418 

Flood insurance study : city of Grain 
Valley, Missouri, Jackson County., 79- 
15361 

Flood insurance study : city of Grand 
Rapids, Michigan, Kent County., 79- 
4442 

Flood insurance study : city of Grandview, 
Missouri, Jackson County., 79-18420 

Flood insurance study : city of Greeley, 
Colorado, Weld County., 79-18421 
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Flood insurance study : city of Green Cove 
Springs, Florida, Clay County., 79-8180 

Flood insurance study : city of Greenville, 
Mississippi, Washington County., 79- 
15362 

Flood insurance study : city of Greenwood, 
Missouri, Jackson County., 79-2609 

Flood insurance study : city of Grenada, 
Mississippi, Grenada County., 79-8181 

Flood insurance study : city of Gresham, 
Oregon, Multnomah County., 79-15363 

Flood insurance study : city of Hallowell, 
Maine, Kennebec County., 79-22760 

Flood insurance study : city of Halstad, 
Minnesota, Norman County., 79-18424 

Flood insurance study : city of Hampton, 
Iowa, Franklin County., 79-11765 

Flood insurance study : city of Harvard, 
Illinois, McHenry County., 79-22761 

Flood insurance study : city of Hawthorne, 
California, Los Angeles County., 79- 
22764 

Flood insurance study : city of Hayward, 
Wisconsin, Sawyer County., 79-22765 

Flood insurance study : city of Hazelhurst 
[i.e. Hazlehurstt, Georgia, Jeff Davis 
County., 79-15365 

Flood insurance study : 
Ohio, Licking County., 79-16846 

Flood insurance study : city of Hebron, 
North Dakota, Morton County., 79- 
16847 

Flood insurance study : city of Helena, Ar- 
kansas, Phillips County., 79-13817 

Flood insurance study : city of Helper, 
Utah, Carbon County., 79-8184 

Flood insurance study : city of Henderson, 
Minnesota, Sibley County., 79-20604 

Flood insurance study : city of Hesston, 
Kansas, Harvey County., 79-22766 

Flood insurance study : city of High Point, 
North Carolina, Guilford, Davidson and 
Randolph Counties., 79-22767 

Flood insurance study : city of Hilliard, 
Ohio, Franklin County., 79-18428 

Flood insurance study : city of Hinton, 
West Virginia, Summers County., 79- 
18429 

Flood insurance study : 
Massachusetts, 
16850 

Flood insurance study 
Alaska., 79-8186 

Flood insurance study : city of Hopewell, 
Virginia, independent city., 79-16851 

Flood insurance study : city of Hopkins- 
ville, Kentucky, Christian County., 79- 
20606 

Flood insurance study : city of Hoquiam, 
Washington, Grays Harbor County., 79- 
18430 

Flood insurance study : city of Houston, 
Minnesota, Houston County., 79-15367 

Flood insurance study : city of Huntsville, 
Alabama, Madison County., 79-22768 


city of Heath, 


city of Holyoke, 
Hampden County., 79- 


: city of Hoonah, 
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Flood insurance study : city of Ida Grove, 
Iowa, Ida County., 79-20608 

Flood insurance study : city of Idanha, 
Oregon, Marion and Linn Counties., 79- 
8187 

Flood insurance study : city of Indepen- 
dence, Kansas, Montgomery County., 
79-13821 

Flood insurance study : city of Indepen- 
dence, Missouri (Jackson and Clay Coun- 
ties)., 79-6127 

Flood insurance study : 
Wells, California, 
79-20609 

Flood insurance study : city of Indianola, 
Mississippi, Sunflower County., 79-2613 

Flood insurance study : city of Indio, Cali- 
fornia, Riverside County., 79-16853 

Flood insurance study : city of Isle, Minne- 
sota, Mille Lacs County., 79-20612 

Flood insurance study : city of Jacksonville, 
Illinois, Morgan County., 79-13823 

Flood insurance study : city of Jefferson- 
ville, Indiana, Clark County., 79-18432 

Flood insurance study : city of Jennings, 
Missouri, St. Louis County., 79-13824 

Flood insurance study : city of Junction, 
Texas, Kimble County., 79-20615 

Flood insurance study : city of Kellogg, 
Idaho, Shoshone County., 79-13825 

Flood insurance study : city of Kelso, 
Washington, Cowlitz County., 79-22774 

Flood insurance study : city of Kennewick, 
Washington, Benton County., 79-16856 

Flood insurance study : city of Keosauqua, 
Iowa, Van Buren County., 79-16857 

Flood insurance study : city of Kingsport, 
Tennessee, Sullivan County., 79-22775 

Flood insurance study : city of Kosciusko, 
Mississippi, Attala County., 79-13827 

Flood insurance study : city of La Coste, 
Texas, Medina County., 79-11770 

Flood insurance study : city of La Joya, 
Texas, Hidalgo County., 79-15369 

Flood insurance study : city of La Ward, 
Texas, Jackson County., 79-20621 

Flood insurance study : city of Laguna 
Beach, California, Orange County., 79- 
20618 

Flood insurance study city of Lake 
Charles, Calcasieu Parish, Louisiana., 
79-22776 

Flood insurance study : city of Lake Elmo, 
Minnesota, Washington County., 79- 
13828 

Flood insurance study city of Lake 
Lotawana, Missouri, Jackson County., 
79-22777 

Flood insurance study : city of Lake Sta- 
tion, Indiana, Lake County., 79-16858 

Flood insurance study : city of Lakeville, 
Minnesota, Dakota County., 79-11771 

Flood insurance study : city of Lancaster, 
Pennsylvania, Lancaster County., 79- 
20620 


city of Indian 
Riverside County., 





January — December 1979 


Flood insurance study : city of Lapeer, 
Michigan, Lapeer County., 79-13829 

Flood insurance study : city of Laramie, 
Wyoming, Albany County., 79-15371 

Flood insurance study : city of Lauderdale 
Lakes, Florida, Broward County., 79- 
22778 

Flood insurance study 
Springs, Idaho, Bannock County., 
18435 

Flood insurance study : city of Lebanon, 
Ohio, Warren County., 79-8189 

Flood insurance study : city of Lebanon, 
Pennsylvania, Lebanon County., 79- 
22779 

Flood insurance study : city of Lecompton, 
Kansas, Douglas County., 79-8190 

Flood insurance study : city of Lehi, Utah, 
Utah County., 79-16859 

Flood insurance study : city of Lewiston, 
Maine, Androscoggin County., 79-20623 

Flood insurance study : city of Lexington, 
North Carolina, Davidson County., 79- 
22782 

Flood insurance study : city of Libby, Mon- 
tana, Lincoln County., 79-13830 

Flood insurance study : city of Lima, Ohio, 
Allen County., 79-6130 

Flood insurance study : city of Lincoln, 
Illinois, Logan County., 79-20626 

Flood insurance study : city of Linwood, 
Kansas, Leavenworth County., 79-18436 

Flood insurance study : city of Lowell, 
Massachusetts, Middlesex County., 79- 
10024 

Flood insurance study 
Kentucky, Kenton County., 79-20629 

Flood insurance study : city of Lynch, 
Kentucky, Harlan County., 79-13832 

Flood insurance study : city of Macon-Bibb 
County, Georgia., 79-20631 

Flood insurance study : city of Madeira, 
Ohio, Hamilton County., 79-22787 

Flood insurance study : city of Maitland, 
Florida, Orange County., 79-16861 

Flood insurance study : city of Marengo, 
Illinois, Mc Henry County., 79-15374 

Flood insurance study : city of Marianna, 
Arkansas, Lee County., 79-20636 

Flood insurance study : city of Marine City, 
Michigan, St. Clair County., 79-18442 

Flood insurance study : city of Marion, 
Kansas, Marion County., 79-22790 

Flood insurance study : city of Mart, Texas, 
McLennan County., 79-18444 

Flood insurance study : city of Mason, 
Ohio, Warren County., 79-8195 

Flood insurance study : city of Mason, 
Texas, Mason County., 79-13834 

Flood insurance study : city of McAlester, 
Oklahoma, Pittsburg County., 79-6132 

Flood insurance study : city of McComb, 
Mississippi, Pike County., 79-18441 

Flood insurance study : city of McGregor, 
Texas, McLennan County., 79-6133 


: city of Lava Hot 
79- 


: city of Ludlow, 





Flood insurance study : city of Pinehurst, Idaho, Shoshone County. 


Flood insurance study : city of McKees- 
port, Pennsylvania, Allegheny County., 
79-2615 

Flood insurance study : city of Melbourne, 
Florida, Brevard County., 79-16863 

Flood insurance study : city of Mendota, 
Illinois, La Salle County., 79-22793 

Flood insurance study : city of Mentor-on- 
the-Lake, Ohio, Lake County., 79-18446 

Flood insurance study : city of Merced, 
California, Merced County., 79-18447 

Flood insurance study : city of Mercedes, 
Texas, Hildalgo County., 79-15375 

Flood insurance study : city of Mill Valley, 
California, Marin County., 79-2617 

Flood insurance study : city of Milledge- 
ville, Georgia, Baldwin County., 79- 
15378 

Flood insurance study : city of Mineral 
Wells, Palo Pinto and Parker Counties, 
Texas., 79-20639 

Flood insurance study : city of Mission, 
Texas, Hidalgo County., 79-16866 

Flood insurance study : city of Missouri 
City, Missouri, Clay County., 79-16865 

Flood insurance study : city of Mitchell, 
South Dakota, Davison County., 79- 
6136 

Flood insurance study : city of Monticello, 
Iowa, Jones County., 79-8196 

Flood insurance study : city of Monticello, 
Minnesota, Wright County., 79-22801 

Flood insurance study : city of Morgan- 
town, West Virginia, Monongalia 
County., 79-18456 

Flood insurance study : city of Morton, 
Washington, Lewis County., 79-22803 

Flood insurance study : city of Moulton, 
Alabama, Lawrence County., 79-20641 

Flood insurance study : city of Moultrie, 
Georgia, Colquitt County., 79-13838, 
79-18458 

Flood insurance study : city of Mount 
Holly, North Carolina, Gaston County., 
79-20640 ’ 

Flood insurance study : city of Mullan, 
Idaho, Shoshone County., 79-18460 

Flood insurance study : city of Mullens, 
West Virginia, Wyoming County., 79- 
15382 

Flood insurance study : city of Napa, Cali- 
fornia, Napa County., 79-16869 

Flood insurance study : city of Naperville, 
Illinois, DuPage and Will Counties., 79- 
8197 

Flood insurance study : city of Nashua, 
New Hampshire, Hillsborough County., 
79-13839 

Flood insurance study : city of National 
City, California, San Diego County., 79- 
6137 

Flood insurance study : city of Needles, 
California, San Bernardino County., 79- 
16870 
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Flood insurance study : city of New Bruns- 
wick, New Jersey, Middlesex County., 
79-22805 

Flood insurance study city of New 
Madrid, Missouri, New Madrid County., 
79-13840 

Flood insurance study : city of Newton, 
Kansas, Harvey County., 79-22807 

Flood insurance study : city of Nickerson, 
Kansas, Reno County., 79-2619 

Flood insurance study : city of Norco, Cali- 
fornia, Riverside County., 79-6126 

Flood insurance study : city of Norfolk, 
Virginia (independent city)., 79-18462 

Flood insurance study : city of Norman, 
Oklahoma, Cleveland County., 79-22809 

Flood insurance study : city of Normandy 
Park, Washington, King County., 79- 
20644 

Flood insurance study : city of North 
Newton, Kansas, Harvey County., 79- 
13843 

Flood insurance study : city of North 
Olmsted, Ohio, Cuyahoga County., 79- 
16873 

Flood insurance study : city of North 
Platte, Nebraska, Lincoln County., 79- 
22812 

Flood insurance study : city of Northport, 
Alabama, Tuscaloosa County., 79-16874 

Flood insurance study : city of Norwalk, 
Ohio, Huron County., 79-6138 

Flood insurance study : city of Oak Grove, 
Missouri, Jackson County., 7939-16875 

Flood insurance study : city of Oakdale, 
California, Stanislaus County., 79-16876 

Flood insurance study : city of Orangeville, 
Utah, Emery County., 79-8200 

Flood insurance study : city of Osburn, 
Idaho, Shoshone County., 79-16878 

Flood insurance study : city of Oviedo, 
Florida, Seminole County., 79-20651 

Flood insurance study : city of Oxnard, 
California, Ventura County., 79-8201 

Flood insurance study : city of Palmetto, 
Georgia, Fulton and Coweta Counties., 
79-20652 

Flood insurance study 
Texas, Collin County., 79-15385 

Flood insurance study : city of Parsons, 
Kansas, Labette County., 79-18467 

Flood insurance study : city of Passaic, 
New Jersey, Passaic County., 79-20653 

Flood insurance study : city of Patterson, 
California, Stanislaus County., 79-15386 

Flood insurance study : city of Perley, Min- 
nesota, Normen County., 79-13846 

Flood insurance study : city of Perris, Cali- 
fornia, Riverside County., 79-10029 

Flood insurance study : city of Pharr, 
Texas, Hidalgo County., 79-16881 

Flood insurance study : city of Philadel- 
phia, Pennsylvania, Philadelphia County., 
79-13847 

Flood insurance study : city of Pinehurst, 
Idaho, Shoshone County., 79-13848 


: city of Parker, 


Page I-861 





Flood insurance study : city of Pittsburg, Kansas, Crawford County. 


Flood insurance study : city of Pittsburg, 
Kansas, Crawford County., 79-11776 

Flood insurance study : city of Pompano 
Beach, Florida, Broward County., 79- 
16882 

Flood insurance study : city of Pontiac, Illi- 
nois, Livingston County., 79-22822 

Flood insurance study : city of Pontiac, 
Michigan, Oakland County., 79-15388 

Flood insurance study : city of Port Huron, 
Michigan, St. Clair County., 79-6143 

Flood insurance study : city of Port Or- 
chard, Washington, Kitsap County., 79- 
22824 

Flood insurance study : city of Poulsbo, 
Washington, Kitsap County., 79-13850 

Flood insurance study : city of Preston, 
Minnesota, Fillmore County., 79-18470 

Flood insurance study : city of Price, Utah, 
Carbon County., 79-8204 

Flood insurance study : city of Prospect 
Heights, Illinois, Cook County., 79- 
15389 

Flood insurance study 
Utah, Utah County., 

Flood insurance study 
Washington, 
13851 

Flood insurance study : city of Rancho 
Mirage, California, Riverside County., 
79-20657 

Flood insurance study : city of Ranson, 
West Virginia, Jefferson County., 79- 
13852 

Flood insurance study : city of Raymond, 
Washington, Pacific County., 79-18471 

Flood insurance study : city of Red Bank, 
Tennessee, Hamilton County., 79-8205 

Flood insurance study : city of Redlands, 
San Bernardino County, California. 79- 
2622 

Flood insurance study : city of Redmond, 
Washington, King County., 79-6146 

Flood insurance study : city of Richmond, 
Contra Costa County, California. 79- 
8206 

Flood insurance study : city of Richmond, 
Virginia, independent city., 79-13853 

Flood insurance study : city of Riddle, 
Oregon, Douglas County., 79-18472 

Flood insurance study : city of Ridgeland, 
Mississippi, Madison County., 79-20658 

Flood insurance study : city of Robinson, 
Texas, McLennan County., 79-4448 

Flood insurance study city of Rock 
Springs, Sweetwater County, Wyoming., 
79-18474 

Flood insurance study : city of Rockford, 
Minnesota, Hennepin and Wright Coun- 
ties, 79-22828 

Flood insurance study : city of Rockledge, 
Florida, Brevard County., 79-22827 

Flood insurance study : city of Rockville, 
Minnesota, Stearns County., 79-15390 

Flood insurance study : city of Rockwood, 
Michigan, Wayne County., 79-13854 
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: city of Provo, 
79-6144 

: city of Pullman, 
Whitman County., 79- 





Flood insurance study : city of Rose Creek, 
Minnesota, Mower County., 79-18476 
Flood insurance study : city of Rossville, 
Georgia, Walker County., 79-20660 

Flood insurance study : city of Rugby, 
North Dakota, Pierce County., 79-13855 

Flood insurance study : city of Russellville, 
Alabama, Franklin County., 79-15391 

Flood insurance study : city of Salem, Illi- 
nois, Marion County., 79-11779 

Flood insurance study : city of Salem, Mis- 
souri, Dent County., 79-15393 

Flood insurance study : city of Salem, 
Oregon, Marion and Polk Counties., 79- 
13856 

Flood insurance study : city of Salem, 
Utah, Utah County., 79-15394 

Flood insurance study : city of San Bernar- 
dino, California, San Bernardino County., 
79-18481 

Flood insurance study : city of San Cle- 
mente, California, Orange County., 79- 
22832 

Flood insurance study : city of San Juan 
Capistrano, California, Orange County., 
79-16885 

Flood insurance study : city of San Leanna, 
Texas, Travis County., 79-20663 

Flood insurance study : city of San Luis 
Obispo, California, (San Luis Obispo 
County)., 79-10030 

Flood insurance study : city of Santa Ana, 
California, Orange County., 79-20662 

Flood insurance study : city of Saratoga, 
California, Santa Clara County., 79-4449 

Flood insurance study : city of Sarcoxie, 
Missouri, Jasper County., 79-15395 

Flood insurance study : city of Sawyer, 
North Dakota, Ward County., 79-20664 

Flood insurance study : city of Scandia, 
Kansas, Republic County., 79-18482 

Flood insurance study : city of Scottsbluff, 
Nebraska, Scotts Bluff County., 79- 
13858 

Flood insurance study : city of Seaford, 
Delaware, Sussex County., 79-6149 

Flood insurance study : city of Seaside, 
Oregon, Clatsop County., 79-16887 

Flood insurance study : city of Siletz, 
Oregon, Lincoln County., 79-8211 

Flood insurance study : city of Silverton, 
Oregon, Marion County., 79-8210 

Flood insurance study : city of Sioux City, 
Iowa, Woodbury County., 79-18487 

Flood insurance study : city of Sioux Falls 
and vicinity, South Dakota, Minnehaha 
and Lincoln Counties., 79-4451, 79- 
16890 

Flood insurance study : city of Sonoma, 
California, Sonoma County., 79-6150 

Flood insurance study : city of South 
Amboy, New Jersey, Middlesex County., 
79-22837 

Flood insurance study : city of South Bend, 
Washington, Pacific County., 79-22838 
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Flood insurance study : city of South Sioux 
City, Nebraska, Dakota County., 79- 
15398 

Flood insurance study : city of Southfield, 
Michigan, Oakland County., 79-20672 

Flood insurance study : city of Spencer, 
West Virginia, Roane County., 79-2624 

Flood insurance study : city of Spooner, 
Wisconsin, Washburn County., 79-8212 

Flood insurance study : city of Spring Park, 
Minnesota, Hennepin County., 79-11780 

Flood insurance study : city of Springfield, 
Minnesota, Brown County., 79-13861 

Flood insurance study : city of St. Clair 
Shores, Michigan, Macomb County., 79- 
16884 

Flood insurance study : city of St. Louis, 
Missouri, independent city., 79-18479 

Flood insurance study : city of St. Peters, 
Missouri, St. Charles County., 79-11778 

Flood insurance study : city of Statesville, 
North Carolina, Iredell County., 79- 
20675 

Flood insurance study : city of Stayton, 
Oregon, Marion County., 79-8213 

Flood insurance study : city of Steele, Mis- 
souri, Pemiscot County., 79-16891 

Flood insurance study : city of Stockton, 
California, San Joaquin County., 79- 
2625 

Flood insurance study : city of Strongsville, 
Ohio, Cuyahoga County., 79-4452 

Flood insurance study : city of Sugar 
Creek, Missouri, Jackson County., 79- 
2626 

Flood insurance study : city of Sunrise, 
Florida, Broward County., 79-8216 

Flood insurance study : city of Sunset 
Valley, Texas, Travis County., 79-8215 

Flood insurance study : city of Swartz 
Creek, Michigan, Genesee County., 79- 
22843 

Flood insurance study : city of Tahlequah, 
Oklahoma, Cherokee County., 79-22844 

Flood insurance study : city of Taylor Mill, 
Kentucky, Kenton County., 79-20679 

Flood insurance study : city of Tekamah, 
Nebraska, Burt County., 79-15401 

Flood insurance study : city of Tekoa, 
Washington, Whitman County., 79- 
18489 

Flood insurance study : city of Texarkana, 
Texas, Bowie County., 79-8217 

Flood insurance study : city of Thomas- 
ville, North Carolina, Davidson County., 
79-20680 

Flood insurance study : city of Toledo, 
Oregon, Lincoln County., 79-8218 

Flood insurance study : city of Tonawanda, 
New York, Erie County., 79-15402 

Flood insurance study : city of Tonka Bay, 
Minnesota, Hennepin County., 79-11782 

Flood insurance study : city of Tracy, Mis- 
souri, Platte County., 79-13862 

Flood insurance study : city of Trenton, 
Georgia, Dade County., 79-20684 
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Flood insurance study : city of Tullahoma, 
Tennessee, Coffee & Franklin Counties., 
79-10031 

Flood insurance study : city of Turner, 
Oregon, Marion County., 79-8219 

Flood insurance study : city of Tuscaloosa, 
Alabama, Tuscaloosa County., 79-8220 

Flood insurance study : city of Tustin, Cali- 
fornia, Orange County., 79-20686 

Flood insurance study : city of Union City, 
Georgia, Fulton County., 79-20687 

Flood insurance study : city of University 
Park, Texas, Dallas County., 79-22848 

Flood insurance study : city of Urbandale, 
Iowa, Polk County., 79-13863 

Flood insurance study : city of Valley 
Mills, Texas, Bosque & McLennan Coun- 
ties., 79-22850 

Flood insurance study : city of Van Buren, 
Arkansas, Crawford County., 79-20690 

Flood insurance study : city of Vermilion, 
Ohio, Erie and Loraine Counties., 79- 
8223 

Flood insurance study : city of Vermillion, 
Minnesota, Dakota County., 79-22851 

Flood insurance study : city of Villa Grove, 
Illinois, Douglas County., 79-6152 

Flood insurance study : city of Villa Park, 
California, Orange County., 79-22854 

Flood insurance study : city of Waldport, 
Oregon, Lincoln County., 79-8225 

Flood insurance study : city of Wallace, 
Idaho, Shoshone County., 79-13865 

Flood insurance study : city of Waller, 
Texas, Harris County and Waller 
County., 79-16896 

Flood insurance study : city of Waltham, 
Minnesota, Mower County., 79-20692 

Flood insurance study : city of Warren, 
Michigan, Macomb County., 79-11783 

Flood insurance study : city of Waterbury, 
Connecticut, New Haven County., 79- 
20693 

Flood insurance study : city of Waterford, 
California, Stanislaus County., 79-13868 

Flood insurance study : city of Watseka, 
Illinois, Iroquois County., 79-18493 

Flood insurance study : city of Weippe, 
Idaho, Clearwater County., 79-22860 

Flood insurance study : city of Weirton, 
West Virginia, Brooke and Hancock 
Counties., 79-20695 

Flood insurance study : city of West Chica- 
go, Illinois, DuPage County., 79-22861 

Flood insurance study : city of West Co- 
lumbia, South Carolina, Lexington 
County., 79-6154 

Flood insurance study : city of West Des 
Moines, Iowa, Polk County., 79-22862 

Flood insurance study : city of West Palm 
Beach, Florida, Palm Beach County., 
79-8226 

Flood insurance study : city of Western- 
port, Maryland, Allegany County., 79- 
15405 





Flood insurance study : Marion County, Alabama, unincorporated areas. 


Flood insurance study : city of Weston, 
Missouri, Platte County., 79-18495 

Flood insurance study : city of Westport, 
Washington, Grays Harbor County., 79- 
18496 

Flood insurance study : city of Wheaton, 
Illinois, Du Page County., 79-13870 

Flood insurance study : city of Wheeler, 
Oregon, Tillamook County., 79-20698 

Flood insurance study : city of Whitefish, 
Montana, Flathead County., 79-18497 

Flood insurance study : city of Wichita 
Falls, Texas, Wichita County., 79-22864 

Flood insurance study : city of Willow 
Springs, Missouri, Howell County., 79- 
15407 

Flood insurance study : city of Willowick, 
Ohio, Lake County., 79-22865 

Flood insurance study : city of Windom, 
Minnesota, Cottonwood County., 79- 
16904 

Flood insurance study : city of Windsor 
Heights, Iowa, Polk County., 79-13873 

Flood insurance study : city of Winfield, 
Alabama, Marion County., 79-20701 

Flood insurance study : city of Winlock, 
Washington, Lewis County., 79-20700 

Flood insurance study : city of Winter 
Park, Florida, Orange County., 79- 
22866 

Flood insurance study : city of Wood Dale, 
Illinois, Du Page County., 79-20703 

Flood insurance study : city of Wood 
River, Illinois, Madison County., 79- 
11784 

Flood insurance study : city of Woodburn, 
Oregon, Marion County., 79-8228 

Flood insurance study : city of Woodland, 
California, Yolo County., 79-20704 

Flood insurance study : city of Woodland, 
Minnesota, Hennepin County., 79-15408 

Flood insurance study : city of Woodstock, 
Illinois, McHenry County., 79-13875 

Flood insurance study : city of Woodway, 
Texas, McLennan County., 79-11785 

Flood insurance study : city of Youngs- 
town, Ohio, Mahoning and Trumbull 
Counties., 79-20708 

Flood insurance study : city of Yukon, 
Oklahoma, Canadian County., 79-20709 

Flood insurance study : city of Zap, North 
Dakota, Mercer County., 79-18498 

Flood insurance study : city of Zilwaukee, 
Michigan, Saginaw County., 79-13876 

Flood insurance study Cobb County, 
Georgia, unincorporated areas., 79-4435 

Flood insurance study : Collier County, 
Florida, unincorporated areas., 79-20572 

Flood insurance study : County of Warren, 
Mississippi, unincorporated areas., 79- 
22856 

Flood insurance study : Dinwiddie County, 
Virginia, (unincorporated areas)., 79- 
4437 


Do not order from index; see indicated entry 





Flood insurance study : Durham County, 
North Carolina, unincorporated areas., 
79-6124 

Flood insurance study : East Baton Rouge 
Parish, Louisiana, Baton Rouge and vi- 
cinity., 79-18409 

Flood insurance study : Elkhart County, In- 
diana, unincorporated areas., 79-22748 

Flood insurance study : Escambia County, 
Florida, unincorporated areas., 79-20589 

Flood insurance study : Fauquier County, 
Virginia (unincorporated areas)., 79- 
20593 

Flood insurance study : Fremont County, 
Wyoming, unincorporated areas. 79- 
6125 

Flood insurance study : Goochland County, 
Virginia, unincorporated areas., 79-8178 

Flood insurance study : Grant County, 
Oregon, unincorporated areas., 79-8179 

Flood imsurance study Greensville 
County, Virginia, unincorporated areas., 
79-2608 

Flood insurance study : Grenada County, 
Mississippi, unincorporated areas., 79- 
2610 

Flood insurance study : Guadalupe County, 
Texas (unincorporated areas)., 79-8182 

Flood insurance study : Hamilton County, 
Tennessee (unincorporated areas)., 79- 
15364 

Flood insurance study : Henry County, Vir- 
ginia, unincorporated areas., 79-8185 

Flood insurance study : Hinds County, Mis- 
sissippi, unincorporated areas., 79-13820 

Flood insurance study : lowa County, Wis- 
consin, unincorporated areas., 79-4445 

Flood insurance study : Jefferson County, 
Kentucky (unincorporated areas)., 79- 
10022 

Flood insurance study : Kankakee County, 
Illinois, unincorporated areas., 79-18434 

Flood insurance study Kerr County, 
Texas, unincorporated areas., 79-11769 

Flood insurance study : Larimer County, 
Colorado, unincorporated areas. 79- 
10023 

Flood insurance study : Leflore County, 
Mississippi, unincorporated areas., 79- 
22780 

Flood insurance study : Lexington-Fayette 
Urban County Government, Kentucky., 
79-20624 

Flood insurance study : Lowndes County, 
Mississippi, unincorporated areas., 79- 
22784 

Flood insurance study : Mahoning County, 
Ohio (unincorporated areas)., 79-8193 

Flood insurance study : Marathon County, 
Wisconsin (unincorporated areas)., 79- 
6134 

Flood insurance study : Maricopa County, 
Arizona, unincorporated areas., 79- 
18443 

Flood insurance study : Marion County, Al- 
abama, unincorporated areas., 79-22791 
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Flood insurance study : Marion County, Mississippi, unincorporated areas. 


Flood insurance study : 
Mississippi, 
20637 

Flood insurance study : Marion County, 
Oregon, unincorporated areas., 79-20635 

Flood insurance study : Merced County, 
California, unincorporated areas., 79- 
2616 

Flood insurance study 
County, Maryland 
areas)., 79-15380 

Flood insurance study : 
Minnesota, 
18459 

Flood insurance study : municipality of An- 
chorage, Alaska., 79-15333 

Flood insurance study : municipality of 
Monroeville, Pennsylvania, Allegheny 
County., 79-18454 

Flood insurance study : Okanogan County, 
Washington, unincorporated areas., 79- 
8199 

Flood insurance study : Paulding County, 
Georgia, unincorporated areas. 79- 
10027 

Flood insurance study Rockbridge 
County, Virginia, unincorporated areas., 
79-2623 

Flood insurance study : Rockdale County, 
Georgia, unincorporated areas., 79-6147 

Flood insurance study : Rowan County, 
North Carolina unincorporated areas., 
79-22830 

Flood insurance study Sacramento 
County, California, unincorporated areas., 
79-8207 

Flood insurance study Santa Barbara 
County, California, unincorporated areas., 
79-8208 

Flood insurance study : Scott County, Vir- 
ginia, (unincorporated areas), 79-20666 

Flood insurance study : Shawano County, 
Wisconsin, unincorporated areas., 79- 
20668 

Flood insurance study : Shoshone County, 
Idaho unincorporated areas., 79-16889 

Flood insurance study : South Congaree, 
South Carolina, Lexington County., 79- 
20671 

Flood insurance study : 
Minnesota, 
8214 

Flood insurance study : Sunflower County, 
Mississippi, unincorporated areas., 79- 
20677 

Flood insurance study : town of Albany, 
Indiana, Delaware County., 79-13779 

Flood insurance study : town of Alford, 
Massachusetts, Berkshire County., 79- 
20538 

Flood insurance study : 
stown, New Hampshire, Merrimack 
County., 79-8155 

Flood insurance study : town of Amherst, 
New Hampshire, Hillsborough County., 
79-13782 


Page I-864 


Marion County, 
unincorporated areas. 79- 


Montgomery 
(unincorporated 


Mower County, 
unincorporated areas., 79- 


Stearns County, 
unincorporated areas., 79- 


town of Allen- 





Flood insurance study : town of Aurora, 
New York, Erie County., 79-10010 

Flood insurance study : town of Babylon, 
New York, Suffolk County., 79-18398 

Flood insurance study : town of Bartlett, 
New Hampshire, Carroll County., 79- 
11760 

Flood insurance study : town of Barton, 
Maryland, Allegany County., 79-20546 

Flood insurance study : town of Beacon 
Falls, Connecticut, New Haven County., 
79-8159 

Flood insurance study : town of Bedford, 
New Hampshire, Hillsborough County., 
79-10011 

Flood insurance study : town of Belington, 
West Virginia, Barbour County., 79- 
15335 

Flood insurance study : town of Belleville, 
New Jersey, Essex County., 79-20548 

Flood insurance study : town of Benton 
City, Washington, Benton County., 79- 
18400 

Flood insurance study : town of Bixby, 
Oklahoma (Tulsa and Wagoner Cos.), 
79-20550 

Flood insurance study : town of Boone, 
North Carolina, Watauga County., 79- 
20551 

Flood insurance study : town of Boscawen, 
New Hampshire, Merrimack County., 
79-18402 

Flood insurance study : town of Boynton, 
Oklahoma, Muskogee County., 79-20553 

Flood insurance study town of 
Bridgewater, Connecticut, Litchfield 
County., 79-20555 

Flood insurance study : town of Bridport, 
Vermont, Addison County., 79-15343 

Flood insurance study : town of Bristol, 
Indiana, Elkhart County., 79-10012 

Flood insurance study : town of Brookfield, 
Connecticut, Fairfield County., 79- 
13787 

Flood insurance study : town of Brutus, 
New York, Cayuga County., 79-10013 

Flood insurance study : town of Buchanan, 
Virginia, Botetourt County., 79-20557 

Flood insurance study : town of Buckeye, 
Arizona, Maricopa County., 79-16828 

Flood insurance study : town of Burrillville, 
Rhode Island, Providence County., 79- 
13788 

Flood insurance study 
bury, New Hampshire, Merrimack 
County., 79-6121, 79-11762 

Flood insurance study : town of Canton, 
Connecticut, Hartford County., 79- 
18404 

Flood insurance study : town of Chatham, 
Virginia, Pittsylvania County., 79-8165 

Flood insurance study : town of Chili, New 
York, Monroe County., 79-6122 

Flood insurance study : town of Clinton, 
Louisiana, East Feliciana Parish., 79- 
22741 


: town of Canter- 
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Flood insurance study : town of Colden, 
New York, Erie County., 79-13791 

Flood insurance study : town of Colfax, 
Louisiana, Grant Parish., 79-16834 

Flood insurance study : town of Colonie, 
New York, Albany County., 79-16835 

Flood insurance study : town of Colton, 
Washington, Whitman County., 79- 
13792 

Flood insurance study : town of Concord, 
Massachusetts, Middlesex County., 79- 
13793 

Flood insurance study : town of Connell, 
Washington, Franklin County., 79-20574 

Flood insurance study : town of Conway, 
New Hampshire, Carroll County., 79- 
10014 

Flood insurance study : town of Conway, 
South Carolina, Horry County., 79- 
20575 

Flood insurance study : town of Crenshaw, 
Mississippi, Panola & Quitman Counties., 
79-20577 

Flood insurance study : town of Dacono, 
Colorado, Weld County., 79-13796 

Flood insurance study : town of Danville, 
Indiana, Hendricks County., 79-22743 

Flood insurance study : town of Deering, 
New Hampshire, Hillsborough County., 
79-15350 

Flood insurance study : town of DeWitt, 
New York, Onondaga County., 79-8169 

Flood insurance study : town of Dover- 
Foxcroft, Maine, Piscataquis County., 
79-13801 

Flood insurance study : town of Dover, 
New Jersey, Morris County., 79-20581 

Flood insurance study : town of Dungan- 
non, Virginia, Scott County., 79-18408 

Flood insurance study town of East 
Haddam, Connecticut, Middlesex 
County., 79-20586 

Flood insurance study 
Hampton, Connecticut, Middlesex 
County., 79-20585 

Flood insurance study : town of East Hart- 
ford, Connecticut, Hartford County., 
79-13803 

Flood insurance study : town of Eastches- 
ter, New York, Westchester County., 
7179-22746 

Flood insurance study : town of Easthamp- 
ton, Massachusetts, Hampshire County., 
79-15356 

Flood insurance study : town of Eaton, In- 
diana, Delaware County., 79-13804 

Flood insurance study : town of Estes Park, 
Colorado, Larimer County., 79-4439 

Flood insurance study : town of Eureka, 
Montana, Lincoln County., 79-13806 

Flood insurance study : town of Fairview, 
Texas, Collin County., 79-22751 

Flood insurance study : town of Forks, 
Washington, Clallam County., 79-18413 

Flood insurance study : town of Fort Gay, 
West Virginia, Wayne County., 79-4440 


town of East 
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Flood insurance study : town of Fort 
Lupton, Colorado, Weld County., 79- 
10018 

Flood insurance study : town of Foxbor- 
ough, Massachusetts, Norfolk County., 
79-22753 

Flood insurance study : town of Franklin- 
ton, Louisiana, Washington Parish., 79- 
16843 

Flood insurance study : town of Frederick, 
Colorado, Weld County., 79-18415 

Flood insurance study : town of Friends- 
ville, Maryland, Garrett County., 79- 
16844 

Flood insurance study : town of Gate City, 
Virginia, Scott County., 79-8176 

Flood insurance study : town of Gila Bend, 
Arizona, Maricopa County., 79-22757 

Flood insurance study : town of Glen Lyn, 
Virginia, Giles County., 79-8177 

Flood insurance study : town of Glocester, 
Rhode Island, Providence County., 79- 
15360 

Flood insurance study : town of Goffstown, 
New Hampshire, Hillsborough County., 
79-13810 

Flood insurance study : town of Goodyear, 
Arizona, Maricopa County., 79-13812 

Flood insurance study : town of Greens- 
boro, Maryland, Caroline County., 79- 
22759 

Flood insurance study : town of Guilford, 
Maine, Piscataquis County., 79-18422 

Flood insurance study : town of Guin, Ala- 
bama, Marion County., 79-20601 

Flood insurance study : town of Hamden, 
Connecticut, New Haven County., 79- 
13815 

Flood insurance study : town of Hartford, 
Vermont, Windsor County., 79-13816 

Flood insurance study : town of Haskell, 
Oklahoma, Muskogee County., 79-22762 

Flood insurance study : town of Hayden, 
Arizona, Gila County., 79-20603 

Flood insurance study : town of Haysi, Vir- 
ginia, Dickenson County., 79-4443 

Flood insurance study : town of Hemp- 
stead, Nassau County, New York., 79- 
11767 

Flood insurance study : town of Herndon, 
Virginia, Fairfax County., 79-15366 

Flood insurance study : town of Highland 
Park, Texas, Dallas County., 79-18427 

Flood insurance study : town of Hillsbor- 
ough, New Hampshire, Hillsborough 
County., 79-13819 

Flood insurance study : town of Hinsdale, 
New York, Cattaraugus County., 79- 
4444 

Flood insurance study : town of Holland, 
New York, Erie County., 79-11768 

Flood insurance study : town of Hollis, 
New Hampshire, Hillsborough County., 
79-10020 





Flood insurance study : town of Oakland, Maryland, Garrett County. 


Flood insurance study : town of Hooksett, 
New Hampshire, Merrimack County., 
79-10021 

Flood insurance study : town of Hudson, 
New Hampshire, Hillsborough County., 
79-2612 

Flood insurance study : 
River Shores, Florida, 
County., 79-20610 

Flood insurance study : town of Interla- 
chen, Florida, Putnam County., 79- 
22770 

Flood insurance study : town of Irvington, 
New Jersey, Essex County., 79-22771 

Flood insurance study : town of Jackson, 
New Hampshire, Carroll County., 79- 
18431 

Flood insurance study : town of Johnson, 
Vermont, Lamoille County., 79-6128 

Flood insurance study : town of Jonestown, 
Mississippi, Coahoma County., 79-20614 

Flood insurance study : town of Kahlotus, 
Washington, Franklin County., 79-18433 

Flood insurance study : town of Kearny, 
New Jersey, Hudson County., 79-20616 

Flood insurance study town of La 
Grange, New York, Dutchess County., 
79-20617 

Flood insurance study : town of Lonacon- 
ing, Maryland, Allegany County., 79- 
20627 

Flood insurance study : town of Long 
Beach, Washington, Pacific County., 79- 
18438 

Flood insurance study : town of Lorena, 
Texas, McLennan County., 79-6131 

Flood insurance study : town of Los Gatos, 
California, Santa Clara County., 79-4446 

Flood insurance study : town of Louise, 
Mississippi, Humphreys County., 79- 
11772 

Flood insurance study : 
Indiana, Lake County., 79-22785 

Flood insurance study : town of Luke, 
Maryland, Allegany County., 79-18440 

Flood insurance study : town of Lymne, 
Connecticut, New London County., 79- 
2614 

Flood insurance study : town of Madison, 
North Carolina, Rockingham County., 
79-20632 

Flood insurance study : town of Malabar, 
Florida, Brevard County., 79-20633 

Flood insurance study : town of Mamaro- 
neck, New York, Westchester County., 
79-13833 

Flood insurance study : town of Mander- 
son, Wyoming, Bighorn County., 79- 
11773 

Flood insurance study : town of Mande- 
ville, Louisiana, St. Tammany Parish., 
79-20634 

Flood insurance study : town of Marion, 
Virginia, Smyth County., 79-22789 

Flood insurance study : town of Maynard, 
Massachusetts, Middlesex County., 79- 
13835 


town of Indian 
Indian River 
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Flood insurance study : town of Medfield, 
Massachusetts, Norfolk County., 79- 
18445 

Flood insurance study : town of Melbourne 
Village, Florida, Brevard County., 79- 
22792 

Flood insurance study : town of Merri- 
mack, New Hampshire, Hillsborough 
County., 79-18448 

Flood insurance study : town of Mesa, 
Washington, Franklin County., 79-20638 

Flood insurance study : town of Middle- 
bury, Connecticut, New Haven County., 
79-22795 

Flood insurance study : town of Midland, 
Maryland, Allegany County., 79-16864 

Flood insurance study : town of Millbury, 
Massachusetts, Worcester County., 79- 
13836 

Flood insurance study : town of Milliken, 
Colorado, Weld County., 79-18452 

Flood insurance study : town of Milo, 
Maine, Piscataquis County., 79-22798 

Flood insurance study : town of Montague, 
Massachusetts, Franklin County., 79- 
15379 

Flood insurance study : town of Moores- 
ville, Indiana, Morgan County., 79- 
16868 

Flood insurance study : town of Morris- 
town, Vermont, Lamoille County., 79- 
2618 

Flood insurance study : town of Nederland, 
Colorado, Boulder County., 79-18461 

Flood insurance study : town of New 
Castle, New York, Westchester County., 
79-16871 

Flood insurance study : town of Newing- 
ton, Connecticut, Hartford County., 79- 
20642 

Flood insurance study : town of Newton, 
Connecticut, Fairfield County., 79- 
13841 

Flood insurance study : town of North Att- 
leborough, Massachusetts, Bristol 
County., 79-16872 

Flood insurance study : town of North 
Dansville, New York, Livingston 
County., 79-22810 

Flood insurance study : town of North 
Myrtle Beach, Horry County, South 
Carolina., 79-20647 

Flood insurance study : town of Northbor- 
ough, Massachusetts, Worcester County., 
79-22813 

Flood insurance study : town of Northfield, 
New Hampshire, Merrimack County., 
79-13844 

Flood insurance study 
Massachusetts, 
13845 

Flood insurance study : town of Nunn, 
Colorado, Weld County., 79-6139 

Flood insurance study : town of Oakland, 
Maryland, Garrett County., 79-18464 
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: town of Norton, 
Bristol County., 79- 





Flood insurance study : town of Oceana, West Virginia, Wyoming County. 


Flood insurance study : town of Oceana, 
West Virginia, Wyoming County., 79- 
20648 

Flood insurance study : town of Ogden, 
New York, Monroe County., 79-10026 

Flood insurance study : town of Olean, 
New York, Cattaraugus County., 79- 
6140 

Flood insurance study 
Valley, Arizona, 
22814 

Flood insurance study : town of Pagosa 
Springs and unincorporated areas of Ar- 
chuleta County, Colorado., 79-2620 

Flood insurance study : town of Parsons, 
West Virginia, Tucker County., 79- 
16879 

Flood insurance study : town of Patriot, 
Indiana, Switzerland County., 79-22816 

Flood insurance study : town of Pembroke, 
Massachusetts, Plymouth County., 79- 
22817 

Flood insurance study : town of Pembroke, 
New Hampshire, Merrimack County., 
79-8202 

Flood insurance study : town of Pembroke 
Park, Florida, Broward County., 79- 
11775 

Flood insurance study : town of Peter- 
stown, West Virginia, Monroe County., 
79-15387 

Flood insurance study : town of Pierce, 
Colorado, Weld County., 79-22820 

Flood insurance study : town of Pine Knoll 
Shores, North Carolina, Carteret 
County., 79-20654 

Flood insurance study : town of Plainfield, 
Indiana, Hendricks County., 79-8203 

Flood insurance study : town of Platts- 
burgh, New York, Clinton County., 79- 
20655 

Flood insurance study : town of Pomona 
Park, Florida, Putnam County., 79- 
22823 

Flood insurance study : town of Pompey, 
New York, Onondaga County., 79-2621 

Flood insurance study : town of Porter, 
Maine, Oxford County., 79-22825 

Flood insurance study : town of Randolph, 
Maine, Kennebec County., 79-16883 

Flood insurance study : town of Rocking- 
ham, village of Bellows Falls, village of 
Saxtons River, Vermont, Windham 
County., 79-18475 

Flood insurance study : town of Rowles- 
burg, West Virginia, Preston County., 
7179-18477 

Flood insurance study : town of Rye, New 
York, Westchester County., 79-20661 

Flood insurance study : town of Salamanca, 
New York, Cattaraugus County., 79- 
22831 

Flood insurance study : town of Salem, 
New Hampshire, Rockingham County., 
79-18480 
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Flood insurance study : town of Sanborn- 
ton, New Hampshire, Belknap County., 
79-13857 

Flood insurance study : town of Sanger- 
ville, Maine, Piscataquis County., 79- 
22833 

Flood insurance study : town of Satartia, 
Mississippi, Yazoo County., 79-22834 

Flood insurance study : town of Scottsville, 
Virginia, Albemarle and Fluvanna Coun- 
ties, 79-16886 

Flood insurance study : town of Seekonk, 
Massachusetts, Bristol County., 79- 
16888 

Flood insurance study : town of Shoreham, 
Vermont, Addison County., 79-18485 

Flood insurance study : town of Silver 
Plume, Colorado, Clear Creek County., 
79-4450 

Flood insurance study 
Hadley, Massachusetts, Hampshire 
County., 79-15397 

Flood insurance study : town of Southamp- 
ton, Massachusetts, Hampshire County., 
79-22839 

Flood insurance study : town of Sparks, 
Georgia, Cook County., 79-20673 

Flood insurance study town of 
Stonewood, West Virginia, Harrison 
County., 79-15399 

Flood insurance study : town of Stow, Mas- 
sachusetts, Middlesex County., 79-18488 

Flood insurance study : town of Suffield, 
Connecticut, Hartford County., 79- 
15400 

Flood insurance study : town of Superior, 
Colorado, Boulder County., 79-20676 

Flood insurance study : town of Thurmont, 
Maryland, Frederick County., 79-20682 

Flood insurance study : town of Tilton, 
New Hampshire, Belknap County., 79- 
11781 

Flood insurance study : town of Trion, 
Georgia, Chattooga County., 79-20685 

Flood insurance study : town of Trumbull, 
Connecticut, Fairfield County., 79- 
22847 

Flood insurance study : town of Vader, 
Washington, Lewis County., 79-16895 

Flood insurance study : town of Vernon, 
Connecticut, Tolland County., 79-22852 

Flood insurance study : town of Vevay, 
Indiana, Switzerland County., 79-22853 

Flood insurance study : town of Wales, 
New York, Erie County., 79-15404 

Flood insurance study : town of Wap- 
pinger, New York, Dutchess County., 
79-13866 

Flood insurance study : town of Warrenton, 
Virginia, Fauquier County., 79-18492 

Flood insurance study : town of Waterford, 
New York, Saratoga County., 79-22857 

Flood insurance study : town of Weber 
City, Virginia, Scott County., 79-2630 

Flood insurance study : town of Webster, 
New York, Monroe County., 79-20694 
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Flood insurance study : town of Wellesley, 
Massachusetts, Norfolk County., 79- 
16898 

Flood insurance study : town of Welling- 
ton, Colorado, Larimer County., 79- 
6153 

Flood insurance study : town of West New- 
bury, Massachusetts, Essex County., 79- 
18494 

Flood insurance study : town of Westhamp- 
ton, Massachusetts, Hampshire County., 
79-13869 

Flood insurance study : town of Whately, 
Massachusetts, Franklin County., 79- 
16899 

Flood insurance study : town of Wheatland, 
Wyoming, Platte County., 79-10033 

Flood insurance study : town of Wilbra- 
ham, Massachusetts, Hampden County., 
79-8227 

Flood insurance study : town of Windsor 
Locks, Connecticut, Hartford County., 
79-2631 

Flood insurance study : town of Windsor, 
Vermont, Windsor County., 79-20699 

Flood insurance study : town of Winkel- 
man, Arizona, Gila County., 79-16903 

Flood insurance study : town of Winthrop, 
Washington, Okanogan County., 79- 
20702 

Flood insurance study : town of Woodside, 
California, San Mateo County., 79- 
22868 

Flood insurance study : town/village of 
Woodstock, Vermont, Windsor County., 
79-6156 

Flood insurance study : township of Arm- 
strong, Pennsylvania, Lycoming County., 
79-16819 

Flood insurance study : township of Atlas, 
Michigan, Genesee County., 79-13783 

Flood insurance study township of 
Bangor, Michigan, Bay County., 79- 
20545 

Flood insurance study : 
mingham, Pennsylvania, Delaware 
County., 79-20549 

Flood insurance study : township of Brady, 
Pennsylvania, Lycoming County., 79- 
15340 

Flood insurance study : township of Buck- 
ingham, Pennsylvania, Buck[st County., 
79-8162 

Flood insurance study : township of Case- 
ville, Michigan, Huron County., 79- 
20562 

Flood insurance study 
Catawissa, Pennsylvania, 
County., 79-20563 

Flood insurance study : township of Cecil, 
Pennsylvania, Washington County., 79- 
16830 

Flood insurance study : township of Cedar- 
ville, Michigan, Menominee County., 
79-20565 
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Flood insurance study : township of Cleve- 
land, Pennsylvania, Columbia County., 
79-15346 

Flood insurance study : township of Clin- 
ton, Michigan, Macomb County., 79- 
15347 

Flood insurance study : township of Clin- 
ton, Pennsylvania, (Lycoming Co.)., 79- 
20570 

Flood insurance 
Cumru, 
79-4436 

Flood insurance study : township of Davi- 
son, Michigan, Genessee County., 79- 
13797 

Flood insurance study : township of De- 
lanco, New Jersey, Burlington County., 
79-20579 

Flood insurance study : township of East 
Hanover, New Jersey, Morris County., 
79-10016 

Flood insurance study : township of East 
Hanover, Pennsylvania, Lebanon 
County., 79-15355 

Flood insurance study : township of East 
Hempfield, Pennsylvania, Lancaster 
County., 79-20584 

Flood insurance study : township of East 
Vincent, Pennsylvania, Chester County., 
79-20587 

Flood insurance study : township of Eas- 
tampton, New _ Jersey, Burlington 
County., 79-20588 

Flood insurance study : township of Flint, 
Michigan, Genesee County., 79-22752 

Flood insurance study : township of Fran- 
kenlust, Michigan, Bay County., 79- 
22754 

Flood insurance study : township of Frank- 
lin, Pennsylvania, Columbia County., 
79-15359 

Flood insurance study : township of Gregg, 
Pennsylvania, Union County., 79-20600 

Flood insurance study : township of Hagar, 
Michigan, Berrien County., 79-20602 

Flood insurance study : township of Haine- 
sport, New Jersey, Burlington County., 
79-18423 

Flood insurance study : township of Har- 
mony, Pennsylvania, Beaver County., 
79-2611 

Flood insurance study : township of Hat- 
field, Pennsylvania, Montgomery 
County., 79-22763 

Flood insurance study : township of Hem- 
lock, Pennsylvania, Columbia County., 
79-18425 

Flood insurance study : township of Hill- 
side, New Jersey, Union County., 79- 
16849 

Flood insurance study : township of Hor- 
sham, Pennsylvania, Montgomery 
County., 79-20607 

Flood insurance study : township of Howe, 
Pennsylvania, Perry County., 79-15368 


study 
Pennsylvania, 


township of 
Berks County., 





Flood insurance study : township of Union, Pennsylvania, Union County. 


Flood insurance study : township of Ingall- 
ston, Michigan, Menominee County., 
79-2061 1 

Flood insurance study : township of Jack- 
son, Pennsylvania, | Northumberland 
County., 79-16854 

Flood insurance study : township of Kaw- 
kawlin, Michigan, Bay County., 79-6129 

Flood insurance study : township of Lake, 
Michigan, Berrien County., 79-20619 

Flood insurance study : township of Leet, 
Pennsylvania, Allegheny County., 79- 
20622 

Flood insurance study : township of Litte 
Mahanoy, Pennsylvania Northumberland 
County., 79-16860 

Flood insurance study township of 
Locust, Pennsylvania, Columbia County., 
79-18437 

Flood insurance study : township of Lower 
Augusta, Pennsylvania, Northumberland 
County., 79-18439 

Flood insurance study : township of Lower 
Providence, Pennsylvania, Montgomery 
County., 79-13831 

Flood insurance study : township of Lower 
Saucon, Pennsylvania, Northampton 
County., 79-20628 

Flood insurance study : township of Man- 
heim, Pennsylvania, Lancaster County., 
79-16862 

Flood insurance study : township of Mason- 
ville, Michigan, Delta County., 79-8194 

Flood insurance study : township of Middle 
Paxton, Pennsylvania, Dauphin County., 
79-15376 

Flood insurance study 
Middletown, Pennsylvania, 
County., 79-22797 

Flood insurance study township of 
Middletown, Pennsylvania, Delaware 
County., 79-6135 

Flood insurance study : township of Mifflin, 
Pennsylvania, Columbia County., 79- 
15377 

Flood insurance study : township of Mill- 
burn, New Jersey, Essex County., 79- 
18450 

Flood insurance 
Monroe, Pennsylvania, 
County., 79-22800 

Flood insurance study : township of Mon- 
tour, Pennsylvania, Columbia County., 
79-18455 

Flood insurance study : township of Moon, 
Pennsylvania, Allegheny County., 79- 
15381 

Flood insurance study : township of Mount 
Holly, New Jersey, Burlington County., 
79-18457 

Flood insurance 
Mundy, 
79-22804 

Flood insurance study : township of New 
Buffalo, Michigan, Berrien County., 79- 
22806 


township of 
Bucks 


study township of 


Cumberland 


study township of 
Michigan, Genesee County., 


Do not order from index; see indicated entry 





Flood insurance study : township of Nocka- 
mixon, Pennsylvania, Bucks County., 
79-20643 

Flood insurance study : township of North 
Annville, Pennsylvania, Lebanon 
County., 79-20645 

Flood insurance study : township of North 
Londonderry, Pennsylvania, Lebanon 
County., 79-20646 

Flood insurance study : township of Old 
Lycoming, Pennsylvania, Lycoming 
County., 79-20630 

Flood insurance study : township of Oliver, 
Pennsylvania, Perry County., 79-16877 

Flood insurance study township of 
Orange, Pennsylvania, Columbia County., 
79-18465 

Flood insurance study : township of Peters, 
Pennsylvania, Washington County., 79- 
22819 

Flood insurance study : township of Ponti- 
ac, Michigan, Oakland County., 79- 
18468 

Flood insurance study township of 
Ralpho, Pennsylvania, Northumberland 
County., 79-6145 

Flood insurance study : township of River- 
side, New Jersey, Burlington County., 
79-18473 

Flood insurance study : township of Roar- 
ing Brook, Pennsylvania, Lackawanna 
County., 79-20659 

Flood insurance study township of 
Rockaway, New Jersey, Morris County., 
79-22826 

Flood insurance study : township of Rye, 
Pennsylvania, Perry County., 79-15392 

Flood insurance study : township of Sagi- 
naw, Michigan, Saginaw County., 79- 
18478 

Flood insurance study : township of South 
Versailles, Pennsylvania, Allegheny 
County., 79-18491 

Flood insurance study township of 
Spaulding, Michigan, Saginaw County., 
79-13860 

Flood insurance study : township of Staf- 
ford, New Jersey, Ocean County., 79- 
20674 

Flood insurance study : township of Sus- 
quehanna, Pennsylvania, Lycoming 
County., 79-16892 

Flood insurance study : township of Tini- 
cum, Pennsylvania, Bucks County., 79- 
6151 

Flood insurance study : township of Tre- 
mont, Pennsylvania, Schuykill County., 
79-16893 

Flood insurance study 
Turbot, Pennsylvania, Northumberland 
County., 79-16894 

Flood insurance study : township of Union, 
Pennsylvania, Lebanon County., 79- 
22849 

Flood insurance study : township of Union, 
Pennsylvania, Union County., 79-18490 
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Flood insurance study : township of Upper Dublin, Pennsylvania, Montgomery County. 


Flood insurance study : township of Upper 
Dublin, Pennsylvania, | Montgomery 
County., 79-2628 

Flood insurance study : township of Upper 
Macungie, Pennsylvania, Lehigh County., 
79-8221 

Flood insurance study : township of Upper 
Merion, Pennsylvania, Montgomery 
County., 79-20688 

Flood insurance study : township of Upper 
Paxton, Pennsylvania, Dauphin County., 
79-20689 

Flood insurance study : township of Upper 
Tyrone, Pennsylvania, Fayette County., 
79-8222 

Flood insurance study : township of Watts, 
Pennsylvania, Perry County., 79-16897 

Flood insurance study township of 
Wayne, Pennsylvania, Clinton County., 
79-22859 

Flood insurance study : township of West 
Hempfield, Pennsylvania, § Lancaster 
County., 79-20697 

Flood insurance study : township of West 
Pottsgrove, Pennsylvania, Montgomery 
County., 79-22863 

Flood insurance study : township of White 
Deer, Pennsylvania, Union County., 79- 
16901 

Flood insurance study : township of Wil- 
liams, Pennsylvania, Northampton 
County., 79-16902 

Flood insurance study : township of Will- 
ingboro, New Jersey, Burlington 
County., 79-13871 

Flood insurance study : township of Wood- 
ward, Pennsylvania, Lycoming County., 
79-20705 

Flood insurance study : Uinta County, Wy- 
oming, unincorporated areas., 79-2627 

Flood insurance study : village of Addison, 
Illinois, Du Page County., 79-8153 

Flood insurance study : village of Andover, 
New York, Allegany County., 79-8156 

Flood insurance study : village of Argyle, 
Wisconsin, Lafayette County., 79-16818 

Flood insurance study : village of Aroma 
Park, Illinois, Kankakee County., 79- 
20541 

Flood insurance study : village of Ashwau- 
benon, Wisconsin, Brown County., 79- 
20542 

Flood insurance study : village of Bell- 
wood, Illinois, Cook County., 79-22725 

Flood insurance study : village of Beverly 
Hills, Michigan, Oakland County., 79- 
18401 

Flood insurance study : village of Birming- 
ham, Missouri, Clay County., 79-8160 

Flood insurance study : village of Blan- 
chardville, Wisconsin, Lafayette County., 
79-15339 

Flood insurance study : village of Bridge- 
port, Ohio, Belmont County., 79-6120 

Flood insurance study : village of Buffalo 
Grove, Illinois, Cook and Lake Counties., 
79-20558 
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Flood insurance study : village of Casco, 
Wisconsin, Kewaunee County., 79- 
15344 

Flood insurance study : village of Deposit, 
New York, Broome and Delaware Coun- 
ties., 79-6123 

Flood insurance study : village of Dobbs 
Ferry, New York, Westchester County., 
79-10015 

Flood insurance study : village of Dryden, 
New York, Tompkins County., 79-2604 

Flood insurance study : village of East 
Alton, Illinois, Madison County., 79- 
11764 

Flood insurance study : 
Grove Village, Illinois, Cook and 
DuPage Counties., 79-18411 

Flood insurance study : village of Elmsford, 
New York, Westchester County., 79- 
. 13805 

Flood insurance study : village of Fairfax, 
Ohio, Hamilton County., 79-22750 

Flood insurance study : village of Fairport 
Harbor, Ohio, Lake County., 79-15358 

Flood insurance study : village of Frank- 
fort, Illinois, Will County., 79-22755 

Flood insurance study : village of Geneva- 
on-the-Lake, Ohio, Ashtabula County., 
79-22756 

Flood insurance study 
Ellyn, Illinois, 
4441 

Flood insurance study : village of Glen- 
view, Illinois, Cook County., 79-13809 

Flood insurance study : village of Golf, Illi- 
nois, Cook County., 79-22758 

Flood insurance study : village of Grand 
River, Ohio, Lake County., 79-18419 

Flood insurance study : village of Green- 
wood Lake, New York, Orange County., 
79-13813 

Flood insurance study : village of Hales 
Corners, Wisconsin, Milwaukee County., 
79-13814 

Flood insurance study : village of Hartford, 
Illinois, Madison County., 79-11766 

Flood insurance study : village of Hastings- 
on-Hudson, New York, Westchester 
County., 79-8183 

Flood insurance study : village of Hewlett 
Harbor, New York, Nassau County., 79- 
13818 

Flood insurance study : village of Hodg- 
kins, Illinois, Cook County., 79-20605 

Flood insurance study : village of Indian 
Head Park, Illinois, Cook County., 79- 
22769 

Flood insurance study : village of Irving- 
ton, New York, Westchester County., 
79-8188 

Flood insurance study : village of Itasca, 
Illinois, Du Page County., 79-20613 

Flood insurance study : village of Jefferson, 
Ohio, Ashtabula County., 79-16855 

Flood insurance study : village of Lancas- 
jer, New York, Erie County., 79-15370 


village of Elk 


: Village of Glen 
DuPage County., 79- 
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Flood insurance study : 
Arbour, New 
County., 79-8191 

Flood insurance study 
stown, Ohio, 
8192 

Flood insurance study : village of Lyons, 
Illinois, Cook County., 79-22786 

Flood insurance study : village of Madison, 
Ohio, Lake County., 79-22788 

Flood insurance study : village of Midloth- 
ian, Illinois, Cook County., 79-18449 

Flood insurance study : village of Mokena, 
Illinois, Will County., 79-18453 

Flood insurance study : village of Mont- 
gomery, Illinois, Kane and Kendall 
Counties., 79-16867 

Flood insurance study : village of Morton 
Grove, Illinois, Cook County., 79-13837 

Flood insurance study : village of New 
Richmond, Ohio, Clermont County., 79- 
11774 

Flood insurance study : village of Niles, 
Illinois, Cook County., 79-13842 

Flood insurance study : village of North 
Fond du Lac, Wisconsin, Fond du Lac 
County., 79-22811 

Flood insurance study : village of North 
Perry, Ohio, Lake County., 79-18463 

Flood insurance study : village of North- 
brook, Illinois, Cook County., 79-4447 

Flood insurance study : village of Ottawa, 
Ohio, Putnam County., 79-6141 

Flood insurance study : village of Pelham, 
New York, Westchester County., 79- 
10028 

Flood insurance study : village of Peoria 
Heights, Illinois, Peoria County., 79- 
22818 

Flood insurance study : village of Pleasant- 
ville, New York, Westchester County., 
79-6142 

Flood insurance study : village of Rose- 
mont, Illinois, Cook County., 79-22829 

Flood insurance study : village of Roxana, 
Illinois, Madison County., 79-11777 

Flood insurance study : village of Schaum- 
burg, Illinois, Cook County., 79-6148 

Flood insurance study village of 
Shorewood, Illinois, Will County., 79- 
22835 

Flood insurance study : village of Sinclair- 
ville, Chautauqua County, New York., 
79-20669 

Flood insurance study : village of Snyder, 
Nebraska, Dodge County., 79-22836 

Flood insurance study : village of Sodus 
Point, New York, Wayne County., 79- 
20670 

Flood insurance study 
Bloomfield, Ohio, 
79-13859 

Flood insurance study : village of Tangipa- 
hoa, Louisiana, Tangipahoa Parish., 79- 
20678 
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Flood insurance study : village of Tinley 
Park, Illinois, Cook and Will Counties., 
79-22846 

Flood insurance study : village of Valley- 
view, Ohio, Franklin County., 79-13864 

Flood insurance study : village of Waite 
Hill, Ohio, Lake County., 79-15403 

Flood insurance study : village of Washing- 
ton Park, Illinois, St. Clair County., 79- 
13867 

Flood insurance study : village of Willow 
Springs, Illinois, Cook County., 79- 
13872 

Flood insurance study : village of Winfield, 
Illinois, DuPage County., 79-6155 

Flood insurance study : village of Winslow, 
Nebraska, Dodge County., 79-22867 

Flood insurance study : village of Woo- 
dridge, Illinois, DuPage County., 79- 
13874 

Flood insurance study : Wake County, 
North Carolina, unincorporated areas., 
79-2629 

Flood insurance study : Walker County, 
Georgia, unincorporated areas., 79- 
22855 

Flood insurance study : Walton County, 
Florida, unincorporated areas., 79-20691 

Flood insurance study : Worcester County, 
Maryland (unincorporated areas)., 79- 
6157 

Flood insurance study : 
Virginia 
6158 

Flood insurance study : 
Mississippi, 
20707 

Flood plain information : Albuquerque Ar- 
royos, Part III, Albuquerque, NM /, 79- 
7438 

Flood plain information : Bear Creek and 
Tributaries, Canton, Mississippi /, 79- 
7439 

Flood plain information : Boggy Creek, 
Orange and Osceola Counties, Florida /, 
79-7460 

Flood plain information : Bourbeuse River 
and tributaries, Franklin County, Missou- 
ri, no. 3 /, 79-7446 

Flood plain information : Crump Creek, 
Hanover County, Virginia /, 79-7447 

Flood plain information : Grand (Neosho) 
River and Cottonwood River, Emporia, 
Kansas /, 79-7443 

Flood plain information : Harrington Creek 
and tributaries : vicinity of Bartlett, Ten- 
nessee., 79-2095 

Flood plain information : Little River, Han- 
over County, Virginia /, 79-7448 

Flood plain information : Mechumps Creek, 
Hanover County, Virginia /, 79-7451 

Flood plain information : Meramec River, 
Bourbeuse River and tributaries, Franklin 
County, Missouri, no. 1 /, 79-16387 

Flood plain information : Meramec River, 
Franklin County, no. 2 /, 79-7445 
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unincorporated areas., 79- 





Fluidized-bed combustion test of low-quality fuels / 


Flood plain information : Merrimack and 
Piscataquog Rivers, Manchester, New 
Hampshire /, 79-7454 

Flood plain information : Ninemile Creek, 
towns of Marcellus, Camillus and 
Geddes, Onondaga County, New York /, 
79-7455 

Flood plain information : North Fork Salt 
Creek & tributaries, Nashville, Indiana /, 
79-7459 

Flood plain information : Petit Jean River 
and tributaries, Danville, Arkansas /, 
79-7441 

Flood plain information : Rio San Jose, 
Pueblo of Acoma, New Mexico /, 79- 
7466 

Flood plain information : Salt Creek, vicini- 
ty of Pueblo, Colorado., 79-2097 

Flood plain information : Sam Bell Gully, 
Montgomery County, Texas /, 79-7457 

Flood plain information : San Lorenzo 
River, Boulder Creek, Felton, Santa Cruz 
County, California., 79-2098 

Flood plain information : Sixmile Creek, vi- 
cinity of Pueblo, Colorado /, 79-7465 

Flood plain information South Anna 
River, Hanover County, Virginia /, 79- 
7450 

Flood plain information : South Tippah 
Creek and tributaries, Ripley, Mississippi 
/, 79-7469 

Flood plain information : Stony Run Creek, 
Hanover County, Virginia /, 79-7449 

Flood plain information : Verde River and 
tributaries; vicinity of Clarkdale and Cot- 
tonwood, Yavapai County, Arizona /, 
79-7440 

Flood plain information : White Oak Creek, 
Montgomery County, Texas /, 79-7456 

Flood plain information : Cherry Creek. 
Cherry Creek Lake through Franktown, 
Colorado /, 79-7444 

Flood plain information report : Owasco 
Inlet and Hemlock Creek, Villages of 
Moravia and Locke, Cayuga County, 
New York /, 79-7458 

Flooding problems, Red River of the North 
: joint hearing before the Subcommittee 
on Investigations and Review and the 
Subcommittee on Water Resources of the 
Committee on Public Works and Trans- 
portation, House of Representatives, 
Ninety-fifth Congress, second session, 
September 30, 1978, at East Grand Forks, 
Minn., 79-12405 

Floodplain development pressures and Fed- 
eral programs., 79-16528 

Floods of September 1970 in Arizona, Utah, 
Colorado, and New Mexico /, 79-4487 

Floor coverings, 79-10932 

Floor laying and other floorwork special 
trade contractors, N.E.C., SIC 1752., 
79-19515 

Fioral and faunal changes in lowland hard- 
wood forests in Missouri resulting from 
channelization, drainage, and impound- 
ment /, 79-13939 
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Floriculture., 79-15126 

Floriculture crops; production area and 
sales, intentions., 79-10743 

Florida exports., 79-16275 

Florida landings., 79-476 

Florida water resources law 
phy /, 79-4461 

Flotation-nitric acid leach procedure for in- 
creasing uranium recovery from a refrac- 
tory ore /, 79-13907 

Flour and other grain mill products, blend- 
ed and prepared flour, SIC 2041, SIC 
2045., 79-21974 

Flour milling products., 
79-3537, 79-10768 

Flouride and iodide selective electrodes ap- 
plied to oilfield brine analysis /, 79- 
13082 

Flow-induced vibrations in the 300-MW(e) 
gas-cooled fast breeder reactor demon- 
stration plant : a scoping study /, 79- 
17993 

Flow of funds accounts; seasonally adjusted 
and unadjusted., 79-914 

Flow of funds accounts, 1946-1975 : annual 
total flows & year-end assets and liabil- 
ities., 79-2392 

Flow of funds, seasonally adjusted, 79-914 

Flow of funds, unadjusted, 79-914 

Flow structure and turbulent diffusion 
around a three-dimensional hill : fluid 
modeling study on effects of stratification 
/, 79-11465 

Flowers and foliage plants; production and 
sales, intentions, 79-10743 

FLRC report of case decisions and FSIP 
releases., 79-1627 

Fluctuating loads measured on an over-the- 
wing supersonic jet model /, 79-18677 

Fluctuating surface pressure and acoustic 
radiation for subsonic normal jet impinge- 
ment /, 79-18675 

Fluctuation spectra in the NASA Lewis 
bumpy-torus plasma /, 79-2785 

Fluctuations of ground-water levels in Lee 
County, Florida., 79-11791 

Flue-cured tobacco market review, 79- 
12640 

Flue gas desulfurization, 
process., 79-15068 

Fluid bed process studies on selective con- 
version of methanol to high octane gaso- 
line., 79-17968 

Fluid dynamics of a fluidized bed packed 
with heat exchangers., 79-5847 

Fluid meters and counting devices, SIC 
3824., 79-22096 

Fluid milk, SIC 2026., 79-19205 

Fluidized bed combustion : industrial appli- 
cation demonstration projects : multi- 
solids fluidized-bed combustion /, 79- 
5876, 79-13184 

Fluidized-bed combustion test of low-qual- 
ity fuels /, 79-13254 
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Fluidized-bed combustion test of low-quality fuels : Texas lignite and lignite 


Fluidized-bed combustion test of low-qual- 
ity fuels : Texas lignite and lignite refuse 
/, 1719-13255 

Fluidized-bed combustion versus flue gas 
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equipment to improve defense plant pro- 
ductivity : report /, 79-9885 

Fon-Chiau Shih : report to accompany S. 
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79-1795 

Food consumption, prices, and expendi- 
tures. Supplement., 79-21858 

Food consumption profiles of white and 
Black persons aged 1-74 years : United 
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79-7159 

Food for the teenager during pregnancy., 
79-4346 

[Food labeling hearings : summary reportf., 
79-20388 

Food marketing alert., 79-97 

Food marketing without frills /, 79-16750 

Food preparation, N.E.C., SIC 2099., 79- 
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5419 

For relief of Batavia Turf Farms, Inc. : 
report to accompany H.R. 412556., 79- 
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choice for U.S. metropolitan areas /, 
79-10290, 79-21118 
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Foreign affairs of the United States., 
4173, 79-20195 

Foreign affairs research papers available., 
79-1470, 79-4708 

Foreign affairs research papers available 
(Washington), 79-1470 

Foreign affairs research special papers 
available. Near East, South Asia, and 
North Africa., 79-4708 

Foreign affairs research special papers 
available. Union of Soviet Socialist Re- 
publics., 79-4709 
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tions for the United States., 79-513 

Foreign education., 79-16633 

Foreign exchange rates., 79-892 

Foreign exchange rates for the week., 79- 
891 

Foreign flag merchant ships owned by U.S. 
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States Senate, Ninety-sixth Congress, first 
session, on S. 586 ... March 28 and 29, 
1979., 79-15879 

Foreign relations authorization act, fiscal 
years 1980 and 1981 : report of the Com- 
mittee on Foreign Relations, United 
States Senate, on S. 586..., 79-14617 
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United States., 79-12578 

Forest insect conditions 
Northwest, 79-10685 

Forest insect conditions 
States, 79-12578 

Forest inventory _ statistics Anderson- 
Knox-Union County unit, East Tennes- 
see., 79-6585 

The forest-land owners of Kentucky /, 79- 
12608 

The forest-land owners of West Virginia /, 
79-7195 

Forest pest conditions in the Pacific North- 
west., 79-10685 

Forest planting, seeding, and silvical treat- 
ments in the United States., 79-17722 

Forest products review., 79-528 

Forest research in the Southeast., 79-13 

Forest research news for the South, 79-9 

Forest residues energy program final 
report /, 79-13339 


in the Pacific 


in the United 





January — December 1979 


The forest resources of West Virginia /, 
79-5492 

Forest Service career guide : professional 
opportunities in natural resource manage- 
ment, planning and research., 79-19078 

Forest Service organizational directory., 
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and two-dimensional fluxes /, 79-13278 

Form-stable crystalline polymer pellets for 
thermal energy storage, phase 1 : final 
report for the period July 1, 1976 - May 
1, 1977 /, 79-13291 
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ny H.R. 13369., 79-3216 

A framework for planning U.S. Federal sta- 
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nity in business, 79-5647, 79-19594 

Franchise opportunities handbook., 
5647, 79-19594 

Frasch and recovered sulfur, 79-1218 

The Fraser Experimental Forest, Colorado 
/, 79-9470 

The Fraser Experimental Forest, Colorado : 
research published 1940-1977 /, 79-5501, 
79-5502 

FRATE /, 79-6462 

Fraud, abuse, waste, and mismanagement in 
the Veterans‘ Administration : i 
before the Subcommittee on Special In- 
vestigations of the Committee on Veter- 
ans‘ Affairs, House of Representatives, 
Ninety-sixth Congress, first session ... 
April 10 and May 8, 1979., 79-21648 

Fraud, abuse, waste, and mismanagement of 
programs by the Department of Health, 
Education, and Welfare : hearings before 
the Permanent Subcommittee on Investi- 
gations of Governmental Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, July 20, 1978., 79-5078 

Fraud and racketeering in medicare and 
medicaid : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, October 4, 1978., 79-18877 
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Fraud in government : hearing before a subcommittee of the Committee on 


Fraud in government : hearing before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-fifth Congress, second session : 
special hearing ..., 79-10414 

Frederick G. Payne Building : report to 
accompany H.R. 13481., 79-5204 

Frederick Law Olmsted National Historic 
Site : report to accompany S. 495., 79- 
21807 

Free and fair trade in procurement act of 
1978, S. 3284 : hearing before the Sub- 
committee on Federal Spending Practices 
and Open Government of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 3284 ... September 12, 1978., 
79-12367 

Free and reduced price meal and free milk 
policy handbook., 79-5466 

Free films from the National Bureau of 
Standards., 79-5600 

The free jet as a simulator of forward ve- 
locity effects on jet noise /, 79-12003 

Free legal services for the poor : increased 
coordination, community legal education, 
and outreach needed : report to the Con- 
gress /, 79-7840 

Free life saving information : automobile 
passive restraint systems and what they 
mean to you., 79-6496 

Free-space electric field mapping of micro- 
wave diathermy applicators /, 79-8018 

Free universities and learning referral cen- 
ters, 1978 /, 79-15229 

Free vibrations of the ERDA-NASA 100 
kW wind turbine /, 79-9693 

Freedom of information : a compilation of 
state laws /, 79-9041 

Freedom of information act and privacy act 
of 1974 : comparison and analysis of basic 
provisions and requirements /, 79-20484 

Freedom of information act requests for 
business data and reverse-FOIA lawsuits : 
twenty-fifth report /, 79-3208 

Freedom of information case list., 
79-10119, 79-18567 

Freight car shortage and utilization : hear- 
ings before the Subcommittee on Trans- 
portation and Commerce of the Commit- 
tee on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session ... July 25 and 
26, 1978., 79-8989 

Freight car truck design optimization., 
8557 

Freight car truck design optimization proj- 
ect., 79-21156 

Freight commodity statistics. Motor carri- 
ers of property., 79-15481, 79-18564 

Freight commodity statistics class I rail- 
roads in the United States., 79-4583 

Freight commodity statistics of class 1 
motor carriers of property operating in 
intercity service—common and contract, 
in the United States, 79-15481, 79- 
18564 
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Freight commodity statistics of class I rail- 
roads in the United States, 79-4583 

Freight commodity statistics of class I 
steam railways in the United States, 79- 
4583 

Freight forwarders, 79-10108 

Freight policy models., 79-14199 

Fremont County, Wyoming, unincorporat- 
ed areas., 79-6125 

French., 79-7523 

French acoustical comfort standards /, 79- 
5604 

French Antilles and Guiana, 79-6356 

French horn player /, 79-10968 

French tankship SS Sitala collision with 
moored vessels, New Orleans, Louisiana, 
July 28, 1977., 79-15642 

Frequency-agile radar signal processing /, 
79-11055 

Fresh and processed citrus fruits, 79-40 

Fresh and processed vegetables, 79-63 

Fresh deciduous fruits and grapes, 79-43 

Fresh fruit and vegetable market news, 
weekly summary, shipments - unloads., 
79-85 

Fresh fruit and vegetable market news. 
Weekly summary. Shipments-unloads, 
79-85 

Fresh fruit and vegetable prices., 79-17712 

Fresh fruit and vegetable shipment totals by 
commodities, states, months., 79-3509 

Fresh fruit and vegetable shipments by 
commodities, states and months. 79- 
16139 

Fresh fruit and vegetable shipments by 
commodities, states, months, 79-3509 

Fresh fruit and vegetable shipments by 
states, commodities, counties and stations, 
79-3508 

Fresh fruit and vegetable shipments by 
states, commodities, counties, stations., 
79-3508 

Fresh fruit and vegetable unload totals for 
41 cities., 79-3507 

Fresh fruit and vegetables shipment totals 
by commodities, states, months, 79- 
16139 

Fresh or frozen packaged fish, SIC 2092., 
79-19222 

Fresno, California, metropolitan area, 
4631 

Friction and metal transfer for single-crystal 
silicon carbide in contract with various 
metals in vacuum /, 79-4680 

Friction and wear behavior of single-crystal 
silicon carbide in contract with titanium / 
, 79-2747 

Friction and wear characteristics of iron- 
chromium alloys in contact with them- 
selves and silicon carbide /, 79-18686 

Friction and wear of metals with a single- 
crystal abrasive grit of silicon carbide : 
effect of shear strength of metal /, 79- 
10188 


79- 
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Friction and wear of single-cystal and poly- 
crystalline manganese-zinc ferrite in con- 
tact with various metals /, 79-2750 

Friction characteristics of three 30 x 11.5- 
14,5, type VIII, aircraft tires with various 
tread groove patterns and rubber com- 
pounds /, 79-2753 

The Friday newsletter., 79-20 

From its European antecedents to 1791 : 
the United States Army Chaplaincy /, 
79-3777 

From learning to earning : a transnational 
comparison of transition services /, 79- 
10140 

From the ACIR library. Periodical index., 
79-1611 

Front-end recycling : the economics of re- 
cycling by source separation and its ap- 
plication for Fairfield County, Connecti- 
cut., 79-19567 

Front passenger aspirator air bag system for 
small cars, phase II evaluation /, 79- 
4924 

Frontiers in cancer research for the elderly; 
: hearings before the Select Committee 
on Aging, House of Representatives, 
Ninety-sixth Congress, first session, June 
19, 20, and 21, 1979., 79-23315 

Frontiers of science : selected reports from 
MOSAIC the bi-monthly magazine of the 
National Science Foundation., 79-20931 

Frost penetration beneath black-painted 
concrete canal lining /, 79-22905 

Frozen fishery products, 79-473 

Frozen fishery products, annual summary., 
79-19586 

Frozen fishery products, preliminary., 
473 

Frozen fruits and vegetables, SIC 2037., 
79-21972 

Frozen specialties, SIC 2038., 

Fruit situation., 79-139 

FSLIC-insured savings and loan associ- 
ations combined financial statements, 
79-4099 

FSQS _facts., 79-12642, 79-12643, 
12644, 79-17763 

FSQS food purchases, weekly report., 79- 
123 


79- 


79-21973 


79- 


FTC library bulletin., 79-917 

FTC news summary., 79-916 

FTC staff report on television advertising 
to children., 79-4113 

Fuel consumption and cost. Certificated 
route and supplemental air carriers, do- 
mestic and international operations, 79- 
542, 79-5656 

Fuel cost and consumption. Certificated 
route and supplemental air carriers, do- 
mestic and international operations., 79- 
542, 79-5656 

Fuel extension by dispersion of Clean“ 
coal in oil., 79-17983 

Fuel gas production from animal and agri- 
cultural residues and biomass., 79-2194 

Fuel line, 79-689 





January — December 1979 


Fuel oil heater., 79-13243 

Fuel oil sales., 79-9782 

Fuel oils by sulfur content., 79-814 

Fuel particle crushing., 79-13214 

Fuel particle diameters of western hemlock 
slash /, 79-19141 

Fuel rod failure as a consequence of depar- 
ture from nucleate boiling or dryout /, 
79-21303 

Fuel supply investment cost : coal and nu- 
clear /, 79-17352 

Fuel transportation safety amendments act 
of 1979 : hearing before the Subcommit- 
tee on Energy and Power of the Commit- 
tee on Interstate and Foreign Commerce, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 51, H.R. 
1414, and H.R. 2207 ... March 1, 1979., 
79-23411 

Fuel use act : draft programmatic environ- 
mental impact statement., 79-3892 

Fuel use act : final environmental impact 
Statement., 79-13022 

Fuels and electric energy consumed, 
3523 

Fuels from biomass Symposium /, 
13104 

Fuels from plants : 
9773, 79-20010 

Fuels from sugar crops., 
9766 

Fuels from sugar crops : systems study for 
sugarcane, sweet sorghum, and sugar 
beets /, 79-19943 

Fuels from wastes : bioconversion /, 79- 
9774 

Fuels transportation safety amendments act 
of 1979 : report /, 79-15960, 79-17591 

Fugitive emissions from integrated iron and 
steel plants /, 79-11441 

Fugitives wanted by police, 79-1274 

Full committee consideration of H.R. 583, 
to amend chapter 5 of title 37, United 
States Code, to extend the special pay 
provisions for reenlistment and enlistment 
bonuses /, 79-21428 

Full committee consideration of H.R. 2154 
. and H.R. 595 ... and recommendation 
to the Budget Committee for the first 
concurrent budget resolution /, 79- 
15848 

Full committee consideration of H.R. 2575 
(S. 429) ... and H.R. 3354 ... before the 
Committee on Armed Services, House of 
Representatives, Ninety-sixth Congress, 
first session, April 3, 1979., 79-21431 

Full committee consideration of H.R. 13903 
.. H.R. 6237 ... H.R. 13416 ... H. Res. 
1254 ... reprograming actions ... /, 79- 


79- 
79- 


bioconversion /, 79- 


79-2298, 79- 


Full committee consideration of the Presi- 
dential veto of H.R. 10929 ... H. Res. 
1309 ... H. Res. 1310 ... H.R. 14042 ... S. 
3373 ... /, 79-10424 

Full employment and balanced growth act 
of 1977 : hearing before the Subcommit- 





Future of mental health services for deaf people 


tee on Employment Opportunities of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session, on H.R. 50 ... June 
22, 1977., 79-21487 

Full employment and balanced growth act 
of 1978 : joint hearing before the Com- 
mittee on Human Resources and the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 50..., 79-5087 

Full potential to achieve savings by invest- 
ing in fast payback productivity enhanc- 
ing capital equipment not realized 
report /, 79-2417 

Full-scale burning behavior of upholstered 
chairs /, 79-19559 

Full scale demonstration of lime stabiliza- 
tion /, 79-7764 

Full-scale demonstration of open tank 
ozygen activated sludge treatment /, 79- 
18138 

Full-scale laboratory drilling tests on sand- 
stone and dolomite : final report /, 79- 
11181 

Full-scale utility boiler test with solvent re- 
fined coal (SRC) /, 79-19881 

Fuller‘s Earth, SIC 1354., 79-22138 

Fun with good foods., 79-7148 

The function of the Commodity Futures 
Trading Commission /, 79-21248 

Functional replacement of publicly owned 
facilities, 79-17214 

Functional specifications for an advanced 
chromatography automation system /, 
79-20101 

Fundamental and semi-global kinetic mech- 
anisms of hydrocarbon combustion /, 
79-19857 

Fundamental changes needed to improve 
the independence and efficieny of the 
military justice system : report to the 
Congress /, 79-5948 

Fundamental characterization of alternate 
fuel effects in continuous combustion sys- 
tems., 79-3977, 79-18077 

Fundamental research and the process of 
education : final report to the National 
Institute of Education /, 79-20317 

Fundamental studies in automatic vehicle 
control /, 79-15668 

Fundamentals of instructing : flight and 
ground instructors written test guide., 
79-21182 

Fundamentals of tax preparation : 
book., 79-23074 

Funding authorization for FmHA loan pro- 
grams : hearings before the Subcommittee 
on Conservation and Credit of the Com- 
mittee on Agriculture, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 2332 and H.R. 3683, 
May 1 and 2, 1979., 79-23318 

Funding opportunities at NIE : grants com- 
petition and requests for proposals in 
fiscal year 1979., 79-9923, 79-13644 
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Funding public participation in Department 
of Energy proceedings : a report /, 79- 
2258 

Funds for study of U.S. foreign policy : 
report to accompany S. Res. 75., 79- 
12517 

Funeral directors‘ handbook on death regis- 
tration and fetal death reporting., 79- 
4355 

Fungicides and nematicides[Offfice of Toxic 
Substances},, 79-849 

Fur goods, SIC 2371., 

Furnaces., 79-17313 

Furniture, 79-15142 

Furniture and fixtures, N.E.C., SIC 2599., 
79-21994 

Furniture cuttings made from logging resi- 
due : the three-sided cant system /, 79- 
9437 

Furniture, office /, 79-19698 

Further ing the Mineral leasing act of 
1920 (30 U.S.C. 201(a)), authorizing the 
Secretary of the Interior to exchange fed- 
eral coal leases and encouraging recovery 
of certain coal deposits, and for other 
purposes : report to accompany H.R. 
13553., 79-6850 

Further implementation of full funding in 
the Federal government : report /, 79- 
4152 

Further improvements needed in investiga- 
tions of Medicaid frand and abuse in Illi- 
nois : report to the Congress /, 79-11527 

Further regulation of the Great Lakes., 
79-21000 

Fusion power program quarterly progress 
report., 79-19851 

Fusion reactor design studies : standard ac- 
counts for cost estimates /, 79-13295 

Future Farmers of America and career edu- 
cation /, 79-13626 

A future from the past : the case for conser- 
vation and reuse of old buildings in indus- 
trial communities /, 79-4430 

Future of aging/impact of Jarvis-Gann : 
hearing before the Subcommittee on 
Human Services of the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-12292 

Future of health care and the elderly (geri- 
atric medicine) : joint hearing before the 
Subcommittee on Health and Long-Term 
Care and the Subcommittee on Human 
Services of the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, second session, May 17, 
1978., 79-10403 

The future of international education : hear- 
ings before the Subcommittee on Interna- 
tional Operations of the Committee on 
International Relations, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session., 79-6696 

Future of mental health services for deaf 
people, 79-9985 


79-19258 
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The future of Saudi Arabian oil production 
: a staff report to the Subcommittee on 
International Economic Policy of the 
Committee on Foreign Relations, United 
States Senate., 79-17484 

Future of small business in America : a 
report of the Subcommittee on Antitrust, 
Consumers, and Employment of the 
Committee on Small Business, House of 
Representatives, Ninety-fifth Congress, 
second session., 79-6910 

Future of the American family, 79-22114 

Future of the High Energy Physics Pro- 
gram at the Argonne National Labora- 
tory., 79-2179 

Future of the national nutrition intelligence 
system : study /, 79-7823 

Future orbital power systems technology 
requirements a symposium held at 
Lewis Research Center, Cleveland, Ohio, 
May 31 and June 1, 1978., 79-18641 

Future space programs : hearings before the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, second session, January 
24, 25, 26, 1978., 79-3125 

Future structure and management of diary 
cooperatives /, 79-19188 

Future underwater activities and their im- 
plications for the Coast Guard circa 
1978-2000 /, 79-14258 

Futures trading act of 1978 : conference 
report to accompany S. 2391., 79-3237 

FY 78 legislative recommendations of vet- 
erans‘ organizations : hearings before the 
Committee on Veterans‘ Affairs, United 
States Senate, Ninety-fifth Congress, first 
and second sessions ..., 79-9153 

FY 79 legislative recommendations of vet- 
erans‘ organizations : hearings before the 
Committee on Veterans‘ Affairs, United 
States Senate, Ninety-fifth and Ninety- 
sixth Congresses, second and first sessions 
.. September 12, 1978, March 6 and 29, 
1979., 79-21655 
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G.S.A. supply catalog, 79-4212, 79-4213, 
79-4214, 79-15142, 79-15143, 79- 
15144, 79-15145 

Gabon : post report., 79-2814 

Gabor Peterdi, forty-five years of printmak- 
ing., 79-17190 

GAC-ANL TNS scoping studies : status 
report for fy-77, October 1, 1976-Septem- 
ber 30, 1977 /, 79-13208, 79-13209, 
79-13210 

Gainesville, 
79-6255 

Galileo to Jupiter : probing the planet and 
mapping its moons., 79-20909 

Gallium arsenide thin films on tungsten/ 
graphite substrates : phase II., 79-3975, 
79-14992 

Gambia : post report., 
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Gambling law enforcement in major Ameri- 
can cities /, 79-6236 

Gambling law enforcement in major Ameri- 
can cities : executive summary /, 79- 
2670 

Games, toys, and children‘s vehicles, SIC 
3944., 79-19437 

Gamma distribution bias and confidence 
limits /, 79-5632 

Gamma dose measurements at Zion and 
Fort Calhoun Stations /, 79-21339 

Gamma radiation treatment of waters from 
lignite mines /, 79-18172 

Gammaridean amphipoda of Australia, part 
III : the Phoxocephalidae /, 79-6395 

Gammaridean Amphipoda of Australia, 
Part IV /, 79-21095 

GAO manual for guidance of Federal agen- 
cies, 79-927 

GAO manual for guidance of Federal agen- 
cies. Title 1. The United States General 
Accounting Office, 79-923, 79-18193 

GAO manual for guidance of Federal agen- 
cies. Title 2. Accounting, 79-924, 79- 
11504 

GAO manual for guidance of Federal agen- 
cies. Title 3. Audit, 79-925, 79-13494 

GAO manual for guidance of Federal agen- 
cies. Title 4. Claims, 79-926 

GAO report on EEO action programs at 
the Department of Justice : hearings 
before the Subcommittee on Civil and 
Constitutional Rights of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... April 12 and July 12, 1978., 79- 
21598 

GAO report on the Voting rights act : 
hearings before the Subcommittee on 
Civil and Constitutional Rights of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session ... February 6 and June 15, 
1978., 79-14442 

GAO review., 79-928 

GAO work involving title V of the Energy 
policy and conservation act of 1975; 
report to the Congress by the Comptrol- 
ler General of the United States., 79- 
20145 

Gary Daves and Marc Cayer : report to 
accompany H.R. 4533., 79-5421 

Gas-cooled fast breeder reactor., 79-13223 

Gas-cooled fast breeder reactor (GCFR) 
safety program plan (preliminary issue) /, 
79-13219 

Gas cooled reactor technology : a bibliog- 
raphy /, 79-11345 

Gas generator research and development : 
BI-GAS process /, 79-5835, 79-9709, 
79-19870 

Gas generator research and development, 
BI-GAS process /, 79-13124 

Gas generator research and development, 
TRI-GAS process., 79-11226 
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Gas laser cells : stress analysis of cylindrical 
cells with radial injection of electrons /, 
79-19965 

Gas Service Co. explosion and fire, 
London, Kentucky, January 16, 1979., 
79-23094 

Gas Service Company, natural gas pipeline 
rupture and fire, Kansas City, Missouri, 
June 12, 1978., 79-18769 

Gas-solids interactions in the distribution 
zone of a fluidized bed : phase I., 79- 
13178 

The gas supplies of interstate natural gas 
pipeline companies., 79-7708, 79-16412, 
79-20018 

Gas turbine electric plant construction cost 
and annual production expenses. Annual 
supplement., 79-4057, 79-13401, 79- 
16505 

Gas turbine electric plant construction cost 
and annual production expenses. Annual 
supplement, 79-4057, 79-13401, 79- 
16505 

Gas turbine HTGR program /, 79-13224, 
79-17996 

Gaseous dielectrics : proceedings of the In- 
ternational Symposium on Gaseous Die- 
lectrics, Knoxville, Tennessee, USA, 
March 6-8, 1978 /, 79-7578 

Gaseous fission product release during stor- 
age at various temperatures for HTGR- 
type fuels : HTGR fuel recycle develop- 
ment program (189a OH 045) reprocess- 
ing development (Task 310) /, 79-11315 

Gases - compressed and liquefied., 79- 
1932, 79-19700, 79-19701 

Gasification in pulverized coal flames., 
3935, 79-5844 

Gasification of residual materials from coal 
liquefaction /, 79-5846 

Gasket and packing materials., 79-19699 

Gaskets, packing, and sealing devices, SIC 
3293., 79-19340 

The gasohol motor fuel act of 1978 : hear- 
ings before the Subcommittee on Energy 
Research and Development of the Com- 
mittee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2533 
August 7 and 8, 1978., 79-8871 

Gasoline : more miles per gallon., 
10288 

Gasoline decontrol, Department of Energy 
justification : report together with minor- 
ity views /, 79-8954 

Gaspar Louis Sayoc : report to accompany 
S. 142., 79-3265 

Gastroenterology abstracts and citations., 
79-1088 

Gastrointestinal carcinogenesis, 79-1044 

Gateway National Recreation Area, New 
York., 79-2658 

Gateway National Recreation Area, New 
York/New Jersey /, 79-11854 

Gateway to citizenship., 79-13986 

Gathright Dam and Lake Moomaw : report 
to accompany H.R. 12112., 79-3387 


79- 


79- 
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Gauging manual, embracing instructions 
and tables for determining the quality of 
distilled spirits by proof and weight /, 
79-14192 

Gaussian step-pressure loading of rigid vis- 
coplastic plates /, 79-2761 

The Gautreaux decision and its effect on 
subsidized housing : hearing before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, September 22, 1978., 79-14416 

Gazetteer of coal-mine lakes in southwest- 
ern Indiana /, 79-22901 

GBU-15 modular guided weapon system : 
hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session : special hearing, Depart- 
ment of Defense., 79-12310 

GCFR alternatives design study /, 79- 
11253 

GCFR core auxiliary cooling system design 
study /, 79-11252 

GCFR fuel cycle information for the 
ORNL nonproliferation study /, 79- 
11251 

Gem stones., 79-22909 

Gene and mental health : the mechanisms 
of heredity in major illness /, 79-13747 

Genealogical records in the National Ar- 
chives., 79-20247 

Genera acanthosphaera through cystodin- 
ium collected from Eastern and South- 
eastern lakes., 79-15046 

Genera dactylococcopsis through gyro- 
sigma collected from Eastern and South- 
eastern lakes., 79-15046 

Genera Hantzschia through Pteromonas 
collected from eastern and southeastern 
lakes., 79-20080 

Genera Quadrigula through Zygnema col- 
lected from eastern and southeastern 
lakes., 79-20080 

General Accounting Office act of 1979 : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 24 ... June 
19, 1979., 79-21548 

General Accounting Office act of 1979 : 
report to accompany H.R. 24., 79-23493 

General Accounting Office legislation 
hearing before the Subcommittee on 
Energy, Nuclear Proliferation, and Fed- 
eral Services of the Committee on Gov- 
ernmental Affairs, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 3411 .. S. 3412 ... and August 21, 
1978., 79-3079 

General Accounting Office personnel 
system : hearings before the Subcommit- 
tee on the Civil Service of the Committee 
on Post Office and Civil Service, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 3339 ... July 
10 and 20, 1979., 79-23437 





General Accounting Office publications., 
79-11548, 79-20216 

General Accounting Office services to Con- 
gress : an assessment /, 79-3190 

General Accounting Office thesaurus /, 
79-18202 

General actions, 79-562 

General and administrative information., 
79-1897, 79-5701, 79-9533, 79-22294 

General and technical explanations of the 
President's proposal for real wage insur- 
ance /, 79-9159 

General aviation airworthiness alerts., 
1573 

General aviation dynamics : an extension of 
the cost impact study to include dynamic 
interactions in the forecasting of general 
aviation activity /, 79-4883 

General aviation news, 79-1549 

General aviation pilot stall awareness train- 
ing syllabus., 79-14254 

General catalog - Community College of 
the Air Force, 79-7569 

General Chemistry Division 
report., 79-19947 

General considerations /, 79-11666 

General contractors—nonresidential build- 
ings, Other than industrial buildings and 
warehouses, SIC 1542., 79-19504 

General contractors—single-family houses, 
SIC 1521., 79-19500 

General contractors-residental buildings, 
other than single family, SIC 1522., 79- 
19501 

General description of human problem solv- 
ing /, 79-12976 

General explanation of the Foreign earned 
income act of 1978 : (H.R. 9251, 95th 
Congress, Public Law 95-615) /, 79- 
14464 

General explanation of the Revenue act of 
1978, H.R. 13511, 95th Congress, Public 
law 95-600 /, 79-12418 

General geology and mines of the East 
Tintic mining district, Utah and Juab 
Counties, Utah /, 79-13889 

General geology, petroleum appraisal, and 
nature of environmental hazards : eastern 
Pacific shelf, latitude 28 to 38 North /, 
79-4485 

General government matters, appropriations 
and miscellaneous, 79-921 

General grade evaluation for nonsupervi- 
sory clerical positions., 79-16322 

General imports of cotton manufactures; 
country of origin and cotton agreement 
category., 79-260 

General imports of cotton manufactures. 
Country of origin and Geneva agreement 
category, 79-260 

General industrial machinery, N.E.C., SIC 
3569., 79-19398 

General industry : OSHA safety and health 
standards (29 CFR 1910) /, 79-20887 

General industry standards and interpreta- 
tions, 79-1318 


79- 


quarterly 
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Generator engine accessory. 


General information concerning trade- 
marks., 79-17819 

A general information system for education- 
al technology (ETGIS) : a conceptual 
scheme /, 79-7946 

General operating and flight rules, 79-1544 

General oversight : hearings before the 
Subcommittee on Courts, Civil Liberties, 
and the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session ..., 79-10537 

General provisions, 79-15196 

General records schedules., 79-20244 

General revenue sharing, 79-12115, 79- 
12116, 79-12118, 79-12119, 79-17191, 
79-21098, 79-21099, 79-21100 

General revenue sharing, final data ele- 
ments, 79-17191 

General revenue sharing payment., 
1496, 79-12117 

General rule-making procedures, 79-10303, 
79-12179 

General safety requirements : task 406 : 
Northeast Corridor Improvement Project 
/, 79-15685 

General Services Administration annual 
report, 79-11587 

The General Services Administration has 
been lax in managing the Columbia Plaza 
Building lease : report /, 79-16610 

General Services Administration publica- 
tions., 79-4201 

General Services Administration should do 
more to avoid foundation construction 
problems : report /, 79-4147 

The General Services Administration 
should improve the management of its 
alterations and major repairs program : 
report /, 79-20182 

General Services Administration‘s practices 
for altering leased buildings should be im- 
proved : report /, 79-2447 

General solar topics., 79-13025 

General statement concerning the election 
provisions of the labor-management re- 
porting and disclosure act of 1959 /, 79- 
8296 


79- 


General vehicle test instrumentation manual 
/, 7179-12217 

Generalized approach for predicting a di- 
chotomous criterion /, 79-12991 

A generalized forest growth projection 
system applied to the Lake States region., 
79-14670 

Generalized least-squares for data analysis / 

79-9731 

Generation and sales statistics, 79-15464 

Generation of intermodulation by electron 
tunneling through aluminum oxide films / 
, 79-11066 

Generation of linear dynamic models from 
a digital nonlinear simulation /, 79- 
18687 


Generator engine accessory., 79-10933 


Page 1-877 





Generator gas : the Swedish experience from 1939-1945 / 


Generator gas : the Swedish experience 
from 1939-1945 /, 79-13320 

Generic environmental impact statement on 
uranium milling., 79-23284 

Generic task problem descriptions : catego- 
ry B, C, and D tasks., 79-12263 

Genetic engineering /, 79-17073 

Genetic interaction and gene transfer : 
report of a symposium held May 17-20, 
1977 /, 79-13085 

Genetic variation in susceptibility of west- 
ern white pine to needle blight /, 79- 
19142 

Genetics of Douglas-fir /, 79-10697 

Geneva : post report., 79-12062 

Genito-urinary cancers, diagnosis, 
ment., 79-1080 

Gente que camina con las cosechas : un 
informe interno de la Comision de Dere- 
chos Civiles de los Estados Unidos /, 
79-10868 

Geo-thermal energy : an alternative energy 
source for health facilities, 79-6053 

Geochemical evaluation and characteriza- 
tion of a Pittsburgh no. 8 and a Rosebud 
seam coal /, 79-13260 

Geodetic bench marks /, 79-12749 

Geoffrey Parnham : report to accompany 
H.R. 1449., 79-5434 

Geographic area series, Alaska., 
79-19534 

Geographic area series, Arizona., 
16211, 79-19537, 79-21947 

Geographic area series, Arkansas., 
21948 

Geographic area series, 
16212 

Geographic area series, Colorado., 
16213, 79-21949, 79-22230 

Geographic area series, Connecticut., 
16214 

Geographic area series, 
19523 

Geographic area series, District of Colum- 
bia., 79-19524 

Geographic area series, Georgia., 

Geographic area series, Hawaii., 
79-22221 

Geographic area series, Idaho., 
79-22231 

Geographic area series, Illinois., 
79-21952 

Geographic area series, Indiana., 
79-21953 

Geographic area series, Iowa., 
79-21954 

Geographic area series, Kansas., 
79-21955 

Geographic area series, 
19527 

Geographic area series, Louisiana., 
19535, 79-21956, 79-22163 

Geographic area series, Maine., 
79-19536, 79-21957 

Geographic area _ series, 
79-16220 


treat- 


79-16210, 
79- 
79- 
California., 79- 
79- 
79- 
79- 


Delaware., 


79-21950 
79-16215, 


79-16216, 
79-16217, 
79-19525, 
79-19526, 
79-16218, 
Kentucky., 79- 
79- 
79-16219, 


Massachusetts., 
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Geographic area series, 
19528 

Geographic area series, Minnesota., 
19529 

Geographic area series, Mississippi., 
22164 

Geographic area series, 
16221, 79-21958 

Geographic area series, 
16222, 79-19538 

Geographic area series, 
16223, 79-21951, 79-21959 

Geographic area series, Nevada., 
16224, 79-21960, 79-22222 

Geographic area series, New Hampshire., 
79-16225 

Geographic area series, New Jersey., 
22165 

Geographic area series, New Mexico., 
16226, 79-21961 

Geographic area series, New York., 
19530 

Geographic area series, North Carolina., 
79-22166 

Geographic area series, North Dakota., 
79-16227 

Geographic area series, Ohio., 79-22167 

Geographic area series, Oklahoma., 
22168 

Geographic area series, Oregon., 
79-21962 

Geographic area series, Pennsylvania., 
22169 

Geographic area series, Rhode Island., 
16229 

Geographic 
79-22170 

Geographic 
79-16230, 

Geographic 
19531 

Geographic 
79-22232 

Geographic area series, 
16232, 79-16236 

Geographic area 
22171 

Geographic area series, Washington., 
16233, 79-21964 

Geographic area series, West Virginia., 
79-16234 

Geographic area series, Wisconsin., 
19532, 79-21965 

Geographic area series, 
16235, 79-21966 

Geographic distribution of Federal funds in 
Alabama., 79-12786 

Geographic distribution of Federal funds in 
Alaska., 79-12787 

Geographic distribution of Federal funds in 
Arizona., 79-12788 

Geographic distribution of Federal funds in 
Arkansas., 79-12789 

Geographic distribution of Federal funds in 
California., 79-12790 


Michigan., 


Missouri., 
Montana., 


Nebraska., 


79- 
79- 


79- 


79- 
79-16228, 
79- 
79- 
area series, South Carolina., 
area series, 


79-21963 
area series, 


South Dakota., 
Tennessee., 79- 


area series, Utah., 79-16231, 


Vermont., 79- 


series, Virginia., 79- 


79- 


79- 


Wyoming., 79- 
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Geographic distribution of Federal funds in 
Colorado., 79-12791 

Geographic distribution of Federal funds in 
Connecticut., 79-12792 

Geographic distribution of Federal funds in 
Delaware., 79-12793 

Geographic distribution of Federal funds in 
District of Columbia., 79-12794 

Geographic distribution of Federal funds in 
Florida., 79-12795 

Geographic distribution of Federal funds in 
Georgia., 79-10877 

Geographic distribution of Federal funds in 
Hawaii., 79-10878 

Geographic distribution of Federal funds in 
Idaho., 79-12796 

Geographic distribution of Federal funds in 
Illinois., 79-10879 

Geographic distribution of Federal funds in 
Indiana., 79-12797 

Geographic distribution of Federal funds in 
Iowa., 79-12798 

Geographic distribution of Federal funds in 
Kansas., 79-10880 

Geographic distribution of Federal funds in 
Kentucky., 79-12799 

Geographic distribution of Federal funds in 
Louisiana., 79-10881 

Geographic distribution of Federal funds in 
Maine., 79-12800 

Geographic distribution of Federal funds in 
Maryland., 79-10882 

Geographic distribution of Federal funds in 
Massachusetts., 79-10883 

Geographic distribution of Federal funds in 
Michigan., 79-10884 

Geographic distribution of Federal funds in 
Minnesota., 79-10885 

Geographic distribution of Federal funds in 
Mississippi., 79-10886 

Geographic distribution of Federal funds in 
Missouri., 79-10887 

Geographic distribution of Federal funds in 
Montana., 79-10888 

Geographic distribution of Federal funds in 
Nebraska., 79-10889 

Geographic distribution of Federal funds in 
Nevada., 79-10890 

Geographic distribution of Federal funds in 
New Hampshire., 79-10891 

Geographic distribution of Federal funds in 
New Jersey., 79-10892 

Geographic distribution of Federal funds in 
New Mexico., 79-10893 

Geographic distribution of Federal funds in 
New York., 79-10894 

Geographic distribution of Federal funds in 
North Carolina., 79-10895 

Geographic distribution of Federal funds in 
North Dakota., 79-10896 

Geographic distribution of Federal funds in 
Ohio., 79-10897 

Geographic distribution of Federal funds in 
Oklahoma., 79-10898 

Geographic distribution of Federal funds in 
Oregon., 79-10899 





January — December 1979 


Geographic distribution of Federal funds in 
Pennsylvania., 79-12801 

Geographic distribution of Federal funds in 
Rhode Island., 79-12802 

Geographic distribution of Federal funds in 
South Carolina., 79-12803 

Geographic distribution of Federal funds in 
South Dakota., 79-12804 

Geographic distribution of Federal funds in 
summary., 79-12815 

Geographic distribution of Federal funds in 
Tennessee., 79-12805 

Geographic distribution of Federal funds in 
territories & other areas administered by 
the U.S., 79-12806 

Geographic distribution of Federal funds in 
Texas., 79-12807 

Geographic distribution of Federal funds in 
Utah., 79-12808 

Geographic distribution of Federal funds in 
Vermont., 79-12809 

Geographic distribution of Federal funds in 
Virginia., 79-12810 

Geographic distribution of Federal funds in 
Washington., 79-12811 

Geographic distribution of Federal funds in 
West Virginia., 79-12812 

Geographic distribution of Federal funds in 
Wisconsin., 79-12813 

Geographic distribution of Federal funds in 
Wyoming., 79-12814 

Geographic note., 79-1466 

Geographic reference manual., 79-22161 

Geographical summary book, 79-9940 

Geographical variation in the heating and 
cooling requirements of a typical single- 
family house, and correlation of these re- 
quirements to degree days /, 79-5602, 
79-10817 

Geohydrologic data from twenty-four test 
holes drilled in the Piceance basin, Rio 
Blanco county, Colorado, 1975-76 /, 79- 
8250 

Geohydrologic impacts of coal develop- 
ment in the Narragansett Basin, Massa- 
chusetts and Rhode Island /, 79-18517 

Geohydrology of the Englishtown forma- 
tion in the nothern coastal plain of New 
Jersey /, 79-4499 

Geologic and geochemical studies of the 
New Albany Group (Devonian black 
shale) in Illinois to evaluate its character- 
istics as a source of hydrocarbons., 79- 
19923 

Geological and geophysical research station 
at Alice Springs : agreement between the 
United States of America and Australia, 
effected by exchange of notes dated at 
Canberra February 28, 1978., 79-8451 

The geological history of Fossil Butte Na- 
tional Monument and Fossil Basin /, 79- 
4553 

Geological studies of the COST GE-1 well, 
United States South Atlantic Outer Con- 
tinental Shelf Area /, 79-11805 

Geological Survey research., 79-13892 





Glass and glazing work special trade contractors, SIC 1793. 


Geology and energy resources of the Sand 
Butte Rim NW quadrangle, Sweetwater 
County, Wyoming /, 79-15428 

Geology and geotechnical properties of la- 
terite gravel /, 79-5757 

Geology and ground-water resources of 
Union County, New Jersey /, 79-6175 

Geology and mineral resources of the Ku- 
luncak-Sofular area (Malatya K39-a,and 
K39-aequadrangles), Turkey /, 79-4478 

Geology and mineral resources of the 
Lemhi Pass thorium district, Idaho and 
Montana /, 79-22898 

Geology of the Burgin mine, 79-13889 

Geology of the Cooper Ridge NE quadran- 
gle, Sweetwater County, Wyoming /, 
79-20718 

Geology of the Decaturville impact struc- 
ture, Missouri /, 79-15425 

Geology of the Lower Kittanning coalbed 
and related mining and methane emission 
problems in Cambria County, Pa. /, 79- 
15442 

Geology of the southeast part of the Rock 
Springs uplift, Wyoming., 79-15428, 
79-20718 

Geology of the Trixie Mine, 79-13889 

Geometric relationships for homogenization 
in single-phase binary alloy systems /, 
79-14088 

Geometric view factors for axial radiative 
heat exchange within a straight hollow 
tube : advanced fuel recycle program /, 
79-13268 

A geometry package for generation of 
imput data for a three-dimensional poten- 
ial-flow program /, 79-2714 

Geophysical, astronomical, and meteoro- 
logical instruments., 79-7362 

Geophysics, astronomy, and space, 79- 
2972, 79-12254, 79-18856, 79-23267 

George Mahon Federal Building : report to 
accompany H.R. 130809., 79-5222 

George Washington University & DOE 
publish results of tests on low cost solar 
heating system, 79-18359 

Georgia : 1976 patterns of foreign travel in 
the United States., 79-12725 

Georgia Embayment—illustrating again the 
need for more data before selecting and 
leasing outer continental shelf lands : 
report /, 79-13524 

Georgia exports., 79-16276 

Georgia field maintance manual., 79-15628 

Georgia from space : an explanation of the 
NASA Landsat 1 satellite image color 
mosaic of the State of Georgia /, 79- 
11800 

Georgia landings., 79-491 

Georgia landings, annual summary., 79- 
3649 

Geothermal applications on the Madison 
(Pahasapa) aquifer system in South 
Dakota : final report, October 1, 1976- 
September 30, 1977 /, 79-7643 

Geothermal energy /, 79-11376, 79-13015 
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Geothermal energy research and develop- 
ment : agreement between the United 
States of America and Mexico, signed at 
Mexico July 21, 1977., 79-12079 

Geothermal environmental impact assess- 
ment : baseline data for four geothermal 
areas in the United States /, 79-15062 

Geothermal environmental impact assess- 
ment : procedures for using fauna as bio- 
logical monitors of potential geothermal 
pollutants /, 79-11476 

Geothermal power plants of Japan : a tech- 
nical survey of existing and planned in- 
stallations /, 79-2195 

Geothermal power plants of the United 
States : a technical survey of existing and 
planned installations /, 79-2198 

Geothermal preheating in fossil-fired steam 
power plants /, 79-2197 

Geothermal reservoir management /, 79- 
2306 

Geothermal resource development : 
and regulations /, 79-3994 

German., 79-7524 

German Democratic Republic 
report., 79-2816 

Germination of Sophora chrysophylla in- 
creased by presowing treatment /, 79- 
21885 

Get the facts 
8141 

Getting a better understanding of the metric 
system : implications if adopted by the 
United States : executive summary -: 
report to the Congress /, 79-4120 

Getting through : a hurricane safety mes- 
sage to administrators of hospitals and 
other medical facilities, 79-19576 

Getting through college with a disability : a 
summary of services available on 500 
campuses for students with handicapping 
conditions., 79-20945 

Getting Uncle Sam to enforce your civil 
rights /, 79-22284 

GI bill amendments act of 1979 : report of 
the Committee on Veterans‘ Affairs, 
United States Senate, together with addi- 
tional views to accompany S. 870., 79- 
23547 

Gifford Pinchot National Forest /, 79- 
3495 

Giromill wind tunnel test and analysis /, 
79-14876 

Gist., 79-15588, 79-17128, 79-17129, 
79-18724, 79-18725, 79-18726, 79- 
18727, 79-18728, 79-18729, 79-18730, 
79-20994, 79-23041 

Gist (Washington), 79-15588, 79-17128, 
79-17129, 79-18724, 79-18725, 79- 
18726, 79-18727, 79-18728, 79-18729, 
79-18730, 79-20994, 79-23041 

Gladys Venicia Cruz-Sanchez : report to 
accompany H.R. 1163., 79-21754 

Gladys Yan Chan Lu : report to accompa- 
ny S. 1112., 79-5423 

Glass and glazing work special trade con- 
tractors, SIC 1793., 79-19518 


laws 


post 


.. before buying land., 79- 
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Glass containers. 


Glass containers., 79-231 

Glass containers, SIC 3221., 79-19323 

Glass doors and windows., 79-17309 

Glass, fabricated and window, observation., 
79-1933, 79-1934 

Glass figured, corrugated, plate, sheet, and 
spandrel., 79-7363 

Glen Canyon Dam and National Recreation 
Area., 79-13935 

Glenharold Mine., 
79-15415 

Glenn Cunningham Lake and Standing 
Bear Lake : report to accompany H.R. 
7041., 79-3158 

Global autovon directory, 79-658 

Global autovon telephone directory., 
658 

The global environment and basic human 
needs /, 79-6343 

Glossary for computer systems security /, 
79-22242 

Glossary of some terms commonly used in 
the futures trading industry /, 79-10332 

Glossary of Spanish and Portuguese narcot- 
ics terms., 79-6552 

Gloves, mittens, and sleeves., 79-10934 

GNMaA annual report., 79-13777 

GOFRR : a computer code to generate 
graphical output of DOT and ANISN 
fluxes and reaction rates /, 79-11298 

Goggles and related protective devices., 
79-1935 

Gold and silver., 79-1217 

Gold and silver labeling and advertising act 
: hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S.2782 ... May 
10, 1978., 79-6631 

Golden Gate National Recreation Area, 
California /, 79-11855 

Gondola system for helicopter transport of 
external cargo /, 79-9591 

Goochland County, Virginia, unincorporat- 
ed areas., 79-8178 

Good laboratory practice regulations man- 
agement briefings post conference 
report., 79-20389 

The good news about energy., 79-12058 

Goods transportation in urban areas : pro- 
ceedings of the Engineering Foundation, 
Sea Island, Ga., December 4-9, 1977 /, 
79-18779 

Gorgas Memorial Institute annual report, 
79-12435 

Gorgas Memorial Laboratory 
report., 79-12435, 79-15877 

Got a minute? /, 79-15297 

The government can be more productive in 
collecting its debts by following commer- 
cial practices : report /, 79-13529 

The Government can collect many delin- 
quent debts by keeping Federal tax re- 
funds as offsets : report to the Congress / 
, 79-13535 
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79-15413, 79-15414, 


79- 


annual 





Government contract principles /, 79-5978 

Government depositories; memorandum rel- 
ative to the present law governing desig- 
nated depository libraries, 79-17527 

Government depository _libraries., 
17527 

Government employees‘ salary trends., 
20872 

Government inventions for licensing., 
342 

Government involvement in the innovation 
process : a contractor‘’s report to the 
Office of Technology Assessment., 79- 
3019 

Government management, 79-13600 

Government National Mortgage Associ- 
ation (GNMA)., 79-18374 

The Government needs to do a better job 
of collecting amounts owed by the public 
: report to the Congress /, 79-5947 

Government of the Hungarian People‘s Re- 
public., 79-14127 

Government organization and employees., 
79-9072 

Government paper specification standards., 
79-1726, 79-12402 

Government patent policies : institutional 
patent agreements : hearings before the 
Subcommittee on Monopoly and Anti- 
competitive Activities of the Select Com- 
mittee on Small Business, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ..., 79-5152 

Government patent policy : (the ownership 
of inventions resulting from federally 
funded research and development) : sum- 
mary of hearings held in 94th Congress /, 
79-9100 

Government periodicals, 79-933 

Government periodicals and subscription 
services., 79-933 

Government preparedness for weather 
emergencies for winter of 1977-1978 : 
hearings before the Subcommittee on In- 
tergovernmental Relations of the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, first 
session., 79-3080 

Government publications, their role in the 
national program for library and informa- 
tion services /, 79-17348 

Government reports announcements, 
323 


79- 
79- 


79- 


79- 

Government reports announcements & 
index., 79-323 

Government reports annual 
12747 

Government reports index, 79-323 

Government space leased to commercial ac- 
tivities by agencies other than the Gener- 
al Services Administration : report /, 
79-5974 

Government-sponsored research on foreign 
affairs, 79-6351 

Government-supported research on foreign 
affairs, 79-6351 


index., 79- 
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Title Index 


Governmental finances., 79-3602 

Governmental finances (Washington), 
3602 

Governmental finances in the United States, 
79-3602, 79-16184 

Governmental finances : number 1, finances 
of school districts., 79-22104 

Governmental finances : number 2, finances 
of special districts., 79-22105 

Governmental finances : number 3, finances 
of county governments., 79-22106 

Governmental finances : number 4, finances 
of municipalities and township govern- 
ments., 79-22107 

Governmental organizaton., 79-9479 

Governmental structuring of criminal jus- 
tice services : organizing the non-system 
/, 7179-14010 

Governments quarterly report, 79-205 

GPO newsletter., 79-931 

Grade A condensed and dry milk products 
and condensed and dry whey : Supple- 
ment I to the Grade A pasteurized milk 
ordinance 1978 recommendations., 79- 
20390 

Grade A pasteurized milk ordinance : 1978 
recommendations of the United States 
Public Health Service /, 79-16745 

Graduate, post doctoral and senior fellow- 
ships with the Advisory Committee on 
Reactor Safeguards., 79-23272 

Graduate to government : the employment 
picture for college graduates., 79-3718, 
79-20939 

Graduated payment mortgage (GPM)., 
18376 

Grain dust explosions—an unsolved prob- 
lem : report to the Congress /, 79-13555 

Grain-dust pelleting costs and capital re- 
quirements for stationary and portable 
plants /, 79-21935 

Grain market news, weekly summary and 
Statistics, 79-91 

Grain mill products, September 1977., 
15534 

Grain motor fuel alcohol : technical and 
economic assessment study /, 79-19889 

Grain stocks., 79-152 

Grain stocks in all positions, 

Grains, 79-47 

The Grand jury reform act of 1978 : hear- 
ings before the Subcommittee on Admin- 
istrative Practice and Procedure of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 3405 ..., 79-12394, 
79-12395 

Grand (Neosho) River and Cottonwood 
River, Emporia, Kansas., 79-7443 

Grant auditing, a maze of inconsistency, 
gaps, and duplication that needs over- 
hauling : report to the Congress /, 79- 
16581 

Grant County, Oregon, 
county., 79-8179 

Grant policy manual, 


79- 


79- 


79- 


79-152 


unincorporated 


79-1421 





January — December 1979 


Grant program in mental health service 
system research., 79-22669 

Grant request from the St. Louis Metropoli- 
tan Area Airport Authority., 79-15624 

Granting the status of permanent residence 
to certain aliens : report to accompany 
H.J. Res. 489., 79-3468 

Grants administration, 79-958 

Grants administration; Dept. staff manual., 
79-957, 79-9904 

Grants administration 
79-9904, 79-22522 

Grants and awards., 79-13594 

Grants and loans for water supply and 
wastewater facilities : water conservation 
provisions : interim report /, 79-9811 

Grants competitions & RFPs : planned NIE 
activities during fiscal year 1978. 79- 
11634 

Grants for research on law and government 
in education., 79-11632 

Grants for research on quality & economy 
of drug prescribing., 79-8053 

Grants for scientific research., 79-6327 

Grants for training, construction, cancer 
control, medical libraries, 79-18254 

Grants for training, construction, medical 
libraries, 79-18254 

Grants peer review : opinions on the NIH 
grants peer review system ; public hear- 
ings and letters, survey of 1975-76 review 
groups : summary, phase II of the report 
to the Director, NIH /, 79-16704 

Grants policy statement : addendum., 


manual, 79-957, 


79- 


Granular bed filter development program /, 
79-5857 

Granular bed filter development program : 
theoretical analysis of granular bed filtra- 
tion principles & performance prediction 
/, 7179-11244 

Graphic notices and supplemental data., 
79-1557 

Graphite., 79-16937 

Grasslands migratory bird conservation act 
: report to accompany S. 691., 79-3388 

Gravity prediction by pseudo-density profil- 
ing /, 79-5815 

A Gravity study of the Arctic National 
Wildlife Range, Alaska /, 79-4479 

Gray iron foundries, SIC 3321., 79-22031 

The great adventure : a report on the 10 
regional public hearings on solar energy 
for the domestic policy review /, 79- 
3959 

Great Bear Wilderness : hearing before the 
Subcommittee on Parks and Recreation 
of the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
fifth Congress, second session, on S. 3429 
.» H.R. 13972 ... October 5, 1978., 79- 
10454 

The Great Crash /, 79-23073 

Great Lakes Basin Commission framework 
study /, 79-15814 


Great Lakes communicator., 79-1629 





Growth response to fertilizer in a young aspen-birch stand / 


Great Lakes pilotage act of 1960, amend- 
ment : [an act to amend the Great Lakes 
pilotage act of 1960 in order to relieve 
the restrictive qualification standards for 
United States registered pilots on the 
Great Lakesf., 79-9312 

The Great Lakes region aviation system : 
ten year plan, 1976-1985., 79-18791 

The Great Plains conservation program 
amendments of 1977 : report to accompa- 
ny S. 896., 79-21695 

The Great Salt Lake /, 79-4469 

Greece, 79-6357 

Greece : post report., 

Greek., 79-7525 

Green Bay, Wisconsin, metropolitan area, 
79-6251 

Green coffee inventories, imports, roast- 
ings., 79-290 

Green Lake project no. 2818, Alaska : final 
environmental impact statement., 79- 
13393 

Green thumb gardening information, availa- 
ble in these government publications ... 
for sale by the Superintendent of Docu- 
ments., 79-18207 

Greene County Nuclear Power Plant., 
2981, 79-10359 

Greensville County, Virginia, unincorporat- 
ed areas., 79-2608 

Greenville-Spartanburg, South Carolina, 
metropolitan area, 79-4630 

Greeting card publishing, SIC 2771., 
19292 

Grenada County, Mississippi, unincorporat- 
ed areas., 79-2610 

Grenades /, 79-19702 

Grid connected integrated community 
energy system /, 79-3904 

Grid connected integrated community 
energy system : phase 2, final stage 2 
report /, 79-3900, 79-3902 

Grid connected integrated community 
energy system : phase II, final stage 2 
report /, 79-3901, 79-3903 

Grids — their meaning and use for federal 
designers : based on a presentation to the 
Second studio seminar for federal graphic 
designers, November 10, 1976 /, 79- 
17090 

Grinding, threading, honing, and buffing 
machines., 79-5709 

Grindstone Flat and Big Flat exclosures : a 
4l-year record of changes in clearcut 
aspen communities /, 79-9434 

Gross change data : the neglected data base 
/, 79-8652 

Gross national product data improvement 
project report : report /, 79-14717 

Ground-based sulfur dioxide measurements 
within a copper smelter plume, Ana- 
conda, Montana /, 79-5922 

Ground investigations of projected traces of 
focal mechanisms for earthquakes at Blue 
Mountain Lake, Raquette Lake, and 
Chazy Lake, Adirondack Uplift, New 
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79- 


79- 





York : final report July 1, 1977 - June 30, 
1978 /, 79-23294 

Ground-water data for 
13896 

Ground-water hydrology of the Cocoa 
well-field area, Orange County, Florida / 
, 79-4472 

Ground-water levels in Wyoming, 1977 /, 
79-2644 

Ground-water quality at the site of a pro- 
posed deep-well injection system for 
treated wastewater, West Palm Beach, 
Florida /, 79-6169 

Ground water quality research & develop- 
ment : hearings (including report) before 
the Subcommittee on the Environment 
and the Atmosphere of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, April 8, 26, 27, 1978., 
79-10570 

Ground-water resources of 
County, Georgia /, 79-11825 

Ground wave propagation over irregular, 
inhomogeneous terrain : comparisons of 
calculations and measurements /, 79- 
19608 

Groundwater quality monitoring of West- 
ern coal strip mining : identification and 
priority ranking of potential pollution 
sources /, 79-11477 

Groundwater quality monitoring of West- 
ern oil shale development : identification 
and priority ranking of potential pollution 
sources /, 79-13476 

Group facilitator training package /, 79- 
16781 

Group home management /, 79-15494 

Group homes for children : types and char- 
acteristics /, 79-18346 

Group life insurance for public safety offi- 
cers : hearing before the Subcommittee 
on Immigration, Citizenship, and Interna- 
tional Law of the Committee on the Judi- 
ciary, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
6845 and S. 262 ... August 16, 1978., 79- 
10539 

Growing blackberries /, 79-16061 

Growing boxwoods /, 79-19092 

Growing dahlias /, 79-5478 

Growing energy : land for biomass farms /, 
79-14640 

Growing figs in the South for home use /, 
79-10670 

Growing ginseng /, 79-14622 

Growing raspberries /, 79-14621 

Growing up and feeling powerful as an 
American Indian /, 79-8095 

Growing up in America : a background to 
contemporary drug abuse /, 79-16779 

Growth and decay losses in Colorado aspen 
/, 7179-19126 

Growth response to fertilizer in a young 
aspen-birch stand /, 79-17731 
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GROW/1, a crop growth model for assessing impacts of gaseous pollutants from 


GROW/I, a crop growth model for assess- 
ing impacts of gaseous pollutants from 
geothermal technologies /, 79-13357 

GSA can reduce procurements by millions 
if more material returns are accepted 
from Federal agencies : report /, 79- 
13567 

GSA contract fraud investigation : hearings 
before the Subcommittee on Federal 
Spending Practices and Open Govern- 
ment of the Committee on Governmental 
Affairs, United States Senate, Ninety-fifth 
Congress, second session ...., 79-17490 

GSA services available to members of Con- 
gress., 79-5988 

GSA suply catalog. Office products., 
15144 

GSA supply catalog. Furniture., 79-15142 

GSA supply catalog. Industrial products., 
79-4212, 79-15143 

GSA supply catalog. Office products., 
4213 

GSA supply catalog. Tools., 
15145 

GSANET, data description /, 79-20021 

GSA‘s space management proposals for the 
National Capital region and for the 
Nation‘s cities : report /, 79-22595 

GSP & the traveler., 79-17197 

Guadalupe County, Texas (unincorporated 
areas), 79-8182 

Guardians of the eighth sea : a history of 
the U.S. Coast Guard on the Great Lakes 
/, 1719-10307 

Guatemala : post report., 79-10224 

Guia para el visitante to Palomar Ranger 
District, Cleveland Natonal Forest., 79- 
7171 

Guia para el visitante to Trabuco Ranger 
District, Cleveland Natonal Forest., 79- 
7172 

Guia para preparar la declaracion del im- 
puesto federal sobre ingreso personal 
Guide for preparing the individual Feder- 
al income tax return : Spanish publication 
/, 79-12136 

Guidance for immunizations., 79-4349 

Guidance for planning the location of water 
supply intakes downstream from munici- 
pal wastewater treatment facilities, 79- 
13422 

Guidance for the issuance of variances and 
exemptions., 79-20070 

Guidance manual for minimizing pollution 
from waste disposal sites /, 79-2356 

Guidance needs of special populations /, 
79-13638 

The guidance needs of women /, 79-13641 

Guidance notebooks for the environmental 
assessment of airport development pro- 
jects /, 79-4835 

Guidance to graduate schools., 79-3699 

Guide, Energy Board of Contract Appeals 
and Contract Adjustment Board, 79- 
9614 


79- 


79- 


79-4214, 79- 
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A guide for accredited veterinarians /, 79- 
17757 

Guide for audits of Basic Educational Op- 
portunity Grant Program (BEOG)., 79- 
4233 

Guide for audits of National Direct Student 
Loan Program (NDSL), College Work- 
Study Program (CWS), Supplemental 
Educational Opportunity Grants Program 
(SEOG), 79-4234 

Guide for civilian employees incurring and 
claiming expenses incident to temporary 
duty travel., 79-11410 

A guide for developing a training program 
for anhydrous ammonia workers., 79- 
13726 

Guide for discretionary grant programs., 
79-18575 

Guide for Federal office paper recycling., 
79-7727 

A guide for mail bomb security., 

Guide for management training., 

Guide for occupational exploration., 
22977 

Guide for performance of DOE contractor 
procurement system reviews (CPSR)., 
79-7705 

A guide for precosting food for school food 
service /, 79-21850 

Guide for preparation of proposals, student- 
originated studies., 79-10196 

Guide for retailers, 79-7150 

A guide for States on the proposed consoli- 
dated permit regulations., 79-20068 

Guide for the care and use of laboratory 
animals /, 79-4281 

Guide for the development, implementa- 
tion, and maintenance of standards for 
the representation of computer processed 
data elements /, 79-22246 

Guide for the evaluation of physical protec- 
tion equipment /, 79-2979 

Guide for the filing of annual reports : (21 
CFR subchapter J, Section 1002.11) /, 
79-16753 

Guide for the preparation of proposals for 
faculty development projects in energy, 
79-16491 

Guide for the preparation of proposals for 
faculty development projects in energy 
education., 79-16491 

Guide for the preparation of proposals for 
the pre-freshman and cooperative educa- 
tion for minorities and women in engi- 
neering (PREFACE) program., 79- 
19999 

Guide for the preparation of prosposals for 
elementary teacher in-service energy edu- 
cation, 1979., 79-13390 

Guide for the preparation of prosposals for 
graduate traineeships in energy related 
fields : academic year 1978-1979., 79- 
20121 

Guide for the submission of unsolicited pro- 
posals., 79-11371 


79-20935 
79-3705 
79- 
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A guide for vegetating surface-mined lands 
for wildlife in eastern Kentucky and 
West Virginia /, 79-6214 

Guide of the U.S. Department of Energy, 
Board of Contract Appeals and Contract 
Adjustment Board., 79-9614 

A guide to basic law and procedures under 
the National labor relations act /, 79- 
11939 

A guide to budgeting for the young couple 
/, 19-5477 

A guide to carcass data service (beef)., 
16145 

A guide to careers in LMSA /, 79-11887 

Guide to census data on the elderly., 79- 
1805 

Guide to criminal investigations /, 79- 
20780 

A guide to documenting a local program /, 
79-2590 

A guide to evaluating your firm‘s injury 
and illness experience, 1975 : wholesale 
and retail trade industries., 79-20879 

Guide to farm jobs : Eastern Seaboard 
States /, 79-17047 

Guide to farm jobs : Gulf to Great Lakes /, 
79-17048 

Guide to Federal Aviation Administration 
publications., 79-17250 

Guide to federal career literature., 79-3716 

A guide to Federal estate and gift taxation 
/, 79-10267 

Guide to geologic features affecting coal 
mine roof /, 79-22980 

Guide to grant and contract programs of 
the National Cancer Institute., 79-20351 

Guide to health insurance for people with 
Medicare /, 79-20464 

Guide to high speed patrol car tires /, 79- 
19541 

A guide to identifying energy and cost 
saving opportunities in institutional build- 
ings., 79-22412 

Guide to information on research in marine 
science and engineering., 79-3640 

Guide to job placement of mentally re- 
stored people., 79-20948 

A guide to major job accounting systems : 
the Logger system of the Univac 1100 
series operating system /, 79-7288 

Guide to manuscripts in the National Agri- 
cultural Library /, 79-21846 

A guide to new regulations for NPDES 
permit program., 79-20065 

Guide to NOAA‘s computerized informa- 
tion retrieval services., 79-19582 

Guide to OE-administered programs, 
16679 

Guide to OE programs., 79-16679 

A guide to procedures of the Occupational 
Safety and Health Review Commission., 
79-14335 

Guide to programs., 79-8376 

Guide to programs - National Endowment 
for the Arts., 79-14100 


79- 


79- 





January — December 1979 


Guide to record retention requirements., 
79-16637 

Guide to sources of statistical information 
on major health topics., 79-11687 

A guide to the bound publications of the 
Committee on Governmental Affairs, 
United States Senate., 79-17488 

A guide to the bound publications of the 
Special Committee on Aging, United 
States Senate., 79-23313 

A guide to the Clean water act amend- 
ments., 79-7729 

A guide to the consolidated application 
form., 79-20063 

A guide to the development of health re- 
source inventories /, 79-6061 

A guide to the dredge or fill permit pro- 
gram., 79-20064 

Guide to the identification of genera of the 
fish order Ophidiiformes with a tentative 
classification of the order /, 79-9502 

Guide to the Leptocephali (Elopiformes, 
Anguilliformes, and Notacanthiformes) /, 
79-22251 

A guide to the proposed consolidated 
permit regulations., 79-20067 

A guide to the work-relatedness of disease 
/, 7179-18303 

A guide to underground injection control 
program., 79-20069 

A guide to visas, passports, and consular 
services., 79-20962 

A guide to visual quality in noise barrier 
design /, 79-2896 

A guidebook, Home mortgage disclosure 
act and reinvestment strategies /, 79- 
22714 

Guided missiles and space vehicles, SIC 
3761., 79-19417 

Guideline manual : guide for discretionary 
grant programs., 79-20806 

Guideline on major job accounting systems 
: the system management facilites (SMF) 
for IBM systems under OS/MVT /, 79- 
3630 

Guidelines for a study of highway cost allo- 
cation /, 79-10609 

Guidelines for acquisition of investigations., 
79-8317 

Guidelines for adjustment of atmospheric 
gas burners for residential and commer- 
cial space heating and water heating : 
adjustment procedures to minimize air 
pollution and to achieve efficient use of 
gas /, 79-15040 

Guidelines for benchmarking ADP systems 
in the competitive procurement environ- 
ment /, 79-22244 

Guidelines for cost-effective 
abatement /, 79-9491 

Guidelines for design of future buses and 
bus stops to accomodate the elderly and 
handicapped., 79-6490 

Guidelines for developing state cogenera- 
tion policies /, 79-18005 


lead paint 





Guidelines for development and implemen- 
tation of the Federal women‘s program in 
the Department of Transportation., 79- 
18754 

Guidelines for development and implemen- 
tation of the Spanish speaking program in 
the Department of Transportation., 79- 
18754 

Guidelines for documentation of computer 
programs and automated data systems /, 
79-22241 

Guidelines for drug master file., 79-16754 

Guidelines for EARTS system intergration 
and system shakedown testing., 79- 
15697 

Guidelines for energy management and 
control systems for VA facilities : final 
report /, 79-17289 

Guidelines for Federal Women‘s Program 
Coordinators., 79-3722 

Guidelines for improving the mobile home 
living environment individual sites, 
mobile home parks & subdivisions /, 79- 
6106 

Guidelines for motor vehicle administra- 
tors., 79-4937, 79-6504, 79-15791 

Guidelines for motor vehicles administra- 
tion., 79-6503 

Guidelines for planning health services : an 
annotated bibliography., 79-8035 

Guidelines for preparation of grant applica- 
tions. Research and development projects 
in aging, Title IV-B of the Older ameri- 
cans act., 79-2482, 79-18351 

Guidelines for preparation of grant applica- 
tions. Research and development projects 
in aging, Title IV-B of the Older ameri- 
cans act, 79-18351 

Guidelines for preparing environmental test 
plans for coal gasification plants /, 79- 
18157 

Guidelines for rehabilitating old buildings : 
principles to consider when planning re- 
habilitation and new construction pro- 
jects in older neighborhoods., 79-20501 

Guidelines for sex-fair vocational education 
materials /, 79-9912 

Guidelines for the acquisition and use of 
data under Public Law 93-641 : toward 
the development of health intelligence for 
planning and resources development., 
79-16760 

Guidelines for the application of arrow 
boards in work zones /, 79-23113 

Guidelines for the clinical evaluation of ant- 
acid drugs., 79-2530 

Guidelines for the clinical evaluation of 
bronchodilator drugs., 79-8023 

Guidelines for the clinical evaluation of 
drugs to prevent, control and/or treat 
periodontal disease., 79-8025 

Guidelines for the clinical evaluation of 
drugs to prevent dental caries., 79-8024 

Guidelines for the clinical evaluation of gas- 
tric secretory depressant (GSD) drugs., 
79-18284 
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Guidelines for the control of exposure to 
metalworking fluids /, 79-2555 

Guidelines for the control of insect and 
mite pests of foods, fibers, feeds, orna- 
mentals, livestock, forests, and forest 
products /, 79-21856 

Guidelines for the creative use of biased 
materials in a non-biased way /, 79- 
16677 

Guidelines for the depository library system 
: as adopted by the Depository Library 
Council to the Public Printer, October 
18, 1977 : with minimum standards for 
the depository library system, as adopted 
October 22, 1976., 79-5979 

Guidelines for the design of future small 
transit buses and bus stops to accomodate 
the elderly and handicapped, small transit 
bus requirements study., 79-6490 

Guidelines for the establishment of State 
and local private security advisory coun- 
cils /, 79-20807 

Guidelines for the hospital and clinic : man- 
agement of child abuse and neglect /, 
79-22688 

Guidelines for the measurement of interac- 
tive computer service response time and 
turnaround time., 79-1814 

Guidelines for the use of GYPCHEK to 
control the gypsy moth /, 79-16104 

Guidelines regarding the HSA‘s role in de- 
termining and promoting the effective use 
of available health services /, 79-8034 

Guides for naturally occurring and accel- 
erator-produced radioactivematerials 
(NARM) : a report of the Task Force /, 
79-20403 

Guides To German records microfilmed at 
Alexandria, Va., 79-11593 

Guidlines, special emphasis programs : Fed- 
eral women‘s program : Hispanic employ- 
ment program., 79-18754 

Guinea, 79-4702 

Guinea : post report., 79-2817 

Guitar player /, 79-10980 

Gulf coast shrimp data., 79-490 

Gulf coast shrimp data, annual summary., 
79-7310 

Gulf coast shrimp data reported by depth 
and area of capture, species, size, number 
of trips, and days fished, 79-7310 

Gulf fisheries, annual summary., 79-3645 

Gulf stream, 79-362 

Gulfport Harbor, Mississippi : a letter from 
the Secretary of the Army transmitting a 
letter from the Chief of Engineers ..., 
79-12931 

Gulfport Harbor, Mississippi : communica- 
tion from the Secretary of the Army 
Transmitting a Corps of Engineers report 

79-11019, 79-12453 

Gulfport Harbor, Mississippi : letter from 
the Secretary of the Army transmitting a 
letter from the Chief of Engineers ..., 
79-14586 


Gulfstream., 79-362 
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Gum and wood chemicals, SIC 2861. 


Gum and wood chemicals, SIC 2861., 
19305 

Gun control act of 1968, Public Law 90- 
618, 90th Congress, H.R. 17735, Oct. 22, 
1968., 79-2880 

Gunner‘s mate G 3 & 2., 79-3850 

Guns and related components., 
79-10935, 79-12836, 79-19703 

Gust fron analytical study /, 79-4894 

Gusts of power : DOE & USDA film fo- 
cuses on using wind energy in agricul- 
ture., 79-16059 

Guyana, 79-18720 

Guyana : post report., 79-4710 

Gynecologic tumors, diagnosis, treatment., 
79-1081 

Gypsum., 79-1203, 79-20739 

Gypsum products, SIC 3275., 79-19336 

Gypsy moth : forest influence /, 79-16080 

Gypsy moth : program accomplishments 
report., 79-21852 

Gypsy moth, an illustrated biography., 
12563 

Gypsy moth egg-mass sampling with fixed- 
and variable-radius plots., 79-12561 

Gypsy moth handbook : classifying forest 
susceptibility to sypsy moth defoliation /, 
79-14632 

Gypsy moth handbook : diseases of the 
gypsy moth : how they help to regulate 
populations /, 79-10667 

Gypsy moth handbook : gypsy moth egg- 
mass sampling with fixed- and variable- 
radius plots /, 79-12561 

Gypsy moth handbook : judging vigor of 
deciduous hardwoods /, 79-7153 

Gypsy moth handbook : major hardwood 
defoliators of the eastern United States /, 
79-7160 

Gypsy moth handbook : predators of the 
gypsy moth /, 79-12562 

Gypsy moth handbook : selected parasites 
and hyperparasites of the gypsy moth, 
with keys to adults and immatures /, 79- 
14631 

Gypsy moth handbook : technological de- 
velopments in aerial spraying /, 79-5470 

Gypsy moth handbook : the gypsy moth : 
an illustrated biography /, 79-12563 

Gypsy moth handbook : using pheromone 
traps to detect and evaluate populations 
of the gypsy moth /, 79-21854 


H 


79- 


79-1936, 


79- 


H-Division quarterly 
79-13348, 79-13349 

H.R. 1963, the substitute prescription drug 
act : report of the Subcommittee on Con- 
sumer Protection and Finance of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session., 
79-8949 

H.R. 3056, Small business employee owner- 
ship act : hearings before the Subcommit- 
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tee on Access to Equity Capital and Busi- 
ness Opportunities of the Committee on 
Small Business, House of Representatives, 
Ninety-sixth Congress, first session, 
Washington, D.C., May 8 and 15, 1979., 
79-23446 

H.R. 3333, "The Communications act of 
1979" section by section analysis /, 79- 
23406 : 

H.R. 7739 and H.R. 10632, small business 
impact bill : hearings before the Subcom- 
mittee on Special Small Business Prob- 
lems of the Committee on Small Business, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-9137 

H.R. 12631, Chesapeake Bay research co- 
ordination act of 1978 : hearing before 
the Subcommittee on the Environment 
and the Atmosphere of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, August 9, 1978., 79-9124 

H.R. 12666 : hearings before the Committee 
on Capital, Investment, and Business Op- 
portunities of the Committee on Small 
Business, House of Respresentatives, 
Ninety-fifth Congress, second session ... 
July 18, 19, and 20, 1978., 79-3128 

H.R. 13715, National Weather Service act 
of 1978 (successor to H.R. 8763) : hear- 
ings before the Subcommittee on Trans- 
portation, Aviation, and Weather of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, second session ..., 79- 
6731 

H.R. 13847 : a bill to facilitate the imple- 
mentation of monetary policy and to pro- 
mote competitive equality among com- 
merical banks /, 79-6616 

H.U.D. newsletter, 79-1155 

Habitat management series for unique or 
endangered species /, 79-6228 

Habitat requirements of juvenile Colorado 
River squawfish /, 79-11860 

Habitat use by native Gambel‘s and scaled 
quail and released masked bobwhite quail 
in southern Arizona /, 79-19129 

Hair dyes : a look at safety and regulation / 
, 79-22650 

Haiti : post report., 79-4711 

Halfway houses /, 79-8287 

Halfway is a long way : living in a psychi- 
atric halfway house., 79-15578 

Halloween safety., 79-21270 

Hamilton County, Tennessee (unincorporat- 
ed areas), 79-15364 

Hand and edge tools, N.E.C., SIC 3423., 
79-19362 

Hand in hand : parents and educators plan- 
ning special education for the child /, 
79-20308 

Hand saws and saw blades, SIC 3425., 
19363 

Hand tools, powered and non-powered., 
79-10936, 79-19704 


79- 
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Handbook for design : 
housing., 79-6515 
Handbook for preparing Office of Research 
and Development reports /, 79-22521 
Handbook for professional development in 
human services : materials for postsecon- 
dary education programs /, 79-13622 

Handbook for railroad track stabilization 
using lime slurry pressure injection /, 
79-21155 

Handbook for the youth worker in an alco- 
hol service agency., 79-9988 

Handbook for veterans benefits counselors., 
79-6514 

Handbook loan guaranty procedures., 
6516 

A handbook of acronyms and initialisms., 
79-21298 

Handbook of agricultural charts., 79-5472 

Handbook of agricultural charts. Enlarge- 
ments., 79-5473 

Handbook of applied weather modification., 
79-5809 

Handbook of critical experiments bench- 
marks /, 79-11331 

Handbook of data on selected engine com- 
ponents for solar thermal applications /, 
79-19867 

Handbook of economic 
20951 

Handbook of forensic science /, 79-4594 

Handbook of forensic science - Federal 
Bureau of Investigation /, 79-22933 

Handbook of hearing aid measurement., 
79-14292 

Handbook of hearing aid measurement, 
1978 /, 79-6519 

Handbook of highway safety design and op- 
erating practices., 79-14214 

Handbook of labor statistics, 79-17016 

Handbook of mammographic x-ray spectra 
/, 7179-11673 

Handbook of North American Indians /, 
79-6394 

Handbook of occupational groups 
series of classes; established under 
Federal position classification plan., 
616, 79-15574 

Handbook of. occupational groups 
series of classes; established under 
Federal position classification plan, 
15574 

Handbook of occupational keywords., 
2683 

Handbook of selected organ doses for pro- 
jections common in pediatric radiology /, 
79-22654 

Handbook of selective placement of persons 
with physical and mental handicaps in 
Federal civil service employment., 79- 
17101 

Handbook of state election agencies and 
election officials /, 79-8649 

A handbook of technology assessment : 
final report /, 79-3978 


specially adapted 


79- 


statistics., 79- 


and 
the 
79- 


and 
the 
79- 


79- 
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Handbook of the conduct of medical care 
evaluation studies (MCEs) using the ex- 
plicit process and outcome criteria ap- 
proach., 79-11732 

Handbook of tropical and subtropical horti- 
culture /, 79-21083 

Handbook of unemployment insurance fin- 
anical data, 1938-1976 /, 79-10139 

Handbook on divorce registration., 
2536 

Handbook on drug abuse /, 79-11723 

Handbook on marriage registration., 
2537 

Handbook on the reporting of induced ter- 
minology of pregnancy., 79-18287 

Handcranks and handwheels /, 79-1937 

The handicapped., 79-2459 

Handicapped persons : rights under Federal 
law., 79-20274 

Handicapped persons rights under Federal 
law., 79-2479 

Handle like eggs., 79-2915 

Handles, tool /, 79-7364 

Handling and disposal of sludges from com- 
bined sewer overflow treatment /, 79- 
15049 

Handwear /, 79-9542, 79-12837 

Handy reference guide to the Fair labor 
standards act., 79-6263 

Harboring modification, Cleveland Harbor, 
Ohio : communication from the Secretary 
of the Army transmitting a Corps of En- 
gineers report ..., 79-12930, 79-14492 

Hard data sources concerning more cost ef- 
fective maintenance /, 79-2156 

Hard surface floor coverings, SIC 3996., 
79-22102 

Hardboard-webbed I-beams effects of 
long-term loading and loading environ- 
ment /, 79-19112 

Hardware - bands, straps, strapping, and 
components., 79-1940, 79-7365 

Hardware - builders and cabinet., 79-5710 

Hardware - bumpers, bushings, mounts, and 
pads., 79-19705, 79-19706, 79-19707 

Hardware - clamps., 79-1938, 79-1939 

Hardware - protective devices /, 79- 
12838, 79-14790 

Hardware - seats, shims, and spacers /, 79- 
7366, 79-12839, 79-14791 

Hardware, N.E.C., SIC 3429., 79-19364 

Hardware, protective devices /, 79-19708 

Hardwood plywood., 79-3545 

Hardwood veneer and plywood, SIC 2435., 
79-22145 

Harrington Creek and tributaries, vicinity 
of Bartlett, Tennessee., 79-2095 

Hartford, Connecticut, metropolitan area, 
79-20866 

Hartsville data and analysis book : phase I / 
» 79-11316 

Hartsville nuclear plants., 79-6587 

Hatch act reform, unresolved questions : 
report /, 79-20159 

Hatchery production, 


79- 


79- 


79-140, 79-5516 





Health and Safety Laboratory environmental quarterly 


Hats and caps, except millinery, SIC 2352., 
79-19257 

Having problems paying your mortgage?, 
79-13772 

Hawaii fisheries, annual summary., 
22260 

Hawaiia exports., 79-16277 

Hawaiian trade study : an economic analy- 
sis /, 79-7811 

Hawaiian waterbirds recovery plan /, 79- 
18553 

Haxby., 79-20794 

Hazard analysis of step stools (0620) /, 79- 
10336 

Hazard-detecting instruments and appara- 
tus., 79-1941 

Hazard posed by "old technology“ alumi- 
num wiring systems : hearings before the 
subcommittee on Oversight and Investi- 
gations of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ..., 79-10510 

Hazardous and toxic waste disposal : joint 
hearings before the Subcommittees on 
Environmental Pollution and Resource 
Protection of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ..... 79-17532 

Hazardous effects of highway features and 
roadside objects /, 79-14236, 79-14237 

Hazardous materials accident reporting : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, April 25, 1978., 
79-6666 

Hazardous materials spill monitoring 
safety handbook and chemical hazard 
guide /, 79-16543 

Hazardous materials 
4836 

Hazardous materials transportation : a 
review and analysis of the Department of 
Transportation’s regulatory program /, 
79-17452 

Hazardous materials transportation act 
amendments : report to accompany H.R. 
3502 /, 79-15953, 79-18996 

Hazardous materials transportation act au- 
thorization., 79-15953 

Hazardous materials transportation act au- 
thorization : hearing before the Subcom- 
mittee on Transportation and Commerce 
of the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, H.R. 11871 and H.R. 11872 ... April 
10, 1978., 79-3095 

Hazardous materials transportation, Inde- 
pendent safety board act amendments : 
joint hearings before the Subcommittee 
on Aviation and the Subcommittee on 
Surface Transportation of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-fifth 
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Congress, second session, on H. R. 11871 

and H.R. 11872 ... H.R. 12106 ... April 19 
and 20, 1978., 79-3119 

Hazardous properties and environmental ef- 
fects of materials used in solar heating 
and cooling (SHAC) technologies : inter- 
im handbook /, 79-11123 

Hazardous substances summary 
velopment plan /, 79-17300 

Hazardous waste : a guide for obtaining 
permits and authorization for State pro- 
grams., 79-20077 

Hazardous waste management programs 
will not be effective, greater efforts are 
needed : report to the Congress /, 79- 
13501 

Hazardous Waste Management Seminar : 
proceedings of the Pennsylvania Environ- 
mental Council, Inc., Harrisburg, Penn- 
sylvania, January 25, 1978., 79-16535 

Hazardous waste i : @ Citizen‘’s 
overview., 79-22513 

Hazards of children’s products., 79-21250 

Hazards of rotating propeller and helicopter 
rotor blades., 79-15715 

HCFA telephone directory., 79-20465 

HDS information systems strategy., 79- 
13765 

He will lift up his head., 79-4230 

Head-end collision of Louisville and Nash- 
ville Railroad local freight train and yard 
train at Florence, Alabama, September 
18, 1978., 79-14209 

Head Start newsletter., 79-1140 

Headquarters telephone directory, 

Headset, 
79-19710 

Health : a selected list of books that have 
appeared in Talking book topics and 
Braille book review., 79-20906 

Health and medicine : memorandum of un- 
derstanding between the United States of 
America and Italy, signed at Rome, No- 
vember 21, 1977., 79-17154 

Health and safety aspects of soldering and 
brazing., 79-8067 

Health and safety aspects of the use of me- 
chanically deboned poultry /, 79-16143 

Health and safety guide for highway and 
street construction., 79-8068 

Health and safety guide for highway and 
street construction : a manual of recom- 
mended practice., 79-8061 

Health and safety guide for manufacturers 
of woodworking machinery., 79-18304 

Health and safety guide for masonry, 
stonework, tilesetting, insulation, and 
plastering contractors /, 79-9976 

Health and safety guide for oil and gas well 
drilling and servicing., 79-8069 

Health and safety guide for public ware- 
housing., 79-9977 

Health and safety guide for the commercial 
roofing industry., 79-8070 

Health and Safety Laboratory environmen- 
tal quarterly, 79-793 
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Health aspects of pesticides: abstract bulle- 
tin, 79-847 

Health assistance for low-income children : 
hearing before the Subcommittee on 
Health of the Committee on Finance, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1204 ... June 25, 
1979., 79-21513 

Health care cost containment and other 
proposals., 79-12352 

Health care costs : hearing before the Sub- 
committee on Health of the Committee 
on Finance, United States Senate, Ninety- 
fifth Congress, second session, February 
13, 1978., 79-8875 

Health Care Financing Administration rul- 
ings on medicare, medicaid, professional 
standards review and related matters., 
79-11731 

Health care for older Americans : the ”al- 
ternatives“ issue : hearing before the Spe- 
cial Committee on Aging, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 79-12288 

Health care in correctional institutions : 
manual /, 79-13995 

Health care in correctional institutions : 
participant‘s handbook /, 79-13994 

Health care problems of the elderly in New 
Jersey : hearing before the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, February 13, 1978, Union, N.J., 
79-8739 

Health career opportunity grants for the 
disadvantaged /, 79-6058 

Health careers guidebook /, 79-22976 

Health careers without a college degree /, 
79-8297 

Health cost containment : hearings before 
the Subcommittee on Health of the Com- 
mittee on Finance, United States Senate, 
Ninety-sixth Congress, first session, on S. 
505 ... S. 570 ... March 13 and 14, 1979., 
79-21512 

Health differentials between white and non- 
white Americans., 79-21670 

Health education: prevention training for 
professional /, 79-8080 

Health effects of a wastewater treatment 
system /, 79-7785 

Health effects of aerosols emitted from an 
activated sludge plant /, 79-20099 

Health effects of consumption of renovated 
water : chemistry and cytotoxicity /, 
79-18147 

Health effects of human exposure to barium 
in drinking water /, 79-11461 

Health hazard evaluation program needs 
improvement : report to the Congress /, 
79-11526 

Health hazards of asbestos /, 79-14023 

Health hazards of chromate pigments and 
paints hexavalent chromium /, 79- 
14024 

Health hazards of inorganic arsenic /, 79- 
14022 
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Health hazards of roofing materials : coal- 
tar-pitch and asphalt /, 79-14026 

Health implications of paraquat-contaminat- 
ed marihuana : hearing before the Select 
Committee on Narcotics Abuse and Con- 
trol, House of Representatives, Ninety- 
sixth Congress, first session, June 28, 
1979., 79-23433 

Health information and health promotion 
authorization : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 3125 and H.R. 3038 ... 
March 21, 1979., 79-15896 

Health information for international travel, 
79-1117, 79-4373, 79-16770 

Health insurance proposals : materials pre- 
sented to the Committee on Finance, 
United States Senate, Russell B. Long, 
chairman., 79-23376 

Health maintenance organization amend- 
ments of 1978 : conference report to ac- 
company S. 2534., 79-3309 

Health maintenance organization amend- 
ments of 1978 : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ..., June 30, 1978., 79-3092 

Health maintenance organizations : Federal 
financing is adequate but HEW must con- 
tinue improving program management : 
report to the Congress /, 79-20171 

Health maintenance organizations : hearing 
before the Subcommittee on Compensa- 
tion and Employee Benefits of the Com- 
mittee on Post Office and Civil Service, 
House of Representatives, Ninety-fifth 
Congress, second sesson, August 16, 
1978., 79-10555 

Health maintenance organizations annual 
report the Congress, 79-7971 

Health manpower planning : a comparative 
study in four countries., 79-6067 

The health of the scientific and technical 
enterprise : an Advisory Panel report to 
the Office of Technology Assessment /, 
79-6584 

Health people the Surgeon General‘s 
report on health promotion and disease 
prevention : background papers /, 79- 
16690 

Health planning., 79-348 

Health planning amendments of 1978 : hear- 
ings before the Subcommittee on Health 
and Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 2410..., 79-5090 

Health planning amendments of 1979 
report together with minority views to 
accompany S. 544., 79-19036 

Health planning and resources development 
act of 1974., 79-20424 
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Health planning and resources development 
amendments of 1979 : conference report 
to accompany S. 544., 79-21842 

Health planning and resources development 
amendments of 1979 : hearings before the 
Subcommittee on Health and the Envi- 
ronment of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 3041 ... H.R. 3167 ... 
March 28 and 29, 1979., 79-17505 

Health planning and resources development 
amendments of 1979 : report /, 79-15956 

Health planning and resources development 
amendments, 1979 : conference report to 
accompany S. 544., 79-23490 

The health planning guidelines controversy 
: a report from Iowa and Texas : health 
resources studies /, 79-8032 

Health planning reports subject index., 
11680 

Health professionals., 79-14708 

Health professions schools. Selected enroll- 
ment data., 79-9964 

Health resources news., 79-1111 

Health service areas designated under the 
National Health Planning and Resources 
Development Act of 1974., 79-8029 

Health services : agreement between the 
United States of America and Haiti, 
signed at Port-au-Prince, August 30, 
1977., 79-12086 

Health Services Administration : Bureau of 
Community Health Services, Indian 
Health Service, Bureau of Medical Serv- 
ices., 79-20406 

Health Services Administration. safe prac- 
tices., 79-2532 

Health services amendments of 1978 : hear- 
ings before the Subcommittee on Health 
and the Environment of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session on H.R. 10553 
.. February 21, 22, and 23, 1978., 79- 
3090 

Health services extension act of 1978 : hear- 
ings before the Subcommittee on Health 
and Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion on S. 2474, to amend the Public 
health service act ..., February 9 and 
March 1, 1978., 79-3083 

Health services reports, 79-1108 

Health services research and health statis- 
tics amendments of 1978 : hearings before 
the Subcommittee on Health and Envi- 
ronment of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ... April 26, 27, and 28, 1978., 
79-5096 

Health services research, health statistics, 
and health care technology act : report /, 
79-3167 
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January — December 1979 Hearings on congressional procedures : hearings before the Subcommittee on the 


Health services research, health statistics, 
and health care technology act of 1978 : 
conference report to accompany S. 2466., 
79-6901 

Health spas : 16 CFR part 443, public 
record 215-50 : report of the presiding 
officer on proposed trade regulation rule., 
79-16557 

Health statistics plan., 79-18245 

Health statistics report, fiscal year 1978., 
79-13660 

Health status of children : a review of sur- 
veys, 1963-1972 /, 79-8027 

Health systems agencies, state health plan- 
ning and development agencies, statewide 
health coordinating councils, 79-4354 

Health, United States., 79-11637 

Health, United States, 1978., 79-13716 

Health womenpower : attaining greater in- 
fluence of women in the health care 
system : a report of a regional confer- 
ence, October 13-14, 1977, New York 
City /, 79-18297 

Healthy people : the Surgeon General's 
report on health promotion and disease 
prevention., 79-16689 

A healthy start ... fluoride tables for chil- 
dren in preschool programs., 79-8001 

Hearing aid handbook of measurement, 
79-14292 

Hearing aid industry : staff report with ap- 
pendices A and B : final report to the 
Federal Trade Commission and proposed 
trade regulation rule (16 CFR part 440)., 
79-5934 

Hearing aid industry staff report., 
13493 

Hearing aid performance measurement data 
and hearing aid selection procedures, 
79-14292 

Hearing aids selected., 79-10313 

Hearing aids selected for issue to veterans, 
79-10313 

Hearing and hearing disability., 
79-22598 

Hearing before the United States Commis- 
sion on Civil Rights : age discrimination 
in Federally-assisted programs : hearing 
held in Washington, D.C., September 26- 
28, 1977., 79-1854, 79-5664 

Hearing before the United States Commis- 
sion on Civil Rights : American Indian 
issues in the State of South Dakota : 
hearing held in Rapid City, South 
Dakota, July 27-28, 1978., 79-22282 

Hearing before the United States Commis- 
sion on Civil Rights : American Indian 
issues in the State of Washington : hear- 
ing held in Seattle, Washington, October 
19-20, 1977., 79-1853, 79-5665, 79- 
19621 

Hearing before the United States Commis- 
sion on Civil Rights : hearing held in Los 
Angeles, California, December 13-14, 
1976., 79-14764 


79- 


79-2457, 





Hearing before the United States Commis- 
sion on Civil Rights : immigration policy 
and procedure., 79-22283 

Hearing calendar, 79-575 

Hearing on H.R. 595 ... before the Sea- 
power and Strategic and Critical Materi- 
als Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-sixth Congress, first session, 
March 2, 1979., 79-14367 

Hearing on H.R. 1325 and H.R. 3385 ... and 
H.R. 3384 ... before the Seapower and 
Strategic and Critical Materials Subcom- 
mittee of the Committee on Armed Serv- 
ices, House of Representatives, Ninety- 
sixth Congress, first session, July 25, 
1979., 79-23329 

Hearing on H.R. 2154 ... before the Sea- 
power and Strategic and Critical Materi- 
als Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-sixth Congress, first session, 
February 23, 1979., 79-14366 

Hearing on H.R. 2576 (H.R. 3354) ... before 
the Investigations Subcommittee of the 
Committee on Armed Services, House of 
Representatives, Ninety-sixth Congress, 
first session, March 16, 1979., 79-14368 

Hearing on H.R. 6038 and H.R. 11687 ... 
before the Military Compensation Sub- 
committee of the Committee on Armed 
Forces, House of Representatives, 
Ninety-fifth Congress, second session, 
April 5, 1978., 79-3041 

Hearing on H.R. 10613, rates on sea pay, 
before the Military Compensation Sub- 
committee on the Committee on Armed 
Services, House of Representatives, 
Ninety-fifth Congress, second session, 
June 15, 1978., 79-8781 

Hearing on H.R. 13255, to approve the sale 
of certain naval vessels, and for other 
purposes, before the Seapower and Stra- 
tegic and Critical Materials Subcommit- 
tee of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, second session, July 13, 1978., 
79-6606 

Hearing on H.R. 13416 ... and H. Res. 1254 
... before the Military Personnel Subcom- 
mittee of the Committee on Armed Serv- 
ices, House of Representatives, Ninety- 
fifth Congress, second session, September 
26, 1978., 79-6610 

Hearing on operations of the Hale Koa 
Hotel before the Investigations Subcom- 
mittee of the Committee on Armed Serv- 
ices, House of Representatives, Ninety- 
fifth Congress, second session, December 
18, 1978., 79-10423 

Hearing on proposed relocation of the 
Board of Veterans Appeals : hearing 
before the Subcommittee on Special In- 
vestigations of the Committee on Veter- 
ans‘ Affairs, House of Representatives, 
Ninety-sixth Congress, first session, May 
22, 1979., 79-21653 
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Hearing on the Enforcer aircraft before the 
Research and Development Subcommit- 
tee of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, second session, June 22, 1978., 
79-8783 

Hearing on the proposed revision to the 
armed services exchange regulations 
before the Panel on Nonappropriated 
Fund Activities of the Investigations Sub- 
committee of the Committee on Armed 
Services, House of Representatives, 
Ninety-sixth Congress, first session, May 
31, 1979., 79-21432 

Hearing on Veterans geriatric health serv- 
ices act“, H.R. 2751 : hearing before the 
Subcommittee on Medical Facilities and 
Benefits of the Committee on Veterans‘ 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session, H.R. 
2751, May 3, 1979., 79-21649 

Hearing record of the public hearing on the 
draft environmental impact statement : 
Livermore site, Livermore, California /, 
79-22395 

Hearing to receive testimony on 
legislation, H.R. 1608, H.R. 2232, HLR. 
2233, and H.R. 2234 : hearings before the 
Subcommittee on Medical Facilities and 
Benefits of the Committee on Veterans‘ 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session, April 
9 and 10, 1979., 79-17547 

Hearings before and special reports made 
by Committee on Armed Services of the 
House of Representatives on subjects af- 
fecting the naval and military establish- 
ments, 1977, Ninety-fifth Congress, first 
session., 79-8777, 79-18894 

Hearings before the Committee on Agricul- 
ture, Nutrition, and Forestry and sub- 
committees, United States Senate., 79- 
14349 

Hearings before the Nonappropriated Fund 
Panel of the Investigations Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, first session, September 27, Oc- 
tober 5, 1977., 79-21429 

Hearings before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 15, to extend for five years cer- 
tain elementary, secondary, and other 
education programs ..., 79-5055 

Hearings by joint subcommittees on De- 
partment of Defense appropriations for 
1980 : hearings before subcommittees of 
the Committee on Appropriations, House 
of Representatives, Ninety-sixth Con- 
gress, first session., 79-21411 

Hearings on congressional procedures 
hearings before the Subcommittee on the 
Rules and Organization of the House of 
the Committee on Rules, House of Rep- 
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resentatives, Ninety-fifth Congress, 
second session ..., 79-9096 

Hearings on H.J. Res. 1002 ... H.R. 3532 ... 
H.R. 8471 ... H.R. 12498 ... before the 
Investigations Subcommittee of the Com- 
mittee on Armed Services, House of Rep- 
resentatives,  Ninety-fifth Congress, 
second session, June 21, 1978., 79-3035 

Hearings on H.R. 2121 (H.R. 3947) ... H.R. 
2122 (H.R. 2556) ... before Military In- 
stallations and Facilities Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-sixth 
Congress, first session ..... 79-17426 

Hearings on H.R. 2603 ... before the Pro- 
curement and Military Nuclear Systems 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-sixth Congress, first session 
wry 79-15847 

Hearings on H.R. 6237 ... and H.R. 11945 ... 
before the Investigations Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, second session, January 26 and 
August 9, 1978., 79-3042 

Hearings on H.R. 7161 ... and H.R. 3307 ... 
before the Military Personnel Subcom- 
mittee of the Committee on Armed Serv- 
ices, House of Representatives, Ninety- 
fifth Congress, second session, May 24, 
June 14, and July 11, 1978., 79-3036 

Hearings on H.R. 9785 ... before the Sea- 
power and Strategic and Critical Materi- 
als Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, June 28, 1978., 79-3037 

Hearings on H.R. 11072 (H.R. 12557) au- 
thorizing appropriations for fiscal year 
1979 for the Department of Energy 
(DOE) for conservation, development, 
and use of naval petroleum and oil shale 
reserves before the Seapower and Strate- 
gic and Critical Materials Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, second session, April 27, May 
1, 1978., 79-8779 

Hearings on House Concurrent Resolution 
84 : hearings before the Subcommittee on 
Postsecondary Education of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-sixth Congress, 
first session, on H. Con. Res. 84 ... April 
4 and 5, 1979., 79-23370 

Hearings on military posture and H.R. 1872 
(H.R. 4040) ... and H.R. 2575 (S. 429) ... 
before the Committee on Armed Serv- 
ices, House of Representatives, Ninety- 
sixth Congress, first session., 79-21430 

Hearings on military posture and H.R. 
10929 : Department of Defense authoriza- 
tion for appropriations for fiscal year 
1979 before the Committee on Armed 
Services, House of Representatives, 
Ninety-fifth Congress, second session., 
79-6605, 79-8778 
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10929, Department of Defense authoriza- 
tion for appropriations for fiscal year 
1979, before the Committee on Armed 
Services, House of Representatives, 
Ninety-fifth Congress, second session., 
79-5023 


Hearings on Office of Management and 


Budget circular A-109 major system ac- 
quisition policy before the Research and 
Development Subcommittee on the Com- 
mittee on Armed Services, House of Rep- 
resentatives, Ninety-fifth Congress ..., 
79-10418 


Hearings on proposals to amend GI bill and 


review of the program : hearing before 
the Subcommittee on Education, Train- 
ing, and Employment of the Committee 
on Veterans‘ Affairs, House of Repre- 
sentatives, Ninety-sixth Congress, (first 
session ... March 28, 1979., 79-21650 


Hearings on review of the policy decision 


to withdraw United States ground forces 
from Korea before the Investigations 
Subcommittee, also the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first and 
second sessions ..., 79-3034 


Hearings on S. 274, unionization of military 


personnel, before the Investigations Sub- 
committee of the Committee on Armed 
Services, House of Representatives, 
Ninety-fifth Congress, first session ..., 
79-6604 


Hearings on service academies‘ honor code 


before the Military Personnel Subcom- 
mittee of Armed Services, House of Rep- 
resentatives, Ninety-fifth Congress, first 
and second session, including reports by 
the service academies on the Borman 
Commission study, October 5, 6, 1977, 
August 1, 1978., 79-3038 


Hearings on the creation of a Federal 


boxing board : hearings before the Sub- 
committee on Labor Standards of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 2726 ... 
March 28, 29, and April 3, 1979., 79- 
23366 


Hearings on the Navy proposal to modify 


SSN-688 contracts with the General Dy- 
namics Corp. (Electric Boat Division) 
and LHA and DD-963 contracts with 
Litton Industries, Inc./Litton Systems, 
Inc. (Ingalls Shipbuilding Division /, 
79-5024 


Hearings on the Veterans‘ Administration 


budget for fiscal year 1979 : hearings 
before the Committee on Veterans‘ Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session, February 28 
and March 1, 1979., 79-17543 


Hearings on the Veterans‘ Administration 


vocational rehabilitation program : hear- 
ing before the Subcommittee on Educa- 
tion, Training, and Employment of the 
Committee on Veterans‘ Affairs, House 
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of Representatives, Ninety-sixth Con- 
gress, first session, H.R. 4117, April 3, 
1979., 79-17548 

Hearings on VA specially adapted housing 
grant and the eligibility requirements for 
VA home loans of veterans of the Viet- 
nam era : hearing before the Subcommit- 
tee on Housing of the Committee on Vet- 
erans‘ Affairs, House of Representatives, 
Ninety-fifth Congress, second session ... 
February 21, 1978., 79-9144 

Hearings on Veterans Administration con- 
ventional home loan guaranty and mobile 
home loan guaranty program : hearing 
before the Subcommittee on Housing of 
the Committee on Veterans‘ Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, regarding H.R. 
10268 and H.R. 11009, March 22, 1978., 
79-12420 

Hearings on Veterans‘ Administration loans 
for purchase and installation of solar 
energy generating equipment for residen- 
tial use : hearing before the Subcommit- 
tee on Housing of the Committee on Vet- 
erans‘ Affairs, House of Representatives, 
Ninety-fifth Congress, first sesson, Sep- 
tember 28, 1977., 79-9146 

Hearings to receive legislative recommen- 
dations on H.R. 2282, H.R. 407, and 
other bills : hearing before the Subcom- 
mittee on Compensation, Pension, Insur- 
ance, and Memorial Affairs of the Com- 
mittee on Veterans‘ Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session, March 21, 1979., 79-21652 

Hearings to review the Veterans Adminis- 
tration marker program : hearing before 
the Subcommittee on Cemeteries and 
Burial Benefits of the Committee on Vet- 
erans‘ Affairs, House of Representatives, 
Ninety-fifth Congress, second session ... 
H.R. 12732 and H.R. 4538, July 26, 1978., 
79-3132 

Heart and circulatory system., 79-16626 

Heat and water transport properties in coni- 
fer duff and humus /, 79-19127 

Heat exchanger @esign for desalination 
plants : review of the Office of Saline 
Water Reserch and Development Pro- 
gram /, 79-19914 

Heat exchanger, fluid /, 79-7367, 79- 
14793 

Heat exchanger method, ingot casting, fixed 
abrasive method, multi-wire slicing 
phase II silicon sheet growth develop- 
ment for the large area sheet task of the 
low cost silicon array project., 79-2209, 
79-11194 

Heat exhanger-ingot casting/slicing process 
: Silicon sheet growth development for 
the large area silicon sheet task of the 
low cost silicon solar array project., 79- 
9704 

Heat pipe central solar receiver., 79-9642 

Heat pumps., 79-19846 





January — December 1979 


Heat transfer distributions induced by 
elevon deflections on swept wings and 
adjacent surfaces at Mach 6 /, 79-11950 

Heat transfer in a fluidized counter current 
bed : interim report for the period July 
1977-Nov. 1977 /, 79-5864 

Heat transfer modeling and analytical 
quenching of a powder metallurgy tur- 
bine disk during heat treatment /, 79- 
9593 

Heat transfer studies in salt and granite /, 
79-13270 

Heating elements, electrical, immersion, and 
nonimmersion., 79-1943 

Heating equipment, expect electric, SIC 
3433., 79-22036 

Heating of field-reversed plasma rings esti- 
mated with two scaling models /, 79- 
7698 

Heating oils, 1976 /, 79-11492 

Heating oils, 1978 /, 79-13077 
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Heavy methane-SFetracer test conducted at 
the Savannah River plant, December 10, 
1975., 79-11214 

Hebo planning unit., 79-7204 

HEDL magnetic fusion energy programs 
progress report : July-September 1977 /, 
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tenance capability /, 79-5794 

Helicopter drive system on-condition main- 
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79-6329 

Helpful information sources., 

Helping smokers quit 
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ment of Health, Education, and Welfare., 
79-960 

HEW support for universities and colleges, 
medical and other health professional 
schools, research centers and hospitals /, 
79-15247 

HIA hazard analysis report, unvented gas 
space heaters., 79-12233 

High altitude instrument approach proce- 
dures. Northeast United States., 79-662 

High altitude instrument approach proce- 
dures. Northwest United States., 79-663 

High altitude instrument approach proce- 
dures. Southeast United States., 79-664, 
79-665 

High Altitude Pollution Program Scientific 
Advisory Committee., 79-21169 

High altitude pollution program strato- 
spheric measurement system feasibility 
study /, 79-4898 

High angle canard missile test in the Ames 
11-foot transonic wind tunnel /, 79-2726 

High blood pressure month kit., 79-7990 

High COP heat pump : phase I results /, 
79-14941 

High court of American Samoa appeals aci 
: report to accompany S. 2793., 79-9403 

High efficiency, long life terrestrial solar 
panel., 79-2218, 79-7612 

High energy physicists & graduate students 
: 1978 census /, 79-5830 

High energy physics : the ultimate structure 
of matter and enegy., 79-17898 

High-fire-risk behavior in critical fire areas 
/, 79-9443 

High flux isotope reactor quarterly report / 
, 79-19919 

High heat flux actively cooled honeycomb 
sandwich structural panel for a hyper- 
sonic aircraft /, 79-14053 

High income tax returns., 79-12120 

High level waste repository site suitability 
study /, 79-21325 

A high magnetic field MHD generator pro- 
gram /, 79-13169, 79-17961, 79-17962 

High mass flux coal gasifier extended run 
operations phase II program., 79-11233, 
79-17950, 79-17951 

High-performance batteries for stationary 
energy storage and electric-vehicle pro- 
pulsion., 79-13037 

High performance computer systems /, 
79-19976 

High pressure tokamaks /, 79-7655 


Page 1-889 


79-9902 





A high-presure premixed flat-flame burner for chemical process studies / 


A high-presure premixed flat-flame burner 
for chemical process studies /, 79-18661 

High school self-study program., 79-11925 

High school ‘77 : a survey of public second- 
ary school principals /, 79-9919 

High seas storm information service : plain 
language voice weather broadcasts by 
time and frequency radio stations WWV, 
Ft. Collins, Colorado, WWVH, Kauai, 
Hawaii., 79-22256 

High-temperature gas-cooled reactor base- 
technology program /, 79-18064 

High-temperature gas-cooled reactor fuel 
recycle development /, 79-18065 

High temperature technology program /, 
79-17945 

High temperature turbine technology pro- 
gram : phase I., 79-16438 

High temperature turbine technology pro- 
gram : phase 1., 79-5849, 79-7633, 79- 
7634 

High temperature turbine technology pro- 
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75, near Tifton, Georgia, April 11, 1978., 
79-18766 

Highway accident report : overturn of Ross 
Ambulance Service ambulance, State 
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turn and fire, State Route 11, Beattyville, 
Kentucky, September 24, 1977., 79- 
14211 

Highway advisory radio operational site 
survey and broadcast equipment guide /, 
79-23118 

Highway air quality impact appraisals /, 
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Hot dry Rock geothermal energy develop- 
ment project : annual report, fiscal year 
1977 /, 79-11278 

Hot forming of silicon sheet, silicon sheet 
growth development for the large area 
silicon sheet task of the low cost silicon 
solar array project /, 79-9665 

Hot Low BTU producer gas desulfurization 
in fixed bed of iron oxide-fly ash /, 79- 
5865 

Hot-rolling metals in vacuum /, 79-18534 

Hourly precipitation data, Alabama., 79- 
419 

Hourly precipitation data, Arizona., 
420 

Hourly precipitation data, Arkansas., 
421 

Hourly precipitation data, California., 
422 


79- 
79- 
79- 
Hourly precipitation data, Colorado., 79- 
423 
Hourly precipitation data, Florida., 
Hourly precipitation data, Georgia., 
425 
Hourly precipitation data, Hawaii., 
Hourly precipitation data, Idaho., 
Hourly precipitation data, Illinois., 79-428 
Hourly precipitation data, Indiana., 79-429 
Hourly precipitation data, Iowa., 79-430 
Hourly precipitation data, Kansas., 79-431 
Hourly precipitation data, Kentucky., 79- 
432 


79-424 
79- 


79-426 
79-427 


Hourly precipitation data, Louisiana., 
433 

Hourly precipitation data, Maryland 
Delaware., 79-434 

Hourly precipitation data, Michigan., 
435 


Hourly precipitation data, Minnesota., 
436 


Hourly precipitation data, Mississippi., 
437 


Hourly precipitation data, Missouri., 
438 

Hourly precipitation data, Montana., 
439 

Hourly precipitation data, Nebraska., 
440 


Hourly precipitation data, Nevada., 79-441 

Hourly precipitation data, New England., 
79-442 

Hourly precipitation data, New Jersey., 
79-443 


Hourly precipitation data, New Mexico., 
79-444 


Hourly precipitation data, New York., 79- 
445 


Hourly precipitation data, North Carolina., 


79-446 
Hourly precipitation data, North Dakota., 
19-447 


Page I-892 





Hourly precipitation data, Ohio., 79-448 
Hourly precipitation data, Oklahoma., 79- 
449 


Hourly precipitation data, Oregon., 79-450 

Hourly precipitation data, Pennsylvania., 
79-451 

Hourly precipitation data, Puerto Rico., 


Hourly precipitation data, South Carolina., 
79-452 

Hourly precipitation data, South Dakota., 
79-453 

Hourly precipitation data, Tennessee., 
454 

Hourly precipitation data, Texas., 79-455 

Hourly precipitation data, Utah., 79-456 

Hourly precipitation data, Virginia. 79- 
457 


79- 


Hourly precipitation data, Washington., 
79-458 

Hourly precipitation data, West Virginia., 
79-459 

Hourly precipitation data, Wisconsin., 79- 
460 

Hourly precipitation data, Wyoming., 79- 
461 


Hours of duty, pay, and leave, annotated, 
79-614 

House journal, 79-10316 

House of Representatives, Committee on 
Appropriations views and estimates on 
the budget proposed., 79-12298, 79- 
12299 

House slippers, SIC 3142., 79-19316 

Housefurnishings, N.E.C., SIC 2392., 
19263 

Household and family 
March 1977, 79-3573 

Household and family 
March 1978, 79-16170 

Household appliances, N.E.C., SIC 3639., 
79-22077 

Household cooking equipment, SIC 3631., 
79-22072 

Household energy conservation 
study : final report., 79-2199 

Household expenditure patterns in the 
United States /, 79-12558 

Household food consumption patterns in 
the United States /, 79-7146 

Household furnishings., 79-5713 

Household furniture, N.E.C., SIC 2519., 
79-21991 

Household laundry equipment, SIC 3633., 
79-22074 

Household mobility in urban homesteading 
neighborhoods, implications for displace- 
ment /, 79-20488 

Household refrigerators and freezers, SIC 
3632., 79-22073 

Household-sector economic accounts /, 
79-2397 

Household survey of oral prescription 
drugs., 79-23226 

Household survey II., 


Do not order from index; see indicated entry 


79- 
characteristics, 


characteristics: 


system 


79-23226 





Title Index 


Household survey III., 79-23227 

Household vaccum cleansers, SIC 3635., 
79-19406 

Households and families by type, March 
1978, advance report, 79-3574 

Housing abandonment : a national problem 
needing new approaches : report to the 
Congress /, 79-2401 

Housing aid for the elderly., 79-18387 

Housing allowance program., 79-20475 

Housing and community development 
amendments of 1978 : [an act to amend 
and extend certain Federal laws relating 
to housing, community, and neighbor- 
hood development and preservation, and 
related programs, and for other pur- 
posesf., 79-7053 

Housing and community development 
amendments of 1979 : hearings before the 
Subcommittee on Housing and Communi- 
ty Development of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session., 79-15858 

Housing and community development 
amendments of 1979 : report of the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, to accom- 
pany S. 1149 together with additional 
views., 79-16039 

Housing and community development 
amendments of 1979 : report together 
with additional, minority, dissenting, and 
supplemental views to accompany H.R. 
3875., 79-17585 

Housing and planning references., 79-1156 

Housing and urban affairs : memorandum of 
understanding between the United States 
of America and Canada, signed at 
Ottawa, June 28, 1977., 79-4773 

Housing and urban development, 79-6002, 
79-7919, 79-16649, 79-16650, 79- 
20260, 79-20261 

Housing and urban development in Colom- 
bia., 79-6114 

Housing and urban development trends., 
79-1153 

Housing authorization legislation : hearings 
before the Subcommittee on Housing and 
Urban Affairs of the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, first 
session, on S. 593 ... S. 745 ... S. 740 ... 
and related bills, April 10, 24, and May 1, 
1979., 79-21454 

Housing authorized by building permits and 
public contracts., 79-283 

Housing authorized by building permits and 
public contracts: individual places, 79- 
283, 79-19489 

Housing authorized by building permits and 
public contracts: states and selected met- 
ropolitan areas, 79-283, 79-19489 

Housing characteristics., 79-279 

Housing characteristics of older Americans 
in the United States., 79-22700 





January — December 1979 HUD*‘s 312 low interest direct government rehabilitation loan program : hearing 


Housing characteristics of recent movers, 
79-16196 
Housing completions., 79-288 


Housing costs and inflation hearings 


before the Committee on the Budget, 
United States Senate, Ninety-fifth Con- 
gress, second session, July 14, 1978., 
5040 


79- 


Housing credit : a rural-urban comparison / 
, 79-12658 

Housing for all under law : new directions 
in housing, land use, and planning law /, 
79-8142 

Housing for low-income families : agree- 
ment between the United States of Amer- 
ica and Portugal, signed at Lisbon, 
March 4, 1977., 79-21037 

Housing for the elderly and handicapped : 
the experience of the Section 202 pro- 
gram from 1959 to 1977., 79-8137 

Housing for the elderly and the handi- 
capped (Section 202)., 79-18389 

Housing loan guaranty : agreement between 
the United States of America and Para- 
guay, signed at Asuncion August 15, 
1977., 79-8448 

Housing outlook for 1979 : hearing before 
the Subcommittee on Housing and Urban 
Affairs of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... December 22, 1978., 
79-14380 

Housing references, 79-1156 

Housing regulations., 79-6107, 79-6108, 
79-16813 

Housing starts., 79-281 

Housing statistics, 79-1153 

Housing units authorized by building per- 
mits and public contracts, 79-283, 79- 
19489 

Housing units authorized for demolition in 
permit-issuing places., 79-19490 

Housing, urban and rural development., 
79-4209 

Housing vacancies., 79-278 

Housing vacancies. Vacancy rates and char- 
acteristics of housing in the United 
States: annual statistics., 79-12696 

Houston : public attitudes about crime., 
79-18582 

Houston, Texas, metropolitan area, 79- 
22965 

How a bill becomes a law to conserve 
energy : grades 9, 11, 12 /, 79-22384 

How can GSA help you?, 79-7891 

How can workplace injuries be prevented? : 
the answers may be in OSHA files : 
report to the Congress /, 79-15103 

How different sports rate in promoting 
physical fitness., 79-4272 

How effective is the Coast Guard in carry- 
ing out its commercial vessel safety re- 
sponsibilities? : report to the Congress /, 
79-15075 





How long does it take Conrail to process 
protected employees‘ claims under the 
1973 Regional Rail Reorganization act? : 
report by the Comptroller General of the 
United States., 79-2403 

How onions are marketed /, 79-10677 

How the Fair labor standards act applies to 
domestic service workers /, 79-17040 

How to apply for and retain exempt status 
for your organization /, 79-8520 

How to buy lamb /, 79-16087 

How to do business with HEW., 79-20272 

How to donate the body or its organs for 
transplantation, medical education, and 
research., 79-7979 

How to extract and characterize dehydro- 
genases from woody plants /, 79-1748 

How to identify and control leaf rust of 
poplar and larch /, 79-7198 

How to identify and control Rhizosphaera 
needlecast /, 79-16118 

How to identify and control the sugar 
maple borer /, 79-7170 

How to identify and control the walnut cat- 
erpillar /, 79-7199 

How to identify butternut canker /, 79- 
16117 

How to identify scleroderris canker /, 79- 
16119 

How to install insulation for ceilings., 
21940 

How to investigate the copyright status of a 
work., 79-6276 

How to keep your family‘s health records., 
79-8031 

How to open and maintain a deposit ac- 
count in the Copyright Office., 79-18616 

How to plan a shooting field in the North- 
east and Corn Belt /, 79-12554 

How to save gasoline and money /, 79- 
13024 

How to save money by saving energy., 
79-5832 

How to save money by using less electric- 
ity, natural gas, and water : a do-it-your- 
self guide., 79-22383 

How to sell to the Department of Defense., 
79-4167, 79-20192 

How to use pheromone traps to determine 
outbreak potential., 79-21855 

How to use the Central Files., 79-11384 

How to use the flight planner., 79-2913 

How to write position descriptions under 
the factor evaluation system., 79-3706 

How we help., 79-20483 

How well are we housed? /, 79-20479, 
79-20480, 79-20481, 79-20482 

How WIC helps : eating for you & your 
baby., 79-10663 

Howser House : historical and architectural 
data : Kings Mountain National Military 
Park, South Carolina /, 79-13929 

HRA, HSA, CDC, ADAMHA public advi- 
sory committees: authority structure 
functions members, 79-1110 


Do not order from index; see indicated entry 


79- 





HRA, HSA, CDC, OASH, ADAMHA 
public advisory committees: authority 
structure functions, members., 79-1110 

HTGR fuel recycle development program., 
79-13228 

HTGR fuel recycle program., 79-11248 

HTGR fuels and core development pro- 
gram., 79-11249 

HTGR generic technology program safety, 
systems and component design and devel- 
opment /, 79-13229 

HUD. assisted housing maintenance hand- 
book, safety., 79-11758 

HUD attorneys‘ fees : hearing before the 
Subcommittee on the Constitution of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 571 ... April 10, 
1978., 79-10545 

HUD awards $1.4 million for passive solar 
heating designs., 79-20536 

HUD capacity-building demonstration pro- 
gram., 79-8135 

HUD challenge, 79-1160 

HUD cycle 4 and 4A solar residential pro- 
jects., 79-20494 

HUD-Independent agencies appropriations, 
1978., 79-21420 

Hud-ind dent agencies appropriations, 
1979 (H.R. 12936), 79-3033, 79-12311 

HUD-Independent agencies appropriations, 
1980., 79-17419, 79-21421 

HUD intermediate minimum property 
standards supplement, solar heating and 
domestic hot water systems, 79-1152 

HUD international information series., 
1161 

HUD library recent acquisitions., 

HUD newsletter., 79-1155 

HUD programs that can help the handi- 
capped., 79-13769 

HUD/PTI public facility 
gram., 79-22715 

HUD residental solar viability program., 
79-22709 

HUD solar status : installing solar : training 
expands to meet the need., 79-10008 

HUD statistical yearbook, 79-8151 

HUD weekly news summary., 79-1154 

HUD‘s FHA section 223(f) mortgage refi- 
nancing insurance program for multifam- 
ily buildings : hearing before a subcom- 
mittee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, second session, 
October 3, 1978., 79-12363 

HUD'‘s Office of Neighborhood Develop- 
ment., 79-20489 

HUD's troubled housing projects : hearing 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, September 26, 1978., 79- 
14417 

HUD'‘s 312 low interest direct government 
rehabilitation loan program hearing 


Page 1-893 


79- 


79-1158 


location pro- 





HUD‘s 312 low interest direct government rehabilitation loan program : hearing 


before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, October 5, 1978., 79- 
12362 

Human and physical factors affecting colli- 
sions, rammings, and groundings on west- 
ern rivers and Gulf intracoastal water- 
ways /, 79-21214 

Human factors implications of MICV OT II 
for infantry fighting vehicle (IFV) devel- 
opment /, 79-12916 

Human factors requirements for fingertip 
reach controls /, 79-4930 

Human factors requirements for real-time 
motorist information displays /, 79- 
14218 

Human health damages from mobile source 
air pollution /, 79-2369 

Human health effects of molybdenum in 
drinking water /, 79-11462 

Human methods of livestocks slaughter : 
hearing before the Subcommittee on Ag- 
ricultural Research and General Legisla- 
tion of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 3092 ... June 15, 1978., 79- 
5010 

Human resource factors and performance 
relationships in nuclear missile handling 
tasks /, 79-12977 

Human resources as engineering design cri- 
teria /, 79-7537 

Human rights and U.S. foreign policy., 
8394 

Human rights conditions in selected coun- 
tries and the U.S. response /, 79-9004 

Human rights in the Dominican Republic : 
the 1978 Presidential elections : hearing 
before the Subcommittee on International 
Organizations of the Committee on Inter- 
national Relations, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, May 23, 1978., 79-9001 

Human rights in the Philippines, recent de- 
velopments : hearing before the Subcom- 
mittee on International Organizations of 
the Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, April 27, 1978., 
79-5116 

Human viruses in the aquatic environment : 
a status report with emphasis on the EPA 
research program : report to Congress /, 
79-22510 

Humanities., 79-1418 

Humphrey-Hawkins and the fiscal year 
1979 budget : hearings before the Task 
Force on Distributive Impacts of Budget 
and Economic Policies of the Committee 
on the Budget, House of Representatives, 
Ninety-fifth Congress, second session, 
February 21 and March 22, 1978., 79- 
8811 

Hungarian Socialist Workers‘ Party., 
18711 


79- 


79- 


Page I-894 





Huntsville, 
79-20858 

Hurricanes, Florida and you., 79-12766 

Hybrid computer program for three-dimen- 
sional heat transfer from a discrete 
source., 79-7660 

Hybrid microelectronics for low-noise hy- 
drophones., 79-11086 

Hybrid poplar on two anthracite coal-mine 
spoils : 10-year results /, 79-9458 

Hybrid poplar pulpwood and lumber from 
a reclaimed strip-mine /, 79-16110 

Hybrid staging of geothermal energy con- 
version processes /, 79-19981 

Hydraulic simulation in instream flow stud- 
ies : theory and techniques /, 79-4576 

Hydraulics and dynamics of New Corpus 
Christi pass, Texas : a case history, 1973- 
75 /, 79-3822 

Hydraulics and dynamics of North Inlet, 
South Carolina, 1974-75 /, 79-3823 

Hydraulics of Great Lakes inlets /, 79- 
5760 

Hydraulics of the Atchafalaya main channel 
system : consideration from a multiuse 
management standpoint /, 79-22555 

Hydrilla : a water weed menace., 79-14342 

Hydrochemical influences on the fishery 
within the phosphate mining area of east- 
ern Idaho /, 79-21876 

Hydrodiagnostics upgrade program., 
13377 

Hydrodynamic air lubricated compliant sur- 
face bearing for an automotive gas tur- 
bine engine /, 79-17915 

Hydrodynamic modeling of fluidized-bed 
gasifiers and combustors /, 79-7695 

Hydrodynamics of three-phase fluidized 
beds /, 79-18055 

Hydroelectric plant construction cost and 
annual production expenses. Annual sup- 
plement., 79-4058, 79-11388 

Hydroelectric power evaluation., 79-22498 

Hydrofluidic servoactuator development /, 
79-5800 

Hydrogasifier development for the hydrane 
process., 79-13190, 79-17974 

Hydrogen bonding in asphaltenes and coal., 
79-14873 

Hydrogen bonding in asphaltenes and coal : 
final report /, 79-3980 

Hydrogen pellet fueling experiment on the 
ISX-A tokamak /, 79-14979 

Hydrologic data for experimental agricul- 
tural watersheds in the United States., 
79-19080 

Hydrologic data for urban studies in the 
Austin, Texas metropolitan area, 79- 
8248 

Hydrology and geochemistry of thermal 
springs of the Appalachians /, 79-22897 

Hydrolysis of iron from acidic liquors /, 
79-2357 

Hydrophone preamplifier optimization 
hybrid microelectronics for low-noise hy- 
drophones /, 79-11086 


Alabama, metropolitan area, 


79- 


Do not order from index; see indicated entry 





Title Index 


Hydrophone preamplifier optimization 
prediction of hydrophone self-noise by a 
noise model /, 79-11073 

Hye Jin Wilder : report to accompany H.R. 
6801., 79-3452 

Hygroscopic chemicals and the formation 
of advection warm fog : a numerical sim- 
ulation /, 79-12016 

Hyperfiltration for renovation of composite 
waste water at eight textile finishing 
plants /, 79-9831 

Hyperlipoproteinemia /, 79-17074 

Hyperthermia as an antineoplastic treatment 
modality : proceedings of a symposium 
sponsored by Langley Research Center, 
Hampton, Virginia, and Eastern Virginia 
Medical School, Norfolk, Virginia, Janu- 
ary 28, 1978 /, 79-12023 


I 


”"I love my child but I need help...“ : how 
to develop a crisis nursery., 79-9994 

Ice blockage of water intakes /, 79-14319 

Ice breakers : nutrition education paper- 
pencil games., 79-3510 

Ice cream and frozen desserts, SIC 2024., 
79-19204 

Ice fog suppression using reinforced thin 
chemical films /, 79-13428 

Iceland, 79-14148 

An ichthyological survey of the Fly River 
in Papua, New Guinea with description 
of new species /, 79-8497 

ICSIS, information center services identifi- 
cation system., 79-20283 

IDA data availability., 79-5638 

Idaho : Bureau of Reclamation projects., 
79-20730 

Idaho exports., 79-16278 

Idaho geothermal project /, 79-16394 

Ideas, methods, or systems., 79-22985 

Ideas, plans, methods, or systems., 79-2690 

Identical bidding in public procurement; 
report of the Attorney General under Ex- 
ecutive order 10936., 79-4596 

Identification and control of honey bee dis- 
eases /, 79-3473 

Identification and evaluation of waterbone 
routes of exposure from other than food 
and drinking water /, 79-15037 

Identification and initial evaluation of irri- 
gation return flow models /, 79-2358 

Identification and registration marking, 
23134 

Identification of a methodology for project- 
ing short-term crude petroleum produc- 
tion in the United States /, 79-18102 

Identification of fecal indicator bacteria iso- 
lates from an ice-covered river /, 79- 
22538 

Identification of organic compounds in in- 
dustrial effluent discharges /, 79-15056 

Identification of probable automotive fuels 
composition : 1985-2000 : executive sum- 
mary /, 79-11274 


79- 





January — December 1979 Impact of SALT on U.S. military research and development : hearing before the 


Identification of probable automotive fuels 
composition, 1985-2000 /, 79-16447 

Identification of selected child-resistant clo- 
sures : (continuous thread, lug-bayonet, 
and snap closures) /, 79-23218 

Identification of unresolved safety issues re- 
lating to nuclear power plants : report to 
Congress., 79-12266 

Identification of unsafe driving actions and 
related countermeasures /, 79-14276 

Identifying and evaluating environmental 
impacts associated with timber harvest 
scheduling policies /, 79-16120 

IERC bulletin., 79-1193 

If Army helicopter maintenance is to be 
ready for wartime, it must be made effi- 
cient and effective in peacetime : report / 
» 79-15114 

If you become disabled., 79-2483 

IFR helicopter operations in the northeast 
corridor., 79-17241 

IFR off-airway routes, non part 95., 
4889 

IFR supplement, United States, 79-668, 
79-669, 79-670, 79-671 

Ignacio Industrial Park Unit 3, Marin 
County, California : regulatory permit by 
Jack West and Soiland and Associates., 
79-9580 

Igneous and metamorphic rocks of the Ser- 
pentine Hot Springs area, Seward Penin- 
sula, Alaska /, 79-13891 

ILL in situ coal gasification project /, 79- 
3985 

Illegal expenditure by the Army to replace 
laundry and drycleaning equipment 
report to the Congress /, 79-4153 

Illinois exports., 79-16279 

Illinois local government 
manual /, 79-15508 

Illinois 911 telephone planning manual /, 
79-15507 

Illustration of list sampling, 79-13963 

Illustrative projections of state populations 
by age, race, and sex: 1975 to 2000, 79- 
12670 

Illustrative projections of state populations, 
1975 to 2000, advance report, 79-3590 

Illustrative projections of world populations 
to the 21st century, 79-22115 

Image ability of collimators in nuclear 
medicine : supplementary collimator date 
for rectilinear scanners /, 79-11672 

Imaging ability of collimators in nuclear 
medicine /, 79-11671 

Imelda C. Jayag Potter : 
pany S. 579., 79-3261 

IMF supplementary financing facility : con- 
ference report to accompany H.R. 9214., 
79-3233 

Immigration and naturalization of adopted 
children : report to accompany H.R. 
12508., 79-3186 

Immigration issues in Hawaii : a report of 
the proceedings of a consultation con- 
ducted by the Hawaii Advisory Commit- 


79- 


911 planning 


report to accom- 





tee to the United States Commission on 
Civil Rights in Honolulu, Hawaii, August 
25, 1978., 79-22280 

Immigration, naturalization, and citizen- 
ship., 79-4171 

Immigration policy and procedure., 
22283 

Immigration to the United States : hearings 
before the Select Committee on Popula- 
tion, [House of Representatives}, Ninety- 
fifth Congress, second session., 79-10554 

Immunobiology and cancer, antibodies and 
humoral immunity., 79-1008 

Immunobiology and cancer, functional as- 
pects of cellular immunity., 79-1019 

Immunobiology and cancer, identification 
and characterization of immune cells., 
79-1021 

Immunobiology and cancer, the major his- 
tocompatibility complex., 79-1000 

Immunobiology and cancer, tumor-associat- 
ed antigens., 79-1003 

Immunofluorescence methods in virology /, 
79-11715 

Immunotherapy and clinical cancer immu- 
nology, 79-1062 

Impact assessment of water resource devel- 
opment activities : a dual matrix ap- 
proach /, 79-10101 

Impact evaluation in vocational education : 
the state of the art /, 79-11630 

Impact of advanced maintenance data and 
task oriented training technologies on 
maintenance, personnel, and training sys- 
tems /, 79-11108 

Impact of airline deregulation : hearings 
before the Subcommittee on Aviation of 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-sixth Congress, first session 
April 25 and 27, 1979., 79-21474 

Impact of alternative timber management 
policies an availability of forest land in 
the Northeast /, 79-19115 

Impact of beech bark disease on uneven-age 
management of a northern hardwood 
forest : 1952 to 1976 /, 79-5497 

Impact of building codes on housing reha- 
bilitation : hearing before the Committee 
on Banking, Housing and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... March 24, 1978., 
79-3046 

Impact of Cuban-Soviet ties in the Western 
Hemisphere : hearings before the Sub- 
commitee on Inter-American Affairs of 
the Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session ...., 79-9000 

Impact of electronic communications sys- 
tems on postal operations hearings 
before the Subcommittee on Postal Oper- 
ations and Services of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-fifth Congress, 
first session, April 6 and May 5, 1977., 
79-9080 


79- 


Do not order from index; see indicated entry 





Impact of Federal health programs on rural 
areas : hearings before the Subcommittee 
on Rural Development of the Committee 
on Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session, February 16, 1978, 
Hinton and Carlisle, lowa, February 17, 
1978, Jesup and Lisbon, Iowa., 79-8767 

Impact of fiscal year 79 budget request on 
New Jersey aging programs : hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety-fifth 
Congress, second session, April 1, 1978, 
Camden, N.J., 79-8734 

Impact of foreign investment in farmland : 
hearings before the Subcommittee on 
Family Farms, Rural Development, and 
Special Studies of the Committee on Ag- 
riculture, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 13128 and related bills, June 20 and 
July 19, 1978, Washington, D.C., July 28, 
1978, Ames, Iowa., 79-8751 

The impact of health system changes on the 
nation’s requirements for registered 
nurses in 1985 /, 79-4369 

Impact of inflation on the economy and 
small business, health care ; hearings 
before the Select Committee on Small 
Business, United States Senate, Ninety- 
fifth Congress, second session on 
August 18, and 21, 1978., 79-5151 

The impact of inorganic phosphates in the 
environment : final report /, 79-7719 

The impact of labor-management relations 
on productivity and efficiency in urban 
mass transit : final report /, 79-18756 

The impact of labor-management relations 
upon selected Federal personnel policies 
and practices : a survey and assessment /, 
79-12043 

Impact of motorcycle helmet 
Colorado /, 79-12219 

Impact of multilateral trade liberalization 
on U.S. labor., 79-21519 

Impact of natural gas prices on consumers : 
hearings before the Subcommittee on In- 
tergovernmental Relations of the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-sixth Congress, first 
session, on March 7, 1979, Washington, 
D.C., and March 10, 1979, Memphis, 
Tenn., 79-21563 

The impact of non-traditional students /, 
79-13650 

The impact of race on consumer food pur- 
chases /, 79-21932 

Impact of REALTRAIN and conventional 
combined arms exercises on participant 
morale /, 79-12914 

The impact of rising energy costs on older 
Americans : hearings before the Special 
Committee on Aging, United States 
Senate, Ninety-third Congress, second 
session ...., 79-17399 

Impact of SALT on U.S. military research 
and development : hearing before the 


usage in 


Page I-895 





Impact of SALT on U.S. military research and development : hearing before the 


Subcommittee on Research and Develop- 
ment of the Committee on Armed Serv- 
ices, United States Senate, Ninety-fifth 
Congr second session, June 8, 1978., 
79-21438 

Impact of section 14(i) of the Forest range- 
land renewable resources planning act 
amendments of 1976 on small loggers in 
the Great Lakes States : hearing before 
the Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session ... Phillips, Wis., 
July 5, 1978., 79-10586 

The impact of telecc ication on trans- 
portation demand through the year 2000 
/, 7179-21378 

Impact of the antitrust laws on the commer- 
cialization of solar heating and cooling /, 
79-22482 

Impact of the Ethics in government act : 
report /, 79-17497 

Impact of the fiscal year 1980 budget on 
the elderly : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, February 7, 1979., 79-21393 

Impact of the metal/nonmetal special acci- 
dent prevention program., 79-20899 

Impact of the new boomtowns: the lessons 
of Gillette and the Powder River Basin, 
79-4392 

Impact of the 1974 health care amendments 
to the NLRA on collective bargaining in 
the health care amendments /, 79-17007 

Impact of TSCA proposed premanufactur- 
ing notification requirements /, 79-7726 

Impact of water level changes on woody 
riparian and wetland communities /, 79- 
10100 

Impact on [i.e. oft heating oil rebate pro- 
posals on small business and consumers : 
hearing before the Subcommittee on 
Government Regulation and Small Busi- 
ness Advocacy of the Select Committee 
on Small Business, United States, Ninety- 
fifth Congress, first session ... June 28, 
1977., 79-21645 

Impact on product liability : hearings before 
the Select Committee on Small Business, 
United States Senate, Ninety-fourth Con- 
gress, second session ..., 79-14461 

The impact on small communities of motor 
carriage regulatory revision /, 79-3050 

Impact on the elderly of the fiscal year 
1979 budget : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, March 2, 1978., 79-8737 

Impact performance of safety eyecup gog- 
gles /, 79-20444 

Impact prediction manual for geothermal 
development /, 79-6213 

Impact reduction of Energy resources act 
of 1979 : hearing before the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-sixth Con- 


Page I-896 








gress, first session, on S. 967 ... April 30, 
1979., 79-17474 

Impact tests on fibrous composite sandwich 
structures /, 79-11964 

Impacts of power plant intake velocities on 
fish /, 79-20789 

Impacts of transmission lines on birds in 
flight : proceedings of a conference, Jan- 
uary 31—February 2, 1978, Oak Ridge 
Associated Universities, Oak Ridge, Ten- 
nessee /, 79-6207 

Impacts of transmission lines on birds in 
flight : proceedings of a workshop, Oak 
Ridge Associated Universities, Oak 
Ridge, Tennessee, 31 January-2 February 
1978 /, 79-6206 

Impartial observers of the forthcoming elec- 
tion in Rhodesia : report to accompany S. 
Con. Res. 8., 79-14596 

Impasse resolution in the Federal sector : 
the Federal Service Impasse Panel., 79- 
21282 

An impedance camera : a system for deter- 
mining the spatial variation of electrical 
conductivity /, 79-4006 

Imperial Beach, California design of struc- 
tures for beach erosion control : hydrau- 
lic model investigation, final report /, 
79-2085 

Impingement and entrainment of fishes at 
the Savannah River plant : an NPDES 
316b demonstration /, 79-2234 

Implementation and evaluation of a moving 
merge control system in Tampa /, 79- 
14219 

Implementation 
4864, 79-12172 

Implementation of agricultural salinity con- 
trol technology in Grand Valley /, 79- 
4075 


division activities, 79- 


Implementation of Public Law 95-87 : hear- 
ing before the Subcommittee on Public 
Lands and Resources of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session ... April 24, 1978., 
79-8857 

The implementation of state solar incentives 
: a preliminary assessment /, 79-18082 

The implementation of state solar incentives 
: land-use planning to ensure solar access 
/, 79-18083 

The implementation of state solar incentives 
: State testing and certification /, 79- 
16477 

The implementation of State solar incen- 
tives, financial programs /, 79-13327 

The implementation of state solar incen- 
tives, research, development, and demon- 
stration programs /, 79-16476 

Implementation of the Agricultural export 
trade expansion act of 1978 : hearing 
before the Subcommittee on Foreign Ag- 
ricultural Policy of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 


Do not order from index; see indicated entry 





Title Index 


gress, first session, April 11, 1979., 79- 
23322 

Implementation of the Federal water pollu- 
tion control act, municipal construction 
grants program and related issues : hear- 
ings before the Subcommittee on Investi- 
gations and Review of the Committee on 
Public Works and Transportation, U.S. 
House of Representatives, Ninety-fifth 
Congress, second session, July 11, 12, 13, 
1978., 79-10563 

Implementation of the Helsinki accord, 
79-15589 

Implementation of the Helsinki accords., 
79-5146, 79-6734, 79-21642, 79-21643 

Implementation of the individualized educa- 
tion program : a teacher‘s perspective /, 
79-16678 

Implementation of the Juvenile justice and 
delinquency prevention act of 1974 : 
hearings before the Subcommittee to In- 
vestigate Juvenile Delinquency of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, first 
session, September 27, 28, and October 
25, 1977., 79-9045 

Implementation of the multilateral trade ne- 
gotiations : hearings before the Subcom- 
mittee on International Trade of the 
Committee on Finance, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, February 21 and 22, 1979., 79- 
17475 

Implementation of the National science 
policy act., 79-15916 

Implementation of the Panama Canal 
Treaty of 1977 : communication from the 
President of the United States ..., 79- 
10638 

Implementation of the Panama Canal 
Treaty of 1977 : hearings before the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 1716 and H.R. 111..., 79-14450 

Implementation of the Panama Canal 
Treaty of 1977 : report together with ad- 
ditional, dissenting, and minority views, 
to accompany H.R. 1716..., 79-14567 

Implementation of the Post-Vietnam era 
veterans‘ educational assisance [sict act 
of 1977., 79-17549 

Implementation of the Post-Vietnam era 
veterans‘ educational assistance act of 
1977, 79-17549 

Implementation of the Surface mining con- 
trol and reclamation act : hearing before 
the Subcommittee on Public Lands and 
Resources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ... September 11, 1978., 79-10459 

Implementation of the 4R act : hearing 
before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
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gress, first session ... February 7, 1979., 
79-14388 

Implementing an exchange from nitrogen to 
helium in a large hyperbaric chamber /, 
79-2129 

Implementing the Panama Canal Treaty of 
1977 and related agreements : report to 
accompany H.R. 111., 79-17708 

Implementing the Panama Canal Treaty of 
1977 and related agreements, and for 
other purposes : report together with ad- 
ditional views, to accompany H.R. 1716 

79-14566 

Implementing Title IX and attaining sex 
equity : a workshop package for elemen- 
tary-secondary educators the 
community‘s role : outline and partici- 
pants‘ materials for application sessions 
for community group members /, 79- 
4259, 79-4260, 79-4261, 79-4262, 79- 
4264, 79-4265, 79-13634, 79-13635 

Implementing Title IX and attaining sex 
equity : a workshop package for postsec- 
ondary educators : the administrator‘s 
role : outlines and participant materials 
for sessions A and B for administrators /, 
79-2499, 79-2500, 79-2501, 79-2502, 
79-13633, 79-22625 

Implementing Title IX and attaining sex 
equity: a workshop package for elemen- 
tary-secondary educators., 79-4263 

Implementing Title IX in physical educa- 
tion and athletics : application booklet fpr 
pliysical activity specialists /, 79-15218 

Implications of advances in biomedical and 
behavioral research., 79-15816 

The implications of changing family pat- 
terns and behavior for labor force and 
hardship measurement /, 79-8656 

Implications of high energy prices for low 
income people : hearings before the Sub- 
committee on Energy and Power of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
September 13, 1979., 79-10513 

Import relief action, artificial baits and flies 
: communication from the President of 
the United States ..., 79-10632 

Import relief action, bicycle tires and tubes 
: communication from the President of 
the United States ..., 79-10631 

Import relief action, bolts, nuts, and large 
screws : communication from the Presi- 
dent of the United States .... 79-10633 

Import relief action, high-carbon ferroch- 
rome : communication from the President 
of the United States ..., 79-10629 

Import relief action, unwrought, unalloyed 
copper : communication from the Presi- 
dent of the United States ..., 79-10630 

Import relief for the domestic industrial 
metal fastener industry : hearings before 
the Subcommittee on Trade of the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
second session ... February 27, March 7, 
1978., 79-6748 





Import relief for the U.S. wood and plastic 
clothespin industry : communication from 
the President of the United States ..., 
79-14497 

The importance of ecology in the Federal- 
aid highway program., 79-15650 

Important biological and morphological 
characteristics of the foliar-feeding aphids 
of pecan /, 79-19076 

Importation of arms, ammunition, and im- 
plements of war (part 47 of title 27, Code 
of Federal Regulations) /, 79-18749 

Importation of distilled spirits, wines, and 
beer : part 251 of title 27, Code of Feder- 
al regulations /, 79-18752 

Importing a car /, 79-17193 

Imports radiation-producing electronic 
products., 79-20400 

Imports and exports of fishery products, 
annual summary., 79-16256 

Imports of benzenoid chemicals and prod- 
ucts., 79-4830 

Impressions of the situation in the Syrian 
Jewish community, April 1979 : hearing 
before the Subcommittee on Europe and 
the Middle East of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-sixth Congress, first session, 
April 2, 1979., 79-21530 

Improperly subsidizing the foreign military 
sales program—a continuing problem : 
report to the Congress /, 79-13534 

Improved administration could reduce the 
costs of Ohio‘s Medicaid program 
report /, 79-4140 

An improved algorithm for the iterated 
minimal information solution for remote 
sounding of temperature /, 79-5775 

An improved analytical model of the sepa- 
ration region on boattail nozzles at sub- 
sonic speeds /, 79-6315 

Improved atomic shell excitation and relax- 
ation in the Tiger series codes /, 79- 
7681 

An improved computational procedure for 
determining helicopter rotor blade natu- 
ral modes /, 79-14050 

Improved energy contingency planning is 
needed to manage future energy short- 
ages more effectively : report /, 79-5944 

Improved Executive Branch oversight 
needed for the government's national se- 
curity information classification program 
: report to the Congress /, 79-13565 

Improved fund availability at rural banks : 
report and study papers /, 79-2394 

Improved Hawk CW radar repairer., 
3797 

Improved Hawk launcher and mechanical 
systems repairer., 79-2037 

Improved Hawk maintenance chief., 
3798 

Improved insect emergence trap for stream 
community population sampling /, 79- 
21886 
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Improvements can be made in the mgt of naval recruit training : report / 


Improved management of maintenance 
manuals needed in DOD : report /, 79- 
20180 

Improved methanation system for use in 
coal gasification : final report /, 79- 
19884 

An improved method for contouring on iso- 
parametric surfaces /, 79-7663 

Improved methods for monitoring produc- 
tion from verticle degasification wells /, 
79-6182 

Improved procedures needed for identifying 
programs requiring arms control impact 
statements : report /, 79-4145 

Improved secondary oil recovery by con- 
trolled water flooding-pilot demonstra- 
tion ranger zone, Fault Block VII, Wil- 
mington Field : phase I., 79-13312 

Improved secondary oil recovery by con- 
trolled water flooding-pilot demonstra- 
tion ranger zone, Fault Block VII, Wil- 
mington Field : phase I /, 79-13313 

Improved semiconductors for photovoltaic 
solar cells, CulnSe:., 79-2304 

An improved supersonic, three-dimensional, 
external, inviscid flow field code /, 79- 
18633 

Improved techniques for gasifying coal., 
79-3942, 79-13168 

Improved ultrasonic nondestructive testing 
of pressure vessels /, 79-8720 

Improved utilization of lumber in glued 
laminated beams /, 79-9432 

Improvement of accident simulation model 
and improvement of narrow object acci- 
dent reconstruction /, 79-14274 

Improvement of agricultural officers train- 
ing agreement between the United 
States of America and Mali signed at 
Bamako May 13, 1977., 79-4771 

Improvement of food crops production : 
agreement between the United States of 
America and Nepal, signed at Kath- 
mandu, August 4, 1977., 79-4777 

Improvement of food production technol- 
ogy : agreement between the United 
States of America and Nepal, signed at 
Kathmandu, June 30, 1976., 79-4723 

Improvement of hydrologic simulation by 
utilizing observed discharge as an indirect 
input : (computed hydrograph adjustment 
technique - CHAT) /, 79-12759 

Improvement of services for people who 
travel., 79-6429 

Improvement of the mechanical reliability 
of monolithic refractory linings for coal 
gasification process vessels., 79-14906, 
79-19880 

An improvement to a method for measuring 
the absorption coefficient of atmospheric 
dust and other strongly absorbing pow- 
ders /, 79-5769 

Improvements can be made in the manage- 
ment of naval recruit training : report /, 
79-20158 
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Improvements for Murrells Inlet, South Carolina : hydraulic model investigation / 


Improvements for Murrells Inlet, South 
Carolina : hydraulic model investigation 
/, 19-12944 

Improvements in cooperative livestock mar- 
keting : a study of the Equity Coopera- 
tive Livestock Sales Association /, 79- 
16157 

Improvements in long path absorption cell 
measurements /, 79-5784 

Improvements needed in Army‘s determina- 
tion of manpower requirements for sup- 
port and administrative functions : report 
/, 19-16586 

Improvements needed in controlling major 
air pollution sources : report /, 79-13497 

Improvements needed in the Corps of Engi- 
neers‘ regulatory program for protecting 
the nation‘s waters., 79-11505 

Improvements needed in the enforcement of 
crude oil reseller price controls : report 
to the Congress /, 79-15083 

Improvements still needed in administering 
the Department of Labor‘s compensation 
benefits for injured Federal employees : 
report to the Congress /, 79-2433 

Improvements the Department of Health, 
Education, and Welfare has made in its 
payroll system : report /, 79-16579 

Improvements to the FATOLA computer 
program including nosewheel steering : 
supplemental instruction manual /, 79- 
11973 

Improving community health care services., 
79-6049 

Improving environmental quality through 
the use of local ordinances and regula- 
tions /, 79-13410 

Improving government debt collection op- 
erations : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-sixth Con- 
gress, first session : special hearing, legis- 
lative branch., 79-21419 

Improving health in America : U.S. Public 
Health Service highlights of 1977-80., 
79-16688 

Improving productivity : a self-audit and 
guide for Federal executives and manag- 
ers., 79-3011 

Improving productivity in the courts : a 
primer for clerks of court /, 79-2672 

Improving soils with organic wastes., 
10648 

Improving station locations and dispatching 
practices in fire departments : a guide for 
fire chiefs and local government execu- 
tives /, 79-16809 

Improving the administration and operation 
of the Overseas citizens voting rights act 
of 1975, and for other purposes : report 
together with additional and dissenting 
views to accompany S. 703., 79-3228 

Improving the Federal court library system 
: report and recommendations submitted 
to the Judicial Conference of the United 
States /, 79-11885 
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Improving the measurement of producer 
price change /, 79-17027 

Improving the presentation of employment 
and unemployment statistics /, 79-14305 

Improving the range conditions of the 
public grazing lands : Conference report 
to accompany H.R. 10587., 79-3282 

Improving the safety of our Nation‘s 
dams—progress and issues : report to the 
Congress /, 79-13508 

Improving the tokamak fusion reactor con- 
cept : workshop summary /, 79-3884 

Improving the traffic operations and safety 
of full cloverleaf interchanges /, 79- 
14216 

In health facilities...don‘t 
heat...recover it., 79-6054 

In-line tritium monitoring in the GCFR 
vented irradition capsule GB-10 /, 79- 
18050 

In-place pollutants in Trail Creek and 
Michigan City Harbor, Indiana /, 79- 
15039 

In-place recalibration technique applied to a 
capacitance-type system for measuring 
rotor blade clearance /, 79-4676 

In-plant source term measurements at Fort 
Calhoun Station — Unit 1 /, 79-6578 

In-plant source term measurements at Zion 
Station /, 79-21335 

In-school alternatives to suspension : con- 
ference report, April 16-18, 1978 /, 79- 
20318 

In-service improvements and modernization 
of all components of the instrument land- 
ing systems /, 79-23166 

In the matter of Representative Charles C. 
Diggs, Jr. : report together with supple- 
mental views to accompany H. Res. 378., 
7179-17641, 79-21748 

In the matter of Representative Charles H. 
Wilson of California : report /, 79-6889 

In the matter of Representative Edward J. 
Patten : report /, 79-9234 

In the matter of Representative Edward R. 
Roybal : report /, 79-6890 

In the matter of Representative John J. 
McFall : report /, 79-9235 

In vitro fertilization or embryo transfer : 
January 1972 through December 1978, 
213 citations /, 79-9951 

In-vitro fertilization, oversight : hearing 
before the Subcommittee on Health and 
the Environment of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session, August 4, 1978., 79-5106 

In vivo counting at selected uranium mills : 
final report, February 1977-September 
1977 /, 79-17383 

Aa in vivo study of cadmium-induced chro- 
mosomal changes in somatic and germi- 
nal tissues of C57B1/6J male mice /, 79- 
13300 

Inactive of discontinued items from the 
1950 revision of the classified list., 79- 
4211 


waste 


Do not order from index; see indicated entry 





Title Index 


Inactive or discontinued items from the 
1950 revision of the classified list., 79- 
20232 

Inadequacies of medicaid management 
report /, 79-8956 

Inadequate methods still used to account 
for and recover personnel costs of the 
foreign military sales program : report /, 
79-4129 

Inappropriated number of acute care beds 
planned by VA for new hospitals : report 
/, 19-5962 

Incentive awards program., 79-17108 

Incentives and disincentives for ridesharing 
: a behavioral study /, 79-4844 

Incentives for tertiary enhanced recovery 
techniques : crude oil producton : hearing 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2623 ... S. 2999 ... July 17, 1978. 79- 
8866 

Income and earnings differentials between 
black and white Americans : hearing 
before the Task Force on Human Re- 
sources of the Committee on the Budget, 
House of Representatives, Ninety-fifth 
Congress, second session, September 25, 
1978., 79-10437 

Income from the conducting of certain 
bingo games by certain tax exempt orga- 
nizations : report to accompany H.R. 
8533., 79-5262 

Income inequality and employment /, 79- 
10143 

Income tax, 79-1499, 79-1505, 79-21103 

Income tax benefits for U.S. citizens who 
go overseas /, 79-17202 

Income tax deduction for contributions /, 
79-8512 

Income tax deduction for interest expense /, 
79-6411 

Income tax information on unemployment 
compensation /, 79-10287 

Incomplete gamma function approximation 
for King‘s strong-line transmittance 
model /, 79-5771 

Inconsistencies in awarding financial aid to 
students under four Federal programs : 
report to the Congress /, 79-15099 

Increase in fiscal year 1979 authorization 
for appropriations for the food stamp 
program : report together with minority 
views to accompany S. 1309., 79-17695 

Increase in the amount of the credit for the 
elderly : report together with dissenting 
views to accompany H.R. 9893., 79- 
6842 

Increase in the public debt ceiling : hearing 
before the Committee on Ways and 
Means, House of Representatives, Ninety- 
sixth Congress, first session ... February 
6, 1979., 79-14476 

Increase target prices of 1979 crops : hear- 
ing before the Subcommittee on Live- 
stock and Grains of the Committee on 
Agriculture, House of Representatives, 
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Ninety-sixth Congress, first session, on 
H.R. 3398, April 3, 1979., 79-21397 

Increased cereal crops : agreement between 
the United States of America and Mali, 
signed at Bamako, May 13, 1977., 79- 
12085 

Increased D.U.I. enforcement program : 
Stockton, California, 79-23201 

Increased loan levels for the 1977 crops of 
wheat and feed grains : report to accom- 
pany S. Res. 193., 79-21693 

Increased rates of compensation : hearings 
before the Subcommittee on Compensa- 
tion, Pension, and Insuiance of the Com- 
mittee on Veterans‘ Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session, March 21 and 22, 1978., 
79-9143 

Increased use of available aviation assets in 
new production can save millions : report 
/, 79-13570 

Increasing collaborative efforts in career 
edcuation, K-12 : a series of mini-confer- 
ences /, 79-9907 

Increasing job options for women., 
10137 

Increasing public use and benefits from sur- 
plus Federal real property : report /, 
79-2446 

Increasing the appropriations ceiling for 
title I of the Colorado River basin salin- 
ity control act (Act of June 24, 1974, 88 
STAT. 266), and for other purposes : 
report together with supplemental and 
dissenting views to accompany H.R. 
2609., 79-17588 

Increasing the authorization for funding 
District of Columbia share of Metro con- 
struction costs : report to accompany 
H.R. 3914., 79-23481 

Increasing the authorization for the Federal 
payment to the District of Columbia : 
report to accompany H.R. 3287., 79- 
18973 

Increasing the authorization of appropri- 
ations under the act of December 22, 
1974 (88 Stat. 1712) : report to accompa- 
ny H.R. 3661., 79-21711 

Increasing the authorization of appropri- 
ations under the act of December 22, 
1974 (88 Stat, 1712) : report to accompa- 
ny H.R. 11092., 79-6795 

Increasing the limitation on expenditures by 
the Special Committee on Aging for the 
procurement of consultants : report to ac- 
company S. Res. 129., 79-23530 

Increasing the minimum amount of a Feder- 
al construction contract subject to the 
bonding requirements of the Miller act : 
report to accompany H.R. 3185., 79- 
6867 

Increasing the Tennessee Valley Authority 
bond ceiling : hearing before the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety-sixth 
Congress, first session, on S. 436 ... Feb- 
ruary 23, 1979., 79-18936 
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Indexes of output per man-hour, selected industries 


Independent review and evaluation at the 
Asian Development Bank : report to the 
Congress /, 79-5967 

Index-catalogue of medical and veterinary 
zoology, 79-3516, 79-10756 

Index-catalogue of medical and veterinary 
zoology. Special publication., 79-3515 

Index-catalogue of medical and veterinary 
zoology. Supplement., 79-3516, 79- 
10756 

Index-digest - United States Department of 
the Interior, Office of Hearings and Ap- 
peals., 79-1174 

Index-digest - United States Department of 
the Interior, Office of the Solicitor, 79- 
1174 

Index-digest supplement system, service 2: 
estate and gift taxes, 79-1506, 79-17199 

Index-digest supplement system, service 3: 
employment taxes, 79-1507, 79-15617 

Index-digest supplement system, service 4: 
excise taxes, 79-1508 

Index-digest supplement to cumulative bul- 
letins, 79-1505, 79-21103 

Index medicus., 79-1097, 79-13706 

Index numbers of wholesale prices., 
903 

Index of active registered investment com- 
panies under the investment company act 
of 1940 and related investment advisers, 
principal underwriters, sponsors (i.e. de- 
positors) and underlying companies., 79- 
12105, 79-18739 

Index of administrative publications., 
2055 

Index of blank forms., 79-3813, 79-12890 

Index of construction functions performed 
by Federal agencies : study /, 79-5973 

Index of dermatology., 79-1089 

Index of doctrinal, training, and organiza- 
tional publications., 79-2056 

Index of Federal catalog system publica- 
tions., 79-684 

Index of Federal specifications and stand- 
ards., 79-940, 79-2478, 79-13598 

Index of Federally supported programs in 
heart, blood vessel, lung, and blood disor- 
ders., 79-13667 

Index of interim, supplemental, and final re- 
ports from career education pilot projects 
supported under part C and part D of 
Public law 90-576 /, 79-6015 

Index of investigative dermatopathology 
and dermatology, 79-1089 

An index of manufacturers, researchers, and 
distributors, currently involved in the de- 
velopment of wind energy conversion 
systems., 79-9696 

Index of materials, parts, and appliances 
certified under the technical standard 
order system., 79-23143 

Index of NLM serial titles., 79-8010 

Index of patents issued from the United 
States Patent and Trademark Office., 
79-9496, 79-10824, 79-16244, 79- 
19563 
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Index of patents issued from the United 
States Patent Office, 79-9496, 79- 
10824, 79-16244, 79-19563 

Index of Ship Structure Committee publica- 
tions., 79-10396 

Index of specifications and related publica- 
tions used by United States Air Force, 
79-687, 79-5742, 79-5743, 79-22315 

Index of specifications and standards., 79- 
687, 79-5742, 79-5743, 79-22315 

Index of specifications and standards used 
by Department of the Army, 79-687, 
79-5742, 79-5743, 79-22315 

Index of specifications and standards used 
by Department of the Navy, 79-687, 
9- 5742, 79-5743, 79-22315 

Index of supply catalogs and supply man- 
uals (excluding types 7, 8, and 9), 79- 
2058, 79-10990 

Index of trade-marks issued from the United 
States Patent Office, 79-17820 

Index of trademarks issued from the United 
States Patent and Trademark Offfice., 
79-17820 

Index of trademarks registered with the 
United States Patent and Trademark 
Office, 79-17820 

Index, standard occupational classification 
manual 1977 /, 79-5530 

Index to associate training programs in the 
medical and biological sciences at NIH; 
catalog., 79-7982 

Index to Civil Service Commission informa- 
tion., 79-620 

Index to decisions of the Occupational 
Safety and Health Review Commission., 
79-18872 

Index to decisions of the Occuptional 
Safety and Health Review Commission., 
79-21360 

Index to FAA Office of Aviation Medicine 
reports 1961 through 1976 /, 79-14249 

Index to foreign market reports., 79-512 

Index to foreign production and commer- 
cial reports, 79-512 

Index to the GAO review., 79-11547 

An index to the hazardous materials regula- 
tions : title 49, Code of Federal Regula- 
tions (January 3, 1977 revision) parts 100- 
199., 79-6510, 79-15794 

Index to the membership of Federal adviso- 
ry committees listed in the annual report 
of the President to the Congress, 79- 
8911 

Index to the reports and documents of Con- 
gress with numerical lists and schedule of 
volumes, 79-11549, 79-20184 

Index to Veterans Administration publica- 
tions., 79-8610 

An indexed, annotated bibliography of the 
endangered and threatened fishes of the 
upper Colorado River system /, 79-8261 

Indexes and rankings for indicators of social 
well-being for U.S. counties /, 79-19193 

Indexes of output per man-hour, selected 
industries, 79-4622 
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Indexes to the epilepsy accessions of the epilepsy information system / 


Indexes to the epilepsy accessions of the 
epilepsy information system /, 79-9945 

Indexgen, index term generation heuristics : 
software documentation /, 79-11292 

India : post report., 79-10226 

Indian child welfare act of 1978 : questions 
and answers., 79-16789 

Indian courts and the future : report of the 
NAICJA Long Range Planning Project., 
79-18520 

Indian Creek pumping station, Mankato, 
Minnesota : hydraulic model investigation 
/, 1719-12947 

Indian economic development programs : 
oversight hearings before the Committee 
on Interior and Insular Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session ...., 79-17507 

Indian fishing rights : hearing before the 
Subcommittee on Fisheries and Wildlife 
Conservation and the Environment of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, second session ... 
January 13, 1978., 79-3109 

Indian health program, 1955-1978., 79- 
6050 

The indian health program of the US. 
Public Health Service., 79-4350 

Indian health trends and services., 

Indian housing., 79-15330 

The Indian leader., 79-1190 

Indian Ocean arms limitations and multilat- 
eral cooperation on restraining conven- 
tional arms transfers : hearings before the 
Panel on Indian Ocean Forces Limitation 
and Conventional Arms Transfer Limita- 
tion of the Intelligence and Military Ap- 
plication of Nuclear Energy Subcommit- 
tee of the Committee on Armed Services, 
House of Representatives, Ninety-fifth 
Congress, second session, October 3, 10, 
1978., 79-8786 

Indian Ocean forces limitation and conven- 
tional arms transfer limitation : report of 
the Panel on Indian Ocean Forces Limi- 
tation and Conventional Arms Transfer 
Limitation of the Committee on Armed 
Services, House of Representatives, with 
additional views, Ninety-fifth Congress, 
second session., 79-18895 

Indian school journal., 79-1191 

Indian tribes, Alaskan native villages, allo- 
cation listing by country, 79-12115, 79- 
21098 

Indian tribes and Alaskan native villages en- 
titlements., 79-12115, 79-21098 

Indiana Dunes National Lakeshore : hear- 
ing before the Subcommittee on Parks 
and Recreation of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2560 ... August 10, 
1978., 79-10452 

Indiana exports., 79-16280 

Indianapolis, Indiana, metropolitan area, 
79-10133 
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Indians, 79-6003, 79-16651 

Indians, Osage Tribe, Okla. : [an act to 
amend certain laws relating to the Osage 
Tribe of Oklahoma, and for other pur- 
posest., 79-7017 

Indians, Pueblo of Santa Ana, N. Mex. : [an 
act to declare that the United States 
holds in trust for the Pueblo of Santa 
Ana certain public domain lands}., 79- 
7018 

Indicating levels., 79-7371, 79-19727 

Indicators, general., 79-3764, 79-5714 

Indicators of comparative East-West eco- 
nomic strength., 79-20996 

Indicators of housing and neighborhood 
quality, 79-14746 

Indicators of social well-being for U.S. 
counties /, 79-19192 

Indicators of viruses in water and food /, 
79-13418 

Indicators of youth unemployment and edu- 
cation in industrialized nations /, 79- 
7964 

Indices of agricultural and food production 
for Europe and the U.S.S.R. : average 
1961-65 and annual 1969 through 1978., 
79-14625 

Indices of agricultural production for Asia 
and Oceania : average 1961-65 and annual 
1969-78 /, 79-14624 

Indices of agricultural production for the 
Western Hemisphere, excluding the 
United States and Cuba, 1969 through 
1978., 79-16062 

Indices of agricultural production in Africa 
and the Near East, 1969-78., 79-16063 

Indirect fire infantryman., 79-3794 

Indium phosphide/cadmium sulfide thin- 
film terrestrial solar cells /, 79-11146 

Individual and business tax reduction pro- 
posals : hearing before the Subcommittee 
on Taxation and Debt Management Gen- 
erally of the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 1860 ... H.R. 
8333 ... July 14, 1978., 79-8885 

Individual retirement accounts and IRS 
plan termination survey : hearings before 
the Subcommittee on Oversight of the 
Committee on Ways and Means, House 
of Representatives, Ninety-fifth Congress, 
second session, February 16 and 24, 
1978., 79-9163 

Individual retirement plan technical 
changes act of 1978 : report to accompa- 
ny H.R. 13619., 79-6888 

Indochina : hearing before the Subcommit- 
tee on East Asian and Pacific Affairs of 
the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, second session ... S. Res. 323 ... S. 
Res. 469 ... August 21, 1978., 79-5070 

Indochina migration and refugee assistance 
amendments of 1978 : hearings before the 
Committee on Human Resources, United 
States Senate, Nintey-fifth Congress, 
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second session, on S. 3309 ... and related 
bill, August 9, 1978., 79-5091 

Indochina migration and refugee assistance 
amendments of 1978 : report to accompa- 
ny S. 3309 /, 79-7111 

Indochina refugee resettlement /, 79-8439 

Indochina refugee resettlement program., 
79-8440 

Indochinese refugees, 79-18727 

Indonesia : post report., 79-12063 

Indoor radiation exposure due to radium- 
226 in Florida phosphate lands /, 79- 
22571 

Induces velocity field of a jet in a crossflow 
/, 79-4674 

Inductive effects in flux conserving toka- 
maks /, 79-9747 

Inductively coupled plasma-atomic emission 
spectroscopy : prominent lines /, 79- 
18149 

Industrial & mechanical engineering., 79- 
335 

Industrial application fluidized-bed combus- 
tion : category III, indirect fired heaters / 
» 7179-22413 

Industrial application fluidized bed combus- 
tion category : fuel oil heater /, 79- 
13243 

Industrial application fluidized bed combus- 
tion category III : indirect fired heaters /, 
79-5875 

Industrial application fluidized bed combus- 
tion, category III, indirect fired heaters /, 
79-13244 

Industrial application of fluidized-bed com- 
bustion /, 7179-13245, 79-18011, 79- 
18012 

Industrial application of fluidized-bed com- 
bustion : phase 1., 79-13185 

Industrial application of fluidized-bed com- 
bustion : saturated steam boiler /, 79- 
13242 

Industrial application of fluidized-bed com- 
bustion : superheated steam boiler /, 79- 
11270 

Industrial application of fluidized-bed com- 
bustion—phase I /, 79-11257 

An industrial boiler fuel modeling approach 
/, 7179-20038 

Industrial buildings and warehouses, SIC 
1541., 79-19503 

Industrial changeover to the metric system : 
status report /, 79-8381 

Industrial controls, SIC 3622., 79-19403 

Industrial democracy in 12 nations /, 79- 
17031 

Industrial energy efficiency improvement 
program, 79-11368, 79-11369 

Industrial equipment efficiency act of 1979 : 
hearing before the Subcommittee on 
Energy Regulation of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-sixth Congress, first 
session, on S. 1338 and S. 1398 ... June 
27, 1979., 79-23374 





January — December 1979 


Industrial equipment efficiency act of 1979 : 
report to accompany S. 1398., 79-23544 

Industrial fishery products, annual sum- 
mary., 79-12770 

Industrial fishery products; market review 
and outlook., 79-492 

Industrial furnaces and ovens, SIC 3567., 
79-19397 

Industrial furnaces, kilns, lehrs, and ovens / 

79-7361 

Industrial 
14729 

Industrial hygiene engineering & control., 
79-13728 

Industrial hygiene engineering & control, 
552 : other topics., 79-13727 

Industrial hygiene field operation manual., 
79-17036 

Industrial 
11705 

Industrial noise control 
18301 

Industrial organic chemicals, N.E.C., SIC 
2869., 79-22013 

Industrial patterns, SIC 3565., 

Industrial production., 79-885 

Industrial products, 79-4212, 79-15143 

Industrial programs, 79-20005 

Industrial technology : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
governmental policy and innovation in 
the semiconductor and computer indus- 
tries ... October 30, 1978., 79-12331 

Industrial trucks and tractors, SIC 3537., 
79-19432 

Industrial ventilation., 79-11704 

Industry circular., 79-1518 

Industry/Government Seminar on Large 
Space Systems Technology : executive 
summary /, 79-11989 

Industry industries, agricultural chemicals, 
N.E.C., SIC 2879., 79-22016 

Industry industries, aluminum rolling and 
drawing, N.E.C., SIC 3355., 79-22032 

Industry industries, electronic components, 
N.E.C., SIC 3679., 79-22087 

Industry industries, fabricated metal prod- 
ucts, N.E.C., SIC 3499., 79-22049 

Industry industries, nonferrous rolling and 
drawing, N.E.C., SIC 3356., 79-22033 

Industry industries, special industry machin- 
ery, N.E.C., SIC 3559., 79-22059 

Industry series, abrasive products, 
3291., 79-19338 

Industry series, adhesives and sealants, SIC 
2891., 79-19307 

Industry series, air and gas compressors, 
SIC 3563., 79-22061 

Industry series, aircraft engines and engine 
parts, SIC 3724., 79-22093 

Industry series, aircraft equipment, N.E.C., 
SIC 3728., 79-19416 

Industry series, aircraft, SIC 3721., 79- 
19415 


gases., 79-225, 79-3538, 79- 


illumination., 79-11701, 79- 


manual /, 79- 


79-19395 


SIC 





Industry series, commerical printing, lithographic, SIC 2752. 


Industry series, alkalies and chlorine, SIC 
2812., 79-22009 

Industry series, aluminum extruded prod- 
ucts, SIC 3354., 79-19359 

Industry series, aluminum foundries, SIC 
3361., 79-19349 

Industry series, aluminum sheet, plate, and 
foil, SIC 3353., 79-19358 

Industry series, ammunitions, except for 
small arms, N.E.C., SIC 3483., 79-22045 

Industry series, animal and marine fats and 
oils, SIC 2077., 79-21980 

Industry series, apparel and accessories, 
N.E.C., SIC 2389., 79-19261 

Industry series, apparel belts, SIC 2387., 
79-21985 

Industry series, architectural metal work, 
SIC 3446., 79-22041 

Industry series, artificial flower, SIC 3962., 
79-19443 

Industry series, asbestos products, SIC 
3292., 79-19339 

Industry series, automatic merchandising 
machines, SIC 3581., 79-19400 

Industry series, automotive stampings, SIC 
3465., 79-19371 

Industry series bags, except textile bags, 
SIC 2643., 79-21996 

Industry series, ball and roller bearings, SIC 
3562., 79-19394 

Industry series, barite, SIC 1472., 79-22139 

Industry series, bauxite and other aluminum 
ores, SIC 1051., 79-22131 

Industry series, beet sugar, SIC 2063., 
19215 

Industry series, Bentonite, SIC 1452., 
22137 

Industry series, biological products, SIC 
2831., 79-19299 

Industry series, blankbooks and looseleaf 
binders, SIC 2782., 79-22006 

Industry series, boat building and repairing, 
SIC 3732., 79-19420 

Industry series, bolts, nuts, rivets, and 
washers, SIC 3452., 79-19369 

Industry series, book printing, SIC 2732., 
79-22002 

Industry series, book publishing, SIC 2731., 
79-19289 

Industry series, bookbinding and related 
work, SIC 2789., 79-19293 

Industry series, boot and shoe cut stock and 
findings, SIC 3131., 79-19315 

Industry series, brass, bronze, and copper 
foundries, SIC 3362., 79-19350 

Industry series, brassieres and allied gar- 
ments, SIC 2342., 79-19255 

Industry series, bread, cake, and related 
products, SIC 2051., 79-19211 

Industry series, brick and structural clay 
tile, SIC 3251., 79-22026 

Industry series, bridge, tunnel, and elevated 
highway construction contractors, SIC 
1622., 79-19506 

Industry series, brooms and brushes, SIC 
3991., 79-19446 


79- 


79- 
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Industry series, burial caskets, SIC 3995., 
79-19447 

Industry series, buttons, SIC 3963., 
19444 


79- 


Industry series, calculating and accounting 
machines, SIC 3574., 79-22063 

Industry series, cane sugar refining, SIC 
2062., 79-19214 

Industry series, canned and cured seafoods, 
SIC 2091., 79-19221 

Industry series, canned fruits and vegeta- 
bles, SIC 2033., 79-19206 

Industry series, canned specialties, SIC 
2032., 79-21970 

Industry series, canvas and related prod- 
ucts, SIC 2394., 79-19265 

Industry series, carbon and graphite prod- 
ucts, SIC 3624., 79-19405 

Industry series, carbon paper and inked rib- 
bons, SIC 3955., 79-19441 

Industry series, carpentering special trade 
contractors, SIC 1751., 79-19514 

Industry series, carpets and rugs, N.E.C., 
SIC 2279., 79-19242 

Industry series, cellulosic manmade fibers, 
SIC 2823., 79-19298 

Industry series, cement, 
3241., 79-19326 

Industry series, ceramic wall and floor tile, 
SIC 3253., 79-19327 

Industry series, cereal breakfast foods, SIC 
2043., 79-19208 

Industry series, cheese, natural and proc- 
essed, SIC 2022., 79-19202 

Industry series, chemical and fertilizer min- 
eral mining, N.E.C., SIC 1479., 79- 
22142 

Industry series, chemical preparations, 
N.E.C., SIC 2899., 79-22018 

Industry series, chewing and smoking to- 
bacco, SIC 2131., 79-19228 

Industry series, chewing gum, SIC 2067., 
79-19216 

Industry series, cigarettes, SIC 2111., 
19226 

Industry series, 
19227 

Industry series, circular knit fabric mills, 
SIC 2257., 79-19235 

Industry series, clay refractories, SIC 3255., 
79-19328 

Industry series, coated fabrics, not rubber- 
ized, SIC 2295., 79-19250 

Industry series, cold finishing of steel 
shapes, SIC 3316., 79-22030 

Industry series, commercial lighting fixtures 
SIC 3646., 79-22079 

Industry series, commercial printing, letter- 
press, SIC 2751., 79-22003 

Industry series, commerical laundry equip- 
ment, SIC 3582., 79-19401 

Industry series, commerical printing, gra- 
vure, SIC 2754., 79-22005 

Industry series, commerical printing, litho- 
graphic, SIC 2752., 79-22004 
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hydraulic, SIC 


79- 


cigars, SIC 2121., 79- 





Industry series, concrete block and brick, SIC 3271. 


Industry series, concrete block and brick, 
SIC 3271., 79-19333 

Industry series, concrete products, N.E.C., 
SIC 3272., 79-19334 

Industry series, condensed and evaporated 
milk, SIC 2023., 79-19203 

Industry series, confectionery products, 
chocolate and cocoa products, SIC 2065, 
SIC 2066., 79-21976 

Industry series, construction machinery, 
SIC 3531., 79-22051 

Industry series, converted paper products, 
N.E.C., SIC 2649., 79-21998 

Industry series, conveyors and conveying 
equipmemt, SIC 3535., 79-19387 

Industry series, cookies and crackers, SIC 
2052., 79-19212 

Industry series, cordage and twine, SIC 
2298., 79-19253 

Industry series, correugated and solid fiber 
boxes, SIC 2653., 79-21999 

Industry series, costume jewelry, SIC 3961., 
79-19442 

Industry series, cottonseed oil mills, SIC 
2074., 79-21977 

Industry series, creamery butter, SIC 2021., 
79-21969 

Industry series, crowns and closures, SIC 
3466., 79-19372 

Industry series, crushed and broken stone, 
including riprap, SIC 1422, 1423, and 
1429., 79-22126 

Industry series, curtains and draperies, SIC 
2391., 79-19262 

Industry series, cut stone and stone prod- 
ucts, SIC 3281., 79-19337 

Industry series, cutlery, SIC 3421., 
19361 

Industry series, cyclic crudes and interme- 
diates, SIC 2865., 79-22012 

Industry series, dehydrated fruits, vegeta- 
bles, and soups, SIC 2034., 79-19207 

Industry series, dental equipment and sup- 
plies, SIC 3843., 79-19429 

Industry series, die-cut paper and board, 
SIC 2645., 79-19284 

Industry series, distilled liquor, 
brandy, SIC 2085., 79-21982 

Industry series, dog, cat, and other pet 
food, SIC 2047., 79-21975 

Industry series, dolls, SIC 3942., 79-19436 

Industry series, drapery hardware and 
window blinds and shades, SIC 2591., 
79-21993 

Industry series, electric equipment and sup- 
plies N.E.C., SIC 3699., 79-19414 

Industry series, electric housewares and 
fans, SIC 3634., 79-22075 

Industry series, electric lamps, SIC 3641., 
79-19407 

Industry series, electrical industrical appara- 
tus, N.E.C., SIC 3629., 79-22071 

Industry series, electrical work special trade 
contractors, SIC 1731., 79-19511 

Industry series, electrometallurgical prod- 
ucts, SIC 3313., 79-22028 


Page I-902 
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Industry series, electron tubes, all types, 
SIC 3671., 79-22084 

Industry series, electronic capacitors, SIC 
3675., 79-19410 

Industry series, electronic coils and trans- 
formers, SIC 3677., 79-19411 

Industry series, electronic connectors, SIC 
3678., 79-22086 

Industry series, electronic resistors, SIC 
3676., 79-22085 

Industry series, electrotyping and sterotyp- 
ing, SIC 2794., 79-19295 

Industry series, elevators and moving stair- 
ways, SIC 3534., 79-19386 

Industry series, engine electrical equipment, 
SIC 3694., 79-19413 

Industry series, engraving and plate print- 
ing, SIC 2753., 79-19291 

Industry series, envelopes, SIC 2642., 
19283 

Industry series, environmental controls, SIC 
3822., 79-19425 

Industry series, excavating and foundation 
work special trade contractors, SIC 
1794., 79-19519 

Industry series, explosives, SIC 2892., 
19308 

Industry series, fabric dress and work 
gloves, SIC 2381., 79-19259 

Industry series, fabricated pipe and fittings, 
SIC 3498., 79-19382 

Industry series, fabricated plate work 
(boiler shops), SIC 3443., 79-22039 

Industry series, fabricated rubber products, 
N.E.C., SIC 3069., 79-19314 

Industry series, fabricated structural metal, 
SIC 3441., 79-22037 

Industry series, fabricated textile products, 
N.E.C., SIC 2399., 79-19268 

Industry series, farm machinery and equip- 
ment, SIC 3523., 79-22050 

Industry series, felt goods, except woven 
felts and hats, SIC 2291., 79-19247 

Industry series, ferroalloy ores, except va- 
nadium, SIC 1061., 79-22132 

Industry series, fertilizers, mixing only, SIC 
2875., 79-22015 

Industry series, fiber cans, drums, and simi- 
lar products, SIC 2655., 79-19287 

Industry series, fine earthenware food uten- 
sils, SIC 3263., 79-19330 

Industry series, finishing plants, cotton, SIC 
2261., 79-19237 

Industry series, finishing plants, N.E.C., 
SIC 2269., 79-19239 

Industry series, flat glass, SIC 3211., 
19322 

Industry series, flavoring extracts and 
sirups, N.E.C., SIC 2087., 79-19220 

Industry series, floor laying and other floor- 
work special trade contractors, N.E.C., 
SIC 1752., 79-19515 

Industry series, flour and other grain mill 
products, blended and prepared flour, 
SIC 2041, SIC 2045., 79-21974 


79- 


79- 


79- 
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Industry series, fluid meters and counting 
devices, SIC 3824., 79-22096 

Industry series, fluid milk, SIC 2026., 
19205 

Industry series, food preparation, N.E.C., 
SIC 2099., 79-21983 

Industry series, food products machinery, 
SIC 3551., 79-19390 

Industry series, footwear, except rubber, 
N.E.C., SIC 3149., 79-19319 

Industry series, fresh or frozen packaged 
fish, SIC 2092., 79-19222 

Industry series, frozen fruits and vegetables, 
SIC 2037., 79-21972 

Industry series, frozen specialties, 
2038., 79-21973 

Industry series, Fuller‘s, SIC 1454., 
22138 

Industry series, fur goods, SIC 2371., 
19258 

Industry series, furniture and fixtures, 
N.E.C., SIC 2599., 79-21994 

Industry series, games, toys, and children‘s 
vehicles, SIC 3944., 79-19437 

Industry series, gaskets, packing, and seal- 
ing devices, SIC 3293., 79-19340 

Industry series, general contractors—indus- 
trial buildings and warehouses, SIC 1541., 
79-19503 

Industry series, general contractors—nonre- 
sidential buildings, other than industrial 
buildings and warehouses, SIC 1542., 
79-19504 

Industry series, general contractors—single- 
family houses, SIC 1521., 79-19500 

Industry series, general contractors-residen- 
tal buildings, other than single family, 
SIC 1522., 79-19501 

Industry series, general industrial machin- 
ery, N.E.C., SIC 3569., 79-19398 

Industry series, glass containers, SIC 3221., 
79-19323 

Industry series, gray iron foundries, SIC 
3321., 79-22031 

Industry series, greeting card publishing, 
SIC 2771., 79-19292 

Industry series, guided missiles and space 
vehicles, SIC 3761., 79-19417 

Industry series, gum and wood chemicals, 
SIC 2861., 79-19305 

Industry series, gypsum products, 
3275., 79-19336 

Industry series, hand and edge tools, 
N.E.C., SIC 3423., 79-19362 

Industry series, hand saws and saw blades, 
SIC 3425., 79-19363 

Industry series, hard surface floor cover- 
ings, SIC 3996., 79-22102 

Industry series, hardware, 
3429., 79-19364 

Industry series, hardwood veneer and ply- 
wood, SIC 2435., 79-22145 

Industry series, hats and caps, except milli- 
nery, SIC 2352., 79-19257 

Industry series, heating equipment, expect 
electric, SIC 3433., 79-22036 
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N.E.C., SIC 
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Industry series, heavy construction contrac- 
tors, N.E.C., SIC 1629., 79-19508 

Industry series, highway and street con- 
struction contractors, SIC 1611., 79- 
19505 

Industry series, hoists, cranes, and mono- 
rails, SIC 3536., 79-19388 

Industry series, hosiery, N.E.C., SIC 2252., 
79-19234 

Industry series, house slippers, SIC 3142., 
79-19316 

Industry series, housefurnishings, N.E.C., 
SIC 2392., 79-19263 

Industry series, household 
N.E.C., SIC 3639., 79-22077 

Industry series, household cooking equip- 
ment, SIC 3631., 79-22072 

Industry series, household 
N.E.C., SIC 2519., 79-21991 

Industry series, household laundry equip- 
ment, SIC 3633., 79-22074 

Industry series, household refrigerators and 
freezers, SIC 3632., 79-22073 

Industry series, household vacuum cleans- 
ers, SIC 3635., 79-19406 

Industry series, ice cream and frozen des- 
serts, SIC 2024., 79-19204 

Industry series, industrial controls, 
3622., 79-19403 

Industry series, industrial furnaces and 
ovens, SIC 3567., 79-19397 

Industry series, industrial organic chemi- 
cals, N.E.C., SIC 2869., 79-22013 

Industry series, industrial patterns, 
3565., 79-19395 

Industry series, industrial trucks and trac- 
tors, SIC 3537., 79-19432 

Industry series, installation or erection of 
building equipment special trade contrac- 
tors, N.E.C., SIC 1796., 79-19521 

Industry series, instruments to measure elec- 
tricity, SIC 3825., 79-22097 

Industry series, internal combustion engines, 
N.E.C., SIC 3519., 79-19384 

Industry series, iron and steel forgings, SIC 
3462., 79-22044 

Industry series, iron ores, SIC 1011., 
22129 

Industry series, jewelers‘ materials and lapi- 
dary work, SIC 3915., 79-19435 

Industry series, jewelry, precious metal, 
SIC 3911., 79-19433 

Industry series, lace goods, SIC 2292., 
19248 

Industry series, lawn and garden equipment, 
SIC 3524., 79-19385 

Industry series, lead pencils and art goods, 
SIC 3952., 79-19439 

Industry series, leather gloves and mittens, 
SIC 3151., 79-22023 

Industry series, leather goods, N.E.C., SIC 
3199., 79-22025 

Industry series, leather tanning and finish- 
ing, SIC 3111., 79-22022 

Industry series, lighting equipment, N.E.C., 
SIC 3648., 79-22080 


appliances, 


furniture, 


SIC 


SIC 


79- 


79- 





Industry series, optical instruments and lenses, SIC 3832. 


Industry series, lime, SIC 3274., 79-22027 

Industry series, lithographic platemaking 
services, SIC 2795., 79-22008 

Industry series, logging camps and logging 
contractors, SIC 2411., 79-21986 

Industry series, luggage, SIC 3161., 
19320 

Industry series, macaroni and spaghetti, SIC 
2098., 79-19225, 79-19238 

Industry series machine tool accessories, 
SIC 3545., 79-22055 

Industry series, machine tools, metal cutting 
types, SIC 3541., 79-22053 

Industry series, machine tools, metal form- 
ing types, SIC 3542., 79-22054 

Industry series, machinery, except electri- 
cal, N.E.C., SIC 3599., 79-19402 

Industry series, malleable iron foundries, 
SIC 3322., 79-19346 

Industry series, malt beverages, SIC 2082., 
79-19218 

Industry series, malt, SIC 2083., 

Industry series, manufactured 
2097., 79-19224 

Industry series, manufacturing industries, 
N.E.C., SIC 3999., 79-22103 

Industry series, marking devices, SIC 3953., 
79-19440 

Industry series, masonry, stone setting, and 
other stonework special trade contrac- 
tors, SIC code 1741., 79-22158 

Industry series, mattresses and bedsprings, 
SIC 2515., 79-21990 

Industry series, measuring and dispensing 
pumps, SIC 3586., 79-22066 

Industry series, meat packing plants, sau- 
sages and other prepared meats, SIC 
2011, SIC 2013., 79-21967 

Industry series, medicinals and botanicals, 
SIC 2833., 79-19300 

Industry series, men‘s and boy‘s neckwear, 
SIC 2323., 79-19254 

Industry series, men‘s footwear, except ath- 
letic, SIC 3143., 79-19317 

Industry series, mercury ores and metal 
ores, N.E.C., SIC 1092 and SIC 1099., 
79-22133 

Industry series, metal barrels, drums, and 
pails, SIC 3412., 79-22035 

Industry series, metal cans, SIC 3411., 
19360 

Industry series, metal coating and allied 
services, SIC 3479., 79-19376 

Industry series, metal doors, sash, and trim, 
SIC 3442., 79-22038 

Industry series, metal foil and leaf, SIC 
3497., 79-22048 

Industry series, metal household furniture, 
SIC 2514., 79-19278 

Industry series, metal office furniture, SIC 
2522., 79-19280 

Industry series, metal partitions and fix- 
tures, SIC 2542., 79-21992 

Industry series, metal sanitary ware, SIC 
3431., 79-19365 
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Industry series, metal stampings, N.E.C., 
SIC 3469., 79-19373 

Industry series, millinery, SIC 2351., 
19256 

Industry series, millwork, SIC 2431., 
19270 

Industry series, mineral, ground or treated, 
SIC 3295., 79-19341 

Industry series, mineral wool, SIC 3296., 
79-19342 

Industry series, mining machinery, SIC 
3532., 79-22052 

Industry series, miscellaneous fabricated 
wire products, SIC 3496., 79-22047 

Industry series, miscellaneous metal work, 
SIC 3449., 79-22043 

Industry series, miscellaneous plastics prod- 
ucts, SIC 3079., 79-22021 

Industry series, miscellaneous publishing, 
SIC 2741., 79-19290 

Industry series, mobile homes, SIC 2451., 
79-19275 

Industry series, motor vehicles and car 
bodies, SIC 3711., 79-22090 

Industry series, motorcycles, bicycles, and 
parts, SIC 3751., 79-19422 

Industry series, motors and generators, SIC 
3621., 79-22070 

Industry series, narrow fabric mills, SIC 
2241., 79-19233 

Industry series, natural gas liquids, SIC 
1321., 79-22135 

Industry series, needles, pins, and fasteners, 
SIC 3964., 79-19445 

Industry series, newspapers, SIC 2711., 
79-22001 

Industry series, nitrogenous fertilizers, SIC 
2873., 79-22014 

Industry series, Nonclay refractories, SIC 
3297., 79-19343 

Industry series, noncurrent-carrying wiring 
devices, SIC 3644., 79-19408 

Industry series, nonferrous forgings, SIC 
3463., 79-19370 

Industry series, nonferrous 
N.E.C., SIC 3369., 79-19351 

Industry series, nonmetallic mineral prod- 
ucts, N.E.C., SIC 3299, 79-19344 

Industry series, nonmetallic minerals, 
N.E.C., SIC 1499., 79-22144 

Industry series, nonwoven fabrics, SIC 
2297., 79-19252 

Industry series, office machines, N.E.C. and 
typewriters, SIC 3579 and SIC 3572., 
79-22064 

Industry series, oil and gas field services, 
N.E.C., SIC 1389., 79-22136 

Industry series, oil field machinery, SIC 
3533., 79-19367 

Industry series, operative builders, SIC 
1531., 79-19502 

Industry series, opthalmic goods, SIC 3851., 
79-19430 

Industry series, optical 
lenses, SIC 3832., 


79- 


79- 


foundries, 


instruments and 
79-22098 
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Industry series, ordnance and accessories, N.E.C., SIC 3489. 


Industry series, ordnance and accessories, 
N.E.C., SIC 3489., 79-19379 

Industry series, organic, fibers, noncellulo- 
sic, SIC 2824., 79-22010 

Industry series, painting, paper hanging, 
and decorating special trade contractors, 
SIC 1721., 79-19497, 79-19510 

Industry series, paints and allied products, 
SIC 2851., 79-22011 

Industry series, paper coating and glazing, 
SIC 2641., 79-21995 

Industry series, paper industry machinery, 
SIC 3554., 79-19392 

Industry series, particleboard, SIC 2492., 
79-19274 

Industry series, pens and mechanical pen- 
cils, SIC 3951., 79-19310 

Industry series, periodicals, SIC 2721., 
19288 

Industry series, personal leather goods, SIC 
3172., 79-19321 

Industry series, petroleum and coal prod- 
ucts, N.E.C., SIC 2999., 79-22020 

Industry series, petroleum refining, lubricat- 
ing oils and greases, SIC 2911, SIC 2992., 
79-22019 

Industry series, phosphatic fertilizers, SIC 
2874., 79-19306 

Industry series, photoengraving, SIC 2793., 
79-19294 

Industry series, photographic equipment 
and supplies, SIC 3861., 79-22099 

Industry series, pickles, sauces, and salad 
dressings, SIC 2035., 79-21971 

Industry series, plastering, drywall, acousti- 
cal and insulation work special trade con- 
tractors., 79-22159 

Industry series, plastering, drywall, acousti- 
cal and insulation work special trade con- 
tractors, SIC 1742., 79-19512 

Industry series, plastics materials and resins, 
SIC 2821., 79-19296 

Industry series, plating and polishing, SIC 
3471., 79-19374, 79-19375 

Industry series, pleating and stitching, SIC 
2395., 79-19266 

Industry series, plumbing fittings and brass 
goods, SIC 3432., 79-19366 

Industry series, plumbing, heating (except 
electric), and air conditioning special 
trade contractors, SIC 1711., 79-19509 

Industry series, polishes and sanitation 
goods, SIC 2842., 79-19302 

Industry series, porcelain electrical supplies, 
SIC 3264., 79-19331 

Industry series, pottery products, N.E.C., 
SIC 3269., 79-19332 

Industry series, poultry dressing plants, 
poultry and egg processing, SIC 2016, 
2017., 79-21968 

Industry series, power driven hand tools, 
SIC 3546., 79-22056 

Industry series, power transmission equip- 
ment, N.E.C., SIC 3568., 79-22062 

Industry series, prefabricated metal build- 
ings, SIC 3448., 79-22042 
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Industry series, prefabricated wood build- 
ings, SIC 2452., 79-21989 

Industry series, preliminary industry statis- 
tics, carbon black, SIC 2895., 79-22017 

Industry series, preliminary industry statis- 
tics, musical instruments, SIC 3931., 79- 
22100 

Industry series, press and blown glass, 
N.E.C., SIC 3229., 79-19324 

Industry series, pressed and molded pulp 
goods, SIC 2646., 79-19285 

Industry series, primary aluminum, SIC 
3334., 79-19355 

Industry series, primary batteries, dry and 
wet, SIC 3692., 79-22089 

Industry series, primary copper, SIC 3331., 
79-19352 

Industry series, primary lead, SIC 3332., 
79-19353 

Industry series, primary metal products, 
N.E.C., SIC 3399., 79-22034 

Industry series, primary nonferrous metals, 
N.E.C., SIC 3339., 79-19356 

Industry series, primary zinc, SIC 3333., 
79-19354 

Industry series, printing ink, SIC 2893., 
79-19309 

Industry series, printing trades machinery, 
SIC 3555., 79-19393 

Industry series, process control instruments, 
SIC 3823., 79-19426 

Industry series, processed textile waste, SIC 
2294., 79-19249 

Industry series, products of purchases glass, 
SIC 3231., 79-19325 

Industry series, public building and related 
furniture, SIC 2531., 79-19281 

Industry series, pumps and pumping equip- 
ment, SIC 3561., 79-22060 

Industry series, radio and TV communica- 
tion equipment, SIC 3662., 79-22083 

Industry series, radio and TV receiving 
sets, SIC 3651., 79-22081 

Industry series, railroad equipment, SIC 
3743., 79-19421 

Industry series, raw cane sugar, SIC 2061., 
79-19213 

Industry series, ready-mixed concrete, SIC 
3273., 79-19335 

Industry _ series, 
3031., 79-19313 

Industry series, refrigeration and heating 
equipment, SIC 3585., 79-22065 

Industry series, residential lighting fixtures, 
SIC 3645., 79-22078 

Industry series, rice milling, SIC 2044., 
19209 

Industry series, roasted coffee, SIC 2095., 
79-19223 

Industry series, robes and dressing gowns, 
SIC 2384., 79-19260 

Industry series, rock salt, SIC 1476., 
22127, 79-22140 

Industry series, rolling mill machinery, SIC 
3547., 79-22057 


SIC 


reclaimed rubber, 


79- 


79- 
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Industry series, roofing and sheet metal 
work special trade contractors, SIC code 
1761., 79-22160 

Industry series, roofing and sheet metal 
work special trade contractors, SIC 
1761., 79-19516 

Industry series, rubber and plastics foot- 
wear, SIC 3021., 79-19312 

Industry series, sanitary food containers, 
SIC 2654., 79-22000 

Industry series, sanitary paper products, 
SIC 2647., 79-21997 

Industry series, sawmills and planing mills, 
general, SIC 2421., 79-21987 

Industry series, scales and balances, except 
laboratory, SIC 3576., 79-19399 

Industry series, Schiffli machine embroider- 
ies, SIC 2397., 79-19267 

Industry series, screw machine products, 
SIC 3451., 79-19368 

Industry series, secondary 
metals, SIC 3341., 79-19357 

Industry series, service industry machinery, 
N.E.C., SIC 3589., 79-22067 

Industry series, setup paperboard boxes, 
SIC 2652., 79-19286 

Industry series, sheet metal work, SIC 
3444., 79-22040 

Industry series, ship building and repairing, 
SIC 3731., 79-19419 

Industry series, shortening and cooking oils, 
SIC 2079., 79-19217 

Industry series, signs and advertising dis- 
plays, SIC 3993., 79-22101 

Industry series, silver ores, SIC 1044., 
22130 

Industry series, silverware and plated ware, 
SIC 3914., 79-19434 

Industry series, small arms ammunitions, 
SIC 3482., 79-19377 

Industry series, small arms, SIC 3484., 
19378 

Industry series, soap and other detergents, 
SIC 2841., 79-19301 

Industry series, softwood veneer and ply- 
wood, SIC 2436., 79-21988 

Industry series, soybean oil mills, SIC 2075., 
79-21978 

Industry series, space propulsion units and 
parts, SIC 3764., 79-19418 

Industry series, space vehicle equipment, 
N.E.C., SIC 3769., 79-22094 

Industry series, special dies, tools, jigs, and 
fixtures, SIC 3544., 79-19389 

Industry series, special products, sawmills, 
N.E.C., SIC 2429., 79-19269 

Industry series, special trade contractors, 
N.E.C., SIC 1799., 79-19522 

Industry series, speed changers, drives and 
gears, SIC 3566., 79-19396 

Industry series, sporting and athletic goods, 
N.E.C., SIC 3949., 79-19438 

Industry series, steel foundries, N.E.C., SIC 
3325., 79-19348 

Industry series, steel investment foundries, 
SIC 3324., 79-19347 


nonferrous 


79- 


79- 
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Industry series, steel pipe and tubes, SIC 
3317., 79-19345 

Industry series, steel springs, except wire, 
SIC 3493., 79-19380 

Industry series, steel wire and related prod- 
ucts, SIC 3315., 79-22029 

Industry series, storage batteries, SIC 3691., 
79-22088 

Industry series, structural wood members, 
N.E.C., SIC 2439., 79-19271 

Industry series, sulfur, SIC 1477., 79-22141 

Industry series, surface active agents, SIC 
2843., 79-19303 

Industry series, surgical and medical instru- 
ments, SIC 3841., 79-19427 

Industry series, surgical appliances and sup- 
plies, SIC 3842., 79-19428 

Industry series, switchgear and switchboard 
apparatus, SIC 3613., 79-22069 

Industry series, synthetic rubber, SIC 2822., 
79-19297 

Industry series, talc, soapstone, and pyro- 
phyllite, SIC 1496., 79-22128, 79-22143 

Industry series, tanks and tank components, 
SIC 3795., 79-19424 

Industry series, telephone and telegraph ap- 
paratus, SIC 3661., 79-22082 

Industry series, terrazzo, tile, marble, and 
mosaic work special trade contractors, 
SIC code 1743., 79-19498 

Industry series, terrazzo, tile, marble, and 
mosaic work, special trade contractors, 
SIC 1743., 79-19513 

Industry series, textile bags, SIC 2393., 
19264 

Industry series, textile goods, N.E.C., SIC 
2299., 79-21984 

Industry series, textile machinery, 
3552., 79-22058 

Industry series, thread mills, SIC 2284., 
79-19246 

Industry series, throwing and winding mills, 
SIC 2282., 79-19244 

Industry series, tire, cord and fabric, SIC 
2296., 79-19251 

Industry series, tires and inner tubes, SIC 
3011., 79-19311 

Industry series, tobacco stemming and re- 
drying, SIC 2141., 79-19229 

Industry series, toilet preparations, 
2844., 79-19304 

Industry series, transformers, SIC 3612., 
79-22068 

Industry series, travel trailers and campers, 
SIC 3792., 79-22095 

Industry series, truck and bus bodies, SIC 
3713., 79-22091 

Industry series, truck trailers, SIC 3715., 
79-22092 

Industry series, tufted carpets and rugs, SIC 
2272., 79-19241 

Industry series, turbines and turbine gener- 
ator sets, SIC 3511., 79-19383 

Industry series, typesetting, SIC 2791., 
22007 


79- 


SIC 


SIC 


79- 





Industry series, upholstered household fur- 
niture, SIC 2512., 79-19277 

Industry series, uranium-radium-vanadium 
ores, SIC 1094., 79-22134 

Industry series, valves and pipe fittings, SIC 
3494., 79-22046 

Industry series, vegetable oil mills, N.E.C., 
SIC 2076., 79-21979 

Industry series, vehicular lighting equip- 
ment, SIC 3647., 79-19409 

Industry series, vitreous china food utensils, 
SIC 3262., 79-19201 

Industry series, vitreous plumbing fixtures, 
SIC 3261., 79-19329 

Industry series, warp knit fabric mills, SIC 
2258., 79-19236 

Industry series, watches, clocks, and watch- 
cases, SIC 3873., 79-19431 

Industry series, water, sewer, pipe line, 
communication and power line construc- 
tion contractors, SIC 1623., 79-19507 

Industry series, water well drilling special 
trade contractors, SIC 1781., 79-19517 

Industry series, weaving and finishing mills, 
wool, SIC 2231., 79-19232 

Industry series, weaving mills and cotton, 
SIC 2211., 79-19230 

Industry series, weaving mills, manmade 
fiber and silk, SIC 2221., 79-19231 

Industry series, welding apparatus, electric, 
SIC 3623., 79-19404 

Industry series, wet corn milling, SIC 2046., 
79-19210 

Industry series, wines, brandy, and brandy 
spirits, SIC 2084., 79-21981 

Industry series, wire springs, SIC 3495., 
79-19381 

Industry series, women‘s footwear, except 
athletic, SIC 3144., 79-19318 

Industry series, women‘s handbags and 
purses, SIC 3171., 79-22024 

Industry series, wood household furniture, 
SIC 2511., 79-19276 

Industry series, wood pallets and skids, SIC 
2448., 79-19272 

Industry series, wood partitions and fix- 
tures, SIC 2541., 79-19282 

Industry series, wood preserving, 
2491., 79-19273 

Industry series, wood TV and radio cabi- 
nets, SIC 2517., 79-19279 

Industry series, woodworking machinery, 
SIC 3553., 79-19391 

Industry series, wool yarn mills, SIC 2283., 
79-19245 

Industry series, woven carpets and rugs, 
SIC 2271., 79-19240 

Industry series, wrecking and demolition 
work special trade contractors, SIC code 
1795., 79-19499 

Industry series, wrecking and demolition 
work special trade contractors, SIC 
1795., 79-19520 

Industry series, X-ray, electromedical, and 
electrotherapeutic apparatus, SIC 3963., 
79-19412 


SIC 
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Industry series, yarn mills, except wool, 
SIC 2281., 79-19243 

Industry wage survey : bituminous coal, 
January 1976-March 1981., 79-2675 

Industry wage survey. Communications., 
79-15535, 79-22962 

Industry wage survey : computer and data 
processing services, March 1978., 79- 
17024 

Industry wage survey : contract cleaning 
services, July 1977., 79-14016 

Industry wage survey : grain mill products, 
September 1977., 79-15534 

Industry wage survey : machinery manufac- 
turing, January 1978 /, 79-17023 

Industry wage survey. Metal mining., 
18593 

Industry wage survey : oil and gas extrac- 
tion, September 1977., 79-17019 

Industry wage survey : pulp, paper, and 
paperboard mills, summer 1977 /, 79- 
17018 

Industry wage survey : scheduled airlines, 
August-November 1975., 79-20855 

Industry wage survey : semiconductors, 
September 1977 /, 79-17022 

Industry wage survey, women‘s and misses‘ 
dresses, August 1977 /, 79-11892 

An industrywide industrial hygiene study of 
ethylene dibromide /, 79-13732 

Ineffective management of GSA‘s multiple 
award schedule program, a costly, seri- 
ous, and longstanding problem : report to 
the Congress /, 79-16615 

Inequalities in the educational experiences 
of black and white Americans : hearing 
before the Task Force on Human Re- 
sources of the Committee on the Budget, 
House of Representatives, Ninety-fifth 
Congress, second session, September 27, 
1978., 79-10435 

Infant satellite nurseries : family day care 
with a difference., 79-13740 

Infantryman /, 79-5747, 79-14810 

Inflation : hearings before the Subcommit- 
tee on Economic Stabilization of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-sixth Congress, first session ... 
March 22 and 23, and April 25, 1979., 
79-17446 

Inflation and economic growth : the eco- 
nomic policy dilemma /, 79-9173 

Inflation and its impact on the elderly : 
hearing before the Subcommittee on 
Human Services of the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, second session, 
September 25, 1978, Bridgeport, Conn., 
79-10400 

Influence of a gin-applied cotton additive 
on dust levels, processing performance, 
and yarn quality /, 79-3487 

Influence of earth surface and cloud prop- 
erties on the South Florida sea breeze /, 
79-12752 


79- 
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Influence of fertilizer on seed production in Allegheny hardwood stands / 


Influence of fertilizer on seed production in 
Allegheny hardwood stands /, 79-14648 

Influence of free-stream disturbances on 
boundary-layer transition /, 79-2703 

Influence of fretting on flexural fatigue of 
304 stainless steel and mild steel /, 79- 
4681 

The influence of high school racial compo- 
sition on black college attendance and 
test performance /, 79-13646 

Influence of preceptorship and other factors 
on the education and career choices of 
physicians executive summary., 79- 
2540 

Influence of sample disturbance on sand re- 
sponse to cyclic loading /, 79-2091 

Influence of staple-length variations on the 
spinning performance and yarn quality of 
cotton /, 79-14636 

Influence of turbidity on fish abundance in 
western Lake Superior /, 79-2335 

Info memo., 79-1085 

Information; quarterly journal of the Na- 
tional Institute of Education., 79-983 

Information and referral : how to do it /, 
79-20283 

Information & referral services : 
findings /, 79-20284 

Information available from USDA‘s Food 
Safety and Quality Service., 79-16144 

Information base for waste repository 
design /, 79-14318 

Information bulletin, 79-691 

Information bulletin - Defense Civil Prepar- 
edness Agency., 79-691 

Information bulletin - Library of Congress, 
79-1338 

Information concerning citizenship educa- 
tion to meet naturalization requirements., 
79-16974 

Information dissemination for science edu- 
cation., 79-14106 

Information flow for military construction / 
, 79-2102 

Information for annuitants., 

Information for 
23011 

Information for married applicants., 
14141 

Information for men : your sterilization op- 
eration., 79-7969 

Information for science faculty professional 
development awardees., 79-23012 

Information for specially denatured spirits 
applicants., 79-17204 

Information for survivor annuitants., 
17098 

Information for tax-free alcohol applicants., 
79-17205 

Information for travelers : 
importing alcoholic 
17196 

Information for use in determining whether 
to remove leather wearing apparel from 
the list of articles eligible for the general- 
ized system of preferences : report to the 
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research 


79-17096 


graduate fellows., 79- 


79- 


79- 


State laws on 
beverages., 79- 





President on investigation no. 332-79(3) 
under section 332 of the Tariff act of 
1930., 79-2882 

Information for women : 
operation., 79-7970 

Information guide for training programs 
and manual requirements in the air trans- 
portation of hazardous materials, 79- 
15719 

Information memorandum - Rehabilitation 
Services Administration., 79-961 

Information on alleged Conrail mismanage- 
ment of contracting and track rehabilita- 
tion in its Toledo and Ft. Wayne Divi- 
sions : report /, 79-20136 

Information on excise taxes for 1979 /, 79- 
10271 

Information on Federally assisted health 
professions scholarship programs : report 
/, 7179-18199 

Information on immigration in 17 countries 
: report /, 79-13548 

Information on levels of environmental 
noise requisite to protect public health 
and welfare with an adequate margin of 
safety., 79-13412 

Information on self-employment tax /, 79- 
6410 

Information on the appeals process for dis- 
puted claims under the Federal employ- 
ees health benefits program : report /, 
79-18196 

Information on the United States-Canada 
income tax treaty /, 79-8527 

Information on U.S. Railway Association 
contracts with law firms : report /, 79- 
16570 

An information package for minority com- 
panies seeking business opportunities gen- 
erated by section 906 of the Railroad re- 
vitalization act of 1976 : (4R ACT)., 79- 
2899 

Information policy : public laws from the 
95th Congress for the United States 
House of Representatives /, 79-12372 

Information policy issues relating to con- 
tractor data and administrative markings : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, September 18, 
1978., 79-12364 

Information, quarterly newsletter of the Na- 
tional Institute of Education., 79-983 

Information science and technical informa- 
tion program documents cataloged by the 
Technical Information Center, Depart- 
ment of Energy /, 79-18085 

Information services on research in prog- 
ress Services d‘information concernant les 
recherches en cours : a worldwide inven- 
tory repertoire mondial /, 79-4695 

Information statement for applicants and 
grantees model projects on aging; Older 
Americans act, Title III, section 308., 
79-11735 
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Informing workers and employers about oc- 
cupational cancer /, 79-14019 

Infrared astronomical satellite., 79-8315 

The infrared handbook /, 79-12963 

Inhalant use and treatment /, 79-18324 

Inhalants., 79-8096 

Inheritance of compartmentalization of 
wounds in sweetgum (Liquidambar styra- 
ciflua L.) and eastern cottonwood (Popu- 
lus deltoides Bartr.) /, 79-14649 

An initial assessment of the literature on the 
measurement, control, transport, transfor- 
mation and health effects of urregulated 
diesel engine emissions /, 79-17279 

Initial measurements within an_ internal 
combustion engine using Raman spectros- 
copy /, 79-22437 

Initial report of the Motor Carrier Task 
Force : recommended policy statement 
and proposed regulatory reform measures 
/, 7179-18562 

Initial report on experimental project ”Re- 
cycling of asphaltic concrete pavements“, 
Laramie, Wyoming /, 79-18781 

Initial reports of the Deep Sea Drilling 
Project : a project planned by and car- 
ried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling., 79-4696, 79-8378, 
79-8379, 79-8380, 79-15573, 79-18699, 
79-20932 

Initial results of the NAVSTAR GPS NTS- 
2 satellite /, 79-11095 

Initial review of Senator Edward W. 
Brooke of Massachusetts : report of the 
Select Committee on Ethics, United 
States Senate., 79-14595 

Initial simulation and control system studies 
of the MIUS coal-fired turbine experi- 
ment /, 79-11294 

Initial State & local data elements., 
12119, 79-21100 

Initial summary of upper atmospheric data 
/, 7179-10306 

Injection-dominated tokamak experiments at 
ORNL /, 79-18059 

Injuries associated with public playground 
equipment /, 79-23225 

Injuries associated with skateboards (Prod- 
uct Code 1333) /, 79-12234 

Injuries associated with small objects /, 
79-12235 

Injuries in air transport emergency evacua- 
tions /, 79-21196 

Injury experience in coal mining., 
79-4580, 79-14039 

Injury experience in the metallic mineral 
industries. 79-11931, 79-15548 

Injury experience in the nonmetal industries 
(except stone and coal), 79-11930 

Injury experience in the nonmetal industries 
(except store and coal), 79-20900 

Injury experience in the nonmetallic miner- 
al industries, except stone and coal., 79- 
11930, 79-20900 


79- 


79-4579, 
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Injury experience in the sand and gravel 
industry., 79-17051 

Inmine fire tests of mine shaft fire and 
smoke protection systems /, 79-10054 

Innovation in public transportation, 
12216 

Innovations in monetary policy /, 79- 
20134 

Inorganic 
79-14728 

Inorganic fertilizer materials and related 
products., 79-224, 79-22109 

Inorganic species in water : ecological sig- 
nificance and analytical need : a literature 
review /, 79-11421 

Inplace, multiple resource inventories at 
budget prices, 79-13970 

Input data, arms model simulation of the 
OH-S58A in an Army tactical environment 
/, 79-3844 

Inquiry into Federal employee parking 
policy : report /, 79-4148 

INS reporter., 79-1278 

Insect attacks on and mortality of slash and 
longleaf pines treated with paraquat to 
induce lightwood formation /, 79-19134 

Insect diet dispenser for medium-size rear- 
ing programs /, 79-21920 

Insecticides, acaricides, molluscicides and 
antifouling compounds, 79-850 

Insects., 79-15125 

Insects and related pests of house plants : 
how to control them /, 79-5476 

Insensitive control technology development 
/, 7179-10169 

Inservice training seminar for the driver li- 
censing administrative hearing officer : 
participant's manual., 79-8596, 79- 
15788 

Inside experience-based career education : 
personal reactions to non-traditional 
learning /, 79-20316 

Insider, 79-798 

Insolation models, data and algorithms, 
annual report., 79-13326 

Inspection and appraisal of coal mine refuse 
banks and associated impoundments 
letter from the Secretary of the Army 
transmitting a letter from the Chief of 
Engineers .... 79-11018, 79-12510 

Inspection authorization study guide., 
8565 

Inspection gages and precision layout tools 
/, 79-19716 

Inspection guidelines for motor vehicles of 
less than 10,000 pounds gross vehicle 
weight., 79-4937 

Inspection of aeros data to develop system 
enhancements /, 79-9802 

Inspection of nuclear reactor welding by 
acoustic emission /, . 79-8697, 79-14331 

Inspection of nuclear reactor welding by 
acoustic emission : final report November 
1974 through November 1977 /, 79- 
8716 

Inspection of shore facilities., 


79- 


chemicals., 79-223, 79-5544, 


79- 


79-2130 





Integral glass encapsulation for solar arrays : interim report / 


Inspection, packing, handling, storage and 
transportation handbook., 79-23172 

Inspection standards of vegetable imports : 
hearings before the Subcommittee on 
Foreign Agricultural Policy of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session ..., 79- 
3030 

Inspectors guide : to be used in the evalua- 
tion of municipal wastewater treatment 
plants /, 79-16549 

Inspectors guide for evaluation of municipal 
wastewater treatment plants., 79-16549 

Instabilities in a coal-burning fluidized bed 
/, 7179-19902 

Installation and flight testing of equipment 
installed in aircraft., 79-21178 

Installation and operation of an atmospheric 
particulate collector /, 79-5778 

Installation criteria for the approach light- 
ing system improvement program 
(ALSIP) /, 79-15736 

Installation guidelines for solar DHW sys- 
tems in one- and two-family dwellings /, 
79-15328 

Installation of incinerator residue as base- 
course paving material in Washington, 
D.C. /, 79-14228 

Installation or erection of building equip- 
ment special trade contractors, N.E.C., 
SIC 1796., 79-19521 

Institute of Medicine‘s review of HEW‘s 
research planning principles., 79-15246 

Institute Pedagologique Nationale 
D‘Education Technique., 79-23053 

Institutional applications of solar 
energy systems /, 79-9637 

Institutional characteristics of U.S. medical 
schools, 1975-1976 : final report /, 79- 
9965 

Institutional constraints and potential for oil 
shale development /, 79-13379 

Instream flow strategies for Arizona /, 
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man path integrals to sound propagation 
in the ocean /, 79-11058 

An introduction to the Federal Catalog 
System., 79-5687 

An introduction to urban travel demand 
forecasting : a self-instructional text /, 
79-23186 

An introduction to Washington, D. C., 
18706 

An introductory comparison of Brayton 
and Rankine power cycles for central 
solar power generation /, 79-16474 

Intrusive rocks northeast of Steamboat 
Springs, Park Range, Colorado /, 79- 
8241 

Inventories of brass and copper wire mill 
shapes., 79-234, 79-19454 

Inventories of steel mill shapes., 
79-12664 

Inventory and analysis of Federal popula- 
tion research., 79-4313 

Inventory of advanced energy technologies 
and energy conservation research and de- 
velopment, 1976-1978 /, 79-14459, 79- 
15915 

Inventory of agricultural research., 
10754, 79-10755, 79-17776 

Inventory of automatic data processing 
equipment in the United States Govern- 
ment, 79-18222 

Inventory of Federal energy-related envi- 
ronment and safety research., 79-9623 

Inventory of federal population research, 
79-4313 

Inventory of Federal statistical programs 
relating to older persons /, 79-11736 

Inventory of private agency population re- 
search., 79-16727 

Inventory report on real property owned 
by the United States throughout the 
world, 79-11589, 79-20233 


79- 


79- 


79-236, 


79- 


Do not order from index; see indicated entry 





Inventorying the urban forest, 79-13960, 
79-13961 

Inverse boundary-layer theory and compar- 
sion with experiment /, 79-10184 

Investigating accidents in the workplace : a 
manual for compliance safety and health 
Officers., 79-20888 

Investigation and evaluation of stress-corro- 
sion cracking in piping of light water re- 
actor plants /, 79-23275 

Investigation into section 8(a) program of 
the Small Business Administration : hear- 
ings before the Subcommittee on Federal 
Spending Practices and Open Govern- 
ment of the Committee on Governmental 
Affairs, United States Senate, Ninety-fifth 
Congress, first and second sessions ..., 
79-14421 

Investigation into the March 28, 1979, 
Three Mile Island accident /, 79-17354 

Investigation of advanced helicopter struc- 
tural designs /, 79-7484 

Investigation of advanced thermal-chemical 
concepts for obtaining improved MSW- 
derived products /, 79-9857 

Investigation of aeroelastically adaptive 
rotors /, 79-5806 

Investigation of an aluminum rolling helix 
crash energy absorber /, 79-11031 

Investigation of an aluminum rolling helix 
crash energy absorber [erratum{ /, 79- 
11032 

Investigation of construction techniques for 
tactical bridge approach roads across soft 
ground : final report /, 79-2086 

Investigation of extreme weather oil pollu- 
tion response capabilities /, 79-4919 

An investigation of fuels containing coal- 
oil-water emulsions /, 79-5863, 79- 
13199 

Investigation of hazards posed by chemical 
vapors released in marine operations — 
phase I /, 79-21210 

Investigation of high velocity wedge sepa- 
rator for particle removal in coal gasifica- 
tion plants., 79-13032, 79-17905 

Investigation of Korean-American relations 
: appendixes to the report of the Subcom- 
mittee on International Organizations of 
the Committee on International Relations, 
House of Representatives., 79-5114 

Investigation of Korean-American relations 
: hearing before the Subcommittee on In- 
ternational Organizations of the Commit- 
tee on International Relations, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 79-5112, 79-5113, 79- 
6698 

Investigation of Korean-American relations 
: report of the Subcommittee on Interna- 
tional Organizations of the Committee on 
International Relations, U.S. House of 
Representatives., 79-6699 

Investigation of landfill leachate pollutant 
attenuation by soils /, 79-4073 
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Investigation of light scattering as a technique for detecting discrete soot 


Investigation of light scattering as a tech- 
nique for detecting discrete soot particles 
in a luminous flame /, 79-8337 

Investigation of mechanisms of hydrogen 
transfer in coal hydrogenation., 79- 
13161, 79-13162, 79-17957, 79-22410 

Investigation of mechanisms of hydrogen 
transfer in coal hydrogenation : semi- 
annual technical progress report for July- 
December 1976 (stage I, phase I report 
period) /, 79-7635 

Investigation of narcotics trafficking and 
money laundering in Chicago : a report 
of the Select Committee on Narcotics 
Abuse and Control, Ninety-fifth Con- 
gress, first session., 79-9065 

Investigation of reliability attributes and ac- 
celerated stress factors on terrestrial solar 
cells., 79-16425 

Investigation of saturated laser flourescence 
and CARS spectroscopic techniques for 
combustion diagnostics /, 79-9854 

Investigation of selected linear features in 
the northern Adirondack Mountains, 
New York : final report July 1, 1977 - 
June 30, 1978 /, 79-23296 

Investigation of steady and fluctuating pres- 
sures associated with the transonic buffet- 
ing and wing rock of a one-seventh scale 
model of the F-5A aircraft/, 79-18629 

Investigation of test methods, material 
properties, and processes for solar cell 
encapsulants /, 79-11200 

Investigation of test methods, material 
properties, and processes for solar cell 
encapsulants : encapsulation task of the 
low-cost silicon solar array project /, 
79-17926 

Investigation of test methods, material 
properties, and processes for solar cell 
encapsulants : encapsultion task of the 
low-cost silicon solar array project /, 
79-13113 

Investigation of test methods, material 
properties, and processes for solar cell 
encapsulants, encapsultion task of the 
low-cost silicon solar array project /, 
79-9668, 79-17927 

Investigation of the application of computer 
technology to private dental practice /, 
79-18294 

Investigation of the assassination of Martin 
Luther King, Jr. : hearings before the 
Select Committee on Assassinations of 
the U.S. House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-8791, 79-8792, 79-10429, 79-10430, 
79-12319, 79-14371, 79-17435, 79- 
18898 

Investigation of the assassination of Presi- 
dent John F. Kennedy : hearings before 
the Select Committee on Assassinations 
of the U.S. House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-12318, 79-14370, 79-17433, 79- 
17434 

Investigation of the compliant rotor con- 
cept /, 79-5807 
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An investigation of the effectiveness of ex- 
isting bridge design methodology in pro- 
viding adequate structural resistance to 
seismic disturbances., 79-23120 

An investigation of the effectiveness of ex- 
isting bridge design methodology in pro- 
viding adequate structural resistance to 
seismic disturbances : Phase V, Correl- 
ative investigations on theoretical and ex- 
perimental dynamic behavior of a model 
bridge structure /, 79-21138 

An investigation of the effectiveness of ex- 
isting bridge design methodology in pro- 
viding adequate structural resistance to 
seismic disturbances : Phase IV : seismic 
response of bridges, case studies /, 79- 
14233 

An investigation of the mechanism of fly- 
ash formation in coal-fired utility boilers., 
79-13149, 79-13150 

Investigation of tire-pavement interaction 
during maneuvering /, 79-12171 

Investigations of simulated aircraft flight 
through thunderstorm outflows /, 79- 
10179 

Investigations of the seismological input to 
the safety design of nuclear power reac- 
tors in New England /, 79-10390 

Investigative planning /, 79-15504 

An investigative study of engine limiting /, 
79-17909 

Investing in Mexico, 79-17845 

Investing in oil, gas and coal : things to 
consider : a consumer education publica- 
tion /, 79-18740 

Investment adviser directory., 79-12106 

Investment credit for certain single purpose 
agricultural or horticultural structures : 
report to accompany H.R. 12846., 79- 
6894 

Investment guaranties : agreement between 
the United States of America and Portu- 
gal, resuming and interpreting the agree- 
ment of May 22 and 25, 1953, effected by 
exchange of notes signed at Lisbon Octo- 
ber 31 and November 10, 1977., 79- 
8446, 79-8455, 79-8462, 79-12084 

Investment of New York City and State 
pension funds in New York City obliga- 
tions : report to accompany H.R. 4007., 
79-5335 

Investment strategies for developing areas : 
analytic model for choice of strategies in 
highway construction /, 79-6425 

Invitational Well-Testing Symposium pro- 
ceedings, October 19-21, 1977, Berkeley, 
California., 79-11281 

Involuntary smoking /, 79-20335 

Involvement of suspended/revoked drivers 
in traffic crashes : a statement of the 
problem /, 79-21228 

Iodine., 79-22911 

Ion-selective electrodes in organic elemen- 
tal and functional group analysis : a 
review /, 79-13358 
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Ionized dopant concentrations at the heav- 
ily doped surface of a silicon solar cell /, 
79-14087 

Iowa bridge problems : hearing before the 
Subcommittee on Transportation of the 
Committee on Environment and Public 
Works, United States Senate, Ninety-fifth 
Congress, second session, April 3, 1978., 
79-6724 

Iowa County, Wisconsin, unincorporated 
areas., 79-4445 

Iowa exports., 79-16281 

Iowa's selected service industries showed a 
72.3 percent increase in receipts between 
1972 and 1977, Census report shows., 
79-22233 

Ipsative rankings as an indicator of job- 
worker match /, 79-12984 

Iran : a survey of U.S. business opportuni- 
ties., 79-5649 

Iran : evaluation of U.S. intelligence per- 
formance prior to November 1978 : staff 
report /, 79-10528 

Iran, a country study /, 79-10996 

Iran and world oil supply : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
sixth Congress, first session ..., 79-12347, 
79-15870, 79-21501 

Iraq, 79-6358 

Iraq : post report., 

Ireland, 79-12060 

Irigaray Uranium Solution Mining Project., 
79-6571 

Irma Victoria Bolarte Alvarado : 
accompany H.R. 3613., 79-3444 

Iron-air battery development program /, 
79-9648 

Iron and steel., 79-10057, 79-20741 

Iron and steel castings., 79-232 

Iron and steel forgings, SIC 3462., 
22044 

Iron and steel foundries and steel ingot pro- 
ducers., 79-5546 

Iron and steel scrap., 

Iron ore., 79-1219 

Iron ore (Washington), 

Iron ores, SIC 1011., 79-22129 

Iron oxide pigments., 79-20740 

Irradiaton creep by climb-enabled glide of 
dislocations resulting from preferred ab- 
sorption of point defects /, 79-14971 

Irregularities in contracting at the National 
Institute on Drug Abuse : hearing before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session, July 31, 1978., 79-10511 

Irrigation and drainage., 79-13581 

Irrigation efficiency a_ bibliography 
volume 2 /, 79-11789 

IRS administration of tax laws relating to 
lobbying : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 


79-10227 


report to 


79- 


79-1210 


79-1219 





January — December 1979 


Ninety-fifth Congress, second session..., 
79-5074 

IRS can better plan for and control its 
ADP resources : report /, 79-16595 

IRS can improve its process for deciding 
which corporate returns to audit /, 79- 
22590 

IRS phone book; national office, 79-1493 

IRS taxpayer services, tax return preparers, 
and tax form simplification programs : 
twenty-eighth report /, 79-6864 

Is beer a four letter word?, 79-8109 

Is mandatory retirement necessary /, 79- 
16744 

Is quiet possible at the Dudley home?, 
11398 

Is the Air Force inspection system effec- 
tive? GAO was denied access to pertinent 
records : report /, 79-16578 

Is the AV-8B Advanced Harrier aircraft 
ready for full-scale development? : report 
to the Congress /, 79-11546 

Is the independent sales agent for you?, 
79-4805 

Is the urban crisis over? : hearing before the 
Subcommittee on Fiscal and Intergovern- 
mental Policy of the Joint Economic 
Committee, Congress of the United 
States, Ninety-sixth Congress, first ses- 
sion, March 20, 1979., 79-23365 

Is there life after TDHF? : a report based 
on a talk presented at the 1978 Gordon 
Conference on Nuclear Chemistry, June 
19-23 /, 79-18063 

Isabelle : a 400 x 400 gev proton-proton 
colliding beam facility/, 79-11158 

Island lantern., 79-1276 

Isle Royale National Park, Michigan /, 
79-22920 

Isostatic pressing of TATB and RX-03-AU 
to specified densities /, 79-19960 

Isotherms for the U-UH;-Hzsystem at tem- 
peratures of 700-1065c /, 79-19996 

Isotope applications in the environmental 
field /, 79-2269 

Israel, 79-23040 

Israel : post report., 79-10228 

Israel, a country study /, 79-22366 

Israel and the United States : speech /, 79- 
8422 

Issuances of the Meat and Poultry Inspec- 
tion Program., 79-122 

Issued facing the future of Federal coal 
leasing : report to the Congress /, 79- 
16575 

Issues and options in the coordination of 
U.S. foreign aid policy : report /, 79- 
18915 

Issues concerning Air Force KC-10A ad- 
vanced tanker/cargo aircraft : report to 
the Congress /, 79-11543 

Issues facing the U.S. mirror program /, 
79-3889 

Issues in East-West commercial relations : a 
compendium of papers submitted to the 


79- 





Johanne Lapointe : report to accompany H.R. 7550. 


Joint Economic Committee, Congress of 
the United States., 79-14390 

Issues in mental health and aging : proceed- 
ings of the Conference on Research in 
Mental Health and Aging, November 10- 
11, 1975, Bethesda, Md., 79-22668 

Issues in the classification of individuals as 
employees or independent contractors : a 
report /, 79-14463 

Issues in United States relations with Spain 
and Portugal : report /, 79-10469 

Issuing municipal bonds : a primer for local 
Officials /, 79-16082 

It hurts when they cry., 79-4949 

It starts with people : experiences in drug 
abuse prevention /, 79-4399 

Item identification., 79-1900, 79-1901, 
79-7354, 79-22295, 79-22296 

Item types used in numbered tests for Fed- 
eral employment developed by the U.S. 
Civil Service Commission /, 79-19639 

It‘s a new day for disabled people /, 79- 
13628 

ITS publications abstracts., 79-5654 

It's working...collaboration in career educa- 
tion., 79-18228 

IUD‘s and pelvic infection /, 79-16751 

Ivory Coast : post report., 79-10229 


J 


Jacks and plugs., 79-1950, 79-10938 

Jackson and Klamath sustained yield units 
ten-year timber management plan /, 79- 
16911 

Jackson, 
79-20863 

Jackson Ormiston Edward[st Cuffy and 
Merle Cleopatra Edwards Cuffy : report 
to accompany H.R. 7653., 79-5450 

Jacksonville, Florida, metropolitan area, 
79-11904 

Jacs directory, NTIS journal article copy 
service., 79-350 

Jae Keun Christianson : report to accompa- 
ny H.R. 8308., 79-3460 

The JAG _ journal., 79-5810, 79-5811, 
79-5812 

Jamaica., 79-14120 

Jamaica : post report., 

James C. Wilkinson : report to accompany 
H.R. 1158., 79-17576, 79-21834 

James William Dibben : report to accompa- 
ny H.R. 9352., 79-3464 

Janet Abraham, also known as Janet Susan 
Abraham : report to accompany S. 170., 
79-17663 

Janet Abraham, also known as Janet Susan 
Abraham : report to accompany S. 2670., 
79-5402 

Japan : post report., 79-18723 

Japan as a market for U.S. cotton /, 79- 
3505 

JASON : a code for solving general elec- 
trostatics problems user‘s manual /, 79- 
22484 


Mississippi, metropolitan area, 


79-2818 
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Jazz., 79-12032 

Jazz/folk music, 79-12032 

Jefferson County, Kentucky (unincorporat- 
ed areas)., 79-10022 

Jennet Juanita Miller (also known as Jennet 
Juanita Flowers) : report to accompany 
H.R. 1405., 79-5424 

Jesus Reveles y Rivera : report to accompa- 
ny H.R. 1424., 79-5263 

Jesusa Navarro Romero and Antonio Ange- 
les Romero : report to accompany S. 
2379., 79-3267 

Jet drying of southern pine and Douglas-fir 
: exploratory study /, 79-17730 

Jet fan effectiveness as measured with 
SF.tracer gas /, 79-6183 

Jewelers‘ materials and lapidary work, SIC 
3915., 79-19435 

Jewelry, precious metal, SIC 3911., 
19433 

Jin Suk Park : 
1398., 79-5385 

Jin Syen Suh : 
1154., 79-3257 

Job Corps., 79-20890 

Job Corps education program guide /, 79- 
14035 

Job Corps happenings., 79-1330 

Job Corps should strengthen eligibility re- 
quirements and fully disclose perform- 
ance : report to the Congress /, 79- 
20169 

Job grading system for trades and labor oc- 
cupations, 79-600 

Job opoortunities for skilled craftsmen., 
79-19630 

Job placement and adjustment of the handi- 
capped : an annotated bibliography /, 
79-13639 

Job vacancy statistics in the United States / 
, 79-4953 

Jobs for which you can qualify if you‘re 
not a high school graduate /, 79-15528 

Jobs for which you can quality if you're a 
high school graduate /, 79-15525 

Jobs for which you can train through ap- 
prenticeship /, 79-15526 

Jobs for which you probably will need 
some college or specialized training /, 
79-15527 

Jobs tax credit : joint hearings before the 
Subcommittee on Administration of the 
Internal Revenue Code of the Committee 
on Finance and the Select Committee on 
Small Business, United States Senate, 
Ninety-fifth Congress, second session, 
July 18 and 26, 1978., 79-12353 

Joe Skubitz Social Security Administration 
Center report to accompany H.R. 
12634., 79-5200 

Joe Waggonner Federal Building : report to 
accompany H.R. 13514., 79-5205 

Jogging guidelines /, 79-14109 

Johanne Lapointe : report to accompany 
H.R. 7550., 79-3456 


79- 
report to accompany S. 


report to accompany S. 
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John A. Blatnik lock : report to accompany H.R. 3583. 


John A. Blatnik lock : report to accompany 
H.R. 3583., 79-5173 
John Day planning unit., 
John F. Johnson : report to accompany 
H.R. 9075., 79-3240 

John F. Kennedy Center authorization : 
report to accompany H.R. 3051., 79- 
18997 

John F. Kennedy Center authorizations : 
report together with additional views to 
accompany S. 1142., 79-19058 

John J. Flynt, Jr., Federal Building : report 
to accompany H.R. 13187., 79-5203 

John M. Deutch nomination hearing 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-sixth Congress, first session, on 
the nomination of Dr. John M. Deutch to 
be the Under Secretary of the Depart- 
ment of Energy, June 26, 1979., 79- 
21506 

John Muir National Historic Site, Califor- 
nia., 79-4557 

John T. Knight : report to accompany H.R. 
9071., 79-5379 

John T. Rhett nomination : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
sixth Congress, first session, on the nomi- 
nation of John T. Rhett, Jr., to be Feder- 
al Inspector for the Alaska Natural Gas 
Transportation System, June 22, 1979., 
79-21505 

John Wayne gold medal : hearing before 
the Subcommittee on Consumer Affairs 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Representa- 
tives, Ninety-sixth Congress, first session, 
on H.R. 3767 ... May 21, 1979., 79- 
15857 

Johnson Bayou watershed project, Pointe 
Coupee Parish, Louisiana., 79-9585 

Joint defense space research facility : agree- 
ment between the United States of Amer- 
ica and Australia, amending and extend- 
ing the agreement of December 9, 1966, 
effected by exchange of notes signed at 
Canberra, October 19, 1977., 79-4792 

The Joint economic report., 79-12548 

Joint Egypt/United States report on 
Egypt/United States cooperative energy 
assessment /, 79-19819 

Joint NIOSH/OSHA current intelligence 
bulletin., 79-11714 

Joint resolution authorizing and requesting 
the President to designate the seven-day 
period beginning on May 28, 1979, as 
”Vietnam Veterans Week“., 79-9324 

Joint resolution authorizing and requesting 
the President to proclaim the 7-day 
period beginning on May 4, 1979, as 
” Asian/Pacific American Heritage 
Week“, 79-5291 

Joint resolution authorizing the President to 
invite the States of the Union and foreign 
nations to participate in the International 
Petroleum Exposition to be held at Tulsa, 
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Oklahoma, from September 10, 1979, 
through September 10, 1979., 79-6991 
Joint resolution designating the week of 
October 8 through October 14, 1979, as 
”National Diabetes Week“., 79-21804 
Joint resolution extending the deadline for 
the ratification of the equal rights amend- 
ment., 79-9213 

Joint resolution granting the status of per- 
manent residence to certain aliens., 79- 
6941 

Joint resolution making an urgent appropri- 
ation for the black lung program of the 
Department of Labor, and for other pur- 
poses, for the fiscal year ending Septem- 
ber 30, 1978., 79-3326 

Joint resolution making continuing appro- 
priations for the fiscal year 1979, and for 
other purposes., 79-7009 

Joint resolution making urgent supplemental 
appropriations for the Department of Ag- 
riculture, Agricultural Stabalization and 
Conservation Service, and for other pur- 
poses for the fiscal year ending Septem- 
ber 30, 1978., 79-3325 

Joint resolution making urgent supplemental 
appropriations for the Department of Ag- 
riculture, Federal Grain Inspection Serv- 
ice, for the fiscal year ending September 
30, 1978., 79-5271 

Joint resolution proposing an amendment to 
the Constitution to provide for represen- 
tation of the District of Columbia in the 
Congress., 79-9212 

Joint resolution providing financial assist- 
ance for the city of New York., 79-9310 

Joint resolution relative to the convening of 
the first session of the Ninety-sixth Con- 
gress, and for other purposes., 79-7073 

Joint resolution to amend section 8 of the 
Export-Import Bank act of 1945., 79- 
9308 

Joint resolution to authorize and request the 
President to issue annually a proclama- 
tion designating the first Sunday of Sep- 
tember following Labor Day of each 
year as National Grandparents Day., 79- 
23524 

Joint resolution to authorize and request the 
President to proclaim the week of May 6 
through 12, 1979, as National Historic 
Preservation Week.“, 79-16006 

Joint resolution to authorize and request the 
President to proclaim the week of Sep- 
tember 16 through 22, 1979, as National 
Meals on Wheels Week“., 79-23527 

Joint resolution to authorize the President 
to issue a proclamation designating that 
week in November 1978, which includes 
Thanksgiving Day as ”National Family 
Week"., 79-5313 

Joint resolution to consent to an amend- 
ment of the constitution of the State of 
New Mexico to provide a method for 
executing leases and other contracts for 
the development and operation of geo- 
thermal steam and waters on lands grant- 
ed or confirmed to such State., 79-7041 


Do not order from index; see indicated entry 





Title Index 


Joint resolution to declare May 18, 1979 to 
be ”’National Museum Day.“, 79-16005 

Joint resolution to extend the authority of 
the Federal Reserve banks to buy and sell 
certain obligations., 79-7042 

Joint resolution to extend the time for filing 
the Economic report., 79-14582 

Joint resolution to provide for a temporary 
extension of certain Federal Housing Ad- 
ministration mortgage insurance and re- 
lated authorities, of the national flood in- 
surance program, of the crime insurance 
and riot reinsurance programs, of certain 
rural housing authorities, and for other 
purposes., 79-9307 

Joint resolution to provide for the designa- 
tion of a week as "National Lupus 
Week“., 79-21803 

Joint resolution to restore posthumously full 
rights of citizenship to Jefferson F. 
Davis., 79-7001 

Joint travel regulations. Volume 1. Mem- 
bers of the uniformed services: Army, 
Navy, Marine Corps, Air Force, Coast 
Guard, National Oceanic and Atmospher- 
ic Administration Corps, Public Health 
Service., 79-10903 

Joint travel regulations. Volume 1. Mem- 
bers of uniformed services: Army, Navy, 
Marine Corps, Air Force, Coast Guard, 
National Oceanic and Atmospheric Ad- 
ministration Corps, Public Health Serv- 
ice., 79-640 

Joint travel regulations. Volume 2. Depart- 
ment of Defense civilian personnel., 79- 
641 

Joint travel regulations. Volume 2. Depart- 
ment of Defense civilian personnel, 79- 
7336, 79-7337, 79-7338, 79-10904, 
79-10905, 79-10906, 79-17857 

Jonathan Winston Max : report to accompa- 
ny H.R. 5933., 79-3450 

Jordan : post report., 79-10230 

Jose Quintana Dominguez Sendejas : report 
to accompany H.R. 3319., 79-21762 

Joselyn Buccat Lalley and Jodelyn Buccat 
Lalley : report to accompany S. 2294., 
79-3250 

Joseph J. Andrews : report to accompany 
H.R. 896., 79-17573, 79-21831 

Josephine, final timber management envi- 
ronmental statement., 79-6162 

Josephine Sustained Yield Unit ten-year 
timber management plan /, 79-6162 

Journal - Federal Home Loan Bank Board., 
79-868 

Journal for medicaid management., 
1137 

Journal of election administration, 79-1623 

Journal of human services abstracts., 79- 
966 

Journal of Navy civilian manpower man- 
agement, 79-737 

Journal of research of the National Bureau 
of Standards. 79-295, 79-10812, 79- 
19549, 79-22240 


79- 





January — December 1979 


Journal of research of the National Bureau 
of Standards. Section A. Physics and 
chemistry., 79-10812 

Journal of research of the National Bureau 
of Standards. Section B. Mathematical 
sciences., 79-5601 

Journal of research of the National Bureau 
of Standards (1977), 79-19549, 79- 
22240 

Journal of research of the National Bureau 
of Standards. Section A. Physics and 
chemistry, 79-295, 79-19549, 79-22240 

Journal of research of the National Bureau 
of Standards. Section B. Mathematical 
sciences, 79-295, 79-19549, 79-22240 

Journal of research of the National Bureau 
of Standards. Section B. Mathematics and 
mathematical physics, 79-5601 

Journal of the House of Representatives of 
the United States., 79-10316, 79-10317 

Journal of the National Cancer Institute., 
79-995 

Journal of the Senate of the United States 
of America., 79-17292, 79-18815 

Journal of the session of the Senate of the 
United States of America, 79-17292, 
79-18815 

Journal of the U.S. Army Intelligence & 
Security Command., 79-712 

Journal, Supreme Court of the United 
States., 79-1284 

Journey to the outer planets., 79-20912 

Journey to work in the United States: 1975, 
79-19462 

Juana Todd Atherley : report to accompa- 
ny H.R. 1931., 79-3425 

Juanita Binabise : report to accompany S. 
1110., 79-3258 

The Judge Advocate General‘s School, US 
Army correspondence course catalog., 
79-7426 

Judgement evaluation and instruction in 
civil pilot training /, 79-17266 

Judging vigor of deciduous hardwoods., 
79-7153 

Judicial administration, 79-7931 

Judicial housekeeping : hearing before the 
Subcommittee on Courts, Civil Liberties, 
and the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
second session ... May 4, 1978., 79-10535 

Julio Ortiz-Medina : report to accompany 
H.R. 1422., 79-5428 

Jumpers, sweaters, and undershirts., 
5715 

Junction boxes /, 79-19717 

June Gibbs Brown nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-sixth Congress, first session, on 
nomination of June Gibbs Brown to be 
Inspector General of the Department of 
the Interior, April 11, 1979., 79-18909 

Jung In Bang : report to accompany H.R. 
5230., 79-3449 


79- 





Junior Achievement, Inc. and career educa- 
tion /, 79-4249 

Junior enlisted personnel stationed overseas 
: hearings before the Military Compensa- 
tion Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ..., 79-10419 

Junior enlisted personnel stationed overseas 
: report of the Military Compensation 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, December 19, 1978., 79-10420 

Junior federal assistant., 79-5668 

Junior high science., 79-13026 

Jupiter probe charging study /, 79-14063 

Jurisdiction over vessels in United States 
deepwater ports., 79-23049, 79-23050, 
79-23051, 79-23052 

Juror utilization in United States District 
Courts., 79-10125 

Jury reform : a selected bibliography /, 
79-2671 

Jury system improvements act of 1978 : 
report to accompany S. 2075., 79-3243 

Justice Department handling of cases in- 
volving classified data and claims of na- 
tional security : hearing before a subcom- 
mittee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, second session, 
September 19, 1979., 79-15884 

Justice Department handling of cases in- 
volving classified data and claims of na- 
tional security : second report /, 79- 
21724 

Justice Department internal investigation 
policies : twenty-sixth report /, 79-9223 

Justice Department policy concerning news 
media search warrants : hearing before a 
subcommittee of the Committee on Gov- 
ernments Operations, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, June 26, 1978., 79-3075 

Justice Department retention of private 
legal counsel to represent Federal em- 
ployees in civil lawsuits : staff report to 
the Subcommittee on Administrative 
Practice and Procedure of the Committee 
on the Judiciary of the United States 
Senate., 79-3108 

Justice Department treatment of criminal 
cases involving CIA personnel and claims 
of national security : hearings before a 
subcommittee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-fourth Congress, first 
session ..., 79-3074 

The Justice Department's fight against 
youth crime : a review of the Office of 
Juvenile Justice and Delinquency Preven- 
tion of the Law Enforcement Assistance 
Administration /, 79-15898 

Justice system improvement : message from 
the President of the United States ..., 
79-6780 
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Key issues in U.S.-U.S.S.R. scientific exchanges and technology transfers : 


Justice system improvement act of 1979 : 
report together with separate, supplemen- 
tal, additional, and dissenting views to ac- 
company H.R. 2061., 79-21714 

Justice-treatment interface : a cross-disci- 
pline training course : building a re-entry 
referral network a_self-instructional 
workbook /, 79-8103 

Justice-treatment interface : a cross-disci- 
pline training course : participant manual 
/, 79-8101 

Justice-treatment interface : a cross-disci- 
pline training course : trainee‘s workbook 
/, 79-8102 

Justice William O. Douglas Federal Build- 
ing : report to accompany H.R. 14148., 
79-6900 

Justification for class VI scientific comput- 
ing capability at Sandia Laboratories, Al- 
buquerque /, 79-22460 

Juvenile justice and delinquency prevention 
in Wyoming : hearing before the Sub- 
committee to Investigate Juvenile Delin- 
quency of the Committee on the Judici- 
ary, United States Senate, Ninety-fifth 
Congress, second session, Casper, Wyo- 
ming, December 18, 1978., 79-14446 

Juvenile status offender : hearing before the 
Subcommittee to Investigate Juvenile De- 
linquency of the Committee on the Judi- 
ciary, United States Senate, Ninety-fifth 
Congress, first session, June 25, 1977, Des 
Moines, Iowa., 79-9044 


K 


Kainoosh-Fard Bullock and her son, Kami 
Bullock : report to accompany S. 1826., 
79-3266 

Kalwall Corporation Warehouse, Manches- 
ter, N.H., 79-15009 

Kankakee County, Illinois, unincorporated 
areas., 79-18434 

Kansas City, Missouri-Kansas, metropolitan 
area, 79-10129 

Kansas exports., 79-16282 

Kansas Public Service Company, Inc., ex- 
plosion and fire, Lawrence, Kansas, De- 
cember 15, 1977., 79-18768 

Karin Ehard : report to accompany H.R. 
1775., 79-5437 

Kazuko Nishioka Dowd : report to accom- 
pany H.R. 4535., 79-3447 

Keeping food safe to eat : a guide to home- 
makers /, 79-1743 

Keeping the secret : State Department secu- 
rity handbook., 79-20961 

Kentucky exports., 79-16283 

Kentucky River navigation project., 
14845 

Kenya, 79-6359 

Kenya : subject guide to official publica- 
tions /, 79-8307 

Kerr County, Texas, unincorporated areas., 
79-11769 

Key issues in U.S.-U.S.S.R. scientific ex- 
changes and technology transfers : hear- 
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79- 





Key issues in U.S.-U.S.S.R. scientific exchanges and technology transfers : 


ings before the Subcommittee on Domes- 
tic and International Scientific Planning, 
Analysis, and Cooperation of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, second session, October 4, 5, 
1978., 79-12414 


Key officers of foreign service posts., 79- 
1464 


Key to aviation weather forecasts., 79- 
19579 

Key to aviation weather observations, 79- 
19579 

The key to improving maintenance of 
Army equipment : commanders must mo- 
tivate their personnel : report /, 79- 
13568 

Key to stocking assessment in regional anal- 
ysis., 79-12613 

Keys to water quality indicative organisms 
of the southeastern United States /, 79- 
7730 

Khmer Republic : post report., 79-4712 

Kidney disease and nephrology index., 79- 
1090 

Kill probability of a Gaussian distributed 
cookie-cutter weapon against a random 
uniformly distributed point target within 
an ellipse /, 79-7503 

Kim In Hung : report to accompany H.R. 
8810., 79-3239 

Kim In Hyung : report to accompany H.R. 
8810., 79-3462 

Kimpo International Airport expansion., 
79-6369, 79-8464 

Kinetics and mechanism of desulfurization 
and denitrogenation of coal-derived liq- 
uids /, 79-3934 

Kinetics and mechanism of desulfurization 
and denitrogenation of coal-derved liq- 
uids /, 79-3933 

A kinetics investigation of several reactions 
involving chlorine containing compounds 
/, 79-11991 

The kinetics of chlorine-ammonia reactions 
in sea water : annual report, June 1, 1977 
to May 31, 1978 /, 79-10386 

The kinetics of decomposition of Colorado 
oil shale /, 79-15014 

The kinetics of the ambient temperature dis- 
solution of plutonium metal in sulfamic 
acid /, 79-2232 

Kitchen ranges., 79-17305 

Kitchen safety : student readings., 79-2937 

Kitchen safety : teacher‘s guide., 79-2938 

Kiva, cross, and crown : the Pecos Indians 
and New Mexico, 1540-1840 /, 79-15463 

Klamath Basin working circle : final envi- 
ronmental statement : Winema and Fre- 
mont National Forests : timber resource 
plan., 79-1776 

Klamath National Forest (Gooseneck 
Ranger District), California and Oregon : 
Willamette and Mt. Diablo meridians., 
79-14645 

Kloswall 
19894 
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longwall mining system., 79- 





Knit fabric production., 79-243, 79-3562 

Knitting machines for ladies‘ seamless hoi- 
sery, from Italy : determination of no 
injury or likelihood thereof or prevention 
of establishment of an industry in the 
United States in investigation no. 
AA1921-160 under the Antidumping act, 
1921, as amended, together with the in- 
formation obtained in the investigation., 
79-2881 

Knobs, dials and pointers /, 79-19718 

Know your pension plan : your pension 
plan checklist /, 79-20845 

A knowledge development plan for youth 
initiatives, fiscal 1979 /, 79-11924 

Knoxville Commuter Pool., 79-15774 

Kodiak Harbor, Alaska : letter from the 
Secretary of the Army transmitting a 
letter from the Chief of Engineers ..., 
79-12932, 79-14585 

Kootenai National Forest and east half 
Kaniksu National Forest, Idaho and Mon- 
tana /, 79-12574 

Korea : post report., 79-2819 

Korea, the economic race between the 
North and the South : a research paper., 
79-14122 

Korea, the U.S. troop withdrawal program 
: report of the Pacific Study Group to 
the Committee on Armed Services, 
United States Senate., 79-8788 

Korean influence inquiry : executive session 
hearings before the Select Committee on 
Ethics of the United States Senate, 
Ninety-fifth Congress, second session ..., 
79-5064 

Korean influence inquiry : interim status 
report as of May 22, 1978, of the Select 
Committee on Ethics, United States 
Senate., 79-6651 

Korean influence inquiry : report of the 
Select Committee on Ethics, United 
States Senate., 79-7126 

Korean influence investigation : 
79-9244 

KRS : a fast, special-purpose data base 
system /, 79-19964 

Kuuvanmiit subsistence 
13930 

Kuuvanmiit subsistence : traditional Eskimo 
life in the latter twentieth century /, 79- 
4548 

Kuwait : post report., 79-4713 

Kwok Hung Poon and his wife, Sandra 
Shau Man Lai Poon : report to accompa- 
ny S. 169., 79-17662 

Kwong Lam Yuen : report to accompany 
H.R. 1798., 79-5441 

Kyanite and related materials., 

Kyanite and related minerals., 
79-22912, 79-22913 

Kyung Hee Kim, Dong Choon Kim, and 
Dong Ho Kim : report to accompany S. 
2834., 79-5388 


report /, 


[mapsf., 79- 


79-20742 
79-20771, 
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Labeling and advertising of consumer appli- 
ances., 79-18191 

Labeling and advertising of home insulation 
: final staff report to the Federal Trade 
Commission and proposed trade regula- 
tion rule (16 CFR part 460) /, 79-5935 

Labor, 79-9895, 79-11595, 79-11596, 
79-11597 

Labor and material requirements for sewer 
works construction /, 79-8304 

Labor Department is strengthening proce- 
dures to recover costs for Federal em- 
ployees‘ injuries caused by third parties : 
report to the Congress /, 79-15101 

The Labor Department should reconsider 
its approach to employment security 
automation : report to the Congress /, 
79-11531 

Labor firsts in America., 79-20844 

Labor force concepts and definitions in 
view of their purposes /, 79-8654 

Labor force data needs for macroeconomic 
planning and projects /, 79-18831 

Labor-HEW appropriations, 1979., 79- 
5018 

Labor-HEW appropriations, 
15846, 79-17421, 79-18892 

Labor intensive public works act of 1978 : 
hearings before the Subcommittee on Re- 
gional and Community Development of 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 3186 ... June 15 and July 12 and 13, 
1978., 79-10560 

Labor law reform act of 1978 : hearing 
before the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session, on H.R. 
8410 ... June 29, 1978., 79-3085 

Labor literature., 79-1294 

Labor-management case finder, 79-604 

Labor management racketeering : hearings 
before the Permanent Subcommittee on 
Investigations of the Committee on Gov- 
ernmental Affairs, United States Senate, 
Ninety-fifth Congress, second session, 
April 24 and 25, 1978., 79-8915 

Labor-management relations, 79-603, 79- 
11554 

Labor-management relations in the Federal 
service : amendments to Executive Order 
11491 with accompanying report and rec- 
ommendations., 79-17318 

Labor-management relations in the public 
service., 79-3728, 79-17107 

Labor market data needs from the perspec- 
tive of ‘dual‘ or ‘segmented‘ labor market 
research /, 79-23230 

Labor market data needs relating to antidis- 
crimination activity /, 79-18832 

Labor market information and CETA plan- 
ning workshop., 79-6264 


1980., 79- 





January — December 1979 


Labor markets in the rural South, a study 
based on four rural southern counties., 
79-2682 

Labor needs to manage its workplace con- 
sultation program better : report to the 
Congress /, 79-7839 

Labor offices in the United States and 
Canada., 79-11920 

Labor supply and social welfare benefits in 
the United States /, 79-8655 

Labor surplus program : hearings before the 
Subcommittee on Capital, Investment, 
and Business Opportunities of the Com- 
mittee on Small Business, House of Rep- 
resentatives,  Ninety-fifth Congress, 
second session ..., 79-5148 

The labor utilization framework : assump- 
tions, data, and policy implications /, 
79-14302 

Laboratories and related apparatus., 
10939 

Laboratory aids and devices., 
79-19720 

Laboratory and field measurements of up- 
welled radiance and reflectance spectra 
of suspended James River sediments near 
Hopewell, Virginia /, 79-8360 

Laboratory effects in beach studies., 
3824 

Laboratory equipment and supplies., 
19721 

Laboratory holders and retainers /, 
19719 

Laboratory instruments, Brazil., 79-22272 

Laboratory measurements of radiance and 
reflectance spectra of dilute secondary- 
treated sewage sludge /, 79-2755 

Laboratory performance during acute in- 
toxication and hangover /, 79-18792 

Laboratory safety monograph : a supple- 
ment to the NIH guidelines for recombin- 
ant DNA research /, 79-9931 

Laboratory services., 79-16979 

Laboratory services to law enforcement 
agencies., 79-6233 

Laboratory testing of predictive land-use 
models : some comparisons /, 79-6426 

Laboratory verification of force determina- 
tion : a potential tool for reliability test- 
ing /, 79-5804 

Laboratory vessels, adapters and connectors 
/, 179-1951, 79-7368, 79-12844, 79- 
19722, 79-19723 

Labor‘s views on employment policy : a 
conference report., 79-6558 

Lace goods, SIC 2292., 79-19248 

Lack of accountability in government 
public information and publishing pro- 
grams /, 79-15886 

Lack of guidelines for Federal contract and 
grant data : twenty-ninth report /, 79- 
9229 

Lake Chad irrigated agriculture : agreement 
between the United States of America 
and Chad, signed at N‘Djamena January 
25, 1977, and amending agreements 


79- 


79-12843, 


79- 
79- 


79- 





signed at N‘Djamena August 30, 1977, 
and signed at N‘Djamena September 28, 
1977., 79-6370 

Lake Dardanelle, Arkansas River : hydrau- 
lic model investigation /, 79-2082 

Lake Erie International Jetport model feasi- 
bility investigation : report 17-4 : numeri- 
cal model feasibility study /, 79-2078 

Lake Istokpoga, Highlands County, Flor- 
ida., 79-7452 

Lake Moomaw : report to accompany H.R. 
12112., 79-3154 

Lake restoration : proceedings of a national 
conference, August 22-24, 1978, Minne- 
apolis, Minnesota., 79-18112 


Lake St. Clair hydrologic transfer factors /, 
79-1832 

Laminar air flow : primary nursing care of 
the pediatric oncology patient /, 79- 
16713 

Lamom Petersen and Dang Petersen : 

79- 


report to accompany H.R. 1486., 
21755 

Lamps., 79-5716, 79-19724 

Lance missile crew member /, 79-22333 

Lance missile crewman., 79-3792 

Land and water use effects on ground- 
water quality in Las Vegas Valley /, 
79-7768 

Land application of wastewater and state 
water law /, 79-2367 

Land areas of the National forest system., 
79-5481 

Land-based ICBM forces vulnerability and 
options : a staff study /, 79-8780 

Land claims in Riverside County, Califor- 
nia, and extension of the Toiyabe Nation- 
al Forest in Nevada : hearing before the 
Subcommittee on Public Lands and Re- 
sources of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2590 ... S. 2774 ... H.R. 7101 ... August 
1, 1978., 79-10458 

Land conveyance to the Bell County, Ky., 
Board of Education : report to accompa- 
ny S.41., 79-14601 

Land cultivation of industrial wastes and 
municipal solid wastes : state-of-the-art 
study /, 79-2354 

Land disposal of hazardous wastes : pro- 
ceedings of the fourth annual research 
symposium, held at San Antonio, Texas, 
March 6, 7 and 8, 1978 /, 79-4082 

Land management plan : Heppner planning 
unit draft environmental statement., 
79-7207 

Land mobile radio stations operating near 
border : agreement between the United 
States of America and Canada effected 
by exchange of letters signed at Ottawa 
and Washington December 21, 1976 and 
January 13, 1977 with interim arrange- 
ment., 79-4729 

Land reclamation program annual report., 
79-11148 
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Large-print scores and books catalog 


Land subsidence due to ground-water with- 
drawal in the Los Banos-Kettleman City 
area, California : part 2. subsidence and 
compaction of deposits /, 79-4489 

Land subsidence due to ground-water with- 
drawal in the Los Banos-Kettleman City 
area, California : part 3. Interelations of 
water-level change, change in aquifer- 
system thickness, and subsidence /, 79- 
4490 

Land, today and tomorrow, 79-24 

Land treatment and reuse of sewage efflu- 
ent by irrrigation : a perspective for 
Hawaii /, 79-22570 

Land use analysis, technical examination, 
environmental assessment : Glenharold 
Mine [title paget., 79-15414 

Land use analysis, technical examination, 
environmental assessment record : Con- 
solidation Coal Company lease applica- 
tion M-21209ND) : Glenharold Mine., 
79-15413 

Land use and land cover information and 
air quality planning /, 79-4496 

Land use issues : study /, 79-7825 

Landing vessels and small craft., 79-7402 

Land‘s end : a history of the New Orleans 
District, U.S. Army Corps of Engineers, 
and its lifelong battle with the lower Mis- 
sissippi and other rivers wending their 
way to the sea /, 79-12925 

Landsat : a tool for your classroom /, 79- 
6291 

Landsat non-U.S. 
1406, 79-1407 

Landsat U.S. standard catalog, 
79-1407 

Landsat 2 world standard catalog., 
1406 

Landsat 3 world standard catalog., 
1407 

Language assessment instruments for limit- 
ed-English-speaking students : a needs 
analysis /, 79-2506 

Laos, 79-20989 

Laos : post report., 79-10231 

Large and turbine-powered multiengine air- 
planes, part 91, subpart D., 79-15714 

Large area Czochralski silicon /, 79-13119 

Large area silicon sheet by EFG., 79- 
2206, 79-3909, 79-9702, 79-9703 

Large area silicon sheet task, low-cost sili- 
con solar array project., 79-13111 

Large experimental wind turbines : where 
we are now : technical paper to be pre- 
sented at third Energy Technology Con- 
ference/Exposition sponsored by Gov- 
ernment Institutes, Inc., Washington, 
D.C., March 29-31, 1976 /, 79-3916 

Large laser energy and power transmitted 
through optical fibers /, 79-22426 

Large multiengine airplanes, 79-1560, 79- 
12191 

Large-print scores and books catalog, 
6279 


Standard catalog, 79- 
79-1406, 
79- 


79- 


79- 
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Large space systems technology : an industry/government seminar held at NASA 


Large space systems technology : an indus- 
try/government seminar held at NASA 
Langley Research Center, Hampton, Vir- 
ginia, January 17-19, 1978 /, 79-17083 

Larimer County, Colorado, unincorporated 
areas., 79-10023 

Larry E. Meierotto nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-sixth Congress, first session 
February 22, 1979., 79-12348 

Larval fish distributions in southwestern 
Lake Erie near the Monroe Power Plant 
/, 79-2336 

Larval instars of the Douglas-fir tussock 
moth., 79-17716 

Las necesidades de los ancianos hispanos : 
audiencia ante el Comite Selecto Sobre la 
Vejez, Camara de Representantes, 95 
Congreso, segunda sesion, Marzo 28, 
1978, Miami, Florida Needs of the His- 
panic elderly : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, March 28, 1978, Miami, Fla., 
79-5000 

Las Vegas Valley water budget : relation- 
ship of distribution, consumptive use, and 
recharge of shallow water /, 79-4074 

Laser beam profile measurements using spa- 
tial sampling, Fourier optics, and holog- 
raphy /, 79-12706 

Laser development for laser fusion applica- 
tions : research progress report, October 
1977-March 1978 /, 79-7685 

Laser induced damage in optical materials, 
1978 : proceeding[st of a symposium, 
September 12-14, 1978, NBS, Boulder, 
Colorado /, 79-12702 

Laser program annual report, 1976 /, 79- 
2308 

A laser velocimeter flow survey above a 
stalled wing /, 79-18650 

Laser-velocimeter surveys of merging vorti- 
ces in a wind tunnel : complete data and 
analysis /, 79-11952 

Laser-zone growth in a ribbon-to-ribbon 
(RTR) process : silicon sheet growth de- 
velopment for the large area silicon sheet 
task of the low cost silicon solar array 
project /, 79-11196, 79-11215 

Laser-zone growth in a ribbon-to-ribbon 
(RTR) process silicon sheet growth de- 
velopment for the large area silicon sheet 
task of the low cost silicon solar array 
project /, 79-3919, 79-17925 

Lasting effects after preschool /, 79-22681, 
79-22682 

Late Cenozoic deposits, landforms, strati- 
graphy, and tectonism in Kittitas Valley, 
Washington /, 79-11817 

Late Precambrian Sixtymile Formation and 
orogeny at top of the Grand Canyon Su- 
pergroup, northern Arizona /, 79-8242 

Latest ideas on fire safety for homes, apart- 
ments, and mobile homes., 79-2598 
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79- 


Lathes, milling machines, and shapers., 
7369 


Latin America, 79-1447 

Latin America : hearings before the Sub- 
committee on Western Hemisphere Af- 
fairs of the Committee on Foreign Rela- 
tions, United States Senate, Ninety-fifth 
Congress, second session, on major trends 
and issues in the United States‘ relations 
with the nations of Latin America and 
the Caribbean, October 4, 5, and 6, 1978., 
79-10471 

Launch and mission operations status bulle- 
tin., 79-11945, 79-11946 

Launch vehicle effluent measurements 
during the May 12, 1977, Titan III launch 
at Air Force Eastern Test Range /, 79- 
11971 

Laundry and dry cleaning equipment., 
1952, 79-19725 

Law enforcement., 79-13583 

Law enforcement and private security 
sources and areas of conflict and strate- 
gies for conflict resolution /, 79-20803 

The Law Enforcement Assistance Adminis- 
tration : a partnership for crime preven- 
tion and control., 79-6239 

The Law Enforcement Assistance Adminis- 
tration : options for reauthorization /, 
79-18955 

Law enforcement assistance reform : hear- 
ings before the Committee on the Judici- 
ary, United States Senate, Ninety-sixth 
Congress, first session, on S. 241 ...., 79- 
21606 

Law enforcement assistance reform act of 
1979 : report of the Committee on the 
Judiciary, United States Senate, to ac- 
company S. 241., 79-16035 

Law enforcement officers killed., 79-4593 

Law enforcement officers killed, summary, 
79-4593 

Law enforcement report., 79-1434 

Law enforcement standards program., 
15519 

Law of the sea : hearing before the Sub- 
committee on Arms Control, Oceans, and 
International Environment of the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, 
second session ... June 16, 1978., 79-8896 

Law of the Sea Conference status report, 
summer 1978 : hearing before the Com- 
mittee on International Relations, House 
of Representatives, Ninety-fifth Congress, 
second session, May 24, 1978., 79-9006 

Law syllabus : federal food, drug, amd cos- 
metic act; cases and related decisions /, 
79-8013 

Lawn and garden equipment, SIC 3524., 
79-19385 

Lawn diseases : how to control them /, 
79-5475, 79-19088 

Lawn insects : how to control them /, 79- 
10669 

Lawrence Youngman : 
ny S. 2079., 


79- 


79- 


report to accompa- 
79-3244, 79-5380 
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Laws affected tables for 1971-1975 : vol- 
umes 85-89, United States statutes at 
large., 79-6006 

Laws, Committee on Armed Services, 
House of Representatives., 79-17424 

Laws concerning the Federal Architectural 
and Transportation Barriers Compliance 
Board., 79-23217 

Laws disputes between carriers and em- 
ployers and subordinate officials under 
Labor Board., 79-8619 

Laws protecting union members and their 
pension and welfare benefits should be 
better enforced : report /, 79-5965 

Laws relating to civil service retirement., 
79-8627 

Laws relating to social security and unem- 
ployment compensation : vol. II, 91st 
through 95th Congresses /, 79-8629 

Laws relating to vocational education and 
agricultural extension work : vol. II, 92d 
through 95th Congress /, 79-8631 

LC acquisition trends., 79-14047 

LC classification: additions and changes., 
79-1369 

LC special foreign acquisitions program 
newsletter., 79-14046, 79-14047 

LCS, liquidation and claims system., 
6516 

LEAA annual report., 79-15485 

LEAA newsletter., 79-1275 

Lead based paint poisoning research 
review and evaluation, 1971-1977 /, 79- 
15322 

A lead emission factor for reentrained dust 
from a paved roadway /, 79-18113 

Lead industry., 79-1232 

Lead paint abatement costs : some technical 
and theoretical considerations /, 79-9493 

Lead paint poisoning in children ... a prob- 
lem in your community?, 79-20445 

Lead pencils and art goods, SIC 3952., 
19439 

Lead production., 

Leah Mi Cohen : report to accompany 
H.R. 925., 79-21749 

Leah Mi Cohen : report to accompany S. 
275., 79-17685 

Leakage in the proximity of microwave dia- 
thermy applications used on humans or 
phantom models /, 79-8019 

Learning about the environment., 
13952 

Learning strategy training materials : 
lected subset /, 79-7559 

Lease of property at Veterans‘ Administra- 
tion Hospital in north Chicago : hearing 
before the Subcommittee on Medical 
Facilities and Benefits of the Committee 
on Veterans‘ Affairs, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, June 22, 1978., 79-21651 

Leases, alterations, and new construction., 
79-6723 


79- 


79- 


79-1233 


79- 


a se- 





January — December 1979 Legislative calendar - Committee on Commerce, Science, and Transportation, U.S. 


Least developed countries; economic char- 
acteristics and stake in North-South issues 
: a research paper., 79-12054 

Least restrictive alternative for handicapped 
students /, 79-13636 

A least squares spline surface fitting pro- 
gram using B-splines /, 79-19953 

Leather gloves and mittens, SIC 3151., 
22023 

Leather goods, N.E.C., SIC 3199., 
22025 

Leather tanning and finishing, point source 
category., 79-22523 

Leather tanning and finishing, SIC 3111., 
79-22022 

Leave time for observing religious holidays 
: hearing before the Subcommittee on 
Compensation and Employee Benefits of 
the Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
February 27, 1978., 79-9077 

Lebanon., 79-15580 

Lebanon : hearing before the Subcommittee 
on Near Eastern and South Asian Affairs 
of the Committee on Foreign Relations, 
United States Senate, Ninety-fifth Con- 
gress, second session ... August 16, 1978., 
79-5071 

Lebanon : post report., 79-4714 

Leblond precision lathe safety modifications 
for HE machining /, 79-19983 

Lectures on algebraic system theory : linear 
systems over rings /, 79-6310 

Lee So Ryung : report to accompany H.R. 
1936., 79-3426 

LEEP - a step ahead., 
16983 

Leflore County, Mississippi, unincorporated 
areas., 79-22780 

Legal activities, 79-4587, 79-20801 

Legal and institutional impediments to geo- 
thermal energy resource development : a 
bibliography., 79-2295 

Legal and institutional implications of pro- 
viding financial incentives to encourage 
the development of solar technologies /, 
79-22481 

The legal aspects of protective services for 
abused and neglected children : a manual 
/, 79-9995 

Legal assistance handbook., 
2053 

Legal assistant program : a suggested two- 
year post-high school curriculum /, 79- 
2496 

Legal barriers to solar heating and cooling 
of buildings., 79-2256 

Legal clerk /, 79-16363, 79-16364, 
16365 

Legal-institutional arrangements facilitating 
offshore wind energy conversion systems 
(WECS) utilization /, 79-9695 

Legal problems incident to the commercial- 
ization of in situ processing of Michigan 
antrim shale /, 79-19883 


79- 


79- 


79-15482, 79- 


79-2052, 79- 


79- 





Legal Services Corporation oversight 
hearing before the Subcommittee on 
Courts, Civil Liberties, and the Adminis- 
tration of Justice of the Committee on 
the Judiciary, House of Representatives, 
Ninety-fifth Congress, second session ... 
May 22, 1978., 79-12389 

The legal status of homemakers in Arkansas 
/, 7179-21381 

The legal status of homemakers in Califor- 
nia /, 79-21382 

The legal status of homemakers in Hawaii / 
» 7179-21383 

The legal status of homemakers in Indiana / 
» 7179-21384 

The legal status of homemakers in Nebraska 
/, 7179-21385 

The legal status of homemakers in Utah /, 
79-21386 

The legal status of homemakers in Wash- 
ington /, 79-21387 

The legal status of homemakers in West 
Virginia /, 79-21388 

Leggings, socks, and related items., 
1953, 79-10940, 79-12845 

Legionnaires“ : the disease, the bacterium 
and methodology /, 79-4384, 79-20447 

Legislation on foreign relations through 
1978 /, 79-10472, 79-14410 

Legislation on interest rates for disaster as- 
sistance : hearing before the Select Com- 
mittee on Small Business, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... April 24, 1979., 79-23447 

Legislation to establish offices of Inspector 
General, H.R. 8588 : hearings before the 
Subcommittee on Governmental Efficien- 
cy and the District of Columbia of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session, on H.R. 8588 ... 
June 14, 15, and July 25, 1978., 79-5079 

Legislation to revise and recodify Federal 
criminal laws : hearings before the Sub- 
committee on Criminal Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-fifth Congress, 
first and second sessions, on H.R. 6869 ..., 
79-12385 

Legislative activities report of the Commit- 
tee on Foreign Relations, United States 
Senate., 79-12549 

Legislative and administrative changes 
needed in community mental health cen- 
ters program : report /, 79-15102 

Legislative and administrative reform 
hearings before the Select Committee on 
Assassinations of the House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ..., 79-12320, 79-18899 

Legislative and executive calendar - Com- 
mittee on the Judiciary, United States 
Senate., 79-1722 

Legislative and executive calendar - United 
States Senate. Committee on the Judici- 
ary, 79-1722 


79- 
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Legislative and oversight activities by the 
Senate Committee on Veterans‘ Affairs., 
79-19028 

Legislative and oversight hearings on all 
Veterans Administration education and 
training programs except the vocational 
rehabilitation program : hearings before 
the Subcommittee on Education and 
Training of the Committee on Veterans‘ 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session ... 
April 18, 25, and May 16, 1978., 79-3131 

Legislative and review activities of the 
Committee on Interior and Insular Affairs 
of the House of Representatives., 79- 
9239 

Legislative branch appropriation bill, 1980 : 
report to accompany H.R. 4390., 79- 
15987 

Legislative branch appropriations for fiscal 
year 1978 : hearings before a subcommit- 
tee of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, first session ..., 79-21423 

Legislative branch appropriations for fiscal 
year 1980 : hearings before a subcommit- 
tee of the Committee on Appropriations, 
United States Senate, Ninety-sixth Con- 
gress, first session., 79-17422, 79-21424 

Legislative branch appropriations for 1980 : 
hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, Ninety-sixth Congress, 
first session /, 79-14360, 79-14361 

Legislative branch appropriations, 
79-17422, 79-21424 

Legislative branch financial disclosure 
hearings before the Select Committee on 
Ethics, U.S. House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 7401, June 2 and 7, 1977., 79- 
15873 

Legislative calendar, 79-1699, 79-1700, 
79-1718, 79-1728, 79-1731 

Legislative calendar - Committee on Agri- 
culture, Nutrition, and Forestry, United 
States Senate., 79-1696 

Legislative calendar - Committee on Agri- 
culture, United States House of Repre- 
sentatives., 79-1695 

Legislative calendar - Committee on Armed 
Services, United States House of Repre- 
sentatives., 79-1697 

Legislative calendar - Committee on Armed 
Services, United States Senate., 79-1698 

Legislative calendar - Committee on Bank- 
ing, Currency, and Housing, United 
States House of Representatives. 79- 
1699 

Legislative calendar - Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate., 79-1700 

Legislative calendar - Committee on Com- 
merce, Science, and Transportation, 
United States Senate., 79-1703 


1980., 
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Legislative calendar - Committee on Education and Labor, U.S. House of 


Legislative calendar - Committee on Educa- 
tion and Labor, United States House of 
Representatives., 79-1707 

Legislative calendar - Committee on 
Energy and Natural Resources, United 
States Senate., 79-1708 

Legislative calendar - Committee on Envi- 
ronment and Public Works, United States 
Senate., 79-1727 

Legislative calendar - Committee on Fi- 
nance, United States Senate., 79-1709 

Legislative calendar - Committee on For- 
eign Relations, United States Senate., 
79-1710 

Legislative calendar - Committee on Gov- 
ernment Operations, United States House 
of Representatives., 79-1711 

Legislative calendar - Committee on Gov- 
ernmental Affairs, United States Senate., 
79-1712 

Legislative calendar - Committee on 
Human Resources, United States Senate., 
79-1714 

Legislative calendar - Committee on Interi- 
or and Insular Affairs, United States 
House of Representatives., 79-1717 

Legislative calendar - Committee on Inter- 
national Relations, House of Representa- 
tives of the United States., 79-1718 

Legislative calendar - Committee on Inter- 
state and Foreign Commerce, United 
States House of Representatives., 79- 
1716 

Legislative calendar - Committee on Mer- 
chant Marine and Fisheries, United States 
House of Representatives., 79-1723 

Legislative calendar - Committee on Post 
Office and Civil Service, United States 
House of Representatives., 79-1724 

Legislative calendar - Committee on Post 
Office and Civil Service, United States 
Senate, 79-1712 

Legislative calendar - Committee on Public 
Works and Transportation, United States 
House of Representatives., 79-1728 

Legislative calendar - Committee on Rules 
and Administration, United States 
Senate., 79-1730 

Legislative calendar - Committee on Rules, 
United States House of Representatives., 
79-1729 

Legislative calendar - Committee on Sci- 
ence and Technology, United States 
House of Representatives., 79-1731 

Legislative calendar - Committee on Small 
Business, United States House of Repre- 
sentatives., 79-1732 

Legislative calendar - Committee on the 
Budget, United States House of Repre- 
sentatives., 79-1702 

Legislative calendar - Committee on the 
Budget, United States Senate., 79-1701 

Legislative calendar - Committee on the 
District of Columbia, United States 
House of Representatives., 79-1704 
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Legislative calendar - Committee on the Ju- 
diciary, United States House of Repre- 
sentatives., 79-1721 

Legislative calendar - Committee on Veter- 
ans‘ Affairs, United States House of Rep- 
resentatives., 79-1734 

Legislative calendar - Committee on Veter- 
ans‘ Affairs, United States Senate., 79- 
1735 

Legislative calendar - Committee on Ways 
and Means, United States House of Rep- 
resentatives., 79-1737 

Legislative calendar - Select Committee on 
Indian Affairs, United States Senate., 
79-1715 

Legislative calendar - Select Committee on 
Intelligence, United States Senate., 79- 
1720 

Legislative calendar - Select Committee on 
Small Business, United States Senate., 
79-1733 

Legislative calendar - United States House 
of Representatives. Committee on Armed 
Services, 79-1697 

Legislative calendar - United States House 
of Representatives. Committee on Bank- 
ing, Currency and Housing, 79-1699 

Legislative calendar - United States House 
of Representatives. Committee on Educa- 
tion and Labor, 79-1707 

Legislative calendar - United States House 
of Representatives. Committee on Gov- 
ernment Operations, 79-1711 

Legislative calendar - United States House 
of Representatives, Committee on Inter- 
national Relations, 79-1718 

Legislative calendar - United States House 
of Representatives. Committee on Mer- 
chant Marine and Fisheries, 79-1723 

Legislative calendar - United States House 
of Representatives. Committee on Post 
Office and Civil Service, 79-1724 

Legislative calendar - United States House 
of Representatives. Committee on Public 
Works and Transportation, 79-1728 

Legislative calendar - United States House 
of Representatives, Committee on Sci- 
ence and Technology, 79-1731 

Legislative calendar - United States House 
of Representatives, Committee on Small 
Business, 79-1732 

Legislative calendar - United States House 
of Representatives. Committee on the 
Budget, 79-1702 

Legislative calendar - United States House 
of Representatives. Committee on the 
District of Columbia, 79-1704 

Legislative calendar - United States House 
of Representatives. Committee on the Ju- 
diciary, 79-1721 

Legislative calendar - United States House 
of Representatives. Committee on Veter- 
ans‘ Affairs, 79-1734 

Legislative calendar - United States House 
of Representatives. Committee on Ways 
and Means, 79-1737 
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Legislative calendar - United States Senate. 
Committee on Aeronautical and Space 
Sciences, 79-1703 

Legislative calendar - United States Senate. 
Committee on Agriculture and Forestry, 
79-1696 

Legislative calendar - United States Senate. 
Committee on Agriculture, Nutrition, and 
Forestry, 79-1696 

Legislative calendar - United States Senate. 
Committee on Armed Services, 79-1698 

Legislative calendar - United States Senate. 
Committee on Banking, Housing and 
Urban Affairs, 79-1700 

Legislative calendar - United States Senate. 
Committee on Commerce, 79-1703 

Legislative calendar - United States Senate. 
Committee on Foreign Relations, 79- 
1710 

Legislative calendar - United States Senate. 
Committee on Government Operations, 
79-1712 

Legislative calendar - United States Senate. 
Committee on Governmental Affairs, 
79-1712 

Legislative calendar - United States Senate. 
Committee on Human Resources., 79- 
1714 

Legislative calendar - United States Senate. 
Committee on Interior and Insular Af- 
fairs, 79-1708, 79-1715 

Legislative calendar - United States Senate. 
Committee on Labor and Public Welfare, 
79-1714 

Legislative calendar - United States Senate. 
Committee on Public Works, 79-1727 

Legislative calendar - United States Senate. 
Committee on Rules and Administration, 
79-1730 

Legislative calendar - United States Senate. 
Committee on the District of Columbia, 
79-1712 

Legislative calendar - United States Senate. 
Committee on Veterans‘ Affairs, 79- 
1735 

Legislative calendar - United States Senate. 
Committtee on Finance, 79-1709 

Legislative hearing on S. 544, Health plan- 
ning amendments of 1979, S. 230, Nurse 
training amendments of 1979, and S. 590, 
Clinical laboratory improvement act of 
1979 : hearing before the Subcommittee 
on Health and Scientific Research of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session, on S. 544 ... 
S. 230 ... S. 590 ... March 16, 1979., 79- 
21611 

Legislative history of CAB regulations., 
79-311 

Legislative history of paragraphs 2 and 3 of 
rule XXII of the Standing Rules of the 
United States Senate (cloture rule). 1979., 
79-9097 

Legislative history of the Airline deregula- 
tion act of 1978 /, 79-21632 





January — December 1979 


A legislative history of the Clean air act 
amendments of 1977 : a continuation of 
the Clean air act amendments of 1970 : 
together with a section-by-section index / 

79-21625 

A legislative history of the Clean water act 
of 1977 : a continuation of the Legislative 
history of the Federal water pollution 
control act : together with a section-by- 
section index /, 79-5134 

Legislative history of the Diplomatic rela- 
tions act /, 79-17483 

Legislative history of the Federal mine 
safety and health act of 1977 /, 79-5092 

Legislative history of the National parks 
and recreation act of 1978 (Public Law 
95-625) /, 79-14434 

Legislative history of the Nuclear nonpro- 
liferation act of 1978, H.R. 8638 (Public 
Law 95-242) /, 79-21564 

Legislative proposals affecting veterans‘ 
medical benefits : hearing before the Sub- 
committee on Medical Facilities and 
Benefits of the Committee on Veterans‘ 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session, 
May 23, 1978., 79-9147 

Legislative recommendations for reauthori- 
zation of the Higher education act and 
related measures : appendix /, 79-14397 

Legislative recommendations of Amvets : 
hearing before the Committee on Veter- 
ans‘ Affairs, House of Representatives, 
Ninety-sixth Congress, first session 
March 29, 1979., 79-17546 

Legislative recommendations of the Ameri- 
can Legion for fiscal year 1979 : hearing 
before the Committee on Veterans‘ Af- 
fairs, House of Representatives, Ninety- 
fifth Congress, second session ... Septem- 
ber 12, 1978., 79-10590 

Legislative recommendations of the Veter- 
ans of Foreign Wars : hearing before the 
Committee on Veterans‘ Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session ... March 6, 1979., 79- 
18946 

Legislative recommendations of Veterans‘ 
organizations, 1978 : hearings before the 
Committee on Veterans‘ Affairs, House 
of Representatives, Ninety-fifth Congress, 
second session ... January 18, March 7, 
and April 4, 1978., 79-9145 

Legislative record of the Committee on 
Ways and Means, U.S. House of Repre- 
sentatives., 79-12427 

Legislative review activities; report of the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate., 79- 
14612, 79-19029 

Legislative review activities of the Commit- 
tee on International Relations., 79-9249 

Legislative review activity, 79-14597 

Legislative review activity; report of the 
Committee on Finance, United States 
Senate., 79-14597 





Licensee contractor and vendor inspection status report. 


Legislative review activity; report of the 
Committee on Human Resources, United 
States Senate., 79-14609 

Legislative review activity, report of the 
Committee on Labor and Public Welfare, 
United States Senate, 79-14609 

Legislative review by the Committee on 
Post Office and Civil Service, House of 
Representatives., 79-6911 

Legislative review during the Congress by 
the Senate Committee on Rules and Ad- 
ministration; report., 79-19026 

Legislative savings report of the Committee 
on Ways and Means pursuant to section 
4(b) of House Concurrent Resolution 107, 
first concurrent budget resolution for 
fiscal year 1980., 79-21740 

Legislative savings targeted in the first 
budget resolution for fiscal year 1980 : 
report of the Committee on Government 
Operations /, 79-21736 

Legislative veto : message from the Presi- 
dent of the United States ..., 79-6776, 
79-7094 

Leisure services location package 
operations guide /, 79-22715 

Lending functions of the Federal Reserve 
banks: a history /, 79-2393 

Lens, lighting., 79-7370, 79-14795, 79- 


: project 


Lesotho, 79-17124 

Lesotho : post report., 79-2820 

Lessing J. Rosenwald collection., 79-4656 

Lester Bruce Priday : report to accompany 
H.R. 1446., 79-5433 

Let's look at 4-H and handicapped youth /, 
79-16790 

Let's talk about drug abuse : some questions 
and answers /, 79-22677 

Letter from the Secretary of the Treasury, 
transmitting his annual report on the state 
of the finances, 79-14186 

Letter presenting some of the highlights of 
activities and progress at Institute of 
Tropical Forestry, 79-19104 

Letters from a distinguished American : 
twelve essays by John Adams on Ameri- 
can foreign policy, 1780 /, 79-4655 

Letters of delegates to Congress, 1774-1789 
/, 79-14042 

Level-basin irrigation : a method for con- 
serving water and labor /, 79-14623 

Levels and distribution of environmental 
plutonium around the Trinity site /, 79- 
11490 

Levels-of-growing-stock study in thinned 
western larch pole stands in eastern 
Oregon /, 79-19119 

Lexington-Fayette Urban County Govern- 
ment, Kentucky., 79-20624 

Leyes de immigracion de 
Unidos., 79-4599 

The liability for the repayment of certain 
erroneously made contributions by the 
United States : report to accompany S. 
400., 79-17682 


los Estados 
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Libby reregulating dam power units, Koo- 
tenai River, Moniana, design memoran- 
dum 1, general design memorandum, 
phase I : communication from the Secre- 
tary of the Army transmitting the Corps 
of Engineers‘ phase I design memoran- 
dum ..., 79-11020, 79-12454 

Liberal arts and your career /, 79-6247 

Liberia, 79-17125 

Liberia : post report., 79-10232 

Librado Perez : report to accompany S. 28., 
79-17654 

Libraries and information services directo- 
ry., 79-15409 

Library acquisitions and services, 79-1526 

Library & information sciences., 79-334 

The Library of Congress, 79-15549 

The Library of Congress : services to the 
nation., 79-6267 

The Library of Congress: a brief summary 
of major activities, 79-15549 

Library of Congress accessions list. Nepal, 
79-4658 

Library of Congress accessions list. Sri 
Lanka., 79-4659 

Library of Congress catalog. Books: au- 
thors, 79-1373 

Library of Congress catalog. Books: sub- 
jects, 79-1374 

Library of Congress catalog: Motion pic- 
tures and filmstrips, 79-1375 

Library of Congress catalog. Music and 
phonorecords, 79-20907 

Library of Congress catalogs, 79-20907 

Library of Congress classification : class B, 
subclasses B-BJ : philosophy, psycholo- 
gy-, 79-15555 

Library of Congress information bulletin., 
79-1338 

Library of Congress name headings with 
references., 79-1379 

Library of Congress PL-480 newsletter 
(OCoLC)1768476, 79-14046 

Library of Congress publications in print., 
79-18614 

Library of Congress subject headings in mi- 
croform, 79-1368 

Library resources for the blind & physically 
handicapped., 79-4664 

Library science., 79-11566 

Library services for the blind and physical- 
ly handicapped : a bibliography, 1968- 
1978 /, 79-11936 

Library statistics publications, 1960-1977., 
79-7967 

License fees and exemptions under the Per- 
ishable agricultural commodities act 
report to accompany S. 976., 79-5356 

License plates., 79-14212 

Licensed operating reactors, 79-1679 

Licensed uranium mills, uranium hexafluor- 
ide production plants, and fuel facilities : 
a historical review through 1977., 79- 
6564 

Licensee contractor and vendor inspection 
Status report., 79-1685 
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Licensee performance evaluation / 


Licensee performance evaluation /, 79- 
6576 

Licensee performance evaluation : phase II 
/, 19-23301 

Licensing arrangements and the develop- 
ment of the solar energy industry /, 79- 
22479 

Lie transforms and their use in Hamiltonian 
perturbation theory /, 79-9624 

Liechtenstein, 79-6360 

Life begins at forty /, 79-21092 

Life cycle cost of C-130E weapon system / 

79-2160 

Life-cycle costing : a guide for selecting 
energy conservation projects for public 
buildings /, 79-7293, 79-7294 

Life extension and tomorrow‘s elderly : 
hearing before the Subcommittee on 
Human Services, Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, second session, February 
8, 1978., 79-6593 

Life insurance, 79-610 

Life insurance cost disclosure : a staff 
report to the Federal Trade Commission., 
79-22577 

Life insurance marketing and cost disclo- 
sure : hearngs before the Subcommittee 
on Oversight and Investigations of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
August 7, 14, and 15, 1978., 79-8973 

Life insurance marketing and cost disclo- 
sure : report together with dissenting 
views /, 79-8955 

Life insurance sold to the poor : industrial 
and other debit insurance /, 79-16561 

The life of Glacier National Park., 
4561 

Lifeline, 79-740 

The lifesaving service at Sandy Hook sta- 
tion, 1854-1915 /, 79-21215 

Lifetime and diffusion length measurements 
on silicon material and solar cells /, 79- 
16419 

Lift trucks, fork, platform, and pallet /, 
79-7372, 79-19728, 79-19729 

Light air defense artillery crewman., 
2049, 79-3811 

Light airplane crash tests at three flight- 
path angles /, 79-2771 

Light list., 79-8590, 79-8591, 
79-12212, 79-12213 

Light-switch assembly., 79-1954 

Light transport airplane airworthiness 
review : proposed part 24., 79-6482, 
79-8579, 79-23164 

Light water reactor fuel response during 
reactivity initiated accident experiments / 
» 79-17364 

Lighthouses & lightships of the north Gulf 
of Mexico /, 79-4915 

Lighting equipment, N.E.C., SIC 3648., 
79-22080 


Page 1-922 


79- 


79- 


79-12211, 





Lightning protection requirements for 
Wilcox Mark I/D instrument landing 
system., 79-21199 

Lights /, 79-1955, 79-7373, 79-7374 

Lights, general purpose /, 79-9545, 
10941, 79-14796, 79-19730 

Lightwood formation in pond pine from 
paraquat treatment /, 79-21895 

Lilia Araujo : report to accompany H.R. 
1406., 79-3469 

Lily Lirio Galindo : report to accompany 
H.R. 6664., 79-3451 

Limb prosthetics for the Bureau of Motor 
Carrier Safety., 79-23130 

Lime., 79-1200 

Lime-limestone scrubbing sludge character- 
ization : Shawnee Test Facility /, 79- 
2377 

Lime, SIC 3274., 79-22027 

Limestone and lime neutralization of fer- 
rous iron acid mine drainage /, 79-11429 

Liming acid soils /, 79-10760 

Limitation of debate in the Congress of the 
United States. 1979., 79-9097 

Limitation on duty-free entry from the insu- 
lar possessions of watch movements con- 
taining non-mfn parts : report to accom- 
pany H.R. 9268., 79-9217 

Limitations on the information furnished by 
the Copyright Office., 79-15551 

Limited access : a report on the community 
block grant program in nonmetropolitan 
areas, summary /, 79-5676 

Limited proteolysis in microorganisms : bio- 
logical function, use in protein structural 
and functional studies /, 79-15245 

Limnological aspects of Lake 
Nevada-Arizona /, 79-2651 

Lindenmeier, 1934-1974 : concluding report 
on investigations /, 79-12110 

Linear measurement : a method of estimat- 
ing fascicle numbers for larch casebearer 
population sampling /, 79-21875 

Linear polarization measurements at high 
temperatures in hypersaline geothermal 
brines /, 79-4517 

Liner materials exposed to municipal solid 
waste leachate /, 79-20093 

Ling-Yung Kung : report to accompany 
H.R. 10407., 79-5447 

Link; enlisted personnel distribution bulle- 
tin., 79-748 

Linking the JAS-API with the Bureau of 
the Census cost data on exploration, pro- 
duction and development in the oil and 
gas industry /, 79-20019 

Liquefaction potential of dams and founda- 
tions : report 1, Laboratory standard pen- 
etration tests on Reid Bedford model and 
Ottawa sands /, 79-2088 

Liquefied energy gases : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session ..., 
79-10441, 79-12328 


79- 
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Liquefied gaseous fuels safety and environ- 
mental control assessment program : a 
status report /, 79-17891 

Liquefied natural gas., 79-299 

Liquefied natural gas : safety, siting, and 
policy concerns /, 79-6625 

Liquefied petroleum gas and ethane., 
9788 

Liquid and gas flow, liquid level, and me- 
chanical motion measuring instruments /, 
79-1956, 79-9546, 79-19731 

Liquid hydrogen as a propulsion fuel, 1945- 
1959 /, 79-10162 

Liquid phase methanation /, 79-16552 

Liquid phase methanation pilot plant instal- 
lation and _ operation., 79-3937, 79- 
11347 

Liquid phase methanation pilot plant oper- 
ation and laboratory support work /, 
79-3938, 79-17948 

Liquid phase methanation/shift final 
report, September 30, 1976 /, 79-3921 

Liquified energy gases safety : report to the 
Congress /, 79-2411, 79-2412 

Liquor dealers : part 194 of title 27, Code 
of Federal regulations /, 79-18751 

Liquor laws /, 79-8622 

List of available publications - Pacific 
Northwest Forest and Range Experiment 
Station., 79-17 

List of available publications - Pacific 
Southwest Forest and Range Experiment 
Station, 79-12 

List of available publications - U.S. Depart- 
ment of Agriculture, Forest Service, Pa- 
cific Northwest Forest and Range Ex- 
periment Station, 79-17 

List of available publications of the United 
States Department of Agriculture., 79- 
19196 

List of Bureau of Mines publications and 
articles, with subject and author index., 
79-11831 

List of certificated pilot schools., 79-21186 

List of CFR sections affected, 79-950 

List of chemical compounds, authorized for 
use under USDA inspection and grading 
programs., 79-10659 

List of chemical compounds authorized for 
use under USDA Meat, poultry, rabbit, 
and egg products inspection programs, 
79-10659 

List of companies registered under the in- 
vestment company act of 1940., 79- 
10258, 79-18738 

List of GAO publications, 79-11548 

A list of guidebooks for handicapped trav- 
elers., 79-10204 

List of inspected tank barges & tankships., 
79-15756 

List of intercepted plant pests., 79-17756 

List of journal articles by Bureau of Mines 
authors, 79-11831 

List of journals indexed in Index medicus., 
79-9949 
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List of logbooks of U.S. Navy ships, sta- 
tions, and miscellaneous units, 1801-1947 
/, 79-5993 

List of materials acceptable for use on sys- 
tems of REA electrification borrowers., 
79-69, 79-5514, 79-19179 

List of materials acceptable for use on tele- 
phone systems of REA borrowers., 79- 
70, 79-12638 

List of primary ACO functions and respon- 
sibilities, 79-1865 

List of publications - Congress of the 
United States, Office of Technology As- 
sessment., 79-8728, 79-21371 

List of publications - Rocky Mountain 
Forest and Range Experiment Station, 
79-18 

List of publications annotated., 79-17737 

List of publications issued by the Bureau of 
Mines, with subject and author index, 
79-11831 

List of publications of the United States 
Geological Survey, 79-16915 

List of published standards, codes and per- 
formance criteria related to solar heating 
and cooling applications, 79-20530 

List of recent accessions and foreign patent 
translations of the scientific library., 79- 
309 

List of selected resource materials on 
farmer-to-consumer direct marketing., 
79-1791 

List of selected United States government 
publications, 79-935 

List of U.S. air carriers., 79-16319 

Listing of aircraft accidents/incidents by 
make and model, U.S. civil aviation., 
79-12152 

Listing of education materials for use by 
schools., 79-21268 

Lists and descriptions of occupations to be 
studied in the Bureau‘s cross-industry 
area wage survey program., 79-2673 

LITE newsletter, 79-780 

Literature., 79-15569 

Literature on court unification : an anno- 
tated bibliography /, 79-11876 

Literature review-elastic constants for air- 
port pavement materials /, 79-4893 

Lithium., 79-16938, 79-22917 

The lithium fall reactor concept : the ques- 
tion of jet stability, with recommendation 
for further experiments /, 79-16488 

Lithium literature review: Lithium‘s proper- 
ties and interactions /, 79-9737 

Lithographic platemaking services, 
2795., 79-22008 

Lithology and subdivisions of the Jurassic 
stump formation in southeastern Idaho 
and adjoining areas /, 79-11813 

A little fish goes a long way., 79-19584 

Little Lost-Birch Creek range management 
environmental statement., 79-18507 

Little River, Hanover County, Virginia : 
flood plain information., 79-7448 
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Littoral gammaridean Amphipoda from the 
Gulf of California and the Galapagos Is- 
lands /, 79-12108 

Livable cities., 79-18388 

Live where you want to live., 
79-20493 

Liveable urban streets : managing auto traf- 
fic in neighborhoods /, 79-2892 

Livermore regional air quality (LIRAQ) 
applications to St. Louis, Missouri /, 79- 
13362 

Livestock, 79-134 

Livestock and meat, 79-50, 79-51 

Livestock and meat situation., 79-105 

Livestock and meat statistics, 79-19074 

Livestock and meat statistics. Supplement., 
79-3474, 79-19074 

Livestock and poultry., 79-15124 

Livestock and the environment : a bibliog- 
raphy with abstracts /, . 79-2353 

Livestock and wool cooperatives., 
14700 

Livestock feedlot runoff control by vegeta- 
tive filters /, 79-22551 

Livestock, meat, wool, market news; 
weekly summary and statistics., 79-88 

Livestock sellers‘ rights under P&S trust 
provision., 79-1792 

Livestock slaughter., 79-158 

Livestock slaughter. (Washington), 

Livestock slaughter, annual summary., 
10734 

Living buildings., 79-5981 

Living coastal resources : a coastal zone 
management technical assistance docu- 
ment /, 79-17836 

Living on a few acres, 79-10650 

Living with our environment, 79-11788 

The LLL evaluated nuclear data library 
(ENDL), 79-16482 

LLL gas stimulation program /, 79-2309, 
79-13350, 79-16481 

LLL hydrodiagnostics upgrade program /, 
79-13377 

LLL in situ coal gasification program /, 
79-3988, 79-18093 

LLL 8080 Basic-II interpreter user‘s manual 
/, 79-19948 

LMFBR fuel analysis : task A : oxide fuel 
dynamics /, 79-14332 

LMFBR fuel analysis : task B : post-acci- 
dent heat removal /, 79-14334 

LMFBR fuel analysis : task C : reliability., 
79-14333 

LMRDA regulations and interpretative bul- 
letins /, 79-20847 

LNG facility and pipeline safety : hearings 
before the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, on H.R. 6844, H.R. 11586, and 
H.R. 11622 ..., 79-6689 

Loan guarantees : current concerns and al- 
ternatives for control /, 79-6760, 79- 
10608 
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Loan of T-38 aircraft and equipment : 
agreement between the United States of 
America and Po: signed at Wash- 
ington January 19, 1977, and extending 
agreement signed at Washington Septem- 
ber 19, 1977., 79-8450 

Loan rate and sales policy for 1978 peanuts 
: hearing before the Subcommittee on 
Oilseeds and Rice of the Committee on 
Agriculture, House of Representatives, 
Ninety-fifth second session, 
February 22, 1978., 79-8754 

LOCA analyses annual report : fiscal year 
77 /, 79-10366 

Local area personal income., 79-3678 

Local board memoranda, 79-1688 

Local climatological data., 79-469 

Local climatological data: Washington, 
D.C., National Airport. Annual summary 
with comparative data., 79-16253 

Local distress, State surpluses, proposition 
13 : prelude to fiscal crisis or new oppor- 
tunities? : hearings before the Subcommit- 
tee on the City of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, July 25 and 26, 
1978, together with the Joint Economic 
Committee, July 25, 1978, Ninety-fifth 
Congress, second session., 79-10431 

Local energy policies : hearings before the 
Subcommittee on Energy and Power of 
the Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth second session ... 
May 22, June 5 and 9, 1978., 

Local housing assistance tools and tech- 
niques : a guidebook for local govern- 
ment /, 79-8145, 79-16811 

Local housing authority management guide. 
Controlling utility consumptions and 
costs., 79-11745 

Local housing authority management guide. 
Low-pressure boiler plants., 79-11746 

Local housing authority management guide. 
Maintenance, electrical facilities. 79- 
11749 

Local housing authority management guide. 
Maintenance, Maintenance of cathodic 
protection systems., 79-11748 

Local housing authority management guide. 
Mantenance [i.e. maintenance}, inspection 
of the physical plant., 79-11747 

Local rail service assistance : hearings 
before the Subcommittee on Transporta- 
tion and Commerce of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 11979 ... July 12 
and 17, 1978., 79-8975 

Local rail service assistance act of 1978 : 
report together with additional, individu- 
al, and dissenting views to accompany 
H.R. 11979., 79-5208 

Local rail services act of 1978 : report to 
accompany S. 2981., 79-5359 

Local service air carriers‘ unit costs., 79- 
7322 
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Locating new home sites to save fuel., 79- 
21943 

Location directory - Food and Drug Ad- 
ministration., 79-18281 

Location identifiers, 79-1571 

LOFT steady state critical heat flux tests 
(6.9 to 13.8 MPa) /, 79-21313 

Logging camps and logging contractors, 
SIC 2411., 79-21986 

Logging residue available for mine-timber 
production /, 79-5482 

Logging work injuries in Appalachia /, 
79-9436 

A logic-based approach to the measurement 
of deductive abilities in deaf and hearing 
persons /, 79-7333 

The logistics of blood transfusion therapy : 
symposia proceedings /, 79-4277 

Logistics packing management., 79-3808 

Loi Lin Irene Chung (Tsui) : report to ac- 
company S. 152., 79-5383 


Long pulse tokamak operation., 79-11130 


Long-range cost estimates for old-age, sur- 
vivors, and disability insurance system, 
1974 /, 79-22621 

Long-range, missile-equipped 
view /, 79-16391 

A long-range study of schizophrenia /, 79- 
18315 


: a Soviet 


Long staple cotton review., 79-84 

Long term consistency in positions of sites 
determined from Doppler satellite obser- 
vations /, 79-7501 

Long-term cost implications of Farmers 
Home Administration subsidized and 
guaranteed loan program : report /, 79- 
15117 

The long-term costs of lower-income hous- 
ing assistance programs /, 79-14486 

Long-term effects of land application of do- 
mestic wastewater Roswell, New 
Mexico, slow rate irrigation site /, 79- 
18139 

Long-term effects of land application of do- 
mestic wastewater : Tooele, Utah, slow 
rate site /, 79-22552 

Long-term effects of land application of do- 
mestic wastewater Vineland, New 
Jersey, rapid infiltration site /, 79-15055 

Long-term growth of eight legumes intro- 
duced at three forest locations in south- 
west Oregon /, 79-16106 

Long-term health care : minimum data set / 
, 79-8039 

Long-term hot-hardness characteristics of 
five through-hardened bearing steel /, 
79-14082 

Long-term instability problems in adaptive 
noise-cancelers /, 79-22433 

Long term recharge of trickling filter efflu- 
ent into sand /, 79-18144 

Longfellow house : historical data : Long- 
fellow National Historic Site, Massachu- 
setts /, 79-13931 

Longitudinal aerodynamic characteristics of 
a fighter model with a close-coupled 
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canard at Mach numbers from 0.40 to 
1.20 /, 79-2770 

Longitudinal inferences of job attitude and 
tenure relationships from cross-sectional 
data /, 79-7541 

Longitudinal joint systems in slip-formed 
rigid pavements /, 79-23167 

Longitudinal methods as a tool for evaluat- 
ing vocational education /, 79-11629 

Longitudinal study of nurse practitioners : 
phase II /, 79-20438 

Longitudinal surveys and labor market 
analysis /, 79-6544 

Longshoremen‘s and harbor workers‘ com- 
pensation act amendments of 1978 : hear- 
ing before the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session, on S. 2020 
... September 28, 1978., 79-12373 

A look at the playground safety education 
materials : "play happy, play safely.“, 
79-14298 

A look at yellow-poplar for studs /, 79- 
21867 

Look who‘s minding the store : supervising 
disabled employees., 79-15579 

Looseleaf regulations system. Service 1. 
Income tax., 79-1499 

Looseleaf regulations system. 
Estate and gift tax., 79-1500 

Looseleaf regulations system. 
Employment tax., 79-1501 

Looseleaf regulations system. 
Excise taxes., 79-1502 

Looseleaf regulations system. Service 5. 
Procedure and administration., 79-1503 

Loran-A table : Asiatic area., 79-3750 

LORAN automatic vehicle monitoring 
system : phase 1 /, 79-14268 

LORAN automatic vehicle monitoring 
system : phase 1 /, 79-14269 

Loran-C, Omega, and differential Omega 
applied to the civil air navigation require- 
ments of Conus, Alaska, and offshore /, 
79-15748 

Loran-C table 
16338 

Loran-C table : 
16336 

Loran-C table 
16337 

Loran-C user equipment on a Great Lakes 
ore-carrier., 79-8582 

Los Angeles and Long Beach harbors 
model study : report 4, model design /, 
79-2079 

The Los Angeles double deck bus demon- 
stration project : an evaluation /, 79- 
2925 

Los Angeles Freeway data tapes /, 79- 
4861 

Los Angeles-Long Beach, California metro- 
politan area, 79-11898 

Loudspeakers and _ loudspeaker-micro- 
phone., 79-1957 

Louisiana exports., 
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Louisiana landings., 79-477 

Louisiana landings, annual summary., 
3651 

Louisville, Kentucky-Indiana, metropolitan 
area, 79-18597 

Lourie Ann Eder : report to accompany S. 
229., 79-17686 

Low altitude instrument approach proce- 
dures., 79-661, 79-667 

Low altitude instrument approach proce- 
dures, United States. Military aviation 
notice, MAN., 79-667 

Low altitude instrument approach proce- 
dures, United States. Military aviation 
notice, MAN, 79-661 

Low BTU gas industrial application analy- 
sis : final report /, 79-14944 

Low-cost directionally-solidified 
blades., 79-15561 

Low cost silicon array project : feasibility 
of low-cost, high-volume production of 
silane and pyrolysis of silane to semicon- 
ductor-grade silicon., 79-3908 

Low-cost silicon solar array project., 
2203, 79-11185 

Low cost silicon solar array project : sili- 
con materials task : establishment of the 
feasibility of a process capable of low- 
cost, high volume production of silane 
(step I) and the pyrolysis of silane to se- 
miconductor-grade silicon (step II) /, 
79-9658, 79-11188 

Low cost silicon solar array project, large 
area silicon sheet task : silicon web proc- 
ess development., 79-17932 

Low cost silicon solar array, silicon materi- 
als task : development of a process for 
high capacity arch heater production of 
silicon for solar arrays /, 79-9673, 79- 
13115 

Low cost solar array project : composition 
measurement by analytical photon cataly- 
sis, 79-16428 

Low-cycle fatigue of thermal-barrer coat- 
ings at 982°C /, 79-14075 

Low-dose heparin in thromboembolic dis- 
ease prophylaxis : January 1976 through 
December 1978, 148 citations /, 79-9950 

Low-emissions combustor demonstration : 
final report for period 1 March 1974-31 
December 1975 /, 79-3838 

Low-flow characteristics of Wisconsin 
streams at sewage-treatment plants and 
industrial plants /, 79-16928 

Low-frequency fluctuation spectra and as- 
sociated particle transport in the NASA 
Lewis bumpy-torus plasma /, 79-8349 

Low friction hull coatings for icebreakers : 
phase III, technical report /, 79-4920 

Low-level nuclear waste disposal : twenty- 
sixth report /, 79-21677 

Low-level radioactive waste management : 
proceedings of Health Physics Society 
twelfth midyear topical symposium, Feb- 
ruary 11-15, 1979, Williamsburg, Virginia 
/, 79-16551 
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Low level wind shear., 79-15708 

Low-level wind shear : a critical review /, 
79-22252 

Low-noise audio amplifiers and preamplifier 
for use with intrinsic thermocouples /, 
79-18024 

Low NOx combustion concepts for ad- 
vanced power generation systems firing 
low-BTU gas /, 79-11433 

Low-pressure boiler plants, 79-11746 

Low-speed aerodynamic characteristics of a 
16-percent thick variable-geometry airfoil 
designed for general aviation applications 
/, 7179-18665 

Low-sulfur Western coal use in existing 
small and intermediate size boilers /, 79- 
18161 

Low-temperature geothermal reservoir site 
evaluation in Arizona /, 79-5834 

Low-temperature heat capacities and enth- 
alpy of formation of copper difluoride 
(CuF:) /, 79-6199 

Low-temperature heat capacities and high- 
temperature enthalpies of cuprous and 
cupric sulfides /, 79-15434 

Low temperature thermal energy storage : 
a state-of-the-art survey /, 79-22469 

Low-temperature thermal energy storage 
program annual progress report., 79- 
14981 

Low toxic corrision inhibitors for aluminum 
in fresh water /, 79-2790 

A low-velocity airflow calibration and re- 
search facility /, 79-19553 

A low-velocity airflow calibration and re- 
search facility [erratumt /, 79-19554 

Low-volume and slow-burning vegetation 
for planting on clearings in California 
chaparral /, 79-19120 

Lowell National Historical Park, Massachu- 
settes., 79-22923 

A lower body negative pressure box for Gz 
simulation in the upright seated position / 
, 7179-18793 

Lower-income housing assistance payments 
(Section 8)., 79-18393 

Lowndes County, Mississippi, unincorporat- 
ed areas., 79-22784 

The LPK timber sale plan for 1979-84 : a 
draft environmental statement of the 5- 
year operating plan, part of the long-term 
sale of Tongass National Forest timber to 
the Louisiana-Pacific Corporation, Ket- 
chikan Division., 79-7208 

The LPK timber sale plan for 1979-84 : the 
final environmental statement of the 5- 
year operating plan, part of the long-term 
sale of Tongass National Forest timber to 
the Louisiana-Pacific Corporation, Ket- 
chikan Division., 79-17746 

LSA, 79-950 

LSA large area silicon sheet task continu- 
ous liquid feed Czochralski growth., 79- 
2223 

LSA low-cost solar array project., 
13110 
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LSA silicon material task closed-cycle 
process development., 79-16426 

LSAA large area silicon sheet task continu- 
ous Czochralski process development., 
79-3912 

LSSA : low-cost silicon solar array proj- 
ect., 79-2203 

LSSA large area silicon sheet task continu- 
ous Czochralski process development., 
79-7627, 79-9679, 79-17928 

LSSA large area silicon sheet task continu- 
ous liquid feed Czochralski growth., 79- 
7625, 79-7626 

LSSA project 
array., 79-11185 

Lubricants, liquid fuels, and related prod- 
ucts : methods of testing., 79-22613 

Lubricating oils, greases and hydraulic 
fluids, 79-7375, 79-19734 

Lubrication and failure mechanisms of mo- 
lybdenum disulfide films /, 79-14084 

Lubrication and fuel dispensing equipment 
/, 7179-10942, 79-19732, 79-19733 

Lubrication fittings., 79-22303 

Luggage, SIC 3161., 79-19320 

Lumber grade yields for graded aspen logs 
and trees /, 79-10692 

Lumber, plywood, and related products /, 
79-1958 

Lumber production and mill stocks., 
5548 

Lunette Joyce Clarke : report to accompa- 
ny H.R. 11953., 79-3270 

Lung cancer, diagnosis, treatment., 
1066 

Luxembourg : post report., 79-2821 

Luzbella Y. Imasa, Doctor of Medicine : 
report to accompany S. 1778., 79-5396 

LWR pressure vessel irradiation surveil- 
lance dosimetry /, 79-10363, 79-10365, 
79-10370, 79-17372, 79-18865 

Lymphomas, diagnosis, treatment., 
1060 

The Lyon Station-Paulins Kill nappe : the 
frontal structure of the Musconetcong 
nappe system in eastern Pennsylvania and 
New Jersey /, 79-11811 
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M. Sgt. William E. Boone, U.S. Army, re- 
tired : report to accompany H.R. 2952., 
79-5351 

M/V Anco Sceptre collision with the 
Crown Central Petroleum Corporation 
pier on the Houston Ship Channel, Hous- 
ton, Texas, February 9, 1978., 79-15638 

The MAC flyer., 79-770 

Macao, 79-18721 

Macaroni and spaghetti, SIC 2098., 
19225, 79-19238 

Machine-assisted translation in West Ger- 
many., 79-4972 

Machine centers, way type machines, elec- 
trical and ultrasonic erosion machines 
[erratat., 79-12874 
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Machine tool accessories., 79-10943 

Machine tools, Japan., 79-22271 

Machine tools, metal cutting types, SIC 
3541., 79-22053 

Machine tools, metal forming types, SIC 
3542., 79-22054 

Machinery, except electrical, N.E.C., SIC 
3599., 79-19402 

Machinery inspection 
vessel., 79-21201 

Machinery manufacturing, January 1978., 
79-17023 

Machinist 
16360 

Machinist's mate 1 & C., 79-3851 

Machinist's mate 3 & 2., 79-3848 

Macine tool accessories, SIC 3545., 
22055 

Macroeconomic and sector implications of 
installing 2.2 million residential solar units 
/, 79-22505 

Macroeconomic effects of petroleum supply 
interruptions /, 79-16524 

Macromolecular alteration and repair in 
carcinogenesis, 79-1048 

Macroscopic cross section sensitivity study 
for fusion reactor shielding experiments / 

79-19921 

Madagascar : post report., 

Magazines., 79-6280 

Magazines (Washington), 79-6280 

Magazines in special media /, 79-20905 

The magentic [sict fusion theory effort., 
79-17897 

MAGIC : a one-dimensional magneto-in- 
ductive particle code /, 79-19950 

The MAGIC background of Pearl Harbor / 
, 79-9520 

Magistrate act of 1979 : report together 
with dissenting views to accompany H.R. 
1046., 79-17610 

Magnesium., 79-1242 

Magnesium and magnesium compounds., 
79-22908 

Magnesium mill products., 79-17785 

The magnetic charts of the United States 
for epoch 1975 /, 79-22891 

Magnetic fusion energy quarterly report /, 
79-11353, 79-13351, 79-13352 

Magnetic fusion program summary docu- 
ment., 79-13247 

Magnetohydrodynamic (MHD) power gen- 
eration /, 79-15558 

Magnitude and frequency of floods in west- 
ern Oregon /, 79-16931 

Magnitude of nonappropriated fund and re- 
lated activities in the executive branch : 
study by the staff of the United States 
General Accounting Office., 79-2420 

Magnitudes, nature, and effects of point and 
nonpoint discharges in the Chattahoochee 
River Basin, Atlanta to West Point Dam, 
Georgia /, 79-22894 

Mahaweli Ganga irrigation : agreement be- 
tween the United States of America and 
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Sri Lanka, signed at Colombo November 
9, 1977., 79-8466 

Mahoning County, Ohio (unincorporated 
areas), 79-8193 

Mail between the Soviet Union and the 
United States : hearings before the Sub- 
committee on Postal Operations and 
Services of the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on H. Con. Res. 579 ... May 8 and 
July 25, 1978., 79-9079 

Mail registration systems 1 /, 79-15807 

Main line natural gas sales to industrial 
users., 79-16504 

Maine coastal storm and flood of February 
2, 1976 /, 79-22900 

Maine exports., 79-16285 

Maine landings., 79-478 

Mainstreaming preschoolers : children with 
emotional disturbance : a guide for teach- 
ers, parents, and others who work with 
emotionally disturbed preschoolers /, 
79-2581 

Mainstreaming preschoolers : children with 
health impairments : a guide for teachers, 
parents, and others who work with 
health impaired preschoolers /, 79-4420 

Mainstreaming preschoolers : children with 
hearing impairment : a guide for teachers, 
parents, and others who work with hear- 
ing impaired preschoolers /, 79-2582 

Mainstreaming preschoolers : children with 
learning disabilities : a guide for teachers, 
parents, and others who work with learn- 
ing disabled preschoolers /, 79-2583 

Mainstreaming preschoolers : children with 
mental retardation : a guide for teachers, 
parents, and others who work with men- 
tally retarded preschoolers /, 79-6087 

Mainstreaming preschoolers : children with 
orthopedic handicaps : a guide for teach- 
ers, parents, and others who work with 
orthopedically handicapped preschoolers 
/, 19-2584 

Mainstreaming preschoolers : children with 
speech and language impairments : a 
guide for teachers, parents, and others 
who work with speech and language im- 
paired preschoolers /, 79-2585 

Mainstreaming preschoolers : children with 
visual handicaps : a guide for teachers, 
parents, and others who work with visu- 
ally handicapped preschoolers /, 79- 
15315 

Maintaining clean water., 79-20060 

Maintaining the soundness of our banking 
system : address /, 79-5933 

Maintenance., 79-776 

Maintenance (Washington), 79-776 

Maintenance and repair parts consumption 
planning guide for contingency oper- 
ations : helicopter, cargo transport: CH- 
54B /, 79-10985 

Maintenance and repair parts consumption 
planning guide for contingency oper- 
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ations : radio teletypewriter set:° AN/ 
GRC -122., 79-3809 

Maintenance and repair parts consumption 
planning guide for contingency oper- 
ations : repeater set, radio: AN/TRC- 
113., 79-2047 

Maintenance and repair parts consumption 
planning guide for contingency oper- 
ations : tank, combat, full traced: 152 
mm, gun, M60A2 /, 79-7416 

Maintenance and repair parts consumption 
planning guide for contingency oper- 
ations : teletypewriter operations central: 
AN/MGC-19 /, 79-7417 

Maintenance and repair parts consumption 
planning guide for contingency oper- 
ations : teletypewriter: TT-76/GGC & 
TT-98/FG., 79-2046 

Maintenance and repair parts for consump- 
tion planning guide for contingency oper- 
ations : electronics : switchboard, SB- 
22A/PT., 79-2048 

Maintenance and repair parts for consump- 
tion planning guide for contingency oper- 
ations : helicopter, observation, OH-58A 
/, 79-9573 

Maintenance dredging and marsh develop- 
ment project, Branford Harbor, Conn. : 
proposed final environmental impact 
statement., 79-2106 

Maintenance dredging, Crescent City Outer 
Harbor, Del Norte County, California /, 
79-9582 

Maintenance dredging of the Federal navi- 
gation channel at Clinton River, Michi- 
gan /, 79-9584 

Maintenance dredging of the Gulf Intra- 
coastal Waterway from Pearl River, Lou- 
isiana-Mississippi to Apalachee Bay, Flor- 
ida., 79-3828, 79-3829 

Maintenance, electrical facilities, 79-11749 

Maintenance inspection notes for Fairchild 
Hiller F-27/FH-227 series aircraft., 79- 
15709 

Maintenance inspection of the physical 
plant, 79-11747 

Maintenance, maintenanace of cathodic pro- 
tection systems, 79-11748 

Maintenance management, class B offices., 
79-18702 

Maintenance of television microwave link 
equipment., 79-2919 

Maintenance teams and detachments /, 79- 
7415 

Maintenance training simulators at Air 
Force technical training centers : present 
and potential use /, 79-11111 

Maintenance training system : 6883 convert- 
er/flight control test station /, 79-12993 

Major collective bargaining agreements : 
wage administration provisions /, 79- 
17014 

Major extra high voltage transmission lines, 
December 31, 1977., 79-15022 

Major Federal equal employment opportu- 
nity programs for the private sector 
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should be consolidated 
11529 

Major hardwood defoliators of the eastern 
United States., 79-7160 

Major histocompatibility complex, 79-1000 

Major household appliances., 79-22108 

Major matters before the Commission., 
17852 

Major natural gas pipelines : June 30, 1977 
/, 19-7812 

Major natural gas pipelines : June 30, 1978 
/, 79-7710 

Major programs 1977 Bureau of Labor Sta- 
tistics., 79-2677 

Major public statements on China by U.S. 
Officials : July 1976 - December 1976., 
79-15471 

Major retail centers in standard metropoli- 
tan statistical areas, New Hampshire., 
79-19533 

Major system aquisitions : discussion of the 
application of OMB Circular no. A-109., 
79-8390 

Make your lawn easier (and safer) to mow., 
79-2936 

Making appropriation for HUD : confer- 
ence report to accompany H.R. 4394., 
79-21787 

Making appropriations for Departments of 
State, Justice, Commerce, the judiciary, 
and related agencies : conference report 
to accompany H.R. 4392., 79-21783 

Making appropriations for the agricultural 
rural development, and related agencies 
programs ; conference report to accom- 
pany H.R. 13125., 79-5251 

Making appropriations for the Department 
of Housing and Urban Development : 
conference report to accompany H.R. 
12936., 79-5244 

Making appropriations for the Department 
of the Interior and related agencies : con- 
ference report to accompany H.R. 12932., 
79-3247 

Making appropriations for the Departments 
of Labor, and Health, Education, and 
Welfare, and related agencies : confer- 
ence report to accompany H.R. 12929., 
79-3283, 79-21781 

Making appropriations for the Government 
of the District of Columbia, : conference 
report to accompany H.R. 13468., 79- 
5214 

Making appropriations for the government 
of the District of Columbia for fiscal year 
1980 : conference report to accompany 
H.R. 4580., 79-23501 

Making appropriations for the Treasury De- 
partment, the U.S. Postal Service, the 
Executive Office of the President, and 
certain independent agencies : conference 
report to accompany H.R. 4393., 79- 
23510 

Making appropriations for Treasury De- 
partment, U.S. Postal Service, Executive 
Office of the President, and certain inde- 


: report /, 79- 


79- 





January — December 1979 


pendent agencies, fiscal year 1979 : con- 
ference report to accompany H.R. 12930., 
79-3248 

Making appropriations, foreign assistance, 
fiscal year, 1979 : conference report to 
accompany H.R. 12931., 79-3290 

Making cents of your energy dollar /, 79- 
22412 

Making EEO and affirmative action work., 
79-17037 

Making energy regulations : how the public 
gets involved., 79-22401 

Making permanent the existing temporary 
suspension of duty on certain dyeing and 
tanning materials : report to accompany 
H.R. 11409., 79-3410 

Making prevention pay : final report of the 
Interagency Task Force on Workplace 
Safety and Health., 79-8382 

Making specific provisions for ball or roller 
bearing pillow block, flange, takeup, car- 
tridge, and hanger units in the tariff 
schedules of the United States, and other 
matters report to accompany H.R. 
8755., 79-3393 

Making supplemental appropriations, fiscal 
year 1979 : conference report to accom- 
pany H.R. 4289., 79-17635 

Malaria control : agreement between the 
United States of America and Pakistan 
amending the agreement of June 22, 1976 
signed at Islamabad January 12, 1978., 
79-4764, 79-4778, 79-8492 

Malawi, 79-4703 

Malawi : post report., 79-2822 

Malaysia : post report., 79-2823 

The male sex role : a selected and anno- 
tated bibliography /, 79-22673 

Mali, 79-12061 

Mali : post report., 79-10234 

Malleable iron foundries, SIC 3322., 
19346 

Malpractice in hospitals : dentistry, nursing, 
pharmacy, veterinary medicine and allied 
health professions May 1974 through 
September 1978, 242 citations in English 
/, 79-4333 

Malt beverages, SIC 2082., 

Malt, SIC 2083., 79-19219 

Malta, 79-14149 

Mammals and reptiles., 79-13580 

Man-in-the-plant : FDA‘s failure to regulate 
deceptive drug labeling : report together 
with separate views /, 79-8953 

”Man-in-the-plant“, FDA‘s failure to regu- 
late deceptive drug labeling : hearings 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session, September 8 and 12, 
1978., 79-10509 

Management, a continuing bibliography 
with indexes, 79-6298, 79-11985 

Management, a continuing literature survey 
with indexes., 79-6298, 79-10163, 79- 
11985 


79- 


79-19218 





Manual of laws affecting Federal credit unions. 


Management and evaluation of the commu- 
nity development block grant program 
need to be strengthened : report /, 79- 
2408 

The management and logistics of blood 
banking : conference proceedings /, 79- 
16719 

Management effectiveness in labor-manage- 
ment relations., 79-17208 

Management guidance for developing and 
installing an ADP performance manage- 
ment program., 79-5986 

Management improvements in the adminis- 
trative law process : much remains to be 
done : report /, 79-16589 

Management information control. Register 
of approved recurring management infor- 
mation requirements., 79-11002 

Management information systems : user‘s 
guide for indentifying automatic data 
processing equipment (ADPE) require- 
ments., 79-2050, 79-2051 

Management of a seaport /, 79-1817 

Management of bottom sediments contain- 
ing toxic substances : proceedings of the 
third U.S.-Japan Experts‘ Meeting, No- 
vember 1977, Easton, Md. /, 79-7744 

Management of fuel and nonfuel minerals in 
Federal land : current status and issues., 
79-14339 

Management of small waste flows /, 79- 
2365 

Management of wintering bald eagles /, 
79-8256 

Management operating data system for mod 
1 offices., 79-6330 

Management-oriented cogrections evalua- 
tion guidelines /, 79-15510 

Management skills for alcohol program ad- 
ministrators : participant workbook /, 
79-8112 

Management skills for alcohol program ad- 
ministrators : trainer manual /, 79-8113 

A management system for occupational 
safety and health programs for academic 
research laboratories /, 79-18300 

A management system for occupational 
safety and health programs for academic 
research laboratories : an administrative 
resource guide /, 79-11707 

Management training assistance team : 
agreement between the United States of 
America and Singapore effected by ex- 
change of letters signed at Singapore 
February 23 and 24, 1977., 79-4743 

Managerial perspectives in the Department 
of Transportation., 79-14194 

A manager'‘s eight essential obligations for a 
successful Federal women‘s program., 
79-15626 

A manager‘s guide for a successful Federal 
women‘s program., 79-15626 

Managers, your accounting system can do a 
lot for you : (accountants, you can do a 
lot for your managers) /, 79-16562 

Managing an investigation into public cor- 
ruption /, 79-15505 
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Managing criminal warrants /, 79-6245 

Managing oil and gas activities in coastal 
environments /, 79-6208 

Managing pinyon-juniper ranges for wildlife 
/, 7179-19160 

Managing recreation areas for quality user 


ex : a theoretical framework /, 

79-12589 

Managing the ups and downs in electrical 
usage., 79-20120 

Mandating private pensions : a study of Eu- 
ropean experience /, 79-16668 

Mandatory deposits on beverage containers, 
oversight : hearing before the Subcom- 
mittee on Transportation and Commerce 
of the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... August 10, 1978., 79-12380 

Mandatory energy conservation and gaso- 
line and diesel fuel rationing : hearing 
before the Subcommittee on Energy Reg- 
ulation of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-sixth Congress, first session ..., 
79-14406, 79-17469 

Manganese., 79-1211, 79-16939 

Manmade fiber broadwoven gray goods, 
79-245, 79-3563 

Manmade habitats., 79-19159 

Manpower a change in course, 79-11694 

Manpower analysis & planning guide., 79- 
21133 

Manpower development specialist, GS-142., 
79-17010 

Manpower interchange, 79-1328 

Manpower report of the President, 79- 
4615, 79-20850 

Manpower requirements report., 79-10909 

Manpower research and development pro- 
jects, 79-11923 

Man‘s impact on the troposhere : lectures in 
troposheric chemistry /, 79-10189 

Manual for construction and operation of 
toxicity-testing proportional diluters /, 
79-2339 

Manual for developing local area unem- 
ployment statistics /, 79-20873 

A manual for statistical quality control of 
highway construction /, 79-6446 

A manual for the identification of the 
larvae of the caddisfly genera Hydrop- 
syche pictet and Symphitopsyche ulmer 
in eastern and central North America 
(Trichoptera: hydropsychidae) /, 79- 
7792 

Manual of acceptable practices., 79-1148 

Manual of acceptable practices to the HUD 
minimum property standards, 79-1148 

Manual of classification., 79-305, 79- 
12711 

Manual of instructions for the survey of the 
public lands of the United States, 79- 
8269 

Manual of laws affecting Federal credit 
unions., 79-1414 
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Manual of laws affecting Federally insured state credit unions. 


Manual of laws affecting Federally insured 
state credit unions., 79-1413 

Manual of Navy enlisted manpower and 
personnel classifications and occupational 
standards., 79-11048 

Manual of patent examining procedure., 
79-308 

Manual of patent examining procedures, 
79-308 

Manual of practice : the disposal of com- 
bined municipal/industrial wastewater 
residues (metals) /, 79-15052 

Manual of procedures. : National Cancer 
Institute, Cooperative Early Lung Cancer 
Group /, 79-18263 

Manual of protective guides and protective 
actions for nuclear incidents., 79-20116 

Manual of regulations and procedures for 
radio frequency management., 79-1454 

Manual of rules of the Committee on Ways 
and Means., 79-18950 

Manual of statutes affecting credit unions, 
79-1413, 79-1414 

Manual of the Judge Advocate General /, 
79-7507, 79-7508, 79-7509 

Manual of the Medical Department /, 79- 
7510, 79-7511 

Manual of the saltbushes (Atriplex spp.) in 
New Mexico /, 79-5503 

Manual on fund-raising within the Federal 
service for voluntary health and welfare 
agencies., 79-19627 

Manual on uniform traffic control devices, 
79-18770 

Manual on uniform traffic control devices 
for streets and highways., 79-18770 

Manufactured ice, SIC 2097., 79-19224 

Manufacturers‘ alternative energy capabili- 
ties, 79-5537 

Manufacturers‘ export sales and orders of 
durable goods., 79-211 

Manufacturers‘ pollution abatement capital 
expenditures and operating costs., 79- 
5551 

Manufacturers‘ shipments, inventories, and 
orders., 79-210 

Manufacturers’ shipments of office furni- 
ture, 79-3547, 79-10773 

Manufacturing industries, 
3999., 79-22103 

Manufacturing industries, 1977., 79-15539 

The many missions of the United States 
Coast Guard : a ready reference guide /, 
79-15762 

Many-storied mountains : the life of Glacier 
National Park /, 79-4561 

Map of Southern Rhodesia., 

MAPAD., 79-3768 

Maple Syrup Urine Disease Symposium : 
issue and perspectives /, 79-20412 

Mapping, charting, and geodesy : agree- 
ment between the United States of Amer- 
ica and Indonesia, signed at Jakarta Octo- 
ber 21, 1977., 79-12078 

Maps and atlases, 79-1348, 79-14044 
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Maps for America : cartographic products 
of the U.S. Geological Survey and others 
/, 79-16912 

Maps (United States and foreign)., 

Marad publications., 79-5617 

Marad, the annual report of the Maritime 
Administration., 79-14753 

Marathon County, Wisconsin (unincorpor- 
ated areas)., 79-6134 

MARC serials editing guide., 79-6268 

Marcelino S. Silva, and his wife, Emilie M. 
Silva : report to accompany S. 953., 79- 
5384 

March wheat futures trading on Chicago 
Board of Trade : hearing before the Sub- 
committee on Conservation and Credit of 
the Committee on Agriculture, House of 
Representatives, Ninety-sixth Congress, 
first session, March 28, 1979., 79-21398 

March 15 report of the Committee on Ways 
and Means to the House Budget Commit- 
tee., 79-12431 

Margaret Perry : report to accompany S. 
2349., 79-5386 

Margaret Somerville Jefferis : report to ac- 
company H.R. 7604., 79-3457 

Maria Corazon Samtoy : report to accom- 
pany H.R. 948., 79-21752 

Maria Elena Jumalon : report to accompa- 
ny S. 1166., 79-3255 

Maria Estela Sims : report to accompany 
H.R. 946., 79-21751 

Maria Miraflor Carabbacan : report to ac- 
company H.R. 1392., 79-3470 

Maricopa County, Arizona, unincorporated 
areas., 79-18443 

Marihuana and health; annual report to 
Congress from the Secretary of Health, 
Education, and Welfare., 79-18322 

Marina Houghton : report to accompany 
H.R. 1753., 79-5436 

Marine accident report : capsizing and sink- 
ing of the self-elevating mobile offshore 
drilling unit Ocean Express near Port 
O‘Connor, Texas, April 15, 1976. 79- 
15645 

Marine accident report : charter fishing 
boat Dixie Lee II, capsizing in severe 
thunderstorm in the Chesapeake Bay near 
Norfolk, Virginia, June 6, 1977., 79- 
15634 

Marine accident report : collision of Argen- 
tine freighter M/V Santa Cruz II and 
U.S. Coast Guard Cutter Cuyahoga in 
Chesapeake Bay at the mouth of the Po- 
tomac River, Maryland, October 20, 
1978., 79-15635 

Marine accident report : collision of M/V 
Star Light (Greek) and the USS Francis 
Marion, Norfolk, Virginia, March 4, 
1979., 79-21125 

Marine accident report : collision of the M/ 
V World Nobility and the S/S Pennsyl- 
vania Getty at the mouth of the Chesa- 
peake Bay near Norfolk, Virginia, De- 
cember 29, 1978., 79-15636 
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Marine accident report : collision of U.S. 
bulk carrier SS Yellowstone and Algerian 
freighter M/V IBN Batouta, Mediterra- 
nean Sea, June 12, 1978., 79-23092 

Marine accident report : collision of USS L. 
Y. Spear (AS-36) and motor tankship Ze- 
phyros (Liberian), lower Mississippi 
River, February 22, 1978., 79-15641 

Marine accident report : ferry M/V George 
Prince collision with the tanker SS 
Frosta (Norwegian) on the Mississippi 
River, Luling/Destrehan, Louisiana, Oc- 
tober 20, 1976., 79-15640 

Marine accident report : French tankship 
SS Sitala collision with moored vessels, 
New Orleans, Lousiana, July 28, 1977., 
79-15642 

Marine accident report : grounding and 
capsizing of the clam dredge Patti-B, 
Ocean City Inlet, Ocean City, Maryland, 
May 9, 1978., 79-15643 

Marine accident report M/V_ Anco 
Sceptre collision with the Crown Central 
Petroleum Corporation pier on the Hous- 
ton Ship Channel, Houston, Texas, Feb- 
ruary 9, 1978., 79-15638 

Marine accident report : showboat Whip- 
poorwill capsizing, Pomona Lake, 
Kansas, June 17, 1978., 79-15644 

Marine accident report : sinking of the off- 
shore vessel M/V Sabine Seahouse in the 
Gulf of Mexico, January 31, 1978., 79- 
15639 

Marine accident report : U.S. motor tank- 
ship Sealift China Sea ramming of the 
Italian motor cargo vessel Lorenzo 
D‘Amico, Los Angels Harbor California, 
January 15, 1978., 79-23091 

Marine accident report : U.S. tankship SS 
Marine Floridian collision with Benjamin 
Harrison Memorial Bridge, Hopewell, 
Virginia, February 24, 1977., 79-15637 

Marine amphibious forces : a look at their 
readiness, role, and mission : report to the 
Congress /, 79-9883 

Marine casualty report : tank barge B-924, 
explosion and fire on board at Greenville, 
Mississippi, on 13 November 1975, with 
loss of life /, 79-21124 

Marine Corps food service information, 
Sept. 6, 1974., 79-11104 

Marine Corps publications., 
20214 

Marine engineering, 79-14754 

Marine fisheries review., 79-495 

Marine flora and fauna of the Northeastern 
United States : Crustacea, Cumacea /, 
79-17834 

Marine flora and fauna of the northeastern 
United States Protozoa, Sarcodina, 
Amoebae /, 79-12754 

Marine heavy-duty gas turbine development 
project : executive summary report., 79- 
1818 

Marine lifesaving and diving equipment /, 
79-19735 


79-2471, 79- 





January — December 1979 Maryland‘s selected service industries showed a 52.3 percent increase in receipts 


Marine mammal and seabird survey of the 
Southern California Bight area /, 79- 
22928 

Marine mammal protection : hearing and 
markup before the Subcommittee on 
Asian and Pacific Affairs of the Commit- 
tee on International Relations, Ninety- 
fifth Congress, second session, on H. Res. 
1065, April 24 and June 28, 1978., 79- 
5115 

Marine mammal protection act : hearings 
before the Committee on Commerce, Sci- 
ence, and Transportation, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ... February 9 and 11, 1977., 79- 
21465 

The Marine mammal protection act of 1972 
annual report., 79-5643, 79-19587 

Marine mammals and their protection /, 
79-6288 

Marine marine resources /, 79-22990 

Marine protection, research, and sanctuaries 
act authorization., 79-18967 

Marine protection, research, and sanctuaries 
act, title II, authorization for fiscal year 
1980 : report to accompany S. 1123., 79- 
16029 

Marine safety manual., 79-6486 

Marine safety manual. Volume 1. Adminis- 
tration & management., 79-1579 

Marine safety manual. Volume 2. Material 
inspection., 79-1580 

Marine safety manual. Volume 3. Marine 
industry personnel., 79-1581 

Marine safety manual. Volume 5. Investiga- 
tions., 79-1582 

Marine safety manual. Volume 6. Ports and 
waterways activities., 79-1583 

Marine safety manual. Volume 7. Master 
index., 79-1584, 79-12210 

The marine toad, Bufo marinus : a natural 
history resume of native populations /, 
79-12109 

Marinelle Khristy Cruz : report to accom- 
pany H.R. 5163., 79-3448 

Mariners weather log., 79-364 

Marion County, Alabama, unincorporated 
areas., 79-22791 

Marion County, Mississippi, unincorporated 
areas., 79-20637 

Marion County, Oregon, unincorporated 
areas., 79-20635 

Marital and family characteristics of work- 
ers, March 1977 /, 79-11912 

Marital and family status of workers by 
State and area /, 79-10136 

Marital status and living arrangements, 
March 1978, 79-16169 

Maritime Administration chemical waste in- 
cinerator ship project /, 79-9498 

Maritime Administration Title XI tank ves- 
sels engaged in domestic trade : final en- 
vironmental impact statement., 79-12713 

Maritime appropriation authorization act 
for fiscal year 1980 : report to accompa- 
ny S. 640., 79-16020 





Maritime appropriation authorization act 
for fiscal year 1980 : report together with 
additional views to accompany H.R. 
2462., 79-15951 

Maritime authorization and oversight, 1980 
: hearings before the Subcommittee on 
Merchant Marine of the Committee on 
Merchant Marine and Fisheries, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2462 ...., 79-21613 

Maritime boundaries : agreement between 
the United States of America and Mexico 
effected by exchange of notes signed at 
Tlatelolco and Mexico November 24, 
1976., 79-4726 

Maritime cargo theft liability study : devel- 
opment of a maritime cargo loss report- 
ing system /, 79-4833 

Maritime education and training, miscella- 
neous : hearings before the Ad Hoc Com- 
mittee on Maritime Education and Train- 
ing of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-fifth Congress, on ... 
H.R. 5412 ... H.R. 3489, H.R. 4997..., 
79-6714 

Maritime manual of standard alleged viola- 
tion elements /, 79-11919 

Maritime matters : memorandum of under- 
standing between the United States of 
America and Argentina, signed at Buenos 
Aires, March 31, 1978., 79-21055 

Maritime medals : report to accompany 
H.R. 13235., 79-3197 

Maritime standards, 79-1319 

Mark II containment lead plant program 
load evaluation and acceptance criteria., 
79-6572 

Market absorption of apartments., 
79-3607, 79-19487 

The market news service on poultry and 
eggs., 79-14638 

Market opportunities for low-and-intermedi- 
ate-Btu gas from coal in selected areas of 
industrial concentration : final report /, 
79-13241 

Market overseas with 
help /, 79-18734 

Market profiles for Asia and Oceania, 79- 
17846 

Market profiles for Latin America and the 
Caribbean, 79-3656 

Market profiles for the Near East and 
North Africa, 79-3673 

Market profiles for Western Europe and 
Canada, 79-9508 

Market research summary for computers 
and peripheral equipment exhibition for 
the United Kingdom to be held at United 
States Trade Center, London, England, 
January 16-20, 1978., 79-17848 

Market research summary for metal work- 
ing equipment : the Republic of China on 
Taiwan., 79-1843 

Market research summary, the market for 
interior climate control equipment in 
Scandinavia., 79-3674 


79-280, 


U.S. Government 
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A market survey of geothermal wellhead 
power generation systems /, 79-13240 

Marketable phosphate rock, 79-1246 

Marketed production, imports and exports 
of natural gas, 79-806 

Marketing and promotion of infant formula 
in the developing nations, 1978 : hearing 
before the Subcommittee on Health and 
Scientific Research of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress,second session ... 
May 23, 1978., 79-3084 

Marketing definition studies for photovol- 
taic highway applications /, 79-17930 

Marketing for small business /, 79-15604 

Marketing in Austria, 79-16263 

Marketing in Belgium/Luxembourg, 79- 
3672 

Marketing in Brazil, 79-16262 

Marketing in Denmark, 79-12777 

Marketing in Ecuador, 79-10853 

Marketing in Egypt, 79-3667 

Marketing in Finland, 79-3660 

Marketing in Gabon, 79-3669 

Marketing in Italy, 79-3653 

Marketing in Ivory Coast, 79-17847 

Marketing in Kuwait, 79-16264 

Marketing in Mexico, 79-3668 

Marketing in New Zealand, 79-3654 

Marketing in Portugal, 79-3658 

Marketing in Spain, 79-12775 

Marketing in Switzerland, 79-3655 

Marketing in the Netherlands, 79-3657 

Marketing in the Philippines, 79-16266 

Marketing in Venezuela, 79-19592 

Marketing low-grade hardwoods for furni- 
ture stock : a new approach /, 79-16105 

Marketing research., 79-7863 

Marketips, 79-942 

Marketips from Federal Supply Service, 
your service organization., 79-942 

Marking devices, SIC 3953., 79-19440 

Marking manuscripts /, 79-17055 

Marlene Holder : report to accompany 
H.R. 2756., 79-5425 

Martha Castro Fitz Maurice : report to ac- 
company H.R. 3618., 79-5426 

The Martian landscape /, 79-4671 

Martinique : post report., 79-2824 

MARVEL revisted, experiment design and 
data analysis /, 79-13367 

Mary Jo Natividad and Regina Natividad : 
report to accompany S. 3042., 79-5390 

Maryland : 1976 patterns of foreign travel 
in the United States., 79-12729 

Maryland exports., 79-16286 

Maryland landings., 79-482 

Maryland landings, annual summary., 
3641, 79-7308 

Maryland‘s selected service industries 
showed a 52.3 percent increase in receipts 
between 1972 and 1977, Census report 
shows., 79-22234 


79- 


Page 1-929 





Maryrose and Rosemary Evangelista : report to accompany H.R. 11405. 


Maryrose and Rosemary Evangelista 
report to accompany H.R. 11405., 79- 
3271 

Marysville Lake hydrothermal study /, 
79-12940 

Masami Yamada : 
2671., 79-5403 

Masonry, stone setting, and other 
stonework special trade contractors, SIC 
code 1741., 79-22158 

Mass and emission spectrometry in the Ana- 
lytical Chemistry Division of Oak Ridge 
National Laboratory /, 79-13280 

Mass balance determinations for pollutants 
in urban regions : methodology with ap- 
plications to lead, zinc, cadmium, and ar- 
senic /, 79-2372 

Mass movement response to forest manage- 
ment in the central Oregon coast ranges / 

79-19157 

Mass transit, travel and tourism., 79-15127 

Mass transport characteristics of zeolite 
cracking catalysts /, 79-14934 

Massachusetts : 1976 patterns of foreign 
travel in the United States., 79-12730 

Massachusetts exports., 79-16287 

Massachusetts landings., 79-479 

Massachusetts landings. Annual summary., 
79-5642 

Massachusetts landings, annual summary, 
79-5642 

Master plan : flight service station automa- 
tion program., 79-4892 

Master requirements directory., 79-12871 

_ Masters of reality : certificate or perform- 
ance? : toward policy and practice for 
postsecondary education and work pro- 
grams based on outcomes for students /, 
79-20313 

Matching job education requirements with 
candidates‘ educational attainments : a 
pilot methodological study /, 79-2149 

Material compatibility tests for LOFT nu- 
clear reactor fuel centerline thermocou- 
ples /, 79-21329 

Material control and accountability proce- 
dures for a waste isolation repository /, 
79-7648 

Material criteria and installation practices 
for the retrofit application of insulation 
and other weatherization materials., 79- 
5833 

Material supplyman., 79-3800 

Material unaccounted for performance anal- 
ysis of a U.S. Nuclear Regulatory Com- 
mission licensee /, 79-8705 

Materials & components in fossil energy ap- 
plications., 79-786 

Materials and energy from municipal waste 
: resource recovery and recycling from 
municipal solid waste and beverage con- 
tainer deposit legislation /, 79-21369 

Materials and Molecular Research Division 
annual report., 79-11283 
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Materials and test data information systems 
in highway construction : final report /, 
79-18776 

Materials available from the National Rape 
Information CLearinghouse., 79-15292 

Materials for advanced turbine engines., 
79-15561 

Materials for oxygenated wastewater treat- 
ment plant construction /, 79-2352 

Materials policy and solid waste manage- 
ment : hearing before the Subcommittee 
on Science, Research, and Technology of 
the Committee on Seience and Technol- 
ogy, U.S. House of Representatives, 
Ninety-fifth Congress, second session, 
September 21, 1978., 79-9130 

Materials quality specialist., 79-2033, 79- 
3782 

Materials relating to health care cost con- 
tainment and other proposals /, 79- 
12352 

Materials relating to proposed amendment 
in the nature of a substitute for H.R. 7 /, 
79-23334 

Materials relating to the March 15th report 
of the Committee on Ways and Means to 
the House Budget Committee on the 
fiscal year 1980 budget /, 79-12429 

Materials research for clean utilization of 
coal /, 79-5867 

Materials science and metallurgy, 
79-8688, 79-17346 

Materials sciences., 79-326 

Materials sciences programs., 
79-19840 

Materials technology for coal-conversion 
processes., 79-13039 

Materiel management decision rule tables., 
79-22299, 79-22300, 79-22301, 79- 
22302 

Math and your career., 79-8301 

Mathematical and statistical software index 
/, 19-7561 

Mathematical applications : selected results 
from the second assessment of mathemat- 
ics /, 79-20326 

Mathematical knowledge and skills : select- 
ed results from the second assessment of 
mathematics /, 79-20325 

Mathematical model for multiple cooling 
tower plumes /, 79-7797 

A mathematical model of electrostatic pre- 
cipitation /, 79-15059 

A mathematical model to calculate volumes 
of lumber and residues produced in saw- 
milling /, 79-12581 

Mathematical sciences, 79-5601 

Mathematical simulation of transport of 
sediment and kepone in the James River 
estuary /, 79-13301 

A mathematical structure for refinement of 
sound ranging estimates /, 79-2125 

Mathematics., 79-2458, 79-17833 

Mathematics in energy : grades 8-9., 
7572 
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MATHEW : a mass-consistent wind field 
model /, 79-4022 

MATS flyer, 79-770 

Mattresses and bedsprings, SIC 2515., 
21990 

Mattresses, bedsprings, and other sleep fur- 
niture, 79-221 

Mattresses, bedsprings, and sleep furniture, 
7179-14727 

Mattresses, foundations, 
sofas., 79-247 

Mattresses, foundations and sleep furniture., 
79-221, 79-14727 

Maturity distribution of outstanding nego- 
tiable time certificates of deposit., 79- 
913 

Mauritania, 79-14150 

Mauritania : post report., 79-2825 

May burns stimulate growth of longleaf 
pine seedlings /, 79-19152 

McGuire Nuclear Station, Units 1 and 2, 
Duke Power Company., 79-12262 

MCOCO, a computer program for seismic 
analysis of the HTGR core /, 79-13221 

MCRL, 79-7405, 79-7406, 79-9555 

Means for improving State participation in 
the siting, licensing and development of 
Federal nuclear waste facilities : a report 
to Congress /, 79-14315 

Means of compliance with FAR 23.629, 
flutter, 79-15712 

The measure of poverty : technical paper I, 
documentation of background informa- 
tion and rationale for current poverty 
matrix /, 79-20276 

Measured air flow rates through microori- 
fices and flow prediction capability /, 
79-6575 

Measured and predicted gas flow rates 
through rough capillaries /, 79-17378 

Measured and predicted shock shapes and 
aerodynamic coefficients for blunted 
cones at incidence in helium at Mach 20.3 
/, 7179-18690 

Measurement and prediction of sediment 
yields in Wisconsin streams /, 79-20722 

Measurement assurance for gage blocks /, 
79-10818 

The measurement, behavior, and classifica- 
tion of discouraged workers /, 79-8653 

Measurement of energy deposited by 
charged particle beams in composite tar- 
gets /, 79-13374 

Measurement of high-temperature, high- 
pressure processes : annual report /, 79- 
9848 

The measurement of inductive abilities ac- 
cording to the schemata of inductive 
logic /, 79-7332 

The measurement of phase separation in 
wyes and tees /, 79-10389 

Measurement of reactor tube cladding 
thickness by X-ray fluorescence spec- 
trometry /, 79-2230 
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The measurement of reflectance of coal ma- 
cerals : its automation and significance /, 
79-13145 

Measurement of the average number of 
prompt neutrons emitted per fission of 
239 Pu and 235U /, 79-7654 

The measurement of the flow properites 
and capillary pressure relationships of 
certain coals pertaining to underground 
coal gasification., 79-13101, 79-13102 

The measurement of the flow properties of 
coals for in-situ gasification., 79-17921 

Measurement of the neutron total cross sec- 
tion of natural magnesium from 9 keV to 
39 MeV /, 79-18053 

Measurement techniques and applications of 
charge transfer to aerospace research /, 
79-11965 

Measurement techniques for high power se- 
miconductor materials and devices 
annual report, January 1 to December 31, 
1977 /, 79-3958 

Measurements and analysis of the CRBR 
inconel-stainless steel radial shield experi- 
ment /, 79-11321 

Measurements and predictions of flyover 
and static noise of a TF30 afterburning 
turgofan engine /, 79-18681 

Measurements and standards for nuclear 
materials safeguards /, 79-8707, 79- 
8718 

Measurements and standards for recycled 
oil - II : proceedings of a conference held 
at the National Bureau of Standards, 
Gaithersburg, Maryland, November 29 
and 30, 1977 /, 79-22239 

Measurements of electromagnetic fields in 
the close proximity of CB antennas /, 
79-15270 

Measurements of LF and MF radio propa- 
gation over irregular, inhomogeneous ter- 
rain /, 79-19601 

Measurements of pressure for the TiHx/ 
KCIO,system /, 79-2282 

Measures and variables in the sustaining ef- 
fects study., 79-16682, 79-16683 

Measuring and dispensing pumps, 
3586., 79-22066 

Measuring energy conservation /, 79- 
15023 

Measuring motivation and job satisfaction 
in a military context /, 79-12915 

Measuring performance within the refining 
and marketing segments of the United 
States energy industry : an appraisal of 
the need for developing estimates of 
functional profitability /, 79-13231 

Measuring racial discrimination in Ameri- 
can housing markets : the housing market 
practices survey /, 79-16802 

Measuring racial discrimination in Ameri- 
can housing markets : the housing market 
practices survey : executive summary /, 
79-16803 

Measuring the attitudes and awareness of 
environmental education camp users /, 
79-10693 
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Measuring types of unemployment : impli- 
cations for unemployment statistics /, 
79-6545 

Meat and poultry inspection; report of the 
Secretary of Agriculture to the Commit- 
tee on Agriculture, House of Representa- 
tives, Committee on Agriculture, Nutri- 
tion and Forestry, U.S. Senate., 79- 
19099 

Meat and poultry inspection directory., 
79-121, 79-5520 

Meat and poultry inspection manual., 
115, 79-10731 

Meat and poultry inspection regulations., 
79-114, 79-10729 

Meat and poulty inspection regulations., 
79-10729 

Meat animals, 79-10735 

Meat animals; production, 
income., 79-10735 

Meat animals, farm production, disposition, 
and income by States; revised estimates, 
79-10735 

Meat import act of 1978 : report together 
with additional and dissenting views to 
accompany H. R. 11545., 79-5230 

Meat import act of 1979 : report together 
with additional, supplemental, and dis- 
senting views to accompany H.R. 2727., 
79-15983 

Meat import quota act amendments : hear- 
ing before the Subcommittee on Trade of 
the Committee on Ways and Means, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 2727 and 
other bills ... April 30, 1979., 79-21663 

Meat packing plants, sausages and other 
prepared meats, SIC 2011, SIC 2013., 
79-21967 

Mech, 79-735 

Mech; the naval aviation maintenance 
safety review., 79-735 

Mechanical characteristics of antrim shale., 
79-2245 

Mechanical Engineering Department quar- 
terly report /, 79-11351 

Mechanical properties of cores obtained 
from the unleached saline zone, Piceance 
Creek Basin, Rio Blanco County, Colo. /, 
79-6180 

Mechanics and your career /, 79-15529 

The mechanics of ice /, 79-17869 

Mechanisms of carcinogenesis, activation 
and metabolism of carcinogens., 79-1042 

Mechanisms of carcinogenesis, marcromole- 
cular alterations and repair., 79-1048 

Mechanisms of carcinogenesis, oncogenic 
transformation., 79-1051 

A mechanistic theory for drying of porous 
media /, 79-13372 

Mechumps Creek, Hanover County, Virgin- 
ia, flood plain information., 79-7451 

Medal of Honor recipients, 1863-1978 : "In 
the name of the Congress of the United 
States“ /, 79-12423 
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Medals in commemoration of Dr. Martin 
Luther King, Jr. : report to accompany 
HLR. 13643., 79-5259 

Medals in commemoration of the XIII 
Olympic Winter Games : report to ac- 
company H.R. 13174., 79-5258 

Medi-gap : private health insurance supple- 
ments to medicare : hearing before the 
Special Committee on Aging, United 
States Senate, Ninety-fifth 
second session ..., 79-4997, 79-6589 

Media arts: film, radio, television., 
10190 

Medicaid amendments relating to Puerto 
Rico, the Virgin Islands, and Guam : 
report together with additional views to 
accompany H.R. 9434., 79-3415 

Medicaid anti-fraud programs : the role of 
State fraud control units : hearing before 
the Special Committee on Aging, United 
States Senate, Ninety-fifth Congress, 
second session ... July 25, 1978., 79-8731 

Medicaid data, 79-1136 

Medicaid makes the difference., 79-20462 

Medicaid management reports., 79-1138 

Medicaid, medicare, which is which?, 
2575 

Medicaid quality control : reducing errors 
in medicaid payments., 79-15310 

Medicaid recipient characteristics and units 
of selected medical service 0098-3616, 
79-4416 

MEDICAID: recipients, payments, and 
services, 79-4416 

Medicaid statistics, 79-1136 

Medical and dental assemblies, kits, sets, 
and units., 79-1962, 79-12848, 79- 
19738 

Medical and dental support., 79-3860 

Medical and health related sciences thesau- 
rus., 79-7983 

Medical and surgical instruments, equip- 
ment, and supplies /, 79-19739, 79- 
19740, 79-19741 

Medical care of acute conditions, United 
States, 1973-1974 /, 79-11690 

Medical device listing : information and 
instructions /, 79-16756 

Medical devices and diagnostic products 
standards survey, 79-9958 

Medical devices standards survey, 79-2531 

Medical education in drug and alcohol 
abuse : a catalog of sources., 79-4385 

Medical examiners‘ and coroners‘ handbook 
on death registration and fetal death re- 
porting., 79-4356 

Medical, nursing and osteopathic school ad- 
missions policy relating to abortions/ster- 
ilization., 79-11697 

Medical procedure terminology systems : 
development and characteristics of three 
major systems used for third party pay- 
ment /, 79-18334 

Medical service digest., 
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Medical subject headings: Tree annotations. 
Technical notes, MEDLARS indexing in- 
structons., 79-13703 

Medical subject headings. Tree structures., 
79-20380 

Medical subject headings, annotated alpha- 
betic list., 79-2526, 79-20381 

Medical subject headings. Tree annotations, 
79-13703, 79-20380 

Medical support in joint operations., 
3795 

Medical technical information., 79-4900 

Medical technology — the culprit behind 
health care costs : preoceedings of the 
1977 Sun Valley Forum on National 
Health /, 79-22658 

Medical type components and accessories., 
79-5719, 7179-12847 

Medicaments., 79-5718 

Medicare and medicaid home health bene- 
fits : hearings before the Subcommittee 
on Health of the Committee on Finance, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 421 ... S. 489 ... 
May 21 and 22, 1979., 79-21515 

Medicare end-stage renal disease program 
amendments : hearing before the Sub- 
committee on Health of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-fifth Congress, first ses- 
sion, on H.R. 3112 ... April 25, 1977., 
79-21658 

Medicare. Geographic index of reimburse- 
ment, 79-18226 

Medicare, health insurance for the aged. 
Geographic indices of reimbursement by 
State and county., 79-18226 

The Medicare hospital certification system 
needs reform : report to the Congress /, 
79-16602 

Medicare/Medicaid directory of medical 
facilities, 79-20468 

Medicare surgical second opinion program : 
final protocol, Blue Cross and Blue 
Shield of Michigan /, 79-18335 

Medicinals and botanicals, SIC 2833., 
19300 

Medicine and aging : an assessment of op- 
portunities and neglect : testimony before 
the U.S. Senate, Special Committee on 
Aging /, 79-22645 

Medicine & biology., 79-343 

Medicine & biology (Springfield), 79-343 

Medicine and medical science., 79-20207 

Medicine Lake planning unit., 79-7201 

Medium-energy physics program : May 1- 
July 31, 1977 /, 79-5879 

Medium-enriched uranium/thorium fuel 
cycle parametric studies for the HTGR /, 
79-17992 

Medium-run oil and gas supply model 1977 
data update /, 79-20025 

MEDLARS : the computerized literature 
retrieval services of the National Library 
of Medicine., 79-9947 

MEDLINE reference manual, 79-8006 
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MEDLINE users manual and thesauraus 
for specialists in communicative disorders 
/, 1719-22637 

Meeja Sa Foster : report to accompany 
H.R. 3217., 79-3443 

Meeting - Federal Advisory Council on Re- 
gional Economic Development., 79- 
3520, 79-3521, 79-10763 

Meeting America‘s transportation needs., 
79-4832, 79-15620 

Meeting the challenges of a changing 
world., 79-23038 

Meeting today‘s challenges, 79-4340 

Meeting U.S. political objectives through 
economic aid in the Middle East and 
Southern Africa : report to the Congress 
/, 7179-20175 

Meeting winter heating bills for needy fami- 
lies : how should the Federal program 
work? : report /, 79-15098 

Meetings of the American Indian Policy 
Review Commission., 79-8945 

Members of the uniformed services, 
10903 

Members of uniformed services, 79-640 

Membrane applications to coal conversion 
processes., 79-3928 

Memo from the director - National Institute 
of Mental Health, 79-4392, 79-4393 

Memo to mailers., 79-1437 

Memo to mature jobseekers., 79-17043 

A memorandum on computed tomography 
(ct) scanners /, 79-17390 

Memorandum on exchange charges., 
878 

Memorandum opinion and order., 

Memorandum to the nurse., 79-9934 

Memorial services held in the House of 
Representatives and Senate of the United 
States, together with remarks presented 
in eulogy of Clifford R. Allen, late a 
Representative from Tennessee /, 79- 
9170, 79-9171, 79-10604 

Memorials - cemeterial and mortuary equip- 
ment and supplies /, 79-19742 

Men'‘s and boy‘s neckwear, SIC 2323., 
19254 

Men‘s apparel., 79-219 

Men‘s footwear, except athletic, SIC 3143., 
79-19317 

Mental disorder and primary medical care : 
an analytical review of the literature /, 
79-16775 

Mental health., 79-2466 

Mental health administration : an annotated 
bibliography /, 79-2567 

Mental health and rural America : an over- 
view and annotated bibliography /, 79- 
15293 

Mental health in deafness., 
9985 

Mental health planning : an annotated bib- 
liography /, 79-11685 

Mentai health research grant awards, 
18311 
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Mental health resources in the Greater 
Washington area., 79-4391 
Mental health statistical note., 
79-4390, 79-15294, 79-20454 
Mental health systems act : hearings before 
the Subcommittee on Health and the En- 
vironment of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-sixth Congress, (first 
session, on H.R. 4156 ... and H.R. 3986 ... 

June 14, 25, and 26, 1979., 79-23410 

Mental health trainee stipends in social 
work., 79-6077 

Mental health training for ministers., 
8087 

Mental health training for ministers and 
seminarians : a summer work-study pro- 
gram, May-August 1979., 79-8088 

Mental retardation and the law., 79-7939 

A menu planning guide for Tyre A school 
lunches /, 79-5464 

Meramec River, Bourbeuse River and tribu- 
taries, Franklin County, Missouri, no. 1., 
79-16387 

Meramec River, Franklin County, no. 2, 
flood plain information., 79-7445 

Merced County, California, unincorporated 
areas., 79-2616 

Merchant Marine Academy nominations : 
report to accompany H.R. 3489., 79- 
9214 

The Merchant marine act, 1936, the Ship- 
ping act, 1916, and related acts : (as 
amended through the 95th Congress), 
January 1, 1979., 79-17524 

Merchant marine march : report to accom- 
pany H. Con. Res. 3., 79-14608 

Merchant marine miscellaneous : hearings 
before the Subcommittee on Merchant 
Marine of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-fifth Congress, first ses- 
sion ..., 79-9056, 79-9062, 79-23432 

Merchant ship search and rescue manual 
(MERSAR)., 79-23173 

Merchant vessels of the United States, 
17270 

Merchant vessels of the United States; in- 
cluding yachts., 79-17270 

Mercury., 79-1212 

Mercury (Washington), 79-1212 

Mercury deposits in Turkey /, 79-8233 

Mercury in water, 79-4462 

Mercury in water; a bibliography., 
4462 

Mercury, lead, arsenic, and cadmium in bio- 
logical tissue : the need for adequate 
standard reference materials /, 79-9842 

Mercury ores and metal ores, N.E.C., SIC 
1092 and SIC 1099., 79-22133 

Mercury vapor and metal halide lamps., 
79-8016 

Mergers and industrial concentration : hear- 
ings before the Subcommittee on Anti- 
trust and Monopoly of the Committee on 
the Judiciary, United States Senate, 


79-4389, 


79- 


79- 


79- 





January — December 1979MHD, fourth U.S.-U.S.S.R. Colloquium on Magnetohydrodynamic Electrical Power 


Ninety-fifth Congress, second session ..., 
79-12396 

Merging management needs and technical 
possibilities : the transportation automat- 
ed office system /, 79-15621 

Merit system principles and prohibited per- 
sonnel practices., 79-17109 

Merrimack and Piscataquog Rivers, Man- 
chester, New Hampshire., 79-7454 

MESA, 79-1336 

Mesa Verde., 79-6202 

Mesoscale determination of cloud-top 
height : problems and solutions /, 79- 
7479 

Mesoscale wind shears derived from ther- 
mal winds /, 79-5770 

Mess management specialist 3 & 2 /, 79- 
7517 

Metabolic responses of shallow tropical 
benthic microcosm communities to per- 
turbation /, 79-20090 

Metal barrels, drums, and pails, SIC 3412., 
79-22035 

Metal bars, wires, sheets, plates, 
shapes., 79-19745, 79-19746 

Metal bioaccumulation in fishes and aquatic 
invertebrates : a literature review /, 79- 
11423 

Metal cans., 79-7235 

Metal cans, SIC 3411., 79-19360 

Metal coating and allied services, SIC 
3479., 79-19376 

Metal doors, sash, and trim, SIC 3442., 
22038 

Metal foil and leaf, SIC 3497., 79-22048 

Metal household furniture, SIC 2514., 79- 
19278 

Metal materials, ores, minerals, and alloys., 
79-10945, 79-19744 

Metal office furniture, SIC 2522., 79-19280 

Metal partitions and fixtures, SIC 2542., 
79-21992 

Metal sanitary ware, SIC 3431., 79-19365 

Metal stampings, N.E.C., SIC 3469., 79- 
19373 

Metal worker /, 79-22335, 
79-22337, 79-22338 

Metalization of large silicon wafers /, 79- 
9677 

Metallurgical evaluation and fracture analy- 
sis of a pneumatically-burst seamless steel 
compressed gas cylinder /, 79-6511 

Metallurgical examination of primary cir- 
cuit components from the Peach Bottom 
HTGR /, 79-2252 

Metalworker., 79-2038 

Metalworking equipment, the Republic of 
China on Taiwan., 79-1843 

Metalworking machinery., 
3565 

Meteorological analysis of the Johnstown, 
Pennsylvania, flash flood, 19-20 July 1977 
/, 179-10836 

Meteorological cooperation : agreement be- 
tween the United States of America and 


and 
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Iran, signed at Tehran, November 26, 
1977., 79-12099 

The METER-ORNL precipitation network 
: from design to data analysis /, 79- 
18061 

Methane drainage study in the Sunnyside 
coalbed, Utah /, 79-6196 

Methane from coalbeds : collection and uti- 
lization systems monthly progress 
report., 79-3982 

Methane gas from coalbeds : development, 
production & utilization /, 79-13257 

A method for calculating externally blown 
flap noise /, 79-8320 

A method for determining fire history in 
coniferous forests of the mountain west /, 
79-9463 

Method for determining potential odor con- 
tribution of selected kraft process streams 
/, 1719-22548 

A method for predicting full scale buffet 
response with rigid wind tunnel model 
fluctuating pressure data /, 79-11996 

Method of estimating ground fuels under 
two inches in diameter in southwestern 
ponderosa pine stands /, 79-14664 

A method of generating multigroup transfer 
matrices using an analytic angular inte- 
gration free of truncation error /, 79- 
6579 

A method to evaluate performance reliabil- 
ity of individual subjects in laboratory re- 
search applied to work settings /, 79- 
8577 

A method to obtain diffuse reflectance mea- 
surements from 1.0 to 3.0 [micrometerst 
using a cary 171 spectrophotometer /, 
79-9589 

A methodolgy for the analysis of invest- 
ment alternatives to stimulate develop- 
ment and technology transfer for energy 
technologies., 79-13344 

Methodologies for valuation of agricultural 
crop yield changes : a review /, 79- 
11459 

Methodology for designing cost-effective 
monitoring and compliance strategies for 
pesticide use /, 79-7784 

Methodology for estimating parking accu- 
mulation /, 79-14264 

A methodology for evaluating the effective- 
ness of transportation improvements for 
the elderly and handicapped /, 79-23084 

A methodology for identifying materials 
constraints to implementation of solar 
energy technologies /, 79-13299 

A methodology for post-EIS (environmen- 
tal impact statement) monitoring /, 79- 
11798 

A methodology for the selection of interac- 
tive computer services /, 79-10810 

Methodology for transit route evaluation /, 
79-14263 

Methods development for assessing air pol- 
lution control benefits., 79-13406 

Methods for benzidine, chlorinated organic 
compounds, pentachlorophenol and pesti- 
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cides in water and wastewater : interim 
pending issuance of methods for organic 
analysis of water and wastes., 79-4067 

Methods for determination of inorganic sub- 
stances in water and fluvial substances, 
79-18518 

Methods for prediction of strong earth- 
quake ground motion /, 79-18867 

Methods for studying nurse staffing in a 
patient unit : a manual to aid hospitals in 
making use of personnel /, 79-6068 

Methods for the assessment and prediction 
of mineral mining impacts on aquatic 
communities : a review and analysis : 
workshop proceedings, December 6-7, 
1977, Harpers Ferry, West Virginia /, 
79-2660 

Methods for use by HSAs and SHPDAs in 
developing and maintaining financial data 
: final report., 79-2534 

Methods of calculation cost of industrial 
products., 79-4973 

Methods of making sanitation ratings of 
milk supplies., 79-20391 

Methods of preventing, detecting, and deal- 
ing with surface spills of contaminants 
which may degrade underground water 
sources for public water systems., 79- 
22518 

Methods of separation of variables in turbu- 
lence theory /, 79-14054 

Methods, rationale, and data limitations., 
79-15046 

Metlakatla small boat harbor no. 2., 
3830 

Metric manual /, 79-13899 

Metrology in industry and government : 
how to find out who needs what services: 
proceedings of a regional seminar held 
September 27-28, 1978 at the Korea 
Standards Research Institute, Dae Jeon, 
Korea /, 79-12701 

Metropolitan areas, United States and re- 
gional summaries, 79-22961 

Metropolitan Chicago's combined water 
cleanup and flood control program : 
status and problems : report to the Con- 
gress /, 79-5976 

The Mexican connection : hearings before 
the Subcommittee to Investigate Juvenile 
Delinquency of the Committee on the Ju- 
diciary, United States Senate, Ninety-fifth 
Co second session ... February 10 
and April 19, 1978., 79-10547 

Mexico, 79-18722 

Mexico : post report., 79-20992 

Mexico's oil and gas policy : an analysis /, 
79-23388 

The Mg/FeS2 system for thermal batteries 
/, 79-16468 

MHD coal combustion technology., 
14933 

MHD ETF conceptual design., 79-14920 

MHD-ETF program final report., 79- 
13197, 79-13198, 79-14931 

MHD, fourth U.S.-U.S.S.R. Colloquium on 
Magnetohydrodynamic Electrical Power 
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Generation, October 5-6, 1978, Washing- 
ton, D.C., 79-2176 

MHD generator component development., 
79-17975 

MHD high performance demonstration ex- 
periment /, 79-16431 

MHD program review., 

MI magazine, 79-711 

Miami, Florida, metropolitan area, 79- 
11897 

Mica., 79-11846 

Michael Bruce Holland : report to accom- 
pany S. 1484., 79-3263 

Michael Carl Brown : report to accompany 
H.R. 3142., 79-21759 

Michigan annual report., 79-9474 

Michigan exports., 79-16288 

Micro irrigation with photovoltaics /, 79- 
2263 

Microbiological methods for monitoring the 
environment : water and wastes /, 79- 
15038 

Microcircuit devices /, 79-1963 

A microcomputer-controlled ultrasonic data 
acquisition system /, 79-18062 

Microeconomic aspects of employment and 
unemployment statistics /, 79-8650 

Microelectronic processing laboratory at 
NBS /, 79-9488 

Microfiche applications in an individualized, 
self-paced learning system /, 79-12997 

Microfilm cartridge cross reference, 79- 
11042 

Microfilm cartridge to technical manual by 
aircraft, 79-11042 

Microfilm list, 79-7901 

Microstructural effects in abrasive wear., 
79-11182 

Microstructural stability of 21-6-9 stainless 
steel /, 79-16457 

Microstructure and mechanical properties 
of quenched and tempered 300M steel /, 
79-10187 

Microwave-vacuum drying 
(MIVAC) /, 79-19944 

Microwaves /, 79-22991 

Mid-America Pipeline System liquefied pe- 
troleum gas pipeline rupture and fire, 
Donnellson, Iowa, August 4, 1978., 79- 
15647 

Mid-1980‘s_ digital avionics information 
system conceptual design configuration /, 
79-7543 

Midair collision involving a Falcon Jet, 
N121GW, and a Cessna 150M, N6423K, 
Memphis, Tennessee., 79-18760 

The Middle East : a report /, 79-21538 

Middle East agreements : message from the 
President of the United States ..., 79- 
6785 

Middle East & North Africa, 79-1448 

Middle East peace package hearings 
before the Committee on Foreign Rela- 
tions of the United States Senate, Ninety- 
sixth Congress, first session, on S. 1007 ... 
April 11 and 25, 1979., 79-14411 


Page I-934 


79-5140 


system 





Middle East peace process : a status report 
/, 19-8399, 79-8402 

Middle income student assistance act : [an 
act to amend title IV of the Higher edu- 
cation act of 1965 to increase the avail- 
ability of assistance to middle-income stu- 
dentst., 79-9346 

Middle income student assistance act : hear- 
ings before the Subcommittee on Postsec- 
ondary Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session on H.R. 10854..., 79-3061 

Midlife women : policy proposals on their 
problems : a summary of papers submit- 
ted to the Subcommittee on Retirement 
Income and Employment of the Select 
Committee on Aging, U.S. House of Rep- 
resentatives, Ninety-sixth Congress, first 
session /, 79-18878 

Midterm bargaining; discussion and guid- 
ance., 79-19625 

Midterm oil and gas supply modeling 
system methodology description /, 79- 
18105 

Midyear review of the economy, 
79-21480 

The midyear review of the economy; the 
outlook., 79-21480 

Migrant and seasonal farmworkers in North 
Carolina., 79-14762 

Migration of birds., 79-20787 

Migration of college students : preliminary 
analysis of trends in college migration /, 
79-9924 

Migration of uranium process wastes from 
the uranium-233-thorium-232 cycle /, 
79-13041 

Mike Monroney Aeronautical Center 
report to accompany H.R. 7674., 79- 
5177 

Mikhailov stability criterion for time-da- 
layed systems /, 79-11978 

Miliatry publications., 79-12890 

Military and civilian managers of defense 
manpower : improvements possible in 
their experience, training, and rewards : 
report /, 79-13541 

Military assistance : eligibility requirements 
pursuant to the International security as- 
sistance and arms export control act of 
1976 : agreement between the United 
States of America and Venezuela effected 
by exchange of notes dated at Caracas 
June 16 and 30, 1977., 79-2865 

Military assistance and foreign military sales 
facts (DLC) 72625845, 79-10901 

Military assistance program address directo- 
ry., 79-3768, 79-3769, 79-5722, 79- 
5723, 79-7377, 79-7378 

Military aviation notice, 79-667 

Military blood banking, 1941-1973 : lessons 
learned applicable to civil disasters and 
other considerations ... : a monograph /, 
79-3833 

Military chaplains‘ review., 


79-8847, 


79-699 
Do not order from index; see indicated entry 





Title Index 


Military child advocacy programs—victims 
of neglect : report to the Congress /, 
79-15106 

Military construction appropriation bill, 
1980 : report to accompany H.R. 4391., 
79-15988 

Military construction appropriations for 
fiscal year 1980 : hearings before a sub- 
committee of the Committee on Appro- 
priations, United States Senate, Ninety- 
sixth Congress, first session, on H.R. 4391 
ssey  79-17423 

Military construction appropriations for 
1980 : hearings before a subcommittee of 
the Committee on Appropriations, House 
of Representatives, Ninety-sixth Con- 
gress, first session /, 79-12303, 79- 
15842, 79-17416 

Military construction appropriations, 1980., 
79-17423 

Military construction authorization act, 
1980 : adverse report together with mi- 
nority views of the Committee on Labor 
and Human Resources, United States 
Senate, on S. 1319...., 79-21815 

Military construction authorization act, 
1980 : report to accompany H.R. 3947., 
79-17584 

Military construction authorization, fiscal 
year 1980 : hearing before the Subcom- 
mittee on Military Construction and 
Stockpiles of the Committee on Armed 
Services, United States Senate, Ninety- 
sixth Congress, first session, on S. 856 ... 
April 25, 1979., 79-21436 

Military construction authorization, fiscal 
year 1980 : report to accompany S. 1319., 
79-16056 

Military health and research : thirty-third 
report /, 79-6866 

Military history., 79-11560 

Military hospitals need stronger guidance 
on Presidental, VIP, and officer accom- 
modations : report /, 79-15105 

Military intelligence., 79-711 

Military law review., 79-698 

Military mail system : hearing before the 
Subcommittee on Postal Personnel and 
Modernizaton of the Committee on Post 
Office and Civil Service, House of Rep- 
resentatives, Ninety-fifth Congress, 
second session, February 16, 1978., 79- 
10556 

Military medical health and research : hear- 
ings before a Subcommittee on the Com- 
mittee on Government Operations, House 
of Representatives, Ninety-fifth Congress, 
second session, July 26 and 27, 1978., 
79-3076 

Military personnel law manual., 79-9892 

Military personnel level procedures., 79- 
10997 

Military personnel office level procedures., 
79-12891 

Military personnel office level procedures 
in/out processing., 79-10998 

Military police /, 79-19803, 79-22358 





January — December 1979 


Military police combat support : theater of 
operations., 79-2045 

Military power in a free society /, 79- 
14854 

Military publications : index of doctrinal, 
training, and organizational publications., 
79-3814 

Military publications : index of supply cata- 
logs and supply manuals (excluding types 
7, 8, and 9)., 79-2058, 79-10990 

Military recruiting practices hearings 
before the Subcommittee on Manpower 
and Personnel of the Committee on 
Armed Services, United States Senate, 
Ninety-fifth Congress, second session, 
October 10 and 12, 1978., 79-17431 

Military requirements report, 79-10909 

Military review., 79-722 

Military standard billing system., 
79-7379 

Military standard requisitioning and issue 
procedures., 79-3766, 79-3767, 79- 
5721, 79-5724 

Military standard requisitioning and issue 
procedures [erratat., 79-3771 

Milk dealers‘ sales and costs : a trend analy- 
sis, 1952-77 /, 79-19185 

Milk price support : report to accompany 
H.R. 4167., 79-17607 

Milk prices paid by creameries and cheese 
plants, 79-150 

Milk production., 79-148 

Milk production (Washington), 79-148 

Mill Creek Metropark : final environmental 
impact statement /, 79-10036 

Miller act amendment : hearing before the 
Subcommittee on Administrative Law 
and Governmental Relations of the Com- 
mittee on the Judiciary, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, on H.R. 3185 ... June 28, 1978., 
79-9025 

Millinery, SIC 2351., 79-19256 

Millions of dollars can be saved by im- 
proved management of aircraft carrier in- 
ventories : report /, 79-13566 

Millwork., 79-5725 

Millwork, SIC 2431., 79-19270 

MILSBILLS : military standard billing 
system., 79-3770, 79-7379 

[MILSBILLS requisition fund codes.t, 
16352 

MILSTRIP., 79-5724 

MILSTRIP routing identifier codes., 
3766, 79-3767, 79-5720, 79-5721 

Milwaukee : public attitudes about crime /, 
79-11878 

Milwaukee Railroad financial crisis : hear- 
ing before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... May 21, 1979., 79- 
21476 

Milwaukee, Wisconsin, metropolitan area., 
79-17026 


79-3770, 


79- 


79- 





Mimimum property standards for care-type 
housing, 79-1152 

Mimimum property standards for multifam- 
ily housing, 79-1152 

Mimimum property standards for one- and 
two-family dwellings, 79-1152 

Mine health and safety contract research, 
development and demonstration., 79- 
18536 

Mine health and safety in-house research, 
development and demonstration., 79- 
18537 

Mine safety and health., 79-1336 

Mineral, ground or treated, SIC 3295., 
19341 


Mineral industries of the Middle East /, 
79-18538 

The mineral industry of Algeria., 79-10065 

The mineral industry of Angola., 79-11835 

The mineral industry of Argentina, 79- 
20747 

The mineral industry of Arkansas., 
16942 

The mineral industry of Australia., 
10066 

The mineral industry of Austria., 79-4524 

The mineral industry of Belgium and Lux- 
embourg., 79-10067 

The mineral industry of Bolivia., 

The mineral industry of Brazil., 

The mineral industry of Bulgaria., 
15446 

The mineral industry of Canada., 

The mineral industry of Colombia., 
10071 

The mineral industry of Colorado., 
10069 

The mineral industry of Cyprus., 79-10072 

The mineral industry of Czechoslovakia., 
79-20748 

The mineral industry of Delaware., 
10073 

The mineral industry of Denmark and 
Greenland., 79-4525 

The mineral industry of Finland., 

The mineral industry of Gabon., 

The mineral industry of Ghana., 

The mineral industry of Greece., 

The mineral industry of Idaho., 79-10075 

The mineral industry of Illinois, 79-10076 

The mineral industry of Indonesia. 79- 
15448 

The mineral industry of Ireland., 

The mineral industry of Israel., 

The mineral industry of Kansas., 

The mineral industry of Kenya., 

The mineral industry of Kuwait., 79-10080 

The mineral industry of Liberia., 79-4527 

The mineral industry of Louisiana. 79- 
10081 

The mineral industry of Mexico., 79-15449 

The mineral industry of Michigan. 79- 
20750 

The mineral industry of Minnesota., 
10082 


Do not order from index; see indicated entry 


79- 


79- 


79- 


79-10068 
79-16943 
79- 


79-16944 
79- 


79- 


79- 


79-10074 
79-15447 

79-4526 
79-20749 


79-10077 
79-10078 
79-10079 
79-16947 


79- 





Mineral resource potential of the Stillwater Complex and adjacent rocks in the 


The mineral industry of Mozambique., 79- 
4528 

The mineral industry of New Mexico., 79- 
10083 

The mineral industry of Nigeria., 79-10084 

The mineral industry of Ohio., 79-4529 

The mineral industry of Oklahoma., 79- 
10085 

The mineral industry of other areas of 
Africa., 79-10064 

The mineral industry of other areas of 
South America (Ecuador, French 
Guiana, Guyana, Paraguay, Surinam, 
Uruguay)., 79-16945 

The mineral industry of other areas of the 
Far East and South Asia (Bangladesh, 
Brunei, Cambodia, Hong Kong, Laos, 
Mongolia, Nepal, Singapore, Sri Lanka, 
Vietnam)., 79-16946 

The mineral industry of other South Pacific 
Islands (British Solomon Islands, Christ- 
mas Island, Fiji, Nauru and Ocean Island, 
New Caledonia, New Hebrides, Papua 
New Guinea)., 79-15452 

The mineral industry of Pennsylvania., 
10086 

The mineral industry of People‘s Republic 
of China., 79-10070 

The mineral industry of Saudi Arabia. 79- 
16948 

The mineral industry of Sierra Leone., 
15451 

The mineral industry of South Carolina., 
79-20751 

The mineral industry of South Dakota., 
79-10087 

The mineral industry of Spain., 79-10088 

The mineral industry of Sweden. 79- 
10089 

The mineral industry of Switzerland., 
4530 

The mineral industry of Taiwan., 79-15453 

The mineral industry of Thailand., 79- 
10090 

The mineral industry of the Philippines., 
79-15450 

The mineral industry of the United King- 
dom., 79-15454 

The mineral industry of Turkey., 79-16949 

Mineral industry of [various Statest, 79- 
1238 

The mineral industry of Virginia, 79- 
10091 

The mineral industry of Washington., 
16950 

The mineral industry of West Virginia., 
79-10092 

The mineral industry of Wisconsin. 79- 
4531 

The mineral industry of Wyoming., 
10093 

Mineral matter effects in coal liquefaction 
(Project no. 8008) /, 79-22458 

Mineral resource potential of the Stillwater 
Complex and adjacent rocks in the north- 


Page 1-935 


79- 


79- 


79- 


79- 


79- 





Mineral resource potential of the Stillwater Complex and adjacent rocks in the 


ern part of the Mount Douglas quadran- 
gles, southwestern Montana /, 79-6172 

Mineral resources, 79-15174 

Mineral resources of the Beartooth Primi- 
tive Area and vicinity, Carbon, Park, 
Stillwater, and Sweet Grass Counties, 
Montana, and Park County, Wyoming /, 
79-13885 

Mineral resources of the United States, 
11832, 79-11833, 79-13915 

Mineral resources of the White Mountain 
Wilderness and adjacent areas, Lincoln 
County, New Mexico /, 79-22886 

Mineral sciences investigations, 1976-1977 /, 
79-23068 

Mineral trade notes., 79-1206 

Mineral wool, SIC 3296., 79-19342 

Mineral yearbooks., 79-4181 

Minerals & materials, 79-1248 

Minerals & materials; a monthly survey., 
79-1248 

Minerals and mining., 79-15130 

Minerals in the economy of Alabama., 
13916 

Minerals in the economy of Arizona., 
4538, 79-16951 

Minerals in the economy of Arkansas., 
11836 

Minerals in the economy of California., 
79-11841, 79-22906 

Minerals in the economy of Colorado., 
4539, 79-16952 

Minerals in the economy of Connecticut., 
79-4533, 79-20752 

Minerals in the economy of Delaware., 
79-15455 

Minerals in the economy of Florida., 
13917 

Minerals in the economy of Georgia., 
4542, 79-13918 

Minerals in the economy of Hawaii., 
20753 

Minerals 
13919 

Minerals 
18541 

Minerals in the economy of Indiana., 
15456 

Minerals 
18542 

Minerals 


79- 


79- 
79- 


79- 


79- 


79- 
79- 
79- 


in the economy of Idaho., 79- 


in the economy of Illinois., 79- 


79- 


in the economy of Iowa., 79- 


in the economy of Kansas., 79- 
11840, 79-18543 

Minerals in the economy of Kentucky., 
79-4537, 79-13920 

Minerals in the economy of Louisiana., 
79-15457 

Minerals in the economy of Maine., 
11839, 79-20754 

Minerals in the economy of Maryland., 
79-15458 

Minerals in the economy of Massachusetts., 
79-11838, 79-20755 

Minerals in the economy of Michigan., 
13921 

Minerals in the economy of Minnesota., 
79-18544 


79- 


79- 


Page 1-936 





Minerals in the economy of Mississippi., 
79-18545 

Minerals in the economy of Missouri., 
20756 

Minerals in the economy of Montana., 
15459 

Minerals in the economy of Nebraska., 
18546 

Minerals in the economy of Nevada., 
16953 

Minerals in the economy of New Hamp- 
shire., 79-4534, 79-20757 

Minerals in the economy of New Jersey., 
79-4536, 79-16954 

Minerals in the economy of New Mexico., 
79-20758 

Minerals in the economy of New York., 
79-4541, 79-20759 

Minerals in the economy of North Caroli- 
na., 79-13922 

Minerals in the economy of North Dakota., 
79-18547 

Minerals in the economy of Ohio., 
20760 

Minerals in the economy of Oklahoma., 
79-16955 

Minerals in the economy of Oregon., 
11837 

Minerals in the economy of Pennsylvania., 
79-16956 

Minerals in the economy of Puerto Rico., 
79-4543, 79-13923 

Minerals in the economy of Rhode Island., 
79-4532, 79-20761 

Minerals in the economy of South Caroli- 
na., 79-4540, 79-18548 

Minerals in the economy of South Dakota., 
79-18549 

Minerals in the economy of Tennessee., 
79-15460 

Minerals in the economy of Texas., 
18550 

Minerals in the economy of Utah., 
20762 

Minerals in the economy of Vermont., 
20763 

Minerals in the economy of Virginia., 
13924 

Minerals in the economy of Washington., 
79-18551 

Minerals in the economy of West Virginia., 
79-22907 

Minerals in the economy of Wisconsin., 
79-4535, 79-13925 

Minerals in the economy of Wyoming., 
79-15461 

Minerals, lands and geology for the 
common defence and general welfare /, 
79-11792 

Minerals mining and processing point 
source category., 79-20071 

Minerals yearbook., 79-11832, 79-11833, 
79-13915 

Minerals yearbook, preprint., 79-20741 

Mini-DAWN guidelines: hospital sampling 
design., 79-20819 


79- 
79- 
79- 


79- 


79- 


79- 


79- 
79- 
79- 


79- 


Do not order from index; see indicated entry 





Title Index 


Mini-RPV communication jammer demon- 
stration program : final report for period 
7 April 1976 - 31 December 1976 /, 79- 
3842 

Mini-RPV recovery 
study /, 79-3845 

Minicomputer graphic methods for geo- 
chemical surveys /, 79-13067 

Minigardens for vegetables /, 79-1744 

Minimizing consumption of exhaustible 
energy resources through community 
planning and design : final report /, 79- 
16458 

Minimum acceptable face velocities of labo- 
ratory fume hoods and guidelines for 
their classification /, 79-13279 

Minimum design standards for rehabilitation 
for residential properties., 79-6111 

Minimum energy dwelling (MED) work- 
book : an investigation of techniques and 
materials for energy conscious design /, 
79-11337 

Minimum enroute IFR altitudes over partic- 
ular routes and intersections., 79-8578, 
79-17254 

Minimum film thickness in elliptical con- 
tacts for different regimes of fluid-film 
lubrication /, 79-14083 

Minimum property standards for care-type 
housing., 79-1149 

Minimum property standards for multifam- 
ily housing., 79-1150, 79-22719 

Minimum property standards for one- and 
two-family dwellings., 79-1151 

Minimum requirements of construction & 
equipment for hospital & medical facili- 
ties, 79-15282 

Mining and minerals policy, 
22870 

Mining law reform and balanced resource 
management : report to the Congress /, 
79-11515 

Mining machinery and equipment., 
3552 

Mining machinery, SIC 3532., 79-22052 

Mining research review., 79-11848 

Miniplant studies of pressurized fluidized- 
bed coal combustion : third annual report 
/, 79-9851 

Mink., 79-10750 

Mink production, 

Minneapolis : 
79-14007 

Minneapolis-St. Paul, Minnesota-Wisconsin, 
metropolitan area, 79-15536 

Minnesota : 1976 patterns of foreign travel 
in the United States., 79-12732 

Minnesota canoe and kayak owners : their 
characteristics and patterns of use /, 79- 
16103 

Minnesota exports., 79-16289 

Minnesota‘s tax-forfeited land : some trends 
in timber harvested and stupmage prices 
/, 7179-19154 

Minor metals., 79-10058 

Minor nonmetals., 79-10060, 79-16940 


system conceptual 


79-4454, 79- 


79- 


79-10750 
public attitudes about crime., 





January — December 1979 Mixed-layer clay in the Pierre Shale and equivalent rocks, northern Great Plains 


Minorities., 79-2455 

Minorities & women in the health fields : 
applicants, students, and workers /, 79- 
16768 

Minority and small business contracting 
policies of the Agency for International 
Development's Africa Bureau : hearing 
before the Subcommittee on Africa of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, first session, September 27, 
1977., 79-9008 

Minority bank deposit program., 79-18390 

Minority biomedical support program : a 
research resources directory /, 79-16707 

Minority business directory., 79-5688 

Minority business enterprise in HUD pro- 
grams; annual report., 79-11759 

Minority business problems : hearing before 
the Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session ... Atlanta, Ga., 
February 14, 1978., 79-10587 

Minority business procurement 8(a) advance 
payments investigation : hearings before 
the Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session ... November 21 and 
December 4, 1978., 79-23448 

Minority business program., 79-2900 

Minority Business Resource Center. for 
your information., 79-2898 

Minority firms on local public works pro- 
jects—mixed results : report to the Con- 
gress /, 79-11509 

Minority group employment in the Federal 
Government, 79-9518 

Minority medical students : who they are, 
their progress, career aspirations, their 
future in medical school., 79-4351 

Minutes of the business meetings and hear- 
ings of the Committee on Agriculture, 
House of Representatives., 79-17403 

Minutes of the business meetings and hear- 
ings of the Committee on Agriculture, 
House of Representatives : (pursuant to 
Committee rule [Ve)., 79-21394 

Minutes of the eighth meeting of the Cen- 
ters for the Analysis of Thermal-Me- 
chanical Energy Conversion Concepts, 
held at San Diego Gas and Electric Com- 
pany, San Diego, California, February 
21-24, 1978 : minutes /, 79-11176 

Miriama Jones : report to accompany S. 
337., 79-3262 

Miscellaneous : hearings before the Com- 
mittee on Agriculture, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ..., 79-8752 

Miscellaneous administration and program 
series GS-301., 79-16323 

Miscellaneous amendments to Small Busi- 
ness Administration programs : hearing 
before the Subcommittee on SBA and 
SBIC Authority and General Small Busi- 
ness Problems of the Committee on Small 
Business, House of Representatives, 





Ninety-fifth Congress, second session ... 
June 20, 1978., 79-9138 

Miscellaneous amendments to Small Busi- 
ness Administration programs : report to 
accompany H.R. 13418., 79-3206 

Miscellaneous capacitors, resistors, and at- 
tenuators /, 79-1878 

Miscellaneous changes in the tax laws : 
report to accompany H.R. 4746., 79- 
23491 

Miscellaneous chemical specialties., 
5696, 79-16349 

Miscellaneous chemicals, 79-12145 

Miscellaneous clerk and assistant series GS- 
303., 79-16324 

Miscellaneous communication equipment., 
79-1888 

Miscellaneous controls., 79-1964 

Miscellaneous covers., 79-19684 

Miscellaneous deductions and credits /, 
79-6408 

Miscellaneous electrical and electronic com- 
ponents., 79-1920, 79-1921 

Miscellaneous electrical power and distribu- 
tion equipment., 79-19692 

Miscellaneous engine accessories /, 79- 
19696, 79-19697 

Miscellaneous fabricated wire products, 
SIC 3496., 79-22047 

Miscellaneous hardware., 79-19709 

Miscellaneous hearings : hearings and mark- 
ups of the Subcommittee on Judiciary 
and of the Committee on the District of 
Columbia, House of Representatives, 
Ninety-fifth Congress, second session ... 
June 28 and July 17, 1978., 79-10445 

Miscellaneous items /, 79-1965 

Miscellaneous maintenance and repair shop 
equipment., 79-1959, 79-5717 

Miscellaneous materials handling equip- 
ment., 79-1960 

Miscellaneous metal work, SIC 3449., 
22043 

Miscellaneous meters., 79-7376, 79-19743 

Miscellaneous minor tariff and trade bills : 
hearing before the Subcommittee on 
Trade of the Committee on Ways and 
Means, House of Representatives, Ninety- 
sixth Congress, first session, March 5, 
1979., 79-15927 

Miscellaneous plastics products, SIC 3079., 
79-22021 

Miscellaneous power transmission equip- 
ment., 79-10948, 79-19758 

Miscellaneous publishing, SIC 2741., 
19290 

Miscellaneous relay and switch compo- 
nents., 79-19762, 79-19763 

Miscellaneous retainers, hangers, and sup- 
ports., 79-19766, 79-19767 

Miscellaneous tariff bills : hearing before 
the Subcommittee on International Trade 
of the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session ... July 31, 1978., 79-8883 


Do not order from index; see indicated entry 


79- 


79- 


79- 





Miscellaneous tax bills : hearing before the 
Subcommittee on Miscellaneous Revenue 
Measures of the Committee on Ways and 
Means, House of Representatives, Ninety- 
fifth Co second session ... June 14, 
1978., 79-3137 

Miscellaneous tax bills : hearing before the 
Subcommittee on Taxation and Debt 
Management Generally of the Committee 
on Finance, United States Senate, Ninety- 
fifth Co second session ..., 79- 
6658, 79-8884, 79-10467, 79-21525 

Miscellaneous tax bills : hearings before the 
Subcommittee on Miscellaneous Revenue 
Measures of the Committee on Ways and 
Means, House of Representatives, Ninety- 
fifth Congress, second session ...., 79- 
17553 

Miscellaneous tax measures : hearing before 
the Subcommittee on Select Revenue 
Measures of the Committee on Ways and 
Means, House of Representatives, Ninety- 
sixth Congress, first session ... June 27, 
1979., 79-23476 

Miscellaneous transmission components., 
79-2017 

Miscellaneous weapons and equipment /, 
79-19791 

Miscellaneous welding, soldering, and braz- 
ing supplies and accessories., 79-2027, 
79-12867 

The missing man : politics and the MIA /, 
79-17859 

Mission., 79-1626 

Mission analysis of photovoltaic solar 
energy conversion /, 79-11335, 79- 
13305 

Mission operations status bulletin. 79- 
11944, 79-11945, 79-11946, 79-11947, 
79-15560 

Mission status bulletin. Viking project, mis- 
sion to Mars., 79-11947, 79-15560 

Mississippi exports., 79-16290 

Mississippi flyway, 79-4574 

Mississippi forest industries, 1976 /, 79- 


Mississippi landings., 79-480 

Mississippi landings, annual summary., 79- 
7313 

Mississippi river fisheries, annual summary., 
79-3646 

The Mississippian and Pennsylvanian (Car- 
boniferous) systems in the United States., 
79-16926 

Missouri Breaks., 

Missouri exports., 

Missouri-Mississippi 
forecasts., 79-356 

Missouri River Basin, State and Federal 
water and related land resource pro- 
grams., 79-6559 

Missouri River levee system, unit L-611- 
614., 79-2107 

Misuse of consumer products., 79-21265 

Mixed-layer clay in the Pierre Shale and 
equivalent rocks, northern Great Plains 
region /, 79-4495 


79-18508 
79-16291 
River summary and 


Page I-937 





Mixing and gasification of coal entrained flow systems. 


Mixing and gasification of coal entrained 
flow systems., 79-3979, 79-5862 

Mixing and gasification of coal in entrained 
flow systems /, 79-13337, 79-13341 

Mixing-layer analysis routine and transport/ 
diffusion application routine for EPAMS 
/, 179-2118 

MLR, monthly labor review., 79-1297 

MMWR annual summary., 79-11699 

MMWR, Morbidity and mortality weekly 
report., 79-1117 

Moab Uranium Mill, Atlas Minerals Divi- 
sion, Atlas Corporation., 79-10349 

Mobile home bedroom fire studies : the role 
of interior finish /, 79-5612 

Mobile home living room fire studies : the 
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Mobile homes : alternative housing for the 
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Module/array interface study /, 79-19863 
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Monthly release, employment and trends., 
79-619 
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Statistics, 79-619 
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Monthly statistical release. Beer., 79-1516 

Monthly statistical release. Cigarettes and 
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Motorhome and pickup camper safety., 
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Muck utilization in the urban transportation 
tunneling process /, 79-14266 

Mud pulse logging while drilling telemetry 
system : design, development and demon- 
strations /, 79-13075 

Multi-community command and control 
systems in law enforcement : an introduc- 
tory planning guide., 79-13993 
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Urban Affairs of the Committee on Bank- 
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vestigation no. TA-201-17 under section 
201 of the Trade act of 1974., 79-2883 


79-1898, 


references/instruc- 
79-5703, 79- 


Do not order from index; see indicated entry 





Music., 79-2469, 79-20213 

Music (Washington), 79-1354, 79-10146, 
79-17064 

Music & musicians. 
organ., 79-11935 

Music & musicians. 
piano., 79-22989 

Music & musicians. 
voice., 79-18622 

Music & musicians. Large-print scores and 
books catalog., 79-6279 

Music and musicians: braille organ music 
catalog, 79-11935 

Music & musicians: instructional cassette re- 
cordings catalog., 79-4665 

Music & musicians. Large-print scores and 
books catalog, 79-6279 

Music, books on music, and sound record- 
ings., 79-20907 

Music program: guidelines for grants to 
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gram and the National Crime Survey., 
79-10120 

M18, cannon gunnery 
3793 


Braille scores catalog, 
Braille scores catalog, 


Braille scores catalog, 


application., 79- 


N 


N.A.S.A. patent abstracts bibliography, 
79-6297, 79-10160, 79-11983, 79- 
11984, 79-22996, 79-22997 

N.A.S.A. report to educators, 79-1408 

The N-BOD,.user‘s and program‘s manual /, 
79-4677 

N.L.R.B. election report. Cases closed., 
79-1388 

NACAE response to the President‘s urban 
policy., 79-15806 

NACOA authorization : report to accompa- 
ny H.R. 3577., 79-14580 

Nails, staples, and tacks., 79-5726 

Namibia, 79-18728 

Naming of the proposed new Veterans‘ Ad- 
ministration hospital in Little Rock, Ark., 
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Naming of the proposed new Veterans‘ Admin hospital in Little Rock, Ark., for John 


for John L. McClellan : report to accom- 
pany H.R. 10287., 79-3183 

The Na(n,xY) reaction cross section for in- 
cident neutron energies between 0.2 and 
20.0 MeV /, 79-11307 

Narciso Michelena : report to accompany 
S. 1701., 79-5395 

Narcotic drugs : additional cooperative ar- 
rangements to curb illegal traffic : agree- 
ment between the United States of Amer- 
ica and Mexico effected by exchange of 
letters signed at Mexico August 5, 1977 
and amending agreement effected by ex- 
change of letters signed at Mexico Sep- 
tember 29, 1977., 79-2873, 79-4742, 
79-4781, 79-14166, 79-14167, 79- 
14168, 79-21061, 79-21062, 79-21067 

Narcotic drugs : computerization of infor- 
mation : agreement between the United 
States of America and Mexico, effected 
by exchange of letters signed at Mexico 
September 6, 1977., 79-4783, 79-21063 

Narcotic drugs illicit crop detection 
system : agreement between the United 
States of America and Mexico, effected 
by exchange of letters, signed at Mexico, 
May 22, 1978, and amending agreement, 
effected by exchange of letters, signed at 
Mexico, September 26, 1978, and ex- 
change of letters, signed at Mexico, Janu- 
ary 12, 1979., 79-21060 

Narcotic drugs : prohibition of poppy culti- 
vation : agreement between the United 
States of America and Afghanistan, 
signed at Kabul September 29, 1977., 
79-4779, 79-4780 

Narcotic drugs : provision of additional 
technical assistance to curb illegal traffic : 
agreement between the United States of 
America and Mexico, effected by ex- 
change of letters signed at Mexico Sep- 
tember 28, 1978., 79-21077 

Narcotic drugs : provision of aircraft : 
agreement between the United States and 
Mexico, effected by exchange of letters, 
signed at Mexico, August 23, 1978., 79- 
21064 

Narrative, standby gasoline rationing plan., 
79-11391 

Narrow fabric mills, SIC 2241., 

Narrow fabrics., 79-10772 

NASA activities., 79-1403 

NASA and space related publications., 
20231 

NASA authorization for fiscal year 1979 : 
hearings before the Subcommittee on Sci- 
ence, Technology, and Space of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2527 ..., 79-8819 

NASA authorization for fiscal year 1980 : 
hearings before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 357 ..., 79- 
10443, 79-15863, 79-21464 


Page I-942 


79-19233 


79- 





NASA authorization for fiscal year 1980 : 
report of the Committee on Commerce, 
Science, and Transportation on H.R. 
1786 ...., 79-16055 

NASA aviation safety reporting system /, 
79-10155, 79-10156, 79-10157 

NASA aviation safety reporting system : 
second quarterly report : July 15-October 
14, 1976 /, 79-10154 

NASA earth resources survey program., 
79-330 

NASA educational publications., 

NASA grant handbook., 79-1393 

NASA grant handbook instruction, 
1393 

NASA Headquarters telephone directory., 
79-1399 

NASA materials for advanced turbine en- 
gines : project completion report, project 
1/, 79-15561 

NASA patent abstracts bibliography., 79- 
10160, 79-11983, 79-11984, 79-22996, 
79-22997 

NASA patent abstracts bibliography; a con- 
tinuing bibliography., 79-6297 

NASA procurement regulation., 
79-1390 

NASA procurement regulation directive, 
79-1390 

NASA publications., 79-18624 

NASA report to educators., 79-1408 

NASA scientific & technical publications., 
79-13593 

NASA space and terrestrail applications, 
user development activities : hearings 
before the Subcommittee on Space Sci- 
ence and Applications of the Committee 
on Science and Technology, U.S. House 
of Representatives, Ninety-fifth Congress, 
second session, June 27, 28, 29, 1978., 
79-5143 

NASA supplemental authorization for fiscal 
year 1979 : report of the Committee on 
Commerce, Science, and Transportation 
on H.R. 1787..., 79-19051 

NASA tech brief, 79-17082 

NASA tech briefs., 79-1400 

NASA tech briefs. Index., 79-17082 

NASA‘s role in terrestrial energy R & T., 
79-20911 

NASA‘s university program, active grants 
and research contracts., 79-11981 

NASA‘s_ university program; quarterly 
report of active grants and research con- 
tracts, 79-11981 

Nassau-Suffolk, New York, metropolitan 
area, 79-4633 

Nasseriah Power Station., 79-23063 

NASTRAN general purpose interface re- 
quirements document /, 79-6319 

National Academy of Sciences study of 
Health care for American veterans and 
the VA response : hearings before the 
Committee on Veterans‘ Affairs, United 
States Senate, Ninety-fifth Congress, first 


79-11578 


79- 


79-1389, 
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and second sessions ..., 79-5155, 79- 
6740 

The National Accident Sampling System : a 
status report /, 79-18809 

National Advisory Committee on Oceans 
and Atmosphere authorization for fiscal 
years 1980 and 1981 : report to accompa- 
ny S. 951., 79-16027 

National Advisory Council annual report, 
79-21288, 79-23269 

National aeronautics and space act of 1958, 
as amended, and related legislation /, 
79-8814 

National Aeronautics and Space Adminis- 
tration authorization act, fiscal year 1980 
: conference report to accompany H.R. 
1786., 79-17643, 79-17706 

National Aeronautics and Space Adminis- 
tration authorization, fiscal year 1979 : 
conference report to accompany H.R. 
11401., 79-5217, 79-5346 

National Agricultural Cost of Production 
Board : hearing before the Subcommittee 
on Department Investigations, Oversight, 
and Research of the Committee on Agri- 
culture, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 1050, June 13, 1979., 79-23319 

National Alliance of Business and career 
education /, 79-4250 

The national ambulatory medical care 
survey : office visits to internists, United 
States, 1975 /, 79-8046 

National and world economy., 79-4180 

National apprenticeship and training stand- 
ards for American Public Works Associ- 
ation /, 79-11928 

National apprenticeship and training stand- 
ards for drafters., 79-20898 

National apprenticeship and training stand- 
ards for vending machine mechanics /, 
79-14037 

National aquaculture act of 1979 : report to 
accompany H.R. 20., 79-19005 

National aquaculture organic act of 1978 : 
hearings before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2582, S. 2762, 
and H.R. 9370 ..., 79-8818 

National Archives microfilm publications 
deposited with Regional Archives 
Branch, Chicago Federal Archives and 
Records Center. Microfilm list, 79-7901 

National Archives microfilm publications 
deposited with the Regional Archives 
Branch, Chicago Federal Archives and 
Records Center. Microfilm list., 79-7901 

National Art Bank act of 1978 : hearings 
before the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session, on S. 2645 
.. August 22 and 23, 1978., 79-8933 

National Arthritis Advisory Board 
chairman‘s report, 1978., 79-16697 





January — 


National assessment of educational progress 
: a project of the Education Commission 
of the States., 79-20322 

National assessment of the urban particulate 
problem /, 79-2327 

National basic intelligence factbook., 
6340, 79-14119 

The national benefits/costs of enhanced oil 
recovery research : a normalization and 
updating /, 79-3930 

National bicentennial competition for new 
reverse designs of United States coins., 
79-2877 

National Bureau of Standard; a national re- 
source for science and technology., 79- 
19547 

National Bureau of Standards—information 
and observations on its administration : 
report /, 79-13507 

National Bureau of Standards handbooks 
and monographs., 79-4191 

National Bureau of Standards needs better 
management of its computer resources to 
improve effectiveness : report /, 79- 
16563 

National Bureau of Standards product 
standards., 79-11570 

National Bureau of Standards special publi- 
cations., 79-7886, 79-20223 

National Bureau of Standards technical 
notes., 79-7869 

National Cancer Institute fact book., 
4305, 79-4306, 79-4307, 79-18267, 
79-18268 

National Cancer Institute grants process., 
79-4285 

The National Cancer Institute program de- 
scriptions and information for potential 
applicants., 79-20347 

National Cancer Program review for com- 
municators., 79-996 

National capital transportation act amend- 
ments of 1979 : hearings and markups 
before the Subcommittee on Metropolitan 
Affairs and the Committee on the District 
of Columbia, House of Representatives, 
Ninety-sixth Congress, first session ...., 
79-23361 

National Center for Education Statistics 
bulletin. Degrees conferred, preliminary 
summary., 79-13645 

National Center for Health Statistics : estab- 
lished to collect and disseminate data on 
health., 79-15274 

National Clearinghouse for Poison Control 
Centers bulletin, 79-1100 

National coal model user‘s manual : version 
NCM3 /, 79-15033 

National coal policy project hearing 
before the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ... April 10, 1978., 79-10507 

National coal utilization assessment : a pre- 

assessment of the health and en- 


79- 


79- 





vironmental effects of coal utilization in 
the Midwest /, 79-7607 

National Commission on New Technologi- 
cal Uses of Copyrighted Works 
(CONTU), meetings 1 through 5., 79- 
6534 

National Commission on the International 
Year of the Child : report to accompany 
S. 3161., 79-7109 

National Commission on Unemployment 
Commission [i.e. Compensationt : report 
together with dissenting views to accom- 
pany H.R. 3920., 79-15982 

National Commission on Unemployment 
Compensation : report to accompany 
H.R. 3920., 79-23558 

National Commission on 
Compensation : report 
H.R. 12232., 79-5342 

National Conference on Health Research 
Principles, October 3 and 4, 1978 : con- 
ference report., 79-7977 

National Conference on Radiation Control, 
79-4340, 79-20404 

National Conference on Referral Criteria 
for X-Ray Examinations., 79-16752 

National Conference on the Environment 
and Health Care Costs., 79-10318 

The National Consumer Cooperative Bank : 
helping others help themselves. 79- 
16800 

National consumer nutrition information act 
of 1978., 79-5004 

National Credit Union Administration pub- 
lications., 79-4207 

National criminal justice thesaurus; descrip- 
tors for indexing law enforcement and 
criminal justice information., 79-16986 

National debate topic for high schools., 
79-9386 

National defense, 79-7932, 79-7933, 79- 
7934, 79-9897, 79-11599, 79-11600, 
79-11601, 79-11602 

National defense and security., 79-20206 

National defense, appendix, 79-11598 

National defense needs for energy : hearing 
before the Subcommittee on Economic 
Stabilization of the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, June 12, 1979., 79- 
23335 

National defense requirements for a silver 
stockpile : report /, 79-16611 

National Diabetes Week : report to accom- 
pany H.J. Res. 209., 79-17638 

National Diabetes Week : report to accom- 
pany S.J. Res. 98., 79-21823 

National digestive diseases prevention, cure, 
and control act : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 1650 and all identical 
bills ... May 8, 1979., 79-21579 
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National digestive diseases prevention, cure, 
and control act : report /, 79-21719 

The national driver register program users‘ 
guide /, 79-15789 

National drug abuse treatment, insights and 
perspectives., 79-15299 

National Drug Abuse Treatment Utilization 
Survey (NDATUS) : National drug abuse 
treatment, insights and perspectives., 79- 
15299 

National economic development and public 
works act of 1979 : report together with 
additional, supplemental, and dissenting 
views to accompany H.R. 2063., 79- 
21717 

National 
2325, 
4037, 
4041, 
4045, 
4049, 
4053, 
5909, 
7712, 
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79- 
79- 
79- 
79- 
79- 
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electric rate book., 

79-2326, 79-4035, 

79-4038, 79-4039, 

79-4042, 79-4043, 

79-4046, 79-4047, 

79-4050, 79-4051, 

79-4054, 79-5907, 

79-5910, 79-5911, 

79-7713, . 79-7714, 
9789, 79-9790, 79-9791, 
9793, 79-11387, 79-18100 

National electric rate books., 79-11571 

National emergency readiness of Federal 
personnel management, 79-612 

National emergency standby regulations, 
79-615 

National emission standards for hazardous 
air pollutants inspection manual for vinyl 
chloride., 79-2330 

National emissions data systems (NEDS), 
fuel use report., 79-7722 

National emissions report., 79-9865 

National employment priorities act : hearing 
before the Subcommittee on Labor 
Standards of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on H.R. 76 ... August 15, 1978., 
79-10450 

National Endowment fellowship program., 
79-15568 

The National Endowment for the Human- 
ities and American social history., 79- 
15570 

The National energy act /, 79-10460 

The National energy act : information kit., 
79-5831 

National energy act, federal vanpooling 
program : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 6831 ... June 8 and 9, 1977., 79- 
8904 

National energy conservation policy act : 
[an act for the relief of Jack R. Misnert., 
79-7083 

National energy conservation policy act : 
conference report to accompany H.R. 
5037., 79-3287, 79-3409 

National energy control center : agreement 
between the United States of America 
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Natl energy control center : agreement between the U.S. of America and Egypt signed 


and Egypt signed at Cairo September 30, 
1976., 79-4721 

National Energy Education Day : report to 
accompany S.J. Res. 43., 79-21824 

National energy policy iastitute act : hear- 
ings before the Subcommittee on Energy 
and Power of the the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 11678 and H.R. 
12055 ... April 11, and 12, 1978, 79- 
5097 

National environmental impact projection 
no.1/, 79-11262 

National export program : hearing before 
the Committee on Commerce, and Trans- 
portation, United States Senate, Ninety- 
fifth Congress, second session .... Septem- 
ber 28, 1978., 79-5046 

The National Federation of Business and 
Professional Women‘s Clubs and career 
education /, 79-13623 

National fire incident reporting system 
(NFIRS) : handbook., 79-3677 

National flood insurance prograim., 
18369 

National food review., 79-146 

National food situation, 79-146 

National forest areas report, 79-5481 

National forest fire report, 79-10683 

National forest salvage program and SBA 
set-aside sales : hearing before the Sub- 
committee on Forests of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on H.R. 11356, March 16, 1978., 
79-10408 

National forest system areas, 79-5481 

National forests fire report., 79-10683 

National fuel alcohol and farm commodity 
production act of 1979 : hearings before 
the Subcommittees on Conservation and 
Credit, Department Investigations, Over- 
sight, and Research, and Livestock and 
Grains of the Committee on Agriculture, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 3905, 
May 15 and 16, 1979., 79-23316 

National functional system, mileage and 
travel summary : 1976 National highway 
inventory and performance study /, 79- 
21130 

National gas flow patterns, 1975 : geo- 
graphic flow patterns & intercompany re- 
lationships : a staff report., 79-2391 

National gas survey : report /, 79-4112 

National gas survey : report of the Curtail- 
ment Strategies Technical Advisory 
Committee to the Federal Power Com- 
mission., 79-5931 

National gas survey : report of the Supply- 
Technical Advisory Task Force Regula- 
tory Aspects of Substitute Gas to the 
Federal Power Commission., 79-11498 

National Guard employment credit for civil 
service retirement purposes hearing 
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before the Subcommittee on Civil Service 
and General Services of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 1390 ... October 4, 1978., 79- 
10488 

The national guidelines for health planning : 
standards regarding the appropriate 
supply, distribution and organization of 
health resources., 79-6056 

National guidelines for health planning : 42 
CFR 121.1-6, 121.201-211., 79-4353 

National handbook of conservation prac- 
tices., 79-10707 

National health insurance and the elderly : 
hearing before the Subcommittee on 
Human Services of the Select Committee 
on Aging, House of Representatives, 
Ninety-fifth Congress, second session, 
December 8, 1978, Elmira, N.Y., 79- 
12291 

National health insurance, 1978 : hearings 
before the Subcommittee on Health and 
Scientific Research of the Committee on 
Human Resources, United States Senate, 
second session ..., 79-10494, 79-17494 

The National Health Planning Information 
Center nursing information., 79-20439 

National Health Service Corps scholarship 
program; a report by the Secretary of 
HEW to Congress., 79-13724 

National Health Service Corps scholarship 
program. Applicant information bulletin., 
79-11695 

National Heart and Lung Institute. Arterio- 
sclerosis and MHypertension Advisory 
Committee. Annual report - Arterioscle- 
rosis and Hypertension Advisory Com- 
mittee, National Institutes of Health, 79- 
6021 

National Heart and Lung Institute fact 
book, 79-2524, 79-16724 

National Heart, Lung, and Blood Institute 
program project grant : preparation of 
the application., 79-18272 

The National Heart, Lung and Blood 
Institute‘s fact book, 79-16724 

The National Heart, Lung and Blood 
Institute‘s fact book for fiscal year., 79- 
2524 

The National Heart, Lung, and Blood 
Institute‘s research contracting program., 
79-20364 

National highway inventory and perform- 
ance study, 1976., 79-21130 

National Highway Traffic Safety Adminis- 
tration, authorization and oversight 
hearings before the Subcommittee on 
Consumer Protection and Finance of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 11286 .. February 15, 27, and 
March 3, 1978., 79-5099 

National historic landmarks : a preservation 
program of the National Park Service : 
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supplement to the 1976 listings., 79- 
20775 

National Historical Publications and Rec- 
ords Commission : report to accompany 
H.R. 3923., 79-21713, 79-21826 

National hurricane operations plan., 
12750 

National Independent Study Center course 
catalog., 79-19641 

National Institute of Dental Research grants 
and awards, 79-15264 

National Institute of Dental Research pro- 
grams., 79-15264 

National Institute of Education preliminary 
fiscal year research plans., 79-13643 

National Institute of Education preliminary 
research plans, 79-13643 

The National Institute of General Medical 
Sciences fact book., 79-11665 

The National Institute of Law Enforcement 
and Criminal Justice., 79-11867 

National Institute on Aging., 79-2527 

National Institute on Drug Abuse statistical 
series. Series E. Annual data., 79-4403 

National Institute on Drug Abuse statistical 
series. Series E. Annual summary report., 
79-4402 

National Institute on Drug Abuse statistical 
series. Series E. SMSA sttatistics., 79- 
4405 

National Institute on Drug Abuse statistical 
series. Series E. State statistics, 79-4404 

National Institute on Drug Abuse statistical 
series. Series E. Trend report., 79-8105 

National Institute on Drug Abuse statistical 
series. Series F. Executive report., 79- 
8106 

National Institute on Drug Abuse statistical 
series. Series F. Final report., 79-16784 

National Institute on Drug Abuse statistical 
series. Series F. Summary report., 79- 
18323 

National Institute on Drug Abuse statistical 
series, quarterly report, 79-1129 

National Institute on Drug Abuse statistical 
series, quarterly report. Series D., 79- 
1129 

National Institute on Drug Abuse training 
grants directory., 79-18319 

National Institutes of Health almanac, 
18255 

National Institutes of Health annual report 
of international activities., 79-15267 

National Institutes of Health consensus de- 
velopment conference summaries, 1977- 
1978., 79-11638 

The National Institutes of Health radiation 
safety guide /, 79-11642 

National Institutes of Health research and 
development contracts., 79-11644 

National Institutes of Health research 
grants., 79-11643 

National Institutes of Health statistical ref- 
erence book of international activities, 
79-16735 
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January — December 1979Natl Science Foundation authorization act for fiscal years 1980 and 1981 : hearing 


National intelligence reorganization and 
reform act of 1978 : hearings before the 
Select Committee on Intelligence of the 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2525 ..., 79- 
6705 

National Inventors Day : conference report 
to accompany S.J. Res. 168., 79-5418 

National Jet Services, Inc., Douglas DC-3, 
NS51071., 79-8545 

National Labor Relations Board casehan- 
dling manual, 79-1383 

National Labor Relations Board pleadings 
manual complaint forms /, 79-15559 

National Labor Relations Board publica- 
tions., 79-2470 

National Library of Medicine audiovisuals 
catalog., 79-1096, 79-4325, 79-13705 

National Library of Medicine catalog, 79- 
13704 

National Library of Medicine current cata- 
log., 79-1095, 79-13704 

National Library of Medicine programs and 
services., 79-9946 

The National Library of Medicine: selected 
references from the biomedical literature : 
August 1976 through July 1978, 69 cita- 
tions /, 79-4326 

A national livestock electronic identifica- 
tion system /, 79-7644 

National longitudinal study base year, first, 
second, and third follow-up data file 
users manual /, 79-13648 

National longitudinal study data collection 
activities for the third follow-up (July 
1976 through June 1977) /, 79-13647 

Nationa! longitudinal study of the high 
school class of 1972., 79-13647, 79- 
13648, 79-13649 

National Lupus Week : report to accompa- 
ny H.J. Res. 19., 79-17637 

National mailing-list houses /, 79-21085 

The national manpower survey of the 
criminal justice system., 79-2667, 79- 
6230 

National maritime S.A.R review, 79-1588 

National Meals on Wheels Week : report to 
accompany H.J. Res. 367., 79-23551 

The National Measurement System for 
Electricity /, 79-5610 

National Mediation Board publications., 
79-7883 

National motor gasoline surveys : a key 
source of fuel trend data /, 79-13083 

National museum act; guidelines for grant 
programs administered by the Smithsoni- 
an Institution., 79-17185 

National museum act : report on grants, 
1972-1978 /, 79-10263 

National nosocomial infections study report, 
79-15283 

National nosocomial infections study report; 
annual summary., 79-15283 

The national nursing home survey : 1977 
summary for the United States /, 79- 
20430 





National occupational hazard survey., 79- 
2544 

National ocean pollution research and de- 
velopment and monitoring planning act 
of 1978 authorization : report to accom- 
pany H.R. 2520 /, 79-18966 

National Ocean Survey catalog of aeronau- 
tical charts and related publications., 79- 
10847, 79-10848, 79-10849 

National Ocean Survey publications., 
4204, 79-20218 

National Oceanic and Atmospheric Admin- 
istration (NOAA) budget review : hear- 
ings before the Subcommittee on the En- 
vironment and the Atmosphere of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, second session, February 
28, 1978., 79-9111 

National organizations concerned with visu- 
ally and physically handicapped persons 
/, 79-17068 

National Park Service folders., 79-20210 

National Park Service guide to the historic 
places of the American Revolution /, 
79-2656 

National park system and affiliated areas : 
regions, regional offices, & areas, 1975., 
79-4552 

National parks and recreation act of 1978 : 
hearings before the Subcommittee on 
Parks and Recreation of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2706 ... S. 
2848 ... H.R. 12536 ...,  79-12344 

The national parts return program /, 79- 
14280 

National patterns of R. & D. resources, 
79-12035 

National patterns of R & D resources; funds 
& personnel in the United States., 79- 
12035 

National pension policies : private pension 
plans : hearings before the Subcommittee 
on Retirement Income and Employment 
of the Select Committee on Aging, 
House of Representatives, Ninety-fifth 
Congress, second session, February 27, 
March 13, and April 6, 1978., 79-3025 

National plan for navigation., 79-6431 

A national policy for materials : research 
and resources : interim report /, 79- 
17535 

National policy for materials : research and 
resources., 79-5137 

A national policy for materials, research 
and resources : hearings before the Sub- 
committee on Science, Research, and 
Technology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-fifth Congress, first and 
second sessions ..., 79-3127 

National Portrait Gallery : permanent col- 
lection illustrated checklist., 79-4814 

National prisoner statistics: Capital punish- 
ment, 79-8286 


79- 
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National prisoner statistics; prisoners in 
State and Federal institutions for adult 
felons, 79-18585 

National Program for Acquisitions and 
Cataloging progress report 
(OCoLC)3224739, 79-14047 

National program for solar heating and 
cooling of buildings, 79-7603 

National program for solar heating & cool- 
ing of buildings, annual report., 79-7603 
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Virginia : joint hearing before the Sub- 
committee on Parks and Recreation of 
the Committee on Energy and Natural 
Resources, United States Senate, and the 
Subcommittee on National Parks and In- 


the Geological 
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sular Affairs of the Committee on Interi- 
or and Insular Affairs, House of Repre- 
sentatives, Ninety-fifth Congress, second 
sesson, on S. 2866 ... H.R. 12001 ... Octo- 
ber 3, 1978., 79-8870 

New sampling theory for measuring ecosys- 
tem structure /, 79-9828 

New serial titles; a union list of serials com- 
mencing publication after December 31, 
1949., 79-1339 

New serial titles, classed subject arrange- 
ment., 79-1340 

New ship construction., 79-5616, 79-9497 

A new start, the National energy act., 79- 
11138 

A new sun : the solar results from Skylab /, 
79-18627 

New technologies and training in metal- 
working., 79-3013 

New vehicle guide : warranty, delivery, ac- 
ceptance, and recall of motor vehicles., 
79-5989 

New views on older lives : a sampler of 
NIMH-sponsored research and service 
programs /, 79-13749 

New York blackout of July 13, 1977 : costs 
and preventive act on : hearing before 
the Subcommittee on Energy and Power 
of the Committee on Interestate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... July 10, 1978., 79-8968 

The New York City double deck bus dem- 
Onstration project : an evaluation /, 79- 
2927 

New York City financial aid : hearings 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 2892 ... and H.R. 12426 ..., 
79-5037 

The New York City infant day care study : 
a comparative study of licensed group 
and family day care programs and the 
effects of these programs on children and 
their families /, 79-11676 

New York City loan guarantee act : hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... February 7, 1979., 79-14382 

New York City loan guarantee appropri- 
ations : hearing before a subcommittee of 
the Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, 
second session : special hearing., 79- 
5019 

New York City loan guarantees : report to 
accompany H.J. Res. 1008., 79-5375 

New York City loan guarantees : report to 
accompany H.J. Res. 1088., 79-3217 

New York exports., 79-16298 

New York landings., 79-483 

New York, New York-New Jersey, metro- 
politan area, 79-4635 

New York urban noise survey methodolo- 
gy., 79-6100 
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New Zealand : post report. 


New Zealand : post report., 79-10235 

Newark, New Jersey, metropolitan area, 
79-20860 

Newcastle disease 
10730 

News - Library of Congress, Division for 
the Blind and Physically Handicapped,, 
79-1364 

News - Library of Congress, National Li- 
brary Service for the Blind and Physical- 
ly Handicapped., 79-1364 

News - United States International Trade 
Commission., 79-1520 

News conference on US/USSR rendezvous 
and docking agreement /, 79-20913 

News digest, 79-1481 

News for farmer cooperatives, 

News letter, 79-733 

News of the Cooperative Health Statistics 
System., 79-1114, 79-8052, 79-18291 

News releases - United States Atomic 
Energy Commission, 79-1675 

News releases - United States Nuclear Reg- 
ulatory Commission., 79-1675 

Newsletter, 79-1465 

Newsletter - Department of State., 
1465 

Newsletter - National Cartographic Infor- 
mation Center., 79-1189 

Newsletter - Navy Supply Corps., 79-758 

Newsletter - President‘s Council on Physi- 
cal Fitness and Sports., 79-986 

Newspaper and gazette report., 79-1370 

Newspapers in microform, 79-15556, 79- 
15557 

Newspapers in microform. Foreign coun- 
tries, 79-15556 

Newspapers in microform. United States., 
79-15557 

Newspapers, SIC 2711., 79-22001 

NHSC health care practitioners., 

NIA annual report., 79-9954 

NIAAA information & feature service, 
1134 

NIAID catalog of research reagents., 
4311 

NIAID task force report., 79-16725 

NIAX catalyst ESN, 79-11714 

Nick F. Flangas, also known as Nikolaos 
Flengas : report to accompany S. 454., 
79-5417 

Nickajack Lake recreation map /, 79- 
21372 

Nickel., 79-1236, 79-4520 

Nicotiana : procedures for experimental use 
/, 19-12555 

Niger : post report., 79-10237 

Nigeria : post report., 79-10236 

The Nigerian petroleum industry : a guide / 
, 79-6269 

NIH almanac., 79-18255 

NIH guide for grants and contracts., 
990 


bibliography., 79- 


79-151 


79- 


79-13715 
79- 


79- 


79- 


NIH guide for grants and contracts. Supple- 
ment., 79-991 
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NIH guide to extramural support of re- 
search in instrumentation and medical 
device development /, 79-18253 

NIH guidelines for research involving re- 
combinant DNA molecules., 79-9930 

NIH primate research centers: a major sci- 
entific resource., 79-9928 

NIH public advisory groups, 79-11645 

NIH public advisory groups; authority, 
structure, functions, members., 79-2514, 
79-11645 

NIH research and development contracts, 
79-11644 

NIH research grants, 79-11643 

Nike Hercules fire control mechanic /, 79- 
7419, 79-9575, 79-10987 

NILECJ standard for personal FM trans- 
ceivers : a voluntary national standard 
promulgated by the National Institute of 
Law Enforcement and Criminal Justice /, 
79-15519 

NILECJ standard on the ballistic resistance 
of police body armor; a voluntary nation- 
al standard promulgated by the National 
Institute of Law Enforcement and Crimi- 
nal Justice., 79-11880 

NIMH supported research on women., 
13750 

The NINCDS amyotrophic lateral sclerosis 
research program., 79-20371 

The NINCDS cerebral palsy research pro- 
gram., 79-4315 

The NINCDS epilepsy research program., 
79-4316, 79-20372 

The NINCDS hearing, speech, and lan- 
guage research program., 79-4317, 79- 
20373 

The NINCDS Huntington‘s disease re- 
search program., 79-20374 

NINCDS index to research grants & con- 
tracts, 79-16733 

NINCDS index to research grants subject 
number investigator & contracts., 79- 
16733 

The NINCDS multiple sclerosis research 
program., 79-4318, 79-20375 

NINCDS muscular dystrophy and the neu- 
romuscular disorders research program, 
79-4319 

The NINCDS neuromuscular disorders re- 
search program., 79-4319 

The NINCDS Parkinson‘s disease research 
program., 79-4320 

NINCDS research grants data book, 79- 
9943 

The NINCDS spinal cord injury research 
program., 79-4321, 79-20376 

The NINCDS stroke research program., 
79-4322, 79-20378 

NINCDS training and fellowship awards, 
79-9944 

Ninemile Creek, towns of Marcellus, Camil- 
lus, and Geddes, Onondaga County, New 
York., 79-7455 

NIOSH certified equipment., 


79- 


79-9971 
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NIOSH current intelligence bulletin., 79- 
11713, 79-11714 

NIOSH Division of Training & Manpower 
Development /, 79-2542 

NIOSH Division of Training & Manpower 
Development : [catalogue of courses /, 
79-20443 

NIOSH manual of analytical methods., 
4376 

NIOSH manual of sampling data sheets : 
supplement to the 1977 edition., 79-6074 

NIOSH new publications., 79-2560 

NIOSH/OSHA pocket guide to chemical 
hazards /, 79-22666 

NIOSH publications catalog /, 79-2561 

Nitric oxide production in the stratosphere 
within the space shuttle‘s solid rocket 
motor plumes /, 79-17084 

Nitrite restrictions on poultry : hearing 
before the Subcommittee on Dairy and 
Poultry of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, second session, September 28, 
1978., 79-8753 

Nitrogen., 79-10059, 79-22914 

Nitrogen dioxide, time-concentration model 
to predict acute foliar injury /, 79-20089 

Nitrogenous fertilizers, SIC 2873., 79- 
22014 

NL Industries, Inc. and Thurston Motor 
Lines, Inc., accident, April 27, 1978., 
79-23131 

NLM audiovisuals catalog, 
4325, 79-13705 

NLM current catalog, 79-1095, 79-13704 

NLM online services reference manual., 
79-15266 

NLS tabular summary, second follow-up., 
79-15230 

No little plans : Fairfax County‘s PLUS 
program for managing growth : executive 
summary /, 79-8138 

No-year appropriations in the Department 
of Agriculture : report /, 79-4150 

NOAA., 79-352 

NOAA Air Resources Laboratories : strato- 
spheric lidar project, 1976 results /, 79- 
10835 

NOAA-ARS cooperative snow research 
project watershed hydro-climatology 
and data for water years 1960-1974 /, 
79-19578 

NOAA organic act : hearings before the 
Subcommittee on the Environment and 
the Atmosphere of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, April 18, June 22, 1978., 
79-9116 

NOAA scientific and technical publications 
announcement., 79-467 

NOAA _ weather radio., 
22255 

Nobel prize laureates : NIH support of ex- 
cellence in biomedical research., 79- 
20370 


79- 


79-1096, 79- 


79-22254, 79- 





January — December 19%mination of Emmett J. Rice : hearing before the Committee on Banking, Housing, 


Nobel prize laureates. NIH support of ex- 
cellence in biomedical research. 79- 
18273 

NODC inventory of XBT data along tran- 
sects in U.S. Atlantic and Gulf coastal 
waters from NMFS/MARAD Ship of 
Opportunity Program for 1977 /, 79- 
12768 

NODC, the National Oceanographic Data 
Center., 79-19581 

Noel Abueg Emde : report to accompany 
H.R. 7387., 79-3454 

Noise abatement., 79-4170 

Noise act authorization for fiscal year 1979 
: hearing before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 12068 and H.R. 12069 ... April 13, 
1978., 79-8987 

Noise canceling headset and handset., 79- 
23154 

Noise characteristics of upper surface 
blown configurations : analytical studies / 

79-10165 

Noise characteristics of upper surface 
blown confirgurations : summary /, 79- 
10166 

Noise control act authorization : hearing 
before the Subcommittee on Transporta- 
tion and Commerce of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-sixth Con- 
gress, first session ... March 21, 1979., 
79-21587 

Noise control act authorization : report to 
accompany H.R. 3995., 79-19007, 79- 
21720 

The Noise control act of 1972 as amended 
by the Quiet communities act of 1978., 
79-13420 

Noise emission standards for surface trans- 
portation equipment., 79-20062 

Noise impact assessment., 79-14201 

Noise prediction technology for CTOL air- 
craft /, 79-2707 

Noise regulation and type certification al- 
ternatives for civil supersonic aircraft., 
79-4887 

Noise standards, aircraft type and airwor- 
thiness certification, 79-1541, 79-6472 

Noise technology research needs and the 
relative roles of the Federal Government 
and the private sector : proceedings of 
the EPA Noise Technology Research 
Symposium, January 29-31, 1979, Dallas 
Texas., 79-20054 

Noise transmission through flat rectangular 
panels into a closed cavity /, 79-18663 

Nomination : hearing, 79-21570 

Nomination : hearing before the Committee 
on Foreign Relations, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ... September 21, 1978., 79-6661, 
79-10473 





Nomination : hearing before the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on Howard Jenkins, Jr., of Mary- 
land, to be a Member of the National 
Labor Relations Board, September 7, 
1978., 79-3086, 79-6678, 79-8935, 
79-8936, 79-8937, 79-8938, 79-8939, 
79-21571, 7179-21572 

Nomination : hearing before the Committee 
on Labor and Human Resources, United 
States Senate, Ninety-sixth Congress, first 
session ... March 12, 1979., 79-17522, 
79-17523, 79-18933, 79-18934, 79- 
23427, 79-23428, 79-23429 

Nomination and reauthorization of the Fed- 
eral fire prevention and control act : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session, on nomination, 
Gordon Vickery, to be Administrator, 
United States Fire Administration ... Feb- 
ruary 26, 1979., 79-23357 

Nomination, Civil Aeronautics Board 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on nomination of 
Marvin S. Cohen, to be a member, Civil 
Aeronautics Board, September 26, 1978., 
79-5049, 79-6630 

Nomination, Consumer Product Safety 
Commission : hearing before the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety- 
fifth Congress, second session, on nomi- 
nation of Samuel D. Zagoria, to be a 
member, Consumer Product Safety Com- 
mission, October 5, 1978., 79-5050 

Nomination, National Transportation Safety 
Board : hearing before the Committee on 
Commerce, Science, and ‘‘'ransportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on nomination of 
Francis H. McAdams, to be a Member of 
the National Transportation Board, July 
31, 1978., 79-3052, 79-17459 

Nomination of A. Lee Fritschler : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of A. Lee Fritschler, of the District 
of Columbia, to be a Commissioner of the 
Postal Rate Commission, July 25, 1979., 
79-23400 

Nomination of Alan K. Campbell to be Di- 
rector of the Office of Personnel Man- 
agement : report., 79-21238 

Nomination of Andrew A. DiPrete : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, first 
session, on the nomination of Andrew A. 
DiPrete to be a member of the Federal 
Home Loan Bank Board, June 13, 1979., 
79-21449 
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Nomination of Assistant Secretary for Mari- 


time Affairs : hearing before the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of Samuel B. Nemirow to be Assist- 
ant Secretary for Maritime Affairs, June 
29, 1979., 79-21477 


Nomination of Assistant Secretary to the 


National Telecc ications and Infor- 
mation Administration : hearings before 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-fifth Congress, second session ... 
April 14, 1978., 79-3053 





Nomination of associate administrator to 


the National Oceanic and Atmospheric 
Administration : hearing before the Com- 
mittee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety- 
fifth Congress, second session ... May 22, 
1978., 79-8820 


Nomination of Benjamin W. Heineman, Jr. : 


hearing before the Committee on Fi- 
nance, United States Senate, Ninety-sixth 
Congress, first session ... April 10, 1979., 
79-15876 


Nomination of Commissioner to the Con- 


sumer Product Safety Commission : hear- 
ing before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, first 
session, On nomination of Stuart M. 
Statler to be a Commissioner of the Con- 
sumer Product Safety Commission, July 
10, 1979., 79-23352 


Nomination of Commissioner to the Federal 


Trade Commission : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
nomination of Robert Pitofsky, to be a 
Commissioner, Federal Trade Commis- 
sion, June 22, 1978., 79-6629 


Nomination of David G. Gartner, Commis- 


sioner-designate, Commodity Futures 
Trading Commission : hearing before the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session ... May 17, 
1978., 79-5009 


Nomination of Donald C. Lubick : hearing 


before the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, on the nomination of 
Donald C. Lubick, to be Assistant Secre- 
tary of the Treasury for Tax Policy, 
April 17, 1978., 79-8877 


Nomination of Edward C. Meyer to be 


General and Chief of Staff, U.S. Army : 
hearing before the Committee on Armed 
Services, United States Senate, Ninety- 
sixth Congress, first session ... June 7, 
1979., 79-17430 


Nomination of Emmett J. Rice : hearing 


before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 


Page I-951 





Nomination of Emmett J. Rice : hearing before the Committee on Banking, Housing, 


Senate, Ninety-sixth Congress, first ses- 
sion ... June 5, 1979., 79-17447 

Nomination of Frederick H. Schultz : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, first 
session ... June 25, 1979., 79-21459 

Nomination of G. William Miller : hearing 
before the Committee on Finance, United 
States Senate, Ninety-sixth Congress, first 
session, on the nomination of G. William 
Miller to be Secretary of the Treasury, 
July 27, 1979., 79-21516 

Nomination of George C. Eads : hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on the nomination of George C. 


Eads to be a member of the Council of 


Economic Advisers, April 25, 1979., 79- 
15859 

Nomination of Herbert L. Chabot : hearing 
before the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, on the nomination of Her- 
bert L. Chabot, of Maryland, to be a 
judge of the U.S. Tax Court, March 16, 
1978., 79-15874 

Nomination of inspectors general : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety- 
sixth Congress, first session ... May 2, 
1979., 79-17491 

Nomination of James H. Duffy : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of James H. Duffy to be a commis- 
sioner of the U.S. Postal Rate Commis- 
sion, May 1, 1979., 79-21556 

Nomination of John F. Ahearne : hearing 
before the Committee on Public Works, 
United States Senate, Ninety-fifth Con- 
gress, second session, on the nomination 


of John F. Ahearne to be a Member of 


the Nuclear Regulatory Commission, 
June 13, 1978., 79-3114 

Nomination of John P. White : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of John P. White to be Deputy Di- 
rector of the Office of Management and 
Budget, March 30, 1979., 79-15889 

Nomination of John W. Macy, Jr. : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of John W. Macy, Jr., to be Director 
of the Federal Emergency Management 
Agency, July 25, 1979., 79-23402 


Nomination of John Warren McGarry of 


Massachusetts to the Federal Election 
Commission : report together with addi- 
tional views and minority views to ac- 
company the nomination., 79-6530, 79- 
6531 
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Nomination of Patricia Harris : 


Nomination of Paul A. Volcker 





Nomination of Karl Smith Bowers : hearing 


before the Committee on Environment 
and Public Works, United States Senate, 
Ninety-fifth Congress, second session, on 
the nomination of Karl Smith Bowers to 
be Federal Highway Administrator, 
August 11, 1978. ..., 79-3116 


Nomination of Kurt W. Muellenberg : hear- 


ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-sixth Congress, first session, on 
nomination of Kurt W. Muellenberg, to 
be Inspector General of the General 
Services Administration, April 9, 1979., 
79-21562 


Nomination of Milton D. Stewart to be 


Chief Counsel for Advocacy of the Small 
Business Administration : report together 
with a minority view to accompany the 
nomination of Milton D. Stewart., 79- 
6529 


Nomination of Nancy H. Teeters : hearing 


before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ... September 11, 1978., 79-5039 


Nomination of P. A. Mack, Jr. : hearing 


before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... July 24, 1979., 79-23344 

hearings 
before the Committee on Finance, United 
States Senate, Ninety-sixth Congress, first 
session, on the nomination of Patricia 
Harris, to be Secretary of Health, Educa- 
tion, and Welfare, July 25 and 26, 1979., 
79-21511 

: hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on the nomination of Paul A. 
Volcker, to be Chairman, Board of Gov- 
ernors, Federal Reserve System, July 30, 
1979., 79-23346 


Nomination of Paul R. Boucher to be In- 


spector General of the U.S. Small Busi- 
ness Administration : hearing before the 
Select Committee on Small Business of 
the United States Senate, Ninety-sixth 
Congress, first session ... May 16, 1979., 
7179-17542 


Nomination of Peter H. Wolf : hearing 


before the Committee on Governmental 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of Peter H. Wolf to the Superior 
Court of the District of Columbia ... 
March 16, 1979., 79-18924 


Nomination of Read P. Dunn, Jr., to be a 


member of the Commodity Futures Trad- 
ing Commission : hearing before the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
sixth Congress, first session, April 25, 
1979., 79-21403 
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Nomination of Richard M. Freeman : hear- 
ings before the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on the nomination of Richard M. 
Freeman to be a member of the Board of 
Directors of the Tennessee Valley Au- 
thority, September 26, 28, and October 4, 
1978., 79-9092 

Nomination of Robert N. Clement : hearing 
before the Committee on Environment 
and Public Works, United States Senate, 
Ninety-sixth Congress, first session ...., 
79-17534 

Nomination of Rowland G. Freeman III : 
hearing before the Committee on Gov- 
ernmental Affairs, United States Senate, 
Ninety-sixth Congress, first session, on 
nomination of Rowland G. Freeman III, 
to be Administrator of the General Serv- 
ices Administration, Thursday, June 21, 
1979., 79-23399 

Nomination of Rowland G. Freeman III, to 
be Administrator, General Services Ad- 
ministration : report., 79-21236 

Nomination of Ruth T. Prokop : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of Ruth T. Prokop to be Chair of the 
Merit Systems Protection Board, June 7, 
1979., 79-23404 

Nomination of Ruth T. Prokop to be Chair- 
man of the Merit Systems Protection 
Board : report., 79-21237 

Nomination of Thomas F. McBride : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-sixth Congress, first session, on 
nomination of Thomas F. McBride to be 
Inspector General, U.S. Department of 
Agriculture, June 19, 1979., 79-23401 

Nomination of Under Secretary of Com- 
merce : hearing before the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session, on nomination of 
Luther H. Hodges, Jr., to be Under Sec- 
retary of Commerce, May 24, 1979., 79- 
17462 

Nomination of Victor Gilinsky : hearing 
before the Committee on Environment 
and Public Works, United States Senate, 
Ninety-sixth Congress, first session, on 
the nomination of Victor Gilinsky to the 
Nuclear Regulatory Commission, June 
14, 1979., 79-21630 

Nomination of Vincent P. Barabba : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of Vincent P. Barabba to be Director 
of the Bureau of the Census, July 11, 
1979., 79-23394 

Nomination of Vincent P. Barabba to be 
Director, Bureau of the Census : report., 
79-21239 





January — December 1979 


Nomination of W. Graham Claytor, Jr., to 
be Deputy Secretary of Defense : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, Ninety-sixth 
Congress, first session ... July 26, 1979., 
79-21435 

Nomination of William E. Albers : hearing 
before the Committee on Environment 
and Public Works, United States Senate, 
Ninety-fifth Congress, second session, on 
the nomination of William E. Albers to 
be Alternate Federal Cochairman of the 
Appalachian Regional Commission, April 
14, 1978., 79-9087 

Nominations : hearing before the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... May 15, 1979., 79-21539 

Nominations, Board of Directors of USRA 
: hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session ... September 7, 
1978., 79-5048 

Nominations of Alan K. Campbell and Jule 
M. Sugarman : hearing before the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-sixth Congress, first 
session ... July 25, 1979., 79-23395 

Nominations of Arthur L. Nims and Rich- 
ard Lowe : hearing before the Committee 
on Finance, United States Senate, Ninety- 
sixth Congress, first session ... June 13, 
1979., 79-23379 

Nominations of David C. Jones, Thomas B., 
Hayward, and Lew Allen, Jr. : hearings 
before the Committee on Armed Serv- 
ices, United States Senate, Ninety-fifth 
Congress, second session ... May 18, 22, 
1978., 79-10427 

Nominations of Gen. Robert H. Barrow 
and Vice Adm. James D. Watkins : hear- 
ing before the Committee on Armed 
Services, United States Senate, Ninety- 
sixth Congress, first session ... May 1, 
1979., 79-21434 

Nominations of Hans M. Mark, Antonia H. 
Chayes, Robert Jay Hermann, and John 
Howard Moxley III : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-sixth Congress, first 
session ... July 13, 1979., 79-23330 

Nominations of Hugh F. Owens, Ralph D. 
DeNunzio, Brenton H. Rupple, and Mi- 
chael A. Taylor : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session ... 
to be directors, Securities Investor Pro- 
tection Corporation, April 19, 1978., 79- 
21458 

Nominations of inspector general : hearing 
before the Committee on Commerce, Sci- 
ence, and Transportation, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... April 30, 1979., 79-15865 

Nominations of Irvine H. Sprague, William 
B. Welsh, and Sterling Tucker : hearing 





before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... January 29, 1979., 79-14383 

Nominations of James H. Williams to be 
Deputy Secretary of Agriculture and a 
member of the Board of Directors of the 
Commodity Credit Corporation : hearing 
before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, Thursday, February 22, 1979., 79- 
14350 

Nominations of Leon B. Applewhaite and 
H. Stephan Gordon : hearing before the 
Committee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session ... July 25, 1979., 79- 
23393 

Nominations of Ronald W. Haughton and 
Henry Bowen Frazier III : hearing before 
the Committee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session ... June 25, 1979., 79- 
21560 

Nominations of Stanford G. Ross and Paula 
Stern : hearing before the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session ..., 79- 
6655 

Nominations of Stanley R. Resor, Duane 
Sewell, and James P. Wade, Jr. : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, Ninety-fifth 
Congress, second session ... August 3, 
1978., 79-8790 

Nominations of Thomas Everett Harris and 
Frank P. Reiche to be members of the 
Federal Election Commission : report to- 
gether with supplemental views to ac- 
company the nominations., 79-21235 

Nominations cf Walter J. McDonald and 
Richard Beattie hearing before the 
Committee on Finance, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... June 20, 1979., 79-23378 

Nominations to the Federal Communica- 
tions Commission and the Communica- 
tions Satellite Corporation hearing 
before the Committee on Commerce, Sci- 
ence, and Transportation, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... February 23, 1979., 79-23355 

Nominations to the Interstate Commerce 
Commission : hearing before the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of Marcus Alexis, Darius W. Gas- 
kins, Jr., and Thomas A. Trantum to be 
members of the Interstate Commerce 
Commission, June 27, 1979., 79-23353 

Nominations to the National Passenger Cor- 
poration and United States Railway Asso- 
ciation : hearing before the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
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gress, first session 
79-14387 

Nominations to the positions Inspector 
General in the Departments of Agricul- 
ture, Commerce, and Housing and Urban 
Development, and the Small Business 
Administration : report to accompany the 
proposed Inspector General nominations 
of Thomas F. McBride, Mary P. Bass, 
Charles L. Dempsey, and Paul R. 
Boucher., 79-17294 

Nominations to the positions of Inspector 
General in the Departments of the Interi- 
or, Labor, and Transportation, and the 
Veterans‘ Administration : report to ac- 
company the proposed Inspector General 
nominations of June Gibbs Brown, Mar- 
jorie Fine Knowles, Frank S. Sato, and 
Allan L. Reynolds., 79-17293 

Nominations to the U.S. Metric Board : 
hearing before the Subcommittee on Sci- 
ence, Technology, and Space of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session ..., 
79-6628 

Non-community water systems : serving a 
non-residential population., 79-18119 

Non-extractive electro-optical measurement 
of jet engine emissions /, 79-17265 

Non-neoplastic bronchopulmonary disease / 

79-22628 

Non-proliferaton cycles, Core design plans 
/, 79-17994 

Non-random sampling in the calibration of 
disaggregate choice models /, 79-2890 

Nonchemical control of the cereal leaf 
beetle., 79-1745 

Noncitrus fruits & nuts, 79-9476 

Noncitrus fruits & nuts; production, use, 
value. Annual summary., 79-9476 

Noncitrus fruits & nuts annual, 79-9476 

Noncitrus fruits & nuts; production, use, 
and value. Midyear supplement., 79- 
12648 

Nonclay refractories, SIC 3297., 79-19343 

Noncurrent-carrying wiring devices, SIC 
3644., 79-19408 

The noneconomic impacts of the Job Corps 
/, 79-10141 

Nonferrous castings., 79-233, 79-3540 

Nonferrous forgings, SIC 3463., 79-19370 

Nonferrous foundries, N.E.C., SIC 3369., 
79-19351 

Nonferrous rolling and drawing, N.E.C., 
SIC 3356., 79-22033 

Nongovernment organization codes for 
military standard contract administration 
procedures (MILSCAP). Code to name., 
79-681 

Nongovernment organization codes for 
military standard contract administration 
procedures (MILSCAP). Name to code., 
79-680 

Nonionizing and ionizing radiation., 
11702 


.. February 21, 1979., 


79- 
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Nonlinear analysis and performance evalua- 
tion of the annular suspension and point- 
ing system (ASPS) /, 79-6320 

A nonlinear trajectory command generator 
for a digital flight-control system /, 79- 
18647 

Nonmarine ostracodes in the Lakota For- 
mation (Lower Cretaceous) from South 
Dakota and Wyoming /, 79-13890 

Nonmetallic mineral products, N.E.C., SIC 
3299., 79-19344 

Nonpoint source analysis program of Trian- 
gle J Council of Governments : a case 
history in 208 water quality management 
planning., 79-7724 

Nonproliferation alternative systems assess- 
ment program (NASAP) : preliminary 
environmental assessment of thorium/ura- 
nium fuel cycle systems /, 79-14963 

Nonreal estate farm debt, 1976., 79-4098 

Nonresident violater compact of 1977., 79- 
15781 

Nonresidential self-help organizations and 
the drug abuse problem : an exploratory 
conference., 79-4411 

Nonwoven fabrics, SIC 2297., 79-19252 

Nora L. Kennedy : report to accompany 
H.R. 2658., 79-3435 

NORAD ‘s information processing improve- 
ment program—will it enhance mission 
capability? : report to the Congress /, 
79-5970 

Norfolk-Virginia Beach-Portsmouth, Vir- 
ginia-North Carolina, metropolitan area, 
79-15530 

The normality of aging : the Baltimore 
Longtudinal Study /, 79-16743 

Normalized indices of destruction and 
deaths by tornadoes /, 79-1834 

Normalized prices for resource planning : a 
comparison of alternatives /, 79-10737 

Norris Lake recreation map /, 79-23308 

The North American moths of the genera 
Phaeoses, Opogona, and Oinophilia, with 
a discussion of their supergeneric affin- 
ities (Lepidoptera: Tineidae) /, 79-4810 

North American Paleozoic land snails, with 
a summary of other Paleozoic nonmarine 
snails /, 79-16923 

The North American species of Forcipo- 
myia, subgenus Euprojoannisia (Diptera: 
ceratopogonidae) /, 79-5460 

North Carolina coastal management pro- 
gram, 79-12763 

North Carolina exports., 79-16299 

North Carolina landings., 79-485 

North Carolina landings, annual summary., 
79-10842 

North Central Airlines, Inc., Convair 580, 
N4825C., 79-14207 

North Dakota exports., 79-16300 

North Fork Salt Creek and _ tributaries, 
Nashville, Indiana., 79-7459 

North Shaba rural development : agreement 
between the United States of America 
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and Zaire, signed at Kinshasa, January 
27, 1977., 79-21013 

North Stanley polymer demonstration proj- 
ect /, 79-13086 

Northeast blizzard of ‘78 : February 5-7, 
1978 : a report to the Administrator., 
79-5636 

Northeast corridor improvement project : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-10478 

Northeast corridor improvement project : 
hearings before a Subcommittee on the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, June 15 and 19, 
1978., 79-3077 

Northeast Corridor Improvement Project, 
annual report., 79-6461 

Northeast Pennsylvania, metropolitan area, 
79-6257 

Northeastern forest survey board-foot 
volume equations /, 79-12599 

Northeastern pulpwood; an annual assess- 
ment of regional timber output., 79- 
16115 

Northern Natural Gas Company docket no. 
RP76-52 final environmental impact 
statement., 79-4029 

Northern Tier crude oil shortfall and deliv- 
ery systems : hearing before the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session ... Missoula, Mont., 
November 29, 1978., 79-14403 

Norway : post report., 79-10238 

Norwegian., 79-7526 

Not for women only., 79-9556 

Notes from the Joint Economic Commit- 
tee., 79-1706 

Notice to mariners., 79-660 

Notices of judgement under the Federal in- 
secticide, fungicide, and rodenticide act, 
79-9867 

Notices of judgment under the Federal in- 
secticide, fungicide, and rodenticide act., 
79-9867 

Notices to airmen., 79-1554 

Noticias de la semana, 79-1291 

Noticias de la semana; a news summary for 
Hispanos., 79-1291 

Notifying the Congress of a deferral : com- 
munication from the Comptroller General 
of the United States transmitting a letter 
that reports a deferral of Department of 
the Army, Corps of Engineers ..., 79- 
21691 

Notions and apparel findings., 
79-12849 

Novel duplex vapor-electrochemical 
method for silicon solar cells., 79-2211, 
79-9663, 79-9664, 79-14885 

NOW accounts, Federal Reserve member- 
ship, and related issues : hearings before 
the Subcommittee on Financial Institu- 


79-1968, 
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tions of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, first 
session ...., 79-21446 

Now hear this!, 79-732 

NR-150B2 adhesive development /, 79- 
2735 

The NRL air quality data., 79-11100 

NSA/CSS supply catalog descriptive data 
listing., 79-3746 

NSF annual report, 79-17092 

NSF bulletin, 79-1419 

NSF grant administration manual, 79-1421 

NSF grant policy manual., 79-1421 

NSF-RANN energy abstracts, 79-784 

NSS background readings, 79-10911 

NTIS annual report., 79-5623 

NTIS information services general catalog 
for North America., 79-5626 

NTIS journal article copy service, 

NTISearch., 79-351 

Nuclear accident dosimetry : calculations 
and comparison with experimental data /, 
79-11314 

The Nuclear antiproliferation act of 1977 : 
hearings and markup before the Commit- 
tee on International Relations, House of 
Representatives and its Subcommittees on 
International Security and Scientific Af- 
fairs and on International Economic 
Policy and Trade, Ninety-fifth Congress, 
first session, on H.R. 8638 ...., 79-21595 

Nuclear criticality assessment of Oak Ridge 
research fuel element storage /, 79- 
18039 

Nuclear criticality safety of the fuel element 
fabrication facility at Attleboro, Massa- 
chusetts /, 79-18038 

Nuclear data development and shield design 
for neutrons below 60 MeV /, 79-18023 

Nuclear energy resources : a geologic per- 
spective /, 79-2639 

Nuclear engineering enrollments and de- 
grees., 79-9767, 79-20002 

Nuclear explosives program : a proposal for 
high explosives research and develop- 
ment and a supporting facility /, 79- 
2321 

Nuclear fuel industry data., 79-2400 

Nuclear fuel transfer for reprocessing, 
pending cases : hearings before the Sub- 
committee on International Economic 
Policy and Trade of the Committee on 
International Relations, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, September 26 and October 3, 
1978., 79-9009 

Nuclear fusion /, 79-11378, 79-22496 

Nuclear medicine in cancer diagnosis and 
management, 79-1055 

Nuclear medicine instrumentation develop- 
ment DOE program study group 
report., 79-17890 

Nuclear performance of molten salt fusion- 
fission symbiotic systems for catalyzed 
DO and DT reactors /, 79-19912 


79-350 
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Nuclear power plant fire protection : venti- 
lation (subsystems study task 1) /, 79- 
23285 

Nuclear power plant operating experience; 
annual report., 79-10352 

Nuclear power plants, 79-1680 

Nuclear power reactor security personnel 
training and qualification plan reviewer 
workbook., 79-21307 

Nuclear powerplant shutdowns : hearing 
before the Subcommittee on Nuclear 
Regulation of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... March 16, 1979., 79-21626 

Nuclear powerplant shutdowns, who pays? 
: hearing before the Subcommittee on 
Energy of the Joint Economic Commit- 
tee, Congress of the United States, 
Ninety-sixth Congress, first session, April 
5, 1979., 79-21482 

Nuclear process heat (VHTR) commericali- 
zation study /, 79-13213 

Nuclear reactor options to reduce the risk 
of proliferation and to succeed current 
light water reactor technology : report to 
the Congress /, 79-15080 

Nuclear reactor safety /, 79-2177, 79- 
11279, 79-17356, 79-21317 

Nuclear reactors, built, being built, or 
planned in the United States as of Dec. 
31, 1977 /, 79-2297 

Nuclear Regulatory Commission authoriza- 
tion requests : hearings before the Sub- 
committee on Energy and Power of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session ... 
February 14 and 15, 1978., 79-8980 

Nuclear Regulatory Commission authoriza- 
tions : hearing before the Subcommittee 
on Nuclear Regulation of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-sixth Con- 
gress, first session, March 27, 1979., 79- 
21629 

Nuclear Regulatory Commission authoriza- 
tions : report of the Committee on Envi- 
ronment and Public Works, United States 
Senate, together with additional views to 
accompany S. 562., 79-16046 

Nuclear Regulatory Commission authoriza- 
tions for fiscal year 1979 : hearings before 
the Subcommittee on Nuclear Regulation 
of the Committee on Environment and 
Public Works, United States Senate, 
Ninety-fifth Congress, second session, 
April 10 and 18, 1978., 79-9085 

Nuclear Regulatory Commission authoriza- 
tions for fiscal year 1980 : hearings before 
the Subcommittee on Energy and the En- 
vironment of the Committee on Interior 
and Insular Affairs, House of Representa- 
tives, Ninety-sixth Congress, first session, 
on H.R. 2608 ... February 22 and March 
2, 1979., 79-21592 

Nuclear Regulatory Commission issuances., 
79-4989, 79-14316 
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The Nuclear Regulatory Commission needs 
to aggressively monitor and independent- 
ly evaluate nuclear powerplant construc- 
tion : report to the Congress /, 79-2416 

Nuclear regulatory legislation., 79-18926 

Nuclear safety., 79-1676 

Nuclear siting and licensing act of 1978., 
79-5107 

Nuclear siting and licensing act of 1978 : 
hearings before the Subcommittee on 
Energy and Power of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session ... July 18, 19, 20, 1978., 
79-14428 

Nuclear siting and licensing act of 1978 : 
hearings before the Subcommittee on Nu- 
clear Regulation of the Committee on 
Environment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session on, S. 2775 ..., 79-9088 

Nuclear siting and licensing process (Sea- 
brook Station, N.H.), 79-8990 

Nuclear testing for density control of con- 
crete pavement : slide narrative : presen- 
tation /, 79-4842 

Nuclear waste burial grounds and storage 
sites in Illinois : hearings before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, first and 
second sessions, December 9, 1977 and 
February 23, 1978., 79-8908 

Nuclear waste canister thermally induced 
motion /, 79-7678 

Nuclear waste disposal : hearings before the 
Subcommittees on Science, Technology, 
and Space and Surface Transportation of 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-fifth Congress, second session ..., 
79-10442, 79-12329 

Nuclear waste disposal and utilization ; 
hearing before the Subcommittee on Sci- 
ence, Technology, and Space of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session ... 
March 31, 1978., 79-8821 

Nuclear waste disposal in space /, 79-2777 

Nuclear waste management., 79-5141, 79- 
13292 

Nuclear waste management hearings 
before the Subcommittee on Energy, Nu- 
clear Proliferation, and Federal Services 
of the Committee on Governmental Af- 
fairs, United States Senate, Ninety-fifth 
Congress, second session, July 25, 26 and 
27, 1978., 79-10491, 79-23443 

Nuclear waste management hearings 
before the Subcommittee on Nulear Reg- 
ulation of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 2762 ... S. 2804 ... S. 3146..., 
79-5133 

Nuclear waste management oversight 
hearings before the Subcommittee on 


Do not order from index; see indicated entry 





Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session ... January 25 
and 26, 1979., 79-14437, 79-21590 

Nuclear waste management and ionizing ra- 
diation research., 79-12411 

Nuclear waste management program sum- 
mary document., 79-13018 

Nucleic acid recombinant scientific memo- 
randum, 79-1092 

Nuernberg war crimes trials : records of 
case 9, United States of America v. Otto 
Ohle:dorf et al. /, 79-5992 

Nuggets from the 1977 National Head Start 
Workshop /, 79-18343 

Numbers of recipients and amounts of pay- 
ments under M.E.D.1.C.A.LD. and other 
medical programs financed from public 
assistance funds, 79-4416 

Numeric list of lenders., 79-13621 

Numerical analyses for treating diffusion in 
single-, two-, and three-phass binary alloy 
systems /, 79-2704 

Numerical codes for MHD flows /, 79- 
13318 

Numerical computation of transonic flows 
by finite-element and finite-diffence meth- 
ods /, 79-12009 

Numerical lists and schedule of volumes of 
the reports and documents of Congress., 
79-11549 

Numerical lists and schedule of volumes of 
the reports and documents of the Con- 
gress., 79-20184 

Numerical modeling of liquid geothermal 
systems /, 79-4493 

Numerical procedure to determine geomet- 
ric view factors for surfaces occluded by 
cylinders /, 79-11969 

Numerical simulation of hydrodynamics 
(Tracor), 79-7436 

Numerical simulation of hydrodynamics 
(WRE), 79-7435 

Numerical simultion of sedimentation and 
circulation in rectangular marina basins /, 
79-12757 

Numerical studies of cratering in Bearpaw 
shale : two-dimensional results /, 79- 
23216 

Numerical study of drift-Alfven waves in a 
sheared magnetic field /, 79-18060 

NURE 1977, national uranium resource 
evaluation : annual activity report., 79- 
9771 

The nurse practioner in the National Health 
Service Corps., 79-16758 

Nurse practitioners and the expanded role 
of the nurse : a bibliography., 79-6071 

Nurse staffing requirements and related 
topics : a selected bibliography /, 79- 
22665 

Nurse training act amendments of 1979 : 
hearing before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
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merce, House of Representatives, Ninety- 
sixth Congress, first session, on H.R. 1143 
(and all identical bills) ... H.R. 1337 ... 
H.R. 1651 ... March 22, 1979., 79-15897 

Nurse training amendments of 1978 : con- 
ference report to accompany S. 2416., 
79-3310 

Nurse training amendments of 1978 : hear- 
ing before the Subcommittee on Health 
and Scientific Research of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 2416 ... April 5, 1978., 79- 
3087 

Nurse training amendments of 1978 : report 
/, 79-3166 

Nurse training amendments of 1979 : report 
/, 7179-18999 

Nurse training amendments of 1979 : report 
of the Committee on Labor and Human 
Resources, United States Senate, to ac- 
company S. 230., 79-19038 

Nursery diseases of western conifers /, 79- 
16098 

Nurses and nursing care., 79-20186 

The nurse‘s role in the prevention and treat- 
ment of child abuse and neglect /, 79- 
22691 

Nursing education and training : alternative 
Federal approaches /, 79-5165 

Nursing home & intermediate care facility 
mortgage insurance., 79-22704 

Nursing home costs—1972, United States : 
national nursing home survey, August 
1973-April 1974 /, 79-8047 

Nursing-related data sources : 1979 /, 79- 
22663 

Nutrient chemistry of a large, deep, lake in 
subarctic Alaska /, 79-7745 

Nutrient content of some tall shrubs from 
northeastern Minnesota /, 79-16100 

Nutrient recovery from farm ponds : hy- 
droponic plant production and other 
means : a review /, 79-21917 

Nutrition and aging., 79-20386 

Nutrition and cancer research : hearings 
before the Subcommittee on Nutrition of 
the Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, second session ... 
June 12 and 13, 1978., 79-8765 

Nutrition committee news, 79-180 

Nutrition education : hearings before the 
Subcommittee on Domestic Marketing, 
Consumer Relations, and Nutrition of the 
Committee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 79-5004 

Nutrition education in medical schools : 
hearing before the Subcommittee on Nu- 
trition of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ..., 79-8766, 79-21407 

Nutrition education paper-pencil games., 
79-3510 
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A nutrition guide for pet owners., 79- 
20398 

Nutrition labeling and information : hear- 
ings before the Subcommittee on Nutri- 
tion of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ..., 79-5012, 79-8764, 79-15833 

Nutrition program news, 79-180 

Nutrition program news; for exchange of 
information on nutrition programs and 
activities, 79-180 

Nutrition research alternatives., 79-4994 

Nutrition research (conducted by U.S. De- 
partment of Agriculture) : hearing before 
the Subcommittee on Nutrition of the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session, February 
22, 1978., 79-5011 

Nutrition surveillance and monitoring 
report /, 79-23441 

Nutritive value of foods /, 79-3485 

Nuts, 79-53, 79-5727 

Nyoman Rahmawati : report to accompany 
H.R. 1153., 79-21753 


O 


O.C.S. amendments of 1978, oversight : 
hearings before the Ad Hoc Select Com- 
mittee on Outer Continental Shelf, House 
of Representatives, Ninety-fifth Congress, 
second session ... December 6, 7, 1978., 
79-12399 

O.S.A.H.R.C. reports, 79-1687 

Oahu surface wind network : summary of 
data, August 1976 through July 1977 /, 
79-5897 

Oak Ridge research reactor., 79-14972 

The Oak Ridge research reactor : safety 
analysis /, 79-13282 

Oak Ridge TNS program: context, scope, 
and baseline design of the fy 1978 activi- 
ties /, 79-9744 

Oak soil-site relationships in northwestern 
West Virginia /, 79-12591 

Oakland : public attitudes about crime., 
79-14008 

OASDI-covered employment of Federal 
workers, 79-20300 

Objective methodology to differentiate be- 
tween fresh and frozen-and-thawed meats 
/, 79-2112 

Objectives and accomplishments of the 
NSSL 1975 spring program /, 79-1835 

Oboe player /, 79-10972 

Observations and recommendations on the 
future of the energy extension service 
program., 79-13030 

Observations by U.S. railroad delegation of 
Soviet electric and diesel-electric locomo- 
tive technology /, 79-15688 

Observations on geriatric medicine /, 79- 
15243 
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Observations on Office of Management and 
Budget Circular A-109—Major system 
acquisitions by the Department of De- 
fense : report to the Congress /, 79- 
13573 

Observations on the fleet support provided 
by the Navy‘s shore installations in the 
western Pacific and Indian Ocean : report 
to the Congress /, 79-9884 

Observed shoulder belt usage of drivers in 
North Carolina : a follow-up /, 79-2929 

Obstruction marking and lighting., 79-8568 

Occasional papers in housing and communi- 
ty affairs, 79-11742 

Occidental vertical modified in situ process 
for the recovery of oil from oil shale : 
phase I /, 79-5887 

Occidental vertical modified in situ process 
for the recovery of oil from oil shale, 
phase 1 /, 79-5888, 79-13340 

Occupational alcoholism programs under 
Federal contracts, 1978 : joint hearing 
before the Subcommittee on Alcoholism 
and Drug Abuse of the Committee on 
Human Resources and the Subcommittee 
on Federal Spending Practices and Open 
Government of the Committee on Gov- 
ernmental Affairs, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2515 ... August 17, 1978., 79-8923 

Occupational analysis of the civilian WG- 
6900 warehousing family /, 79-7560 

Occupational classification manual., 
5530 

Occupational exposure during the manufac- 
ture and formulation of pesticides., 79- 
4378 

Occupational exposure to antimony., 
072 


79- 


79- 


Occupational exposure to benzyl chloride., 
79-2545 

Occupational exposure to carbon black., 
79-4377 

Occupational exposure to diisocyanates., 
79-8074 

Occupational exposure to ethylene dichlo- 
ride (1,2 dichloroethane), 79-8075 

Occupational exposure to furfuryl alcohol., 
79-15284 

Occupational exposure to glycidyl ethers., 
79-2546 

Occupational exposure to hydrazines., 
2547 

Occupational 
2549 

Occupational exposure to malathion., 
11709 

Occupational exposure to n-alkane mono 
thiols, cyclohexanethiel, and benenethiol., 
79-8071 

Occupational exposure to nitriles., 79-8076 

Occupational exposure to nitroglycerin and 
ethylene glycol dinitrate., 79-2550 

Occupational exposure to o-tolidine., 
2551 
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Occupational exposure to 1,1,1-trichloroeth- 
ane (methyl chloroform)., 79-13730 

Occupational exposures in coal gasification 
plants., 79-8073 

Occupational health in health service areas : 
handbook for planning /, 79-8066 

Occupational health reporter, 79-633, 
634 

Occupational health reporter; the newsletter 
of Federal Employees Occupational 
Health Program., 79-634 

Occupational health services for Federal ci- 
vilian employees, 79-607 

Occupational injuries and illnesses by indus- 
try, 79-18594 

Occupational injuries and illnesses in the 
United States, by industry., 79-18594 

Occupational injuries and illnesses in 1977 : 
summary /, 79-18605 

Occupational manpower and training needs, 
79-17021 

Occupational outlook, 79-1312 

Occupational outlook handbook, 79-1312, 
79-22607 

Occupational outlook quarterly, 79-1312 

Occupational projections and training data., 
79-17021 

Occupational projections for National, 
State, and local areas /, 79-14303 

Occupational radiation exposure, 
report., 79-10350 

Occupational radiation exposure at light 
water cooled power reactors; annual 
report., 79-18860 

Occupational safety., 
79-15702 

Occupational safety and health., 79-15134 

Occupational safety and health : a bibliogra- 
phy /, 79-22959 

Occupational safety and health. Volume 1. 
General industry standards and interpre- 
tations., 79-1318 

Occupational safety and health. Volume 2. 
Maritime standards., 79-1319 

Occupational safety and health. Volume 3. 
Construction standards and interpreta- 
tions., 79-1320 

Occupational safety and health. Volume 4. 
Other regulations and procedures., 79- 
1321, 79-4649 

Occupational safety and health. Volume 5. 
Field operations manual., 79-1322 

Occupational safety and health activities in 
the Federal government; the President‘s 
annual report to the Senate and House of 
Representatives., 79-11917 

Occupational Safety and Health Adminis- 
tration, State plans, Federal agencies, and 
toxic substance identification : hearings 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, September 14 and 19, 
1978., 79-21550 
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Occupational safety and health and labor 
relations : the role of the field safety 
manage in labor relations, 79-7331 

Occupational safety and health directory., 
79-11700 

Occupational safety and health for the Fed- 
eral employee., 79-11918 

Occupational safety and health in the State 
of Hawaii : hearing before the Subcom- 
mittee on Compensation, Health, and 
Safety of the Committee on Education 
and Labor, House of Representatives, 
Ninety-fifth Congress, second session ... 
Honolulu, Hawaii, on November 16, 
1978., 79-21493 

Occupational safety and health in vocation- 
al education : a guide for administrators, 
faculty, and staff /, 79-18302 

Occupational safety and health program 
guidelines for college and universities : an 
administrative resource manual /, 79- 
9972 

Occupational safety and health research and 
demonstration grants., 79-4374 

Occupational Safety and Health Review 
Commission administrative law judge and 
commission decisions., 79-1687 

Occupational safety and health statistics of 
the Federal Government., 79-18607 

Occupational safety and health symposia, 
1977., 79-4375 

Occupational safety and health, volume 5, 
compliance operations manual, 79-1322 

Occupational safety, health, and fire protec- 
tion : a course for supervisors., 79-6513 

Occupational therapists who help older 
people /, 79-17013 

Occupational wage survey, 79-10129, 79- 
10130, 79-10131, 79-10132, 79-10133, 
79-10134, 79-11896, 79-11897, 79- 
11900, 79-11903, 79-11904 

Occupations in demand at Job Service of- 
fices., 79-1335 

Occupations of Federal blue-collar work- 
ers., 79-20941 

Occupations of Federal white-collar work- 
ers., 79-3721, 79-17105 

Occupations to be studied in the Bureau's 
cross-industry area wage survey pro- 
gram., 79-2673 

Occuptional exposure to inorganic lead : 
revised criteria, 1978., 79-2548 

The occurrence and distribution of surface 
bioluminescence in the oceans during 
1966 through 1977 /, 79-11083 

Occurrence of calcium oxalate and oxalate- 
utilizing bacteria in Echinodontium tinc- 
torium decay zones in Abies concolor /, 
79-12602 

Ocean dumping and pollution : hearings 
before the Subcommittee on Oceanog- 
raphy and the Subcommittee on Fisheries 
and Wildlife Conservation and the Envi- 
ronment of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-fifth Congress ..., 79- 
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Ocean dumping authorization hearing 
before the Subcommittee on the Environ- 
ment and the Atnosphere of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, second session, April 20, 1978., 
79-9128 

Ocean dumping in the United States., 
9866, 79-20109 

Ocean engineering technical bulletin., 
353 

Ocean shipping act of 1978 : hearing before 
the Subcommittee on Merchant Marine 
and Tourism of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2873 ... May 
17 and September 6, 1978., 79-8826 

Ocean shipping act of 1978 : report to ac- 
company H.R. 9998., 79-3396 

Ocean systems; program summary., 
11129 

Ocean technology & engineering., 79-345 

Ocean thermal energy conversion, 79- 
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Ocean thermal energy conversion mission 
analysis study : phase I /, 79-3918 

Ocean thermal energy conversion, phase I : 
mission analysis study /, 79-17931 

Ocean variability : effects on U.S. marine 
fishery resources, 1975 /, 79-16247 

Oceanariums., 79-1821 

Oceangoing foreign flag merchant type 
ships of 1,000 gross tons and over, 79- 
17822 

Oceanic internal waves from ship, aircraft, 
and spacecraft : a report on the New 
York-to-Bermuda remote sensing experi- 
ment /, 79-12773 

Oceanographic data exchange., 
79-16252 

Oceanography., 79-11553 

Oceanography miscellaneous hearings 
before the Subcommittee on Oceanog- 
raphy and the Subcommittee on Fisheries 
and Wildlife Conservation and the Envi- 
ronment and the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-fifth Congress ..., 79- 
5128, 79-6716, 79-9057 

Oceanography of the Grand Banks region 
of Newfoundland in 1973 /, 79-23178 

Oceanography of the Grand Banks region 
of Newfoundland, 1975 /, 79-17271 

Oceans environmental research and devel- 
opment : hearings before the Subcommit- 
tee on the Environment and the Atmos- 
phere of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, first session, 
August 2, 3, 1977., 79-10567 

Oceans pollution : hearing before the Com- 
mittee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety- 
sixth Congress, first session ... April 11, 
1979., 79-21472 


79- 


79- 


79- 


79-5639, 


Page I-957 





Ochoco-Crooked River Planning Unit. 


Ochoco-Crooked River Planning Unit., 
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OCS sale no. 48 : proposed 1979 outer con- 
tinental shelf oil and gas lease sale off- 
shore Southern California., 79-10038 

October 1978 Federal pay adjustments : 
message from the President of the United 
States ..., 79-10636 

Odometer requirements : hearing before the 
Subcommittee for Consumers of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session ... 
July 26, 1978., 79-8835 

OFCCP : making EEO and affirmative 
action work /, 79-17037 

Off-road vehicles on public land /, 79- 
14117 

Office and machine paper products., 
7382, 79-19749 

Office, computing, and accounting ma- 
chines., 79-3556 

Office devices and accessories., 79-7381 

Office folders, holders, and accessories., 
79-5728, 79-19748 

Office furniture., 79-3547, 79-10773 

Office machines, N.E.C. and typewriters, 
SIC 3579 and SIC 3572., 79-22064 

Office of Enforcement., 79-15484 

Office of Federal Procurement Policy act 
amendments of 1979 : hearing before a 
subcommittee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 3763 ... May 3 and 14, 
1979., 79-17485 

Office of Health Maintenance Organiza- 
tions, annual report to the Congress, 79- 
16693 

The Office of Intelligence., 79-8280 

Office of Technology Impacts inventory of 
reports., 79-3886 

Office products, 79-4213, 79-15144 

Office visits for diseases of the circulatory 
system : the national ambulatory medical 
care survey, United States, 1975-1976 /, 
79-11691 

Office visits for diseases of the respiratory 
system : the National ambulatory medical 
care survey, United States, 1975-76 /, 
79-20429 

Official congressional directory., 79-14453 

Official docket for proposed revision to rail 
carrier noise emission regulation. 79- 
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Official foreign travel arrangements., 79- 
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Official gazette of the United States Patent 
and Trademark Office. Patents., 79-303 

Official gazette of the United States Patent 
and Trademark Office. Trademarks., 79- 
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Official gazette: patents, 79-303 

Official gazette: trademarks, 79-304 
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Official journal of the Plant Variety Protec- 
tion Office., 79-98 

Official mail : reducing Army mailing costs 
/, 19-7422 

Official opening and closing hours of the 
Board of Governors and Federal Reserve 
banks, also holidays, 79-909 

Official reports of the Supreme Court, 79- 
1285 

Official reports of the Supreme Court; pre- 
liminary print., 79-1285 

Official summary of security transactions 
and holdings., 79-1479 

Offset for F-5 aircraft purchases : memoran- 
dum of understanding between the 
United States of America and Switzer- 
land, signed at Washington and Bern July 
2 and 9, 1975., 79-12068 

Ohio : 1976 patterns of foreign travel in the 
United States., 79-12738 

Ohio exports., 79-16301 

Ohio River and tributaries plan of develop- 
ment /, 79-12926 

Ohio‘s Medicaid program : problems identi- 
fied can have national importance 
report /, 79-4141 

OHM newsletter., 79-1600 

Oil and gas extraction, September 1977., 
79-17019 

Oil and gas field services, N.E.C., SIC 
1389., 79-22136 

Oil and gas royalty collections—serious fi- 
nancial management problems need con- 
gressional attention : report to the Con- 
gress /, 79-15086 

Oil and gas supply curves for the 
Administrator‘s annual report /, 79- 
20022 

Oil field machinery, SIC 3533., 79-19367 

Oil imports, foreign commission payments : 
hearing before the Subcommittee on 
Oversight and Investigations of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, second session, October 3, 
1978., 79-8971 

Oil pollution liability and compensation act 
: report to accompany H.R. 85 /, 79- 
15952 

Oil pollution reports., 
79-11479 

Oil recovery by carbon dioxide injection., 
79-18068, 79-19924 

Oil shale land exchange : hearing before the 
Subcommittee on Energy Production and 
Supply of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-fifth Congress, first session ... May 
24, 1977., 79-21496 

Oil shale programs /, 79-7686 

Oil shale project small retort run summary, 
Run S-12 /, 79-19975 

Oil shale technologies : hearings before the 
Subcommittee on Energy Research and 
Development of the Committee on Natu- 
ral Resources, United States Senate, 
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Ninety-fifth Congress, first session, on S. 
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Oilseeds, 79-135 

Oilseeds and products, 79-55 
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area, 79-4640 

Oklahoma exports., 79-16302 
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gation : final report /, 79-2081 

Older Americans act of 1965, as amended., 
79-6091 

Older Americans act of 1965, as amended : 
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hoods : hearing before the Special Com- 
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mation package /, 79-15316 

Older Americans programs oversight in 
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nents of cortical oleoresin and resistance 
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Omaha, Nebraska-Iowa, metropolitan area, 
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Oman, 79-4706 

Oman : post report., 79-10239 

Omar Burleson Federal Building : report to 
accompany H.R. 13808., 79-5221 
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79-19199 

OMBE funded organizations directory., 
79-3518, 79-19199 

Omega Navigation Station : agreement be- 
tween the United States of America and 
Liberia amending the agreement of April 
10 and 18, 1973 effected by exchange of 
notes dated at Monrovia March 22 and 
August 22, 1978., 79-23055 

Omega navigational facility : agreement be- 
tween the United States of America and 
Australia, effected by exchange of notes 
signed at Canberra, June 8 and Septem- 
ber 20, 1977., 79-4798 

Omega propagation correction tables for 3.4 
kHz : area 12, north Atlantic, station G 
(Trinidad) /, 79-7342 

Omega propagation correction tables for 
10.2 kHz : area 00, North Polar, station 
G (Trinidad) /, 79-7339 

Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station A 
(Norway)., 79-19645 

Omega propagation correction tables for 
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G (Trinidad) /, 79-7340 

Omega propagation correction tables for 
10.2 kHz : area 09, Northwest Pacific, 
station C (Hawaii) /, 79-22287, 79- 
22288 

Omega propagation correction tables for 
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tion D (North Dakota)., 79-19647, 79- 
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Omega propagation correction tables for 
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79-1860 
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A (Norway)., 79-1861 
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B (Liberia)., 79-1862 
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Omega propagation correction tables for 
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(Japan)., 79-3752 

Omega propagation correction tables for 
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C (Hawaii)., 79-3753 

Omega propagation correction tables for 
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D (North Dakota)., 79-3754 

Omega propagation correction tables for 
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F (Argentina)., 79-5682 
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H (Japan)., 79-3755 
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7179-14775 
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79-19646 
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Omega table : area 08, Asia, pair B-G, (Li- 
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union-Australia) /, 79-14778 
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pair A-G, (Norway-Australia) /, 79- 
14780, 79-14781, 79-14782, 79-16339 
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79-16341 
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Omi G. Walden nomination : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
fifth second session ... June 29, 
1978., 79-5057 

OMNIDATA : an interactive system for 
data retrieval, statistical and graphical 
analysis, and data-base management : a 
user‘s manual /, 79-7291 

OMNITAB II user‘s reference manual 1977 
supplement /, 79-17818 
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New York cotton futures reported by 
merchants in special account status, 79- 
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On call positions in spot cotton based on 
New York cotton futures reported by 
merchants in special account status, 79- 
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”On call“ positions in spot cotton based on 
New York cotton futures reported by 
merchants in special account status 
Weekly report., 79-1616 

Gn-farm grain storage and handling., 
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ees., 79-19634 
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bulletin., 79-1535 

On-line services reference manual., 
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1977., 79-22706 
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On-the-job training in the Air Force : a 
systems analysis /, 79-11106 
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On the mathematics of competing risks /, 
79-16762 

On the precision of dot grid estimates, 79- 
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On the seasonal adjustment of economic 
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On the side of safety., 79-23221 

On the spectrum analysis of binary data /, 
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Onion stocks., 79-12652 

Online literature searching and databases at 
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Online services reference manual supple- 
ment., 79-15266 
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covery /, 79-9760 
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OOQ, occupational outlook quarterly., 
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Open market money rates and bond prices, 
79-896 
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Operating experience with snubbers /, 79- 
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enue Code; annual report., 79-15615 


Page I-960 





The operation and effect of the possessions 
corporation system of taxation, annual 
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sure experience within the United States 
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Operational manual for two-dimensional 
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United States., 79-1272, 79-4590, 79- 
4591 

Opinions of Air Force maintenance person- 
nel about conventional technical orders /, 
79-2164 

Opportunities abroad for teachers., 
9915, 79-20312 

Opportunities for energy conservation in 
finished concrete products /, 79-5870 

Opportunities for HEW to improve the ad- 
ministration of day care programs 
report by the U.S. General Accouting 
Office., 79-2431 

Opportunities for LASL/industry coopera- 
tion., 79-22416 

Opportunities in the electric power and gas 
utilities industries., 79-2685 

Opportunities to improve decisionmaking 
and oversight of arms sales : report /, 
79-15110 

Opportunities to reduce administrative costs 
of professional standards review organi- 
zations : report /, 79-4144 

Opportunities to streamline the Air Force 
headquarters structure in the Pacific : 
report /, 79-16585 

Opportunity and risk assessment of the elec- 
tric and hybrid vehicle : Research, De- 
velopment, and Demonstration act of 
1976 /, 79-3953 

Opthalmic goods, SIC 3851., 79-19430 

The optical absorption of triatomic carbon 
Csfor the wavelength range 260 to 560 
nm /, 79-2765 

Optical and physical properties of evaporat- 
ed PbS film /, 79-7670 

Optical inspection of small-diameter deep 
bores using rod optics with low-light 
television and still photography /, 79- 
4014 

Optical instruments., 79-1969, 79-1970 

Optical instruments and lenses, SIC 3832., 
79-22098 

Optical materials characterization : final 
technical report, February 1, 1978-Sep- 
tember 30, 1978 /, 79-19555 

An optical profilometer for spatial charac- 
terization of three-dimensioal surfaces /, 
79-2740 

Optical radiation transmission levels 
through transparent welding curtains /, 
79-2554 

Optical recording characteristics of KF:LiF 
photodichroic crystals /, 79-11065 

Opticians instruments equipment and sup- 
plies., 79-1971, 79-1972, 79-12850 

Optimal guidance and control for investi- 
gating aircrft noise-impact reduction /, 
79-8339 

Optimal search for the best alternative /, 
79-2264 

Optimal singular control with applications 
to trajectory optimization /, 79-18631 

Optimal terrain-aided navigation systems /, 
79-22430 


79- 





January — December 1979 


Optimal wind velocity estimation /, 79- 
5781 

Optimization of coatings for flat plate solar 
collectors phase II., 79-9645 

Optimization of design specifications for 
large dry cooling systems /, 79-20102 

Optimization of large-scale deterministic 
systems using descriptor variable theory 
and spatial dynamic programming /, 79- 
22483 

Optimization of Nd: glass lasers with phos- 
phate-laser glass /, 79-2145 

Optimization of pyrolytic conversion of 
coal to clean fuel /, 79-7632 

Optimized brake inspection 
volume /, 79-6492 

Optimizing crack-growth resistance in engi- 
neering alloys /, 79-2135 

Optimum patching technique for seismic 
sensors employed in a grid /, 79-12917 

Options for Federal civil service retirement 
: an analysis of costs and benefit provi- 
sions /, 79-9178 

Options for passive energy conservation in 
site design /, 79-3981, 79-13238 

The oral interview as a selection technique 
: some suggested formats and guidelines 
for structuring the interview process /, 
79-7329 

Orange book, 79-804 

Orchestra., 79-20927 

ORD program guide., 79-11413 

Order - United States of America, Federal 
Energy Regulatory Commission., 79-801 

[Orders, notices, rulings and decisions - 
Federal Maritime Commission{., 79-870 

Ordnance and accessories, N.E.C., SIC 
3489., 79-19379 

Oregon exports., 79-16303 

Oregon proposed initial inventory : roadless 
areas and islands which do not have wil- 
derness_ characteristics., 79-13953, 79- 
13954, 79-13955 

Oregon‘s forest products industry, 1976 /, 
79-5493 

Organ site carcinogenesis, gastrointestinal 
tract., 79-1044 

Organ site carcinogenesis, liver., 79-1052 

Organ site carcinogenesis, mammary gland., 
79-1049 

Organic composition of Devonian shale 
cores from wells 11940 and 12041, Cotta- 
geville, Jackson Co., West Virginia /, 
79-13258 

Organic composition of Devonian shale 
from Perry County, Kentucky /, 79- 
18029 

Organic compounds in organophosporus 
pesticide manufacturing wastewaters /, 
79-7791 

Organic emissions from automobile interiors 
/, 79-2379 

Organic fibers, noncellulosic, SIC 2824., 
79-22010 

Organic Materials Division quarterly report 
/, 79-2307 


summary 





Organization: Assistant Secretary of Hous- 
ing-Federal Housing Commissioner., 79- 
10003 

Organization of American States /, 79- 
8407 

Organization of Federal executive depart- 
ments and agencies, 79-12366, 79- 
14420, 79-21559 

Organization of Federal volunteer programs 
in Action : hearing before the Committee 
on Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, May 17, 1979., 79-17492 

Organization of Federal volunteer programs 
in Action : report of the Committee on 
Governmental Affairs, United States 
Senate, together with minority views., 
79-16053 

Organization of needed programs within 
the national rail transportation system /, 
79-14244 

Organization of the USSR Ministry of De- 
fense., 79-18712 

Organizational meeting : hearing before the 
Military Compensation Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-sixth 
Congress, first session, April 10, 1979., 
79-21433 

Organizational meeting of the Committee 
on Armed Services, House of Repre- 
sentatives., 79-14365 

Organizational survey assessment package 
for Air Force organizations /, 79-12994 

Organizations for managing national hospi- 
tal planning programs in France and the 
Federal Republic of Germany /, 79- 
4335 

Organized criminal activities hearings 
before the Permanent Subcommittee on 
Investigations of the Committee on Gov- 
ernmental Affairs, United States Senate, 
Ninety-fifth Congress, second session ..., 
79-5080, 79-12368 

Organized labor and solar energy /, 79- 
13329 

Organizing and maintaining a document 
collection in a health systems agency : 
suggested resources /, 79-11682 

Organizing and staffing a small business /, 
79-18735 

Organizing the Federal Communications 
Commission for greater management and 
regulatory effectiveness : report /, 79- 
20143 

Orientation and craft skill training., 
17095 

Orientation manual for citizen boards of 
federally funded community mental 
health centers /, 79-18309 

Origin and development of vegetation after 
spraying and burning in a coastal Oregon 
clearcut /, 79-1762 

The origin of surface lineaments in Nemaha 
County, Kansas /, 79-4991 

OSAHRC reports, 79-1687 
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Outlaw whaling : hearing before the Committee on Commerce, Science, and 


OSHA safety and health standards (29 CFR 
1910), 79-20887 

OSHA Training Institute catalog of courses 
/, 79-14020 

Osterkamp Trucking, Inc., truck/full trailer 
and Dodge van collision, U.S. 91, near 
Scipio, Utah., 79-18765 

OTA papers., 79-8501 

OTA priorities; with brief descriptions of 
priorities and of assessments in progress., 
79-8726 

OTEC heat exchanger design and produci- 
bility study /, 79-16464, 79-19928 

OTEC thermal resource report for Hawaii., 
79-2301 

Our constitution and government., 
13987 

Our constitution and government 
tests., 79-16976 

Our flag., 79-10610 

Our immigration : a brief account of immi- 
gration to the United States., 79-4597 

Our merchant marine march : report to ac- 
company H. Con. Res. 3., 79-12483 

Our nation‘s libraries : an inventory of re- 
sources & needs., 79-8692 

Our nation’s wetlands : an interagency task 
force report /, 79-20955 

Our public lands., 79-1260 

Our restless tides., 79-19588 

Out of Africa : from west African king- 
doms to colonization /, 79-10262 

Out-of-state acquisitions of Wisconsin busi- 
nesses : hearing before the Select Com- 
mittee on Small Business, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... Milwaukee, Wis., March 12, 1979., 
79-18943 

Outdoor playground equipment, play 
happy, play safely, coloring book., 79- 
10335 

Outdoor recreation action., 79-1263 

Outdoor recreation grants-in-aid manual., 
79-1262 

The outdoors and your career /, 79-8298 

Outer continental shelf lands act amend- 
ments of 1977 : hearings before the Ad 
Hoc Select Committee on Outer Conti- 
nental Shelf, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 1614....,  79-21618 

Outer continental shelf lands act amend- 
ments of 1977 : hearings before the Com- 
mittee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 9 ...., 79-21497 

Outer continental shelf lands act amend- 
ments of 1978 : conference report to ac- 
company S.9., 79-3381 

An outgassing data compilation of space- 
craft materials /, 79-17088 

Outlaw whaling : hearing before the Com- 
mittee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety- 
sixth Congress, first session ... June 22, 
1979., 79-23351 


79- 


: final 
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Outline for training of powered industrial truck operators. 


Outline for training of powered industrial 
truck operators., 79-6073 

An outline of provisions for a uniform bar- 
rier-free design act /, 79-16795 

Outline of the water resources of the Satus 
Creek basin, Yakima Indian Reservation, 
Washington /, 79-6167 

Outlook., 79-193 

Outlook and budget levels for fiscal years 
1979 and 1980 : hearings before the Com- 
mittee on the Budget, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ..., 79-18903 

Outlook for housing by type of unit and 
region : 1978 to 2020 /, 79-19110 

Outlook for U.S. agricultural exports., 
2 

The outstanding handicapped federal em- 
ployees for 1976 : awards program, Sep- 
tember 30, 1976., 79-3715 

Over easy : a series of 90 half-hour daily 
programs for older people about aging in 
America., 79-8132 

Overall loudness of steady sounds accord- 
ing to theory and experiment /, 79- 
17087 

Overburden mineralogy as related to 
ground-water chemical changees in coal 
strip mining /, 79-7799 

Overland recycling system for animal waste 
treatment /, 79-13443 

Overlap; measurement agreement through 
process evaluation., 79-5609 

Overseas business _ reports., 
7318 

Overseas business reports. A business guide 
to the European common market., 79- 
7318 

Overseas business reports. 
Mexico., 79-17845 

Overseas business reports. Market profiles 
for Asia and Oceania., 79-17846 

Overseas business reports. Market profiles 
for Latin America and the Caribbean., 
79-3656 

Overseas business reports. Market profiles 
for the Near East and North Africa., 
79-3673 

Overseas business reports. Market profiles 
for Western Europe and Canada., 79- 
9508 

Overseas business reports. Marketing in 
Austria., 79-16263 

Overseas business reports. Marketing in 
Belgium/Luxembourg., 79-3672 

Overseas business reports. Marketing in 
Brazil., 79-16262 

Overseas business reports. Marketing in Co- 
lombia., 79-12779 

Overseas business reports. Marketing in 
Denmark., 79-12777 

Overseas business reports. Marketing in Ec- 
uador., 79-10853 

Overseas business reports. Marketing in 
Egypt., 79-3667 
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Overseas business reporis. 
Finland., 79-3660 

Overseas business reports. 
Gabon., 79-3669 

Overseas business reports. 
Italy., 79-3653 

Overseas business reports. 
Ivory Coast., 79-17847 

Overseas business reports. 
Kuwait., 79-16264 

Overseas business reports. 
Mexico., 79-3668 

Overseas business reports. 
New Zealand., 79-3654 

Overseas business reports. Marketing in Ni- 
geria., 79-12778 

Overseas business reports. Marketing in 
Portugal., 79-3658 

Overseas business reports. 
Spain., 79-12775 

Overseas business reports. Marketing in 
Switzerland., 79-3655 

Overseas business reports. Marketing in the 
Netherlands., 79-3657 

Overseas business reports. Marketing in the 
Philippines., 79-16266 

Overseas business reports. Marketing in 
Venezuela., 79-19592 

Overseas business reports. Near East/North 
African business costs., 79-16265 

Overseas business reports. Trade of the 
United States with Communist countries 
in Eastern Europe and Asia., 79-3659 

Overseas business reports. Trading and in- 
vesting in Poland., 79-3670 

Overseas business reports. Trading and in- 
vesting in Romania., 79-5646 

Overseas business reports. United States 
foreign trade annual., 79-19593 

Overseas business reports. United States 
trade with major trading partners. 79- 
9509 

Overseas business reports. United States 
trade with major world areas., 79-3671 

Overseas business reports. World trade out- 
look for Africa., 79-3661 

Overseas business reports. World trade out- 
look for Eastern Europe, Union of Soviet 
Socialist Republics and People‘s Republic 
of China., 79-3664, 79-22265 

Overseas business reports. World trade out- 
look for Latin America., 79-3662, 79- 
22266 

Overseas business reports. World trade out- 
look for Near East end North Africa., 
79-3666, 79-12776, 79-22268 

Overseas business reports. World trade out- 
look for the Far East and South Asia., 
79-3663, 79-10854, 79-22267 

Overseas business reports. World trade out- 
look for Western Europe and Canada., 
79-3665, 79-22264 

Overseas business reports. Marketing in Co- 
lombia, 79-12779 

Overseas business reports. Marketing in Ni- 
geria, 79-12778 
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Overseas business reports. Investing in 
Mexico, 79-17845 

Overseas business reports. Market profiles 
for Asia and Oceania, 79-17846 

Overseas business reports. Market profiles 
for Latin America and the Caribbean, 
79-3656 

Overseas business reports. Market profiles 
for the Near East and North Africa, 79- 
3673 

Overseas business reports. Market profiles 
for Western Europe and Canada, 79- 
9508 

Overseas business reports. Marketing in 
Austria, 79-16263 

Overseas business reports. Marketing in 
Belgium/Luxembourg, 79-3672 

Overseas business reports. Marketing in 
Brazil, 79-16262 

Overseas business reports. Marketing in 
Canada, 79-19592 

Overseas business reports. Marketing in 
Denmark, 79-12777 

Overseas business reports. Marketing in Ec- 
uador, 79-10853 

Overseas business reports. 
Egypt, 79-3667 

Overseas business reports. 
Finland, 79-3660 

Overseas business reports. 
Gabon, 79-3669 

Overseas business reports. 
Italy, 79-3653 

Overseas business reports. 
Ivory Coast, 79-17847 

Overseas business reports. 
Kuwait, 79-16264 

Overseas business reports. 
Mexico, 79-3668 

Overseas business reports. 
New Zealand, 79-3654 

Overseas business reports. 
Portugal, 79-3658 

Overseas business reports. 
Spain, 79-12775 

Overseas business reports. 
Switzerland, 79-3655 

Overseas business reports. Marketing in the 
Netherlands, 79-3657 

Overseas business reports. Marketing in the 
Philippines, 79-16266 

Overseas business reports. Near East/North 
Africa business costs, 79-16265 

Overseas business reports. Trade of the 
United States with Communist countries 
in Eastern Europe and Asia, 79-3659 

Overseas business reports. Trading and in- 
vesting in Poland, 79-3670 

Overseas business reports. Trading and in- 
vesting in Romania, 79-5646 

Overseas business reports. United States 
foreign trade annual, 79-19593 

Overseas business reports. United States 
trade with major trading partners, 79- 
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January — December 197@versight hearings on the Federal employee‘s compensation act : hearings before the 


Overseas business reports. United States 
trade with major world areas, 79-3671 

Overseas business reports. World trade out- 
look for Africa, 79-3661 

Overseas business reports. World trade out- 
look for Eastern Europe, Union of Soviet 
Socialist Republics and People‘s Republic 
of China, 79-3664, 79-22265 

Overseas business reports. World trade out- 
look for Latin America, 79-3662, 79- 
22266 

Overseas business reports. World trade out- 
look for Near East and North Africa, 
79-3666, 79-12776, 79-22268 

Overseas business reports. World trade out- 
look for the Far East and South Asia, 
79-3663, 79-10854, 79-22267 

Overseas business reports. World trade out- 
look for Western Europe and Canada, 
79-3665, 79-22264 

Overseas common carrier section 214 appli- 
cations accepted for filing, 79-567 

Overseas export promotion calendar., 79- 
517 

Overseas outlook., 79-1366 

Oversight : hearings before the Subcommit- 
tee on Fossil and Nuclear Energy Re- 
search, Development and Demonstration 
of the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-5140, 79-5141, 79-5145, 79-9105, 
79-10564, 79-10565 

Oversight activities of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate; a report., 79-14606 

Oversight, environmental responsibility 
within the Department of Energy : hear- 
ing before the Subcommittee on the En- 
vironment and the Atmosphere of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, second session, June 8, 
1978., 79-12410 

Oversight, FAA R. & D. programs : hear- 
ing before the Subcommittee on Trans- 
portation, Aviation, and Weather of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, second session, August 24, 
1978., 79-14458 

Oversight hearing conducted at the VA 
Hospital, Philadelphia, Pa. hearing 
before the Subcommittee on Medical 
Facilities and Benefits of the Committee 
on Veterans‘ Affairs, House of Repre- 
sentatives, Ninety-fifth Congress, first ses- 
sion, July 23, 1977., 79-9150 

Oversight hearing on cost of merging civil 
service and social security retirement sys- 
tems : hearings before the Subcommittee 
on Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service, House of Representatives, 
Ninety-sixth Congress, first session, April 
3 and 24, 1979., 79-21621 

Oversight hearing on education of handi- 
capped children : hearing before the Sub- 





committee on Elementary, Secondary, 
and Vocational Education, jointly with 
the Subcommittee on Select Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-sixth 
Congress, first session ... March 27, 1979., 
79-17467 

Oversight hearing on Federal library pro- 
grams : hearing before the Subcommittee 
on Elementary, Secondary, and Voca- 
tional Education and the Subcommittee 
on Postsecondary Education of the Com- 
mittee on Education and Labor, House of 
Representatives, Ninety-sixth Congress, 
first session ... April 3, 1979., 79-21489 

Oversight hearing on paperwork control 
amendments : hearing before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House of 
Representatives, Ninety-sixth Congress, 
first session ... February 6, 1979., 79- 
18906 

Oversight hearing on the Emergency 
school aid act : hearing before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session ... August 15, 1978., 79- 
6640 

Oversight hearing on the Export-Import 
Bank : hearing before the Subcommittee 
on International Trade, Investment, and 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session, May 21, 1979., 
79-21445 

Oversight hearing on the Headstart Pro- 
gram : hearing before the Subcommittee 
on Human Resources of the Committee 
on Education and Labor, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session ... March 22, 1979., 79-21490 

Oversight hearing on the impact aid pro- 
gram : hearing before the Subcommittee 
on Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... April, 15, 1979., 79-21491 

Oversight hearing on the Juvenile justice 
and delinquency prevention act : hearing 
before the Subcommittee on Equal Op- 
portunities of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on Public Law 93-415 ... June 27, 
1978., 79-3060 

Oversight hearing on the older American 
nutrition programs : hearing before the 
Subcommittee on Human Resources of 
the Committee on Education and Labor, 
House of Representatives, Ninety-sixth 
Congress, first session ... April 3, 1979., 
79-21492 
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Oversight hearing on the Wagner-Peyser 


act (Employment Service) : hearing 
before the Subcommittee on Employment 
Opportunities of the Committee on Edu- 
cation and Labor, House of Representa- 
tives, Ninety-sixth Congress, first session 
.. Los Angeles, Calif., March 31, 1979., 
79-21495 


Oversight hearing on title I of the Elemen- 


tary and secondary education act : hear- 
ing before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Educa- 
tion of the Committee on Education and 
Labor, House of Representatives, Ninety- 
sixth Congress, first session ... March 6, 
1979., 79-21486 


Oversight hearing on vocational education : 


hearing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-sixth Congress, first session 
... March 1, 1979., 79-21494 


Oversight hearings on asbestos health haz- 


ards to schoolchildren : hearings before 
the Subcommittee on Elementary, Sec- 
ondary, and Vocational Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 1435 and 
H.R. 1524 ... January 8, 16, February 22, 
1979., 79-15866 


Oversight hearings on assessment of coordi- 


nation of youth employment programs 
under the Vocational education act and 
CETA : hearings before the Subcommit- 
tee on Elementary, Secondary, and Voca- 
tional Education jointly with the Sub- 
committee on Employment Opportunities 
of the Committee on Education and 
Labor, House of Representatives, Ninety- 
sixth Congress, first session ..... 79-23371 


Oversight hearings on CETA : hearings 


before the Subcommittee on Employment 
Opportunities of the Committee on Edu- 
cation and Labor, House of Representa- 
tives, Ninety-sixth Congress, first session 
.. March 7 and 8, 1979., 79-15867, 79- 
15868 


Oversight hearings on Federal drug strat- 


egy : hearings before the Select Commit- 
tee on Narcotics abuse and Control, 
House of Representatives, Ninety-fifth 
Congress, first session ..., 79-9066 


Oversight hearings on Head Start grant al- 


location formula : hearings before the 
Subcommittee on Economic Opportunity 
of the Committee on Education and 
Labor, House of Representatives, Ninety- 
fifth Congress, first session ... October 5 
and 6, 1977., 79-12340 

hearings on the Federal 
employee‘s compensation act : hearings 
before the Subcommittee on Compensa- 
tion, Health, and Safety of the Committee 
on Education and Labor, House of Rep- 
resentatives, Ninety-fifth Co: first 
session ..., 79-3058, 79-12339 
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Oversight hearings on the Full employment and balanced growth act of 1978 : Title Index 


Oversight hearings on the Full employment 
and balanced growth act of 1978 : hear- 
ings before the Subcommittee on Em- 
ployment Opportunities of the Committee 
on Education and Labor, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session ... February 13 and 14, 1979., 79- 
21488 

Oversight hearings on the Longshoremen‘s 
and harbor workers‘ compensation act : 
hearings before the Subcommittee on 
Compensation, Health, and Safety of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, first session .... 79-14398 

Oversight hearings on the 1980 census : 
hearings before the Subcommittee on 
Census and Population of the Committee 
on Post Office and Civil Service, House 
of Representatives, Ninety-sixth Con- 
gress, first session ...., 79-23434 

Oversight hearings on VA activities in the 
Cleveland, Ohio area : hearing before the 
Subcommittee on Special Investigations 
of the Committee on Veterans‘ Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session, April 17, 1979., 
79-21647 

Oversight, nuclear waste management and 
ionizing radiation research : hearings 
before the Subcommittee on the Environ- 
ment and the Atmosphere of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, second session, June 7, July 18, 
1978., 79-12411 

Oversight of Caribbean energy develop- 
ment /, 79-17538 

Oversight of European nuclear energy de- 
velopment : to the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-fifth Congress, second 
session., 79-9101 

Oversight of freight rate competition in the 
motor carrier industry : hearings before 
the Subcommittee on Antitrust and Mo- 
nopoly of the Committee on the Judici- 
ary, United States Senate, Ninety-fifth 
Congress, first and second sessions ..., 
79-3106, 79-9039, 79-10544 

Oversight of INS policies and legal issues : 
hearing before the Subcommittee on Im- 
migration, Citizenship, and International 
Law of the Committee on the Judiciary, 
House of Representatives, Ninety-fifth 
Congress, second session ... August 3, 
1978., 79-10533 

Oversight of Soviet nuclear energy devel- 
opment /, 79-3122 

Oversight of the Civil service reform act of 
1978 : hearing before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on May 8, 1979., 79-23396 

Oversight of the Government in the sun- 
shine act, Public Law 94-409 : hearings 
before the Subcommittee on Federal 
Spending Practices and Open Govern- 
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ment of the Committee on Governmental 
Affairs, United States Senate, Ninety-fifth 
Congress, first and second sessions, No- 
vember 29, 1977, June 13, and August 4, 
1978., 79-12370 

Oversight of the Postal Service : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety-fifth 
Congress, second session, March 2, 1978., 
79-5081 

Oversight of the 1980 Food and Nutrition 
Service budget : hearings before the Sub- 
committee on Nutrition of the Committee 
on Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 
gress, first session, February 27 and 28, 
1979., 79-23323 

Oversight of VA cemetery system : over- 
seas military cemeteries and memorials, 
status of site selection Region IV national 
cemetery, national cemeteries including 
Arlington National Cemetery : hearings 
before the Subcommittee on Compensa- 
tion, Pension, Insurance, and Memorial 
Affairs of the Committee on Veterans‘ 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session, April 
23 and May 2, 1979., 79-23467 

Oversight of Veterans‘ Administration in- 
surance programs : consideration of H.R. 
353, H.R. 597, and H.R. 2032 : hearing 
before the Subcommittee on Compensa- 
tion, Pension, Insurance, and Memorial 
Affairs of the Committee on Veterans‘ 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session 
March 14, 1979., 79-17544 

Oversight on ERISA, 1978 : hearings 
before the Subcommittee on Labor 
Standards of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on Public Law 93-406 ... May 17, 
and June 1, 1978., 79-5056 

Oversight on Federal enforcement of equal 
employment opportunity laws : hearings 
before the Subcommittee on Employment 
Opportunities of the Committee on Edu- 
cation and Labor, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... November 28 and 29, 1978., 79- 
14395 

Oversight on General Services Administra- 
tion : hearing before the Subcommittee 
on Civil Service and General Services of 
the Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session, February 24, 1978., 
79-6670 

Oversight on OSTP : hearings before the 
Subcommittee on Science, Technology, 
and Space of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session .... March 7 and 21, 
1979., 79-17456 

Oversight on photovoltaic energy conver- 
sion : hearing before the Subcommittee 
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on Advanced Energy Technologies and 
Energy Conservation Research, Develop- 
ment, and Demonstration of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session, September 9, 
1977., 79-3124 

Oversight on the administration of the Oc- 
cupational safety and health act, 1978 : 
hearings before the Subcommittee on 
Labor of the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session ... October 
3, 4, and 5, 1978., 79-10495 

Oversight on the Age discrimination act of 
1975 and extension of the Older Ameri- 
cans act of 1965 : hearings before the 
Subcommittee on Select Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-3057 

Oversight on the Developmentally disabled 
assistance and bill of rights act, 1977 : 
hearing before the Subcommittee on the 
Handicapped of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress, first session 
March 31, 1977., 79-21569 

Oversight plans of the committees of the 
U.S. House of Representatives : a report 
/, 79-12506 

Oversight reports during the 95th Congress 
: report /, 79-17540 

Oversight, Resource conservation and re- 
covery act : hearing before the Subcom- 
mittee on Oversight and Investigations of 
the Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
October 30, 1978., 79-12379 

Oversight trips: 1977-78 and selected DOE 
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Overtime compensation under the Fair 
labor standards act /, 79-14029 

Overturn of a Ypsilanti, Michigan, Boys 
Club Bus, on I-75, near Tifton, Georgia., 
79-18766 

Overturn of Rose Ambulance Service am- 
bulance, State Route 116, Littleton, New 
Jersey, August 22, 1978., 79-23093 

Overview and description of the financial 
management information system (FMIS)., 
79-4406 

An overview of benefit-cost analysis for 
water resources projects : improvements 
still needed : report to the Congress /, 
79-2402 

Overview of energy programs/solar energy 
commercialization status in selected coun- 
tries /, 79-7640 

Overview of fiscal year 1980 budget for 
defense and international affairs : hearings 
before the Task Force on Defense and 
International Affairs of the Committee on 
the Budget, House of Representatives, 
Ninety-sixth Congress, first session ...., 
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79-16486 

Overview of report no. 3 : student econom- 
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study /, 79-16682 
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ronment, educational achievement, and 
compensatory education /, 79-20314 

An overview of research in biogeoche- 
mistry and environmental health : report 
/, 7179-21635 

An overview of roadway delineation re- 
search /, 79-6455 

Overview of technology commercialization 
assessment., 79-7571 

Overview of the environmental control 
measures and problems in the food proc- 
essing industries /, 79-11453 

Overview of the fresh pack food industries 
/, 19-7781 

Overview of U.S., Soviet relations /, 79- 
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Overview reports of the State advisory 
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10398 
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New York., 79-7458 

Owlie skywarm on flash floods., 79-19570 

Owlie Skywarn on flash floods., 79-19577 

Owners of nuclear power plants : revision 1 
/, 79-4982 
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wastes /, 79-11455 
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22539 
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sion studies /, 79-15743 
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79-17362, 79-17367, 79-17374, 79- 
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Ozone concentration in the cabin of a Gates 
Learjet measured simultaneously with at- 
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Marine of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ... February 23, 1978, March 20, 
1978., 79-10550 

The Pacific Fishery Management Council‘s 
role in salmon fisheries : report /, 79- 
7822 

Pacific flyway, 79-4573 

Pacific Northwest electric power issues : 
hearings before the Subcommittee on 
Energy and Power of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 13931 ...., 79- 
15892 

Pacific Northwest electric power planning 
and conservation act : hearings before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session, on S. 885 ... 
May 23 and 24, 1979., 79-21509 

Pacific Northwest electric power planning 
and conservation act : report to accompa- 
ny S. 885., 79-21820 

Pacific Northwest electric power supply 
and conservation act : hearings before the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session, on S. 2080 
.. S. 2080 (amendment no. 848) ..., 79- 
14401, 79-14402 

Pacific Northwest Laboratory annual 
report to the DOE Assistant Secretary 
for Environment., 79-11332 

Pacific Northwest Laboratory annual 
report to the ERDA Division of Biome- 
dical and Environmental Research, 79- 
11332 

Pacific Northwest water resources sum- 
mary., 79-1182 

Pacific Southwest Airlines, Inc., B-727, 
N533PS, and Gibbs Flite Center, Inc., 
Cessna 172, N771G, San Diego, Califor- 
nia, September 25, 1978., 79-18762 

Package X; informational copies of Federal 
income tax forms., 79-4820, 79-4821 

Package X, 79-4820, 79-4821 

Packers and stockyards act, 1921, amend- 
ments : [an act to amend the Packers and 
stockyards act, 1921, and for other pur- 
poses}., 79-3356 

Packers and stockyards resume., 79-90 

Packing and packing bulk materials., 
5729, 79-19750 

Paid leave for athletes as official representa- 
tives of the United States : hearing before 
the Subcommittee on Civil Service and 
General Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 1821 ... October 4, 1978., 79- 
10484 
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Paint, varnish, lacquer, and related materi- 
als : methods for testing of., 79-20241 

Paint, varnish, lacquer, and related materi- 
als : methods of inspection, sampling, and 
testing., 79-7897 

Painting inside and out /, 79-17718 

Painting, paper hanging, and decorating 
special trade contractors, SIC 1721., 79- 
19497, 79-19510 

Paints and allied products, SIC 2851., 
22011 

Paints, dopes, varnishes, and related prod- 
ucts., 79-19751 

Palladium passivated titanium-silver con- 
ductor patterns for high illumination in- 
tensity silicon solar cell /, 79-22428 

Palo Verde Nuclear Generating Station, 
Units 4 and 5., 79-10360 

Panama : post report., 79-2829 

Panama Canal, 79-11604 

Panama Canal act of 1979 : conference 
report to accompany H.R. lll1., 79- 
23497, 79-23512, 79-23552, 79-23559 

Panama Canal act of 1979 : report of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, to- 
gether with additional, dissenting, and 
minority views, to accompany H.R. 111., 
79-14572, 79-15941 

Panama Canal implementing legislation : 
hearing and markup before the Commit- 
tee on Foreign Affairs, House of Repre- 
sentatives, Ninety-sixth Con first 
session, on H.R. 1716, April 4 and 5, 
1979., 79-17477 

The Panama Canal review., 

The Panama Canal spillway, 79-639 

Panama Canal treaties United States 
Senate debate 1977-78 /, 79-9047, 79- 
12397, 79-18930 

Panama Canal Treaty (disposition of 
United States territory) : hearing before 
the Subcommittee on Separation of 
Powers of the Committee on the Judici- 
ary, United States Senate, Ninety-fifth 
Congress, first session ..., 79-21604 

Panama Canal Treaty implementation 
hearings before the Subcommittee on Im- 
migration, Refugees, and International 
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Congress, first session, on H.R. 1716 ... 
April 3, 1979., 79-21600 

Panama Canal Treaty implementation 
report together with supplemental and in- 
dividual views, to accompany H.R. 1716 

79-14568 

Panama Canal Treaty implementing legisla- 
tion : hearings before the Committee on 
Armed Services, United States Senate, 
Ninety-sixth Congress, first session, on S. 
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79-14569 

Panama City beaches, Florida : communica- 
tion from the Secretary of the Army 
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Panel discussions on international space ac- 
tivities : hearings before the Subcommit- 
tee on Space Science and Applications of 
the Committee on Science and Technol- 
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Ninety-fifth Congress, second session, 
June 20, 21, 1978., 79-9115 

Panel product usage in mobile home pro- 
duction in the top five producing states 
and in the United States /, 79-21899 

Paper coating and glazing, SIC 2641., 
21995 

Paper industry machinery, SIC 3554., 
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79-12402 

Papers available, 79-1470 

Papers submitted for publication and pres- 
entation, 79-4283, 79-22639 

Paperwork and red tape; new perspectives, 
new directions., 79-20949 

Paperwork and red tape : new perspectives, 
new directions : a report to the President 
and the Congress from the Office of 
Management and Budget., 79-12050 

Papua New Guinea : post report., 79-2830 

Parachute rigger examiner handbook., 79- 
17235 

Paraguay : post report., 79-2831 
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22950 

Parameter estimation applied to Nimbus 6 
wide-angle longwave radiation measure- 
ments /, 79-18659 

Parametric requirements for noncircular to- 
kamak commercial fusion plants /, 79- 
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Parent aides in child abuse and neglect pro- 
grams /, 79-22692 

Parent education in a pediatric clinic., 
13741 

Parents, are your walls poisoning your chil- 
dren., 79-20446 

Parents as cotherapists with autistic chil- 
dren., 79-13739 

Parker Mountain grazing management., 
79-16909 

Parks; an international journal for managers 
of national parks, historic sites, and other 
protected areas., 79-1250 

Parks (Washington), 79-1250 

Parks for America., 79-4550 

Parks, forest, and public property, 
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Parole in the United States., 79-10121 
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marva Peninsula, Maryland and Dela- 
ware /, 79-16920 
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Part of the human condition : health and 
safety hazards in the workplace., 79- 
6072 

Part-time and other Federal employment : 
compensation and personnel management 
reforms needed : report to the Congress / 
» 7179-16583 

Partial liquefaction of coal by direct hydro- 
genation., 79-17949 

Participant materials for financial manage- 
ment of State highway safety programs., 
79-8597 

Participation in adult education 
report, 1975 /, 79-2508 

Particleboard, medium-density fiberboard, 
and Mende Process board plants in the 
United States : capacity, production, and 
raw material trends, 1956-1976 /, 79- 
12607 

Particleboard, SIC 2492., 79-19274 

Particulate and sulfur dioxide emission con- 
trol costs for large coal-fired boilers /, 
79-11403 

Particulate control highlights : flux force/ 
condensation wet scrubbing /, 79-9810 

Particulate sampling support : 1977 annual 
report /, 79-13450 

Partners in research : publication of the 
Lipid Research Program of the National 
Heart, Lung, and Blood Institute /, 79- 
11661 

The partnership : a history of the Apollo- 
Soyuz test project /, 79-4672 

Partnership among the industrial democra- 
cies /, 79-8405 

Partnership, State-EPA agreement., 
18116 

Partnerships 
79-10765 

Parts manufacturer approvals., 79-6468 

Pascua Yaqui Indians, Ariz., extension of 
Federal benefits : [an act to provide for 
the extension of certain Federal benefits, 
services, and assistance to the Pascua 
Yaqui Indians of Arizona, and for other 
purposest., 79-3337 

Passenger car brakes., 79-14287 

Passenger car fuel economy in short trip 
operation /, 79-3905 

Passengers denied confirmed space., 
3682 

Passing and no-passing zones : signs, mark- 
ings, and warrants /, 79-23108 

Passive restraint rule : hearings before the 
Subcommittee for Consumers of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session ..., 
79-8829 

Passive restraints for automobile occupants, 
a closer look : report to the Congress /, 
79-20141 

Passive solar design : a short bibliography 
for practitioners., 79-9718, 79-13236 

Passive solar design : an extensive bibliogra- 
phy., 79-9719 
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Passive solar energy : hearing before the 
Subcommittee on Oversight and Investi- 
gations of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, August 11, 1978., 79-8972 

Passive solar energy programs and plans : 
hearing before the Subcommittee on Ad- 
vanced Energy Technologies and Energy 
Conservation Research, Development, 
and Demonstration of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, September 19, 1978., 79- 
10575 

Passive solar heating., 79-9613 
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Pasteurellosis of fishes /, 79-4575 

Patent and trademark fees need to be raised 
: report to the Congress /, 79-7819 

Patent laws., 79-19564 

Patents and trademarks., 79-4157 

Patents, trademarks, and copyrights, 
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Paterson-Clifton-Passaic, New Jersey, met- 
ropolitan area, 79-4636 
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/, 7179-20098 

Pathways to military service for men and 
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description and analysis /, 79-6070 

Patrick A. and Wayne L. Thomas : report 
to accompany H.R. 3146., 79-21760 
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States. Summary., 79-17831 

Patterns of regional change., 79-8775 
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Pay of Architect of Capitol : report to ac- 
company H.R. 4732., 79-23485 

Pay of members of the National Commis- 
sion on Unemployment Compensation 
and reporting requirements : report to ac- 
company H.R. 12232., 79-5175 

Pay structure of the Federal civil service., 
79-9517 

Pay structure of the Federal civil service 
[erratat, 79-5672 

Payment of losses incurred as a result of the 
ban on the use of the chemical Tris : 
report together with dissenting views to 
accompany S. 1503., 79-3284 

Payments to certain possessions to offset 
certain federal tax reductions : report to 
accompany H.R. 13719., 79-6870 

Payments to individuals suffering from ef- 
fects of atomic bomb explosions : hear- 
ings before the Subcommittee on Admin- 
istrative Law and Governmental Rela- 
tions of the Committee on the Judiciary, 
House of Representatives, Ninety-fifth 
Congress, second session on H.R. 8440 ... 
March 31 and June 8, 1978., 79-6707 

The payroll allotment program needs a 
second look : report to the Congress /, 
79-4130 

Paz A. Norona : report to accompany H.R. 
1787., 79-5440 

Peace Corps : agreement between the 
United States of America and Oman, 
amending the agreement of November 15 
and 28, 1972, effected by exchange of 
notes signed at Muscat May 4 and 
August 25, 1977., 79-14169, 79-15594, 
79-21078 

Peace Corps : Education., 79-14709 

Peace Corps : skilled trades., 79-14712 

Peace Corps act amendments of 1979 : 
hearing before the Committee on Foreign 
Relations, United States Senate, Ninety- 
sixth Congress, first session, on S. 802 ... 
March 21, 1979., 79-15883 

The Peace Corps act amendments of 1979 : 
report to accompany S. 802., 79-16033 

The Peace Corps handbook., 79-5525 

Peace Corps intern program, cost/service 
effectiveness, 1969-1972., 79-5524 

The Peace Corps partnership program., 
79-7225 

Peace Corps program & training journal., 
79-190 

Peace Corps times., 79-191 

Peace Corps/VISTA volunteers say ..., 
79-5527 

Peaceful solutions /, 79-8409 

Peanut market news., 79-77 

Peanut stocks and processing., 79-170 

Pece D. Van Arsdol : report to accompany 
H.R. 3835., 79-5444 

Pedestrian accidents occurring on freeways 
: in investigation of causative factors, ac- 
cident data, collection and analysis /, 
79-23107 
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Pediatric oncology., 79-1070 

Peer pressure., 79-2570 

Pembina River, North Dakota : communi- 
cation from the Assistant Secretary of the 
Army (Civil Works) transmitting a Corps 
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17564 

Penn grade micellar displacement project /, 
79-13074, 79-16449 
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travel in the United States., 79-12739 
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79-1172 
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10395 

Pennsylvania exports., 79-16304 

Pennsylvania timber industries : a periodic 
assessment of timber output /, 79-17734 

Pens and mechanical pencils, SIC 3951., 
79-19310 

Pens, pencils, ribbons, and inking pads., 
79-5730, 79-12851 

Pension benefits accuracy study, October 
1978 : a study /, 79-9154 

Pension Building, D.C. : [joint resolution to 
initiate preliminary studies for the resto- 
ration and renovation of the Pension 
Building in Washington, District of Co- 
lumbia, to house a museum of the build- 
ing arts, and for other purposes{., 79- 
7074 

Pension Building restoration : report to ac- 
company S. J. Res. 160., 79-5368 

Pension fund investment policies : hearings 
before the Subcommittee on Citizens and 
Shareholders Rights and Remedies of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session., 79-17516 

The pension game : the American pension 
system from the viewpoint of the average 
woman., 79-8276 

Pension plan bookkeeping methods : hear- 
ing before the Subcommittee on Private 
Pension Plans and Employee Fringe 
Benefits of the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2992 ... June 
14, 1978., 79-3066 

Pension plan simplification : hearing before 
the Subcommittee on Private Pension 
Plans and Employee Fringe Benefits of 
the Committee on Finance, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 3140 ... S. 3193 ... June 27, 
1978., 79-8878 

Pension plan termination insurance issues : 
hearing before the Subcommittee on 
Oversight of the Committee on Ways and 
Means, House of Representatives, Ninety- 
fifth Congress, second session, September 
28, 1978., 79-9168 

Pension Task Force report on public em- 
ployee retirement systems /, 79-3062 

Pensions, bonuses, and veterans‘ relief, 79- 
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People & fire : latest ideas on fire safety for 
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report to the President and the 
of the United States., 79-15817 
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Performance analysis and optimization of 
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Performance and noise suppression tests of 
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filter /, 79-13457 
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13070 
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tion /, 79-22418 
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Courts, Civil Liberties, and the Adminis- 
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the Judiciary, House of Representatives, 
Ninety-fifth Congress, second session 
79-10540 

Performance standards for COM-PLY floor 
joists /, 79-7183 

Performance standards for composite studs 
used in exterior walls /, 79-19131 

Performance testing of a residential solar 
climate control system using a water 
trickle collector and a water-rockbed 
thermal storage during a winter period /, 
79-18000 

Performance testing of an improved driver 
restraint system for subcompact cars /, 
79-4927, 79-15777 

Performance testing of oil mop zero rela- 
tive velocity oil skimmer /, 79-9850 

Performance testing of selected sorbent 
booms /, 79-7804 

Performance testing of the Hexcel Parabol- 
ic Trough Solar Collector /, 79-7673 
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Performance testing of the McDonnell 
Douglas Fresnel lens solar collector /, 
79-22427 

Performance testing of the Tetradyne high 
speed air jet skimmer /, 79-7770 

Performance tests of four selected oil spill 
skimmers /, 79-7778 

Performance tests of the radial outflow re- 
action turbine for geothermal applications 
/, 19-19970 

Performances of music on coin-operated 
phonorecord players., 79-6278 

Perinatal carcinogenesis /, 79-16718 

Periodicals, 79-1352, 79-10145 

Periodicals, SIC 2721., 79-19288 

Perlite., 79-11847 

Permanent collection illustrated checklist., 
79-4814 

Permanent regulatory program implement- 
ing section 501(b) of the Surface mining 
control and reclamation act of 1977 : final 
environmental statement /, 79-10040 

Permanent regulatory program of the sur- 
face mining control and reclamation act 
of 1977., 79-18561 

Permit application for Mariners Two 
Marina, Middle River, Maryland /, 79- 
22373 

Permits issued for demolition of residential 
structures in selected cities, 79-19490 

Permuted medical subject headings., 
9948 

Permuted molecular formula index to the 
Registry of toxic effects of chemical sub- 
stances., 79-13733 

Persian clover : a legume for the south /, 
79-7144 

Persian, guide to the translation of Dari and 
Farsi press., 79-4975 

Persistence of preschool effects : 
term follow-up., 79-8123 

Persistent low-income counties in nonmetro 
America /, 79-14703 

Persistent shedding of adenovirus in urine 
of chimpanzees /, 79-16695 

Personal care and household help needs of 
the noninstitutionalized disabled /, 79- 
7944 

Personal leather goods, SIC 3172., 
19321 

Personal out-of-pocket health expenses, 
United States, 1975., 79-8043 

Personal property traffic management regu- 
lation., 79-3743 

Personal protective equipment /, 79-13978 

Personal toiletry articles., 79-7396, 79- 
12863 

Personnel : base level personnel system ci- 
vilian personnel /, 79-9603 

Personnel actions specialist /, 79-14824, 
79-16369 

Personnel administration career program, 
79-23020 

Personnel administration specialist /, 79- 
14819, 79-14820 
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Personnel data 
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Personnel literature., 79-621, 79-14108 

Personnel literature. Index., 79-14108 

The personnel management function—orga- 
nization, staffing and evaluation., 79- 
3732 

Personnel management, guidance and coun- 
seling., 79-4195 

Personnel management in state and local 
governments., 79-3734, 79-20942 

Personnel management specialist /, 79- 
14821, 79-16368 

Personnel manual - 1967., 79-4910 

Personnel needs and training for biomedical 
and behavioral research; the ... report of 
the Committee on a Study of National 
Needs for Biomedical and Behavioral Re- 
search Personnel., 79-10151 

Personnel policies and practices., 79-3735 

Personnel policy manual for nonappropriat- 
ed fund instrumentalities., 79-7335 

Personnel records specialist /, 79-14822, 
79-14823 

Personnel 
79-22352 

Persons of Spanish origin in the United 
States, March 1977, 79-3576 

Persons of Spanish origin in the United 
States, March 1978, 79-14734 

Persons of Spanish origin in the United 
States, March 1978, advance report, 79- 
3575 

Perspective, 79-1692 

Perspective display simulation of terrain /, 
79-2152 

Perspectives; US Army Medical Depart- 
ment., 79-720 

Perspectives on American fertility, 
3579 

Perspectives on American fertility, errata 
sheet, 79-3580 

Perspectives on American husbands and 
wives, 79-10783 

Perspectives on detente, Austria, Romania, 
and Czechoslovakia : a report to the 
Committee on Foreign Relations, United 
States Senate /, 79-18916 

Perspectives on intergovernmental policy 
and fiscal relations : report /, 79-20162 

Perspectives on Mozambique hearing 
before the Subcommittee on Africa of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, May 16, 1978., 
79-6700 

Perspectives on the history of psychoactive 
substance use /, 79-13758 

Perturbations in the earth‘s electric field 
produced by low-altitude nuclear detona- 
tions., 79-7697 

Peru : post report., 79-10240 

Pest control agents and disinfectants., 
22304 
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Pesticide analytical manual., 
79-13711, 79-13712 

Pesticide usage survey of agricultural, gov- 
ernmental, and industrial sectors in the 
United States, 1974 /, 79-4090 

Pesticides abstracts., 79-847 

Pesticides, insecticides, fungicides, and ro- 
denticides., 79-16632 

Pesticides monitoring journal., 79-1453 

Pests and diseases of the date palm /, 79- 
9431 

Peter Neal Smith : report to accompany 
H.R. 3625., 79-3445 

Petit Jean River and tributaries, Danville, 
Arkansas., 79-7441 

Petroleum allocation model /, 79-16509 

Petroleum and coal products, N.E.C., SIC 
2999., 79-22020 

Petroleum firm interfuel diversification : 
empirical description and index measure- 
ment /, 79-22502 

Petroleum laboratory specialist., 
79-22342 

Petroleum market shares. Report on sales of 
refined petroleum products., 79-819 

Petroleum market shares. Report on sales of 
retail gasoline., 79-821 

Petroleum market shares. Report on sales of 
refined petroleum products, 79-819 

Petroleum market shares. Report on sales of 
retail gasoline, 79-821 

Petroleum pipeline rates and competition, 
issues long neglected by Federal regula- 
tors and in need of attention : report to 
the Congress /, 79-20146 

Petroleum refining, lubricating oils and 
greases, SIC 2911, SIC 2992., 79-22019 

Petroleum statement., 79-809, 79-9784 

Petroleum supply/demand estimates and 
cost of petroleum exports, 1978-1979 /, 
79-15031 

Petroleum supply/demand estimates and 
cost of petroleum imports, 1978-1980 /, 
79-20028 

Petroleum supply vulnerability, 
79-16523 

Petrology, structure, and genesis of the as- 
bestos-bearing ultramafic rocks of the 
Belvidere Mountain area in Vermont /, 
79-13888 

PFR user‘s manual : how to use the micro- 
fiche file., 79-7889 

Pharmaceutical dosage forms, capsules/tab- 
lets., 79-1974, 79-19752 

Pharmaceutical dosage forms, liquids/semis- 
olids., 79-1975, 79-19753 

Pharmaceutical preparations, except biolo- 
gicals., 79-3548 

Pharmacist as a provider of primary care., 
79-20336 

Pharmacological and toxicological perspec- 
tives of commonly abused drugs /, 79- 
13762 

Pharmacology research associate program 
of the National Institute of General Medi- 
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cal Sciences, National 
Health., 79-8003 

Pharmacy manpower resources., 79-4371 

Phase-changing materials for thermal stor- 
age, 79-20528 

Phase equilibrium and volumetric properties 
of coal-derived fluids., 79-16437 

Phase I, the pipeline gas demonstration 
plant., 79-13193 

Phase I, the pipeline gas demonstration 
plant : design and evaluation of commer- 
cial plant., 79-13191, 79-13192 

Phase 1 : developing generalized driving 
while intoxicated (DWI) school curricula 
/, 79-4928 

Phase 2, automated array assembly, task [TV 
low-cost silicon solar array project., 79- 
2224, 79-13118 

Phase 2, Automated array assembly, task 
IV low cost silicon solar array project ; 
prepared by Lockheed Missiles & Space 
Company, Inc., 79-9681 

Phase 2 of the array automated assembly 
task for the low cost silicon solar array 
project., 79-3911, 79-7616 

Phase 2 of the automated array assembly 
task of the low cost silicon solar array 
project., 79-2219 

Phase II final report, computerized site se- 
curity monitor and response system /, 
79-12710 

Phase I : 
plant., 


Institutes of 


the pipeline gas demonstration 

79-17976 

Phase I : the pipline gas demonstration 
plant., 79-13194, 79-14927 

Phase I of the automated array assembly 
task of the low cost silicon solar array 
project /, 19-9660, 79-16416, 79- 
17923 

Phasing down antirecession programs : 
fiscal year 1979 budget issues /, 79-6623 

The phasing out of natural gas and oil for 
electric power generation : Southwest 
Power Pool and Electric Reliability 
Council of Texas., 79-4106 

Phencyclidine (PCP) abuse : an appraisal /, 
79-4408 

Phencyclidine (PCP or angel dust) : joint 
hearings before the Subcommittee on Al- 
coholism and Drug Abuse of the Com- 
mittee on Human Resources and the Sub- 
committee to Investigate Juvenile Delin- 
quency of the Committee on the Judici- 
ary, United States Senate, Ninety-fifth 
Congress, second session, on S. 2778 ... 
June 7 and 21, 1978., 79-8941 

Philadelphia, Pennsylvania-New 
metropolitan area, 79-10130 

Phoenix City of Colorado Springs solar as- 
sisted heat pump project/, 79-19859 

Phosphate /, 79-18540 

Phosphate leasing on the Osceola National 
Forest in Florida., 79-4467 

Phosphate rock., 79-1246, 79-20768 

Phosphates and pesticides., 79-20199 

Phosphatic fertilizers, SIC 2874., 79-19306 
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Photo series for appraising thinning slash in 
north Idaho : western hemlock, grand fir, 
and western redcedar timber types /, 
79-14669 

Photobiological production of hydrogen, a 
solar energy conversion option /, 79- 
13323 

Photochemical energy storage : studies of 
inorganic photoassistance agents. 79- 
13103, 79-16404 

Photodissociation rates for minor species in 
the earth‘s atmosphere /, 79-12751 

Photoelastic studies of crack progagation 
and crack arrest in polymers and 4340 
steel /, 79-10388 

Photoengraving, SIC 2793., 79-19294 

Photogrammetric and X-ray apparatus., 
79-1976, 79-7383, 79-19754 

Photographic and video techniques use in 
the 1/5-scale Mark I boiling water pres- 
sure supression experiment /, 79-2313 

Photographic equipment and accessories /, 
79-1977, 79-19755 

Photographic equipment and supplies, SIC 
3861., 79-22099 

Photographs by the Wright Brothers 
prints from the glass negatives in the Li- 
brary of Congress : a micropublication 
commemorating the seventy-fifth anniver- 
sary of the first flight by the Wright 
Brothers, December 17, 1903., 79-11932 

Photography., 79-4172 

Photovoltaic decision analysis /, 79-3961 

Photovoltaic incentives options /, 79-5868 

Photovoltaic Material & Device Measure- 
ments Workshop : focus on polycrystal- 
line thin film cells, June 11-13, 1979, 
Stouffer‘s National Center Hotel, Arling- 
ton, Virginia /, 79-14999 

Photovoltaic module design : qualification 
and testing specification, LSA engineer- 
ing area., 79-2204 

Photovoltaic power systems market identifi- 
cation and analysis /, 79-3950 

Photovoltaic solar panel resistance to simu- 
lated hail /, 79-14882 

Photovoltaic systems concept study : final 
report /, 79-9635, 79-9636 

Photovoltaic tests and applications projects 
progress report for April 1976-June 1977 
/, 79-9691 

Photovoltaic venture analysis 
/, 79-11342 

Photovoltaics, 79-22488 

Photovoltaics research, annual report., 79- 
13322 

PHS grants policy memorandum, 
79-958, 79-9904 

Physical activity specialist’s role., 79-4262 

Physical and chemical behavior of liquefied 
coal in solids separation /, 79-11242, 
79-13196, 79-14928, 79-16440 

Physical and chemical characterization of 
Devonian gas shales : eastern gas shale 
project report no. 18 /, 79-11329 
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Physical and chemical properties of some 
Blue Mountain soils in the northeastern 
Oregon /, 79-1752 

Physical and electrical characteristics of 
communication cables /, 79-12258 

The physical and financial status of the Erie 
Canal : hearing before the Subcommittee 
on Water Resources of the Committee on 
Environment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session, August 17, 1978. 79- 
6725 

Physical/chemical treatment of textile fin- 
ishing wastewater for process reuse /, 
79-11444 

Physical consequences of large organic 
debris in Pacific northwest streams /, 
79-5498 

Physical education : 
list., 79-18246 

The physical environment of the health 
care facility : a literature review and an- 
notated bibliography /, 79-15797 

Physical fitness., 79-11579 

Physical fitness research digest., 79-987 

Physical fitness/sports medicine., 79-988 

Physical model simulation of the hydraulics 
of Masonboro Inlet, North Carolina /, 
79-2092 

Physical properties and stability of water in 
fuel oil emulsions /, 79-21117 

Physical properties data compilations rele- 
vant to energy storage /, 79-12709 

Physical properties of woody fuels in the 
Blue Mountains of Oregon and Washing- 
ton /, 79-5489 

Physical protection equipment study /, 79- 
2977 

Physical protection of nuclear material in- 
transit /, 79-10368, 79-10376 

Physical protection of shipments of irradiat- 
ed reactor fuel : interim guidance /, 79- 
21302 

Physical regionalization of coastal ecosys- 
tems of the United States and its territor- 
ies /, 79-18555 

Physical sciences and technology, 79-1652, 
79-2966, 79-8684, 79-17338, 79-23261 

Physical security /, 79-14827 

Physical stratigraphy of the Genesee forma- 
tion (Devonian) in western and central 
New York /, 79-11812 

Physical training of the Soviet soldier /, 
79-9523 

The physican and malpractice : May 1974 
through September 1978,521 citations in 
English /, 79-4332 

The physican‘s role in disability evaluation : 
a 24-minute picture presented by the 
Social Security Administration., 79- 
16666 

The physician and the rehabilitation act for 
disabled people : a close relationship : a 
pocket guide on Sections 503 and 504 of 
the Rehabilitation act of 1973 /, 79- 
17113 
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The physician capacity utilization surveys., 
79-15280 

Physician capacity utilization surveys 
project summary., 79-18295 

Physician extenders : their current and 
future role in medical care delivery /, 
79-14483 

Physician reimbursement and hospital use in 
HMOs /, 79-18338 

Physician visits, volume and interval since 
last visit, United States, 1975 /, 79- 
16764 

Physics., 79-346, 79-1633, 79-5630, 79- 
10198, 79-17347, 79-23268 

A physics analysis of an STF fuel pin ex- 
periment in the ACPR /, 79-7669 

Physics and chemistry, 79-10812 

Physiology, cellular, and molecular biology, 
79-23016 

Phytoplankton water quality relationships 
in U.S. lakes /, 79-15046, 79-20080, 
79-20088 

Pickles, sauces, and salad dressings, SIC 
2035., 79-21971 

PIECHART, a computer program that 
draws piecharts in color /, 79-13380 

Pig crop report, 79-159 

Piggybacking fresh vegetables : California 
to midwest and northeast /, 79-17774 

Pilgrim Nuclear Generating Station, Unit 
no. 2., 79-10348 

Pilgrim Nuclear Power Plant., 79-10377 

Pilgrim Nuclear Power Station., 79-23276 

Pilot certificates : aircraft type ratings., 
79-15713 

Pilot demonstration of enhanced oil recov- 
ery by micellar polymer waterflooding : 
phase B /, 79-13310, 79-13311 

Pilot evaluation of sailplane handling quali- 
ties /, 79-2713 

A pilot evaluation of two G-seat cueing 
schemes /, 79-14061 

Pilot examiner‘s manual., 79-23141 

Pilot performance during simulated ap- 
proaches and landings made with various 
computer-generated visual glidepath indi- 
cators /, 79-15742 

Pilot scale evaluations of septage treatment 
alternatives /, 79-4079 

Pilot study of gas production analysis meth- 
ods applied to Cottageville Field /, 79- 
11284 

Pilotage in the Port of New York /, 79- 
15767 

Pilots’ role in collision avoidance., 
23149 

PIMS monthly petroleum report, 79-805 

Pine bark recommended as potting medium 
in tests for fusiform rust resistance /, 
79-19150 

Pink bollworm infestations and relationships 
to cotton yield in Arizona /, 79-21921 

Pinnell Mountain National Recreation 
Trail., 79-20793 

PIPE—a computer code for analyzing 
piping networks /, 79-13365 


79- 


Do not order from index; see indicated entry 





Title Index 


Pipe and conduit, nonmetallic., 
79-19756 

Pipe and tube metallic., 
14797, 79-19757 

Pipe Spring National Monument, Arizona / 

79-8254 

Pipeline accident report : Consolidated Gas 
Supply Corporation, propane pipeline 
rupture and fire, Ruff Creek, Pennsylva- 
nia, July 20, 1977., 79-18767 

Pipeline accident report : Gas Service Co. 
explosion and fire, London, Kentucky, 
January 16, 1979., 79-23094 

Pipeline accident report : Kansas Public 
Service Company, Inc., explosion and 
fire, Lawrence, Kansas, December 15, 
1977., 79-18768 

Pipeline accident report : Mid-America 
Pipeline System liquefied petroleum gas 
pipeline rupture and fire, Donnellson, 
Iowa, August 4, 1978., 79-15647 

Pipeline accident report : the Gas Service 
Company, natural gas pipeline rupture 
and fire, Kansas City, Missouri, June 12, 
1978., 79-18769 

Pipeline gas demonstration plant., 
13194, 79-14927, 79-17976 

Pipeline gas demonstration plant, phase I., 
79-5843, 79-13144 

Pipeline gas from coal-hydrogenation : IGT 
hydrogasification process /, 79-22411 

Pipeline safety act of 1979 : hearings before 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-sixth Congress, first session, on S. 
411 ... February 8, April 25 and 26, 1979., 
79-21475 

Pipeline safety act of 1979 : report to ac- 
company S. 411., 79-19066 

Piping methane in underground coal mines 
/, 19-6265 

Pittsburgh : public attitudes about crime., 
79-18583 

Pittsburgh, Pennsylvania metropolitan area, 
79-20865 

PKU and the schools : information for 
teachers, administrators and other school 
personnel /, 79-20409 

A place of our own : tips for mentally re- 
tarded people living in the community /, 
79-6337 

*Plain talk“ about children with learining 
disabilities /, 79-16778 

Plain talk about IRAs /, 79-16559 

”’Plain talk“ about raising children /, 79- 
22674 

Plain talk about stress., 79-8093 

Plan and operation of the Health and Nutri- 
tion Examination Survey, United States, 
1971-1973 : a description of a national 
health and nutrition examination survey 
of a probability sample of the U.S. popu- 
lation 1-74 years of age /, 79-11688 

Plan for conducting an international Ma- 
chine Tool Task Force /, 79-16489 

A plan for improving the disability determi- 
nation process by bringing it under com- 
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plete Federal management should be de- 
veloped : report /, 79-2434 

Plan for nationwide action on epilepsy : 
summary with recommendations /, 79- 
2525 

Plan for reevaluation of NRC policy on 
decommissioning of nuclear facilities., 
79-8699 

PLAN is not necessarily a four letter word 
/, 79-3885 

Plan summaries, FY 1979-1989., 79-15755 

Planers and shapers (including shapers; for- 
merly part of FSC 3419) [erratat., 79- 
12873 

Planning a prevention program : a hand- 
book for the youth worker in an alcohol 
service agency : participant handbook /, 
79-9988 

Planning alcoholism service : a basic course 
in assessment, program design, implemen- 
tation, and evaluation : trainer manual /, 
79-15308 

Planning alcoholism services abasic 
course in assessment, program design, im- 
plementation, and evaluation : participant 
workbook /, 79-8114, 79-11730 

Planning and design criteria for metropoli- 
tan STOL ports., 79-21187 

Planning and programming manual., 
4911 

Planning for change; outline and partici- 
pants‘ materials for generic session three., 
79-22625 

Planning for coronary care units : a techni- 
cal assistance document for planning 
agencies /, 79-13718 

Planning for general medical and surgical 
intensive care units : a technical assist- 
ance document for planning agencies /, 
79-11683 

Planning for housing security /, 79-22717 

Planning for outpatient surgery services : an 
annotated bibliography., 79-18286 

Planning for physician requirements : a 
manual to development physician require- 
ment models for HSAs /, 79-8059 

Planning for prescribed burning in the 
inland Northwest /, 79-5500 

Planning for the airport and its environs : 
the Sea-Tac success story /, 79-4871 

Planning for water quality management., 
79-18516 

Planning future electric power systems., 
79-20119 

The planning grant program for airports., 
79-15725 

A planning guide for community action 
agencies., 79-19642 

The planning papers for the vocational edu- 
cation study., 79-22626 

The planning papers on consumer and 
homemaking education programs., 79- 
22627 

Planning U.S. general purpose forces : 
forces related to Asia., 79-21672 
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Planning U.S. strategic nuclear forces for 
the 1980s /, 79-6766 

Planning your takeoff., 79-15691 

Planning your vacation ? : useful informa- 
tion can be found in these government 
publications., 79-16620 

Plans for the implementation of the Post- 
Vietnam era veterans‘ educational assist- 
ance act of 1977., 79-9151 

Plant and installation data, 79-1631, 
17322 

Plant disease bulletin, 79-181 

Plant disease reporter., 79-181 

Plant disease reporter. Supplement, 79-181 

Plant genetic resources : conservation and 
use /, 79-10647 

The plant information network /, 79-4564 

Plant material introduced January 1 to De- 
cember 31, 1974 : (nos. 384428 to 391684) 
/, 79-5515 

Plant moisture stress patterns in planted 
Douglas-fir : a preliminary study of the 
effects of crown and aspect /, 79-21884 

Plant nutrients in flyash from bark-fired 
boilers /, 79-21877 

Plant operations final report : 
CO[SUB2facceptor process gasification 
pilot plant /, 79-14899 

Plantation spacing affects early growth of 
planted Virginia pine /, 79-14665 

Planted loblolly and slash pine response to 
bedding and flat disking on a poorly 
drained site : an update /, 79-21898 

Plastering, drywall, acoustical and and insu- 
lation work special trade contractors, SIC 
code 1742., 79-22159 

Plastering, drywall, acoustical and insula- 
tion work special trade contractors, SIC 
1742., 79-19512 

Plastics bottles., 79-227, 79-3539 

Plastics materials and resins, SIC 2821., 
79-19296 

Plating and polishing, 
19374, 79-19375 

Plating thickness standards 
report /, 79-17908 

Platinum., 79-1226 

Platinum-group metals, 
79-20744 

Platinum-substitute materials as electrocata- 
lysts for oxygen reduction /, 79-15435 

Play happy, play safely coloring book., 
79-10335 

Playground equipment., 79-17310 

A playground for all children /, 79-4431 

Plea bargaining in the United States /, 79- 
4606 
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Pleating and stitching, SIC 2395., 79- 


19266 

Plotting landscape perspectives of clearcut 
units /, 79-1772 

Plumas National Forest, California : 
Diablo Meridian, 1971., 79-12576 

Plumbing fittings and brass goods, SIC 
3432., 79-19366 
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Plumbing fixtures., 79-251, 79-5553 

Plumbing, heating, and sanitation equip- 
ment., 79-12852 

Plumbing, heating (except electric), and air 
SIC 1711., 79-19509 

Plutonium uptake by plants grown in solu- 
tion culture /, 79-18129 

Plutonium-239 and americium-241 uptake 
by plants from soil /, 79-20081 

Plutonium(IV) and thorium(IV) hydrous 
polymer chemistry /, 79-7661 

Pocket data book, USA, 79-7229 

Pocket guide to chemical hazards. 79- 
22666 

Pocket guide to federal help for the dis- 
abled person /, 79-15209 

Podiatry manpower : a general profile, 
United States, 1974 /, 79-8049 

Podiatry workforce : characteristics of the 
provision of patient care, United States, 
1974 /, 79-20432 

Poetry and literature., 79-4192 

Point Reyes National Seashore, California / 
» 79-11853 

Poison awareness : a discussion leader‘s 
guide /, 79-18821 

Poison awareness : a resource book for 
teachers : grades 7-9 /, 79-18820 

Poison ivy, poison oak and poison sumac : 
identification, precautions, eradication /, 
79-5453 

Poison prevention : student readings., 79- 
2939 

Poison prevention : teacher‘[st guide., 79- 
2940 

Poison prevention packaging for oral pre- 
scription drugs., 79-23227 

Poisonous household products., 79-21260 

Poisonous plants and animals /, 79-17075 

Poland : post report., 79-2832 

Police and computer technology : a decade 
of experience since the Crime Commis- 
sion: summary /, 79-22938 

Police management : a selected bibliogra- 
phy /, 79-11871 

Police narcotics control : patterns and strat- 
egies /, 79-22941 

Police narcotics control : patterns and strat- 
egies : summary /, 79-22942 

Police practices and the preservation of 
civil rights : a consultation /, 79-19619 

Police productivity : a selected bibliogra- 
phy /, 79-18577 

Police stress : a selected bibliography /, 
79-22951 

Policy and procedures manual for guidance 
of Federal agencies. Title 1. The United 
States General Accounting Office., 79- 
923, 79-18193 

Policy and procedures manual for guidance 
of Federal agencies. Title 2. Accounting., 
79-924, 79-11504 

Policy and procedures manual for guidance 
of Federal agencies. Title 3. Audit., 79- 
925, 79-13494 
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Policy and procedures manual for guidance 
of Federal agencies. Title 4. Claims., 79- 
926 

Policy and procedures manual for guidance 
of Federal agencies. Title 5. Transporta- 
tion., 79-927 

Policy evaluation with travel behavior 
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13140 

Pollutant emissions from "dirty low- and 
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Harry S. Truman, and Clarence Cannon 
Dams, Missouri : hydraulic model investi- 
gation, final report /, 79-2083 

Powerplant and industrial fuel use : confer- 
ence report to accompany H.R. 5146., 
79-3285 

PPOS : a master control data base pre- 
processor for DNA user‘s guide, source 
listing, and flowchart /, 79-19980 

Practical and do-it-yourself projects for 
solar utilization, 79-18364 

The practical directory to phycovirus lit- 
erature /, 79-20078 

Practical ideas for governments facing plan- 


79- 


New 


79-142 


79- 


79- 





ning and scheduling problems., 79-15318 
Page I-974 


Practical ideas for small governments facing 
big problems., 79-15320 

Practical ideas for the government that has 
everything—including productivity prob- 
lems., 79-15321 
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wood feedstock /, 79-13325 





Process development for solvent refined lig- 
nite laboratory autoclave studies., 79- 
14892, 79-18185 

Process effects on high voltage electrical 
assembly performance : final report /, 
79-13055 

Process feasibility study in support of sili- 
con material Task I /, 79-11191, 79- 
11192, 79-14883, 79-16415 

Processed fruits, 79-38 

Processed textile waste, SIC 2294., 
19249 

Processing personnel actions, 79-594 

Procurement from established supply 
sources and small purchases., 79-20507 

Procurement from small and other business 
firms., 79-651 

Procurement newsletter., 79-762 

Procurement policies and procedures., 
11753 

Procurement practices at the U.S. Army 
Communications and Electronics Materiel 
Readiness Command : thirty-sixth report 
/, 79-6874 

Procurement practices at the U.S. Army 
Communications and Electronics Materiel 
Readiness Command, Fort Monmouth, 
N.J. : hearing before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
fifth Congress, second session, July 10, 
1978., 79-5075 

Procurement regulation directive, 
79-1390 

Procurement, supply cataloging and classifi- 
cation., 79-7865 

Producer price indexes., 79-1309 

Producer prices and price indexes., 79- 
1307, 79-18604 

Producer prices and price indexes. Supple- 
ment., 79-18604 

Producing a public relations program for 
disabled adults., 79-6338 

Product improvement program evaluation / 

79-11033 

Product liability insurance : hearings before 
the Subcommittee for Consumers of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, first session, on S. 
403 ... April 27, 28, and 29, 1977., 79- 
21469 

Product liability insurance : hearings before 
the Subcommittee on Capital, Investment, 
and Business Opportunities of the Com- 
mittee on Small Business, House of Rep- 
resentatives, Ninety-fifth Congress, first 
session ..., 79-9135 

Product safety, it's no accident : a consum- 
er product safety monthly planning guide 
for community organizations., 79-21253, 
79-21254, 79-21255 

Product Safety Week : report to accompa- 
ny S.J. Res. 68., 79-19069 

Production approval and surveillance pro- 
cedures., 79-15704 
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A production-compatible microelectronic 
test pattern for evaluating photomask 
misalignment /, 79-16238 

Production credit association loans for fish- 
ing boats : report to accompany H.R. 
11079., 79-5234 

Production manual for contract administra- 
tion services., 79-5740, 79-5741, 79- 
14805 

Production of coal, bituminous and lignite, 
79-808 

Production of cottage cheese, 79-150 

Production of creamery butter and cheese, 
79-150 

Production of ice cream and related frozen 
products, 79-150 

Production of manufactured dairy products, 
79-14690 

Production of sugarcane and _ tropical 

as a renewable energy source /, 
79-3974, 79-14985 

Production, prices, employment, and trade 
in Northwest forest industries., 79-16 

Production, prices, employment and trade 
in Pacific Northwest forest industries, 
79-16 

Productivity : hearing before the Subcom- 
mittee on Capital, Investment, and Busi- 
ness Opportunities of the Committee on 
Small Business, House of Representatives, 
Ninety-fifth Congress, second session ... 
August 15, 1978., 79-5150 

Productivity and anti-inflation policy : hear- 
ing before the Subcommittee on Econom- 
ic Stablilization of the Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, September 14, 
1978., 79-5035 

Productivity and employment costs in 
system operations of the trunk airlines 
and Pan American from 1957 through 
1976 /, 79-19565 

Productivity and the quality of working 
life., 79-3726 

Productivity centers around the world., 
79-4993 

Productivity in the changing world of the 
1980's: the final report of the National 
Center for Productivity and Quality of 
Working Life, 79-3006 

Productivity in the Federal Government : a 
staff study /, 79-23364 

Productivity indexes for selected industries., 
79-4622 

Products derived from thinning two hard- 
wood timber stands in the Appalachians / 
, 79-10691 

Products of natural gas processing plants, 
79-807 

Products of purchased glass, SIC 3231., 
79-19325 

The professional and administrative career 
examination : research and development / 

79-19640 
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Professional careers for librarians grades GS-7/9/11/12 : amendment to 


Professional careers for librarians grades 
GS-7/9/11/12 amendment to An- 
nouncement 422., 79-19628 

Professional careers in the biological & ag- 
ricultural sciences with the federal gov- 
ernment., 79-5669 

Professional development programs for sex 
equity in vocational education /, 79- 
13640 

Professional 
79-22399 

Professional Standards Review Organiza- 
tion annual report, 79-13764 

Professional standards review organizations 
: hearing before the Subcommittee on 
Oversight of the Committee on Ways and 
Means, House of Representatives, Ninety- 
fifth Congress, second session, June 15, 
1978., 79-3139 

Professional Standards Review Organiza- 
tions Program, 79-13764 

Professional training programs in maternal 
& child nursing., 79-13714 

Professional workers in State agricultural 
experiment stations and other cooperating 
State institutions., 79-16083 

Profile., 79-648 

Profile : information at your fingertips., 
79-6243 

Profile (Norfolk), 79-648 

Profile of environmental quality : Region 8, 
Colorado, Montana, North Dakota, 
South Dakota, Utah, Wyoming., 79- 
11397 

Profile of health-care coverage : 
and have-nots /, 79-14480 

Profile of labor conditions, 79-15541, 79- 
17032, 79-17033, 79-20883, 79-20884, 
79-20885, 79-20886 

Profile of labor conditions. Mexico., 
17034 

Profile of labor conditions. United King- 
dom., 79-15542 

Profiles of career education projects; sup- 
ported under sections 402 and 406 of the 
Education amendments of 1974 (Public 
Law 93-380)., 79-11617 

Profiles of career education state planning 
projects : supported under Section 406 of 
the Education Amendments of 1974 
(Public Law 93-380) /, 79-6010 

Profiles of financial assistance programs., 
79-7968, 79-20329 

Profiles of international passengers at U.S. 
airports., 79-15735 

Profiles of military assistance advisory 
groups in 15 countries : study /, 79-2442 

Profiles of scheduled air carrier airport op- 
erations, 79-12198 

Profiles of scheduled air carrier departure 
and arrival operations for top 100 U.S. 
airports., 79-12198 

Profit by experience., 

Program 
21852 
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energy careers., 79-17880, 


the haves 


79- 


79-17044 


accomplishments report., 79- 





Program administration review of the social 
security disability insurance and the sup- 
plemental security income vocational re- 
habilitation programs., 79-16793 

Program administrative review, 79-16793 

Program and financial plan for state voca- 
tional rehabilitation agencies., 79-11738 

Program and project plan, 79-6242 

The program and resource digest., 
20802 

Program & training journal, 79-190 

Program announcement - National Endow- 
ment for the Humanities., 79-6324, 79- 
14101 

Program, annual Contractor‘s Conference., 
79-7998 

Program area summary book, 79-9941 

Program development plan : automation of 
field operations and services /, 79-17838 

Program for field validation of the synthet- 
ic aperture focusing technique for ultra- 
sonic testing (SAFT UT) : analysis before 
test /, 79-10371 

Program for field validation of the synthet- 
ic aperture focusing technique for ultra- 
sonic testing (SAFT UT) : midyear prog- 
ress report /, 79-10372 

A program for the environmental assess- 
ment of conventional combustion proc- 
esses /, 79-13459 

Program guidance, child welfare services 
training grants., 79-11734 

Program guide : nursing service : standards 
and educational guidelines for gerontolo- 
gic nursing practice., 79-8602 

Program guide - Office of Research and 
Development., 79-11413 

Program information and application proce- 
dures; the comprehensive program., 79- 
4240 

Program information for rehabilitation 
training grant program., 79-18352 

Program information letters of the Bureau 
of Health Planning., 79-11681 

Program information letters of the Bureau 
of Health Planning and Resources Devel- 
opment, 79-11681 

Program instruction., 79-962 

Program linear (version 78-1), linearize data 
in the evaluated nuclear data file/version 
B (ENDF/B) format., 79-13355 

Program monitoring /, 79-15512 

Program of direct loans to veterans for resi- 
dential solar energy systems and certain 
other energy conservation improvements 
: hearing before the Subcommittee on 
Housing of the Committee on Veterans‘ 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session, 
May 2, 1978., 79-18947 

Program plan., 79-6242 

Program plan - Multicultural/Bilingual Di- 
vision., 79-7959 

Program plan - National Institute of Law 
Enforcement and Criminal Justice., 79- 
10114 


79- 
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Program plan for DOE‘s participation in 
the IEA Working Party on Energy Con- 
servation Research and Development., 
79-14858 

Program policy notices of the Bureau of 
Health Planning., 79-13717 

Program regulation guide., 79-963 

Program report., 79-8377, 79-10198, 79- 
10199, 79-10200, 79-12038 

Program report - National Heart, Lung, 
and Blood Institute, Division of Lung 
Diseases., 79-11660 

Program report - National Science Founda- 
tion, 79-8377, 79-10198, 79-10199, 
79-10200, 79-12038, 79-17094, 79- 
23016 

Program report, fy 1977 Atmospheric and 
Geophysical Sciences Division, Physics 
Department /, 79-11354 

Program report of the United States Travel 
Service., 79-5621, 79-17824 

Program requirements memoranda : munici- 
pal wastewater treatment works construc- 
tion grants program., 79-9872 

Program results inventory., 79-10118 

Program SIGMA\1 (version 78-1): Doppler 
broaden evaluated cross sections in the 
evaluated nuclear data file/version B 
(ENDF/B) format., 79-13356 

Program summary report - Nuclear Regula- 
tory Commission., 79-1686 

Program to assist Sahel rural population : 
agreement between the United States of 
America and Chad, signed at N‘Djamena 
August 30, 1976., 79-6365 

A program to calculate deformation mecha- 
nism maps using an HP-9821A calculator 
/, 7179-14970 

A program to discover materials suitable 
for service under hostile conditions ob- 
taining in equipment for the gasification 
of coal and other solid fuels., 79-13137, 
79-13138, 79-22406 

A program to discover materials suitable 
for service under hostile conditions ob- 
taining in materials for the gasification of 
coal and other solid fuels /, 79-22407 

Programmable calculators : modern instru- 
ments for analyzing hydrologic data /, 
79-6166 

A programmable d-c high-voltage ramped 
test system for electrical insulation /, 
79-18522 

Programmer/analyst /, 79-7414 

Programming and training for small farm 
grain storage /, 79-17778 

Programming community resources : a 
training program for alcohol program ad- 
ministrators : trainer manual /, 79-8115, 
79-9989 

Programming language CAMIL II : imple- 
mentation and evaluation /, 79-3871 

Programs - Department of Housing and 
Urban Development., 79-10000 

Programs - U.S. Department of Housing 
and Urban Development, 79-6102, 79- 
10000 





December 1979 


January — 


Programs and activities - Smithsonian Insti- 
tution., 79-14184 

Programs and schools., 79-15235 

Programs and services - National Library 
of Medicine., 79-11668 

Programs and services for older Ameri- 
cans., 79-15222 

Programs for parents and their children in 
the prenatal-through-three age range : a 
Child and Family Resource Program 
guidance paper /, 79-4418 

Programs for support of training and career 
development in vision research., 79- 
18252 

Programs for the handicapped., 79-959 

Programs of HUD., 79-6102, 79-10000 

Programs of the National Council on the 
Arts and the National Endowment for 
the Arts., 79-12057 

Programs of the Office of Human Develop- 
ment Services., 79-6084 

Programs of the Public health service act : 
oversight : hearing before the Subcom- 
mittee on Health and the Environment of 
the Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-sixth Congress, first session ... 
March 15, 1979., 79-21578 

Programs, plans, and accomplishments of 
the National Commission on Electronic 
Fund Transfers : a progress report to the 
President and to the Congress /, 79- 
17316 

Progress against breast cancer : 
can do about it., 79-9938 

Progress against cancer of the mouth., 
18265 

Progress against the rheumatic diseases 
(1967-1977) : a report to the Senate Com- 
mittee on Appropriations., 79-7995 

Progress and problems in consolidating 
military support functions in the Pacific : 
report /, 79-20179 

Progress and problems of fisheries manage- 
ment under the Fishery conservation and 
management act : report /, 79-13502 

Progress in aging., 79-18876 

Progress in Cyprus negotiations : communi- 
cation from the President of the United 
States 79-10623, 79-10642, 79- 
12471 

Progress in Cyprus negotiations : message 
from the President of the United States 
wy 79-6778, 79-9201 

Progress in environmental quality /, 79- 
6344 

Progress in fishery research., 79-10097 

Progress in improving program and budget 
information for congressional use : report 
to the Congress /, 79-2451 

Progress in radiation protection., 79-8021 

Progress, in stabilizing acidic copper tail- 
ings at Holden Village, Wash. /, 79- 
6187 

Progress in U.S. and international nonpro- 
liferation efforts : hearing before the Sub- 


what you 


79- 





Promising strategies in probation and parole / 


committees on International Security and 
Scientific Affairs and on International 
Economic Policy and Trade of the Com- 
mittee on Foreign Affairs, Ninety-sixth 
Congress, first session, March 12, 1979., 
79-21532 

Progress in wastewater disinfection technol- 
ogy : proceedings of the National Sym- 
posium, Cincinnati, Ohio, September 18- 
20, 1978 /, 79-22557 

Progress notes - Walter Reed Army Medi- 
cal Center., 79-719 

Progress of education in the United States 
of America., 79-16681 

Progress of public education in the United 
States of America, 79-16681 

Progress on lower plenum voiding., 
10364 

Progress on seismic zonation in the San 
Francisco Bay region /, 79-22889 

Progress report - The United States-Japan 
Cooperative Cancer Research Program., 
79-9935 

Progress report of the Center for Popula- 
tion Research, National Institute of Child 
Health and Human Development, 1979., 
79-13698 

Progress report on refill effects program., 

79-21336, 79-21349 

Progress report on the Grand Junction ura- 
nium mill tailings remedial action pro- 
gram /, 79-13010 

Progress report on the North-South Dia- 
logue : the Common Fund and commod- 
ities : report of a staff study mission to 
the November 1977 meeting of the 
second United Nations Negotiating Con- 
ference on a Common Fund Under the 
Integrated Program for Commodities., 
79-5110 

Progress through achievement., 79-20937 

Progress toward a free appropriate public 
education; a report to Congress on the 
implementation of Public Law 94-142: 
The Education for all handicapped chil- 
dren act., 79-13629 

The Progressive fish-culturist., 79-1254 

Prohibiting reductons of duties in trade ne- 
gotiations on textiles : hearing before the 
Subcommittee on International Trade of 
the Committee on Finance, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 2920 ... August 15, 1978., 79- 
8879 

Project Da Vinci II : data analysis and in- 
terpretation /, 79-9805 

Project data, 79-15432 

Project DAWN., 79-20815 

Project fiscal procedures., 

Project label : alphabetical listing by drug 
product., 79-20818 

Project label : alphabetical listings by drug 
dealer., 79-20817 

Project label : alphabetical listings of con- 
trolled generic drug ingredients., 79- 
20816 
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Project lignite., 79-13126 

Project lignite : premium fuels from North- 
ern Great Plains lignite : See 
ment for solvent refined lignite labora- 
tory autoclave studies., 79-14892, 79- 
18185 

Project mortgage insurance programs, 79- 
1170 

Project New Pride : replication., 79-16985 

Project plan for reliability fleet testing of 
alcohol/gasoline blends /, 79-17999 

Project planning document highway vehi- 
cle utilization program (AFUP)., 79- 
19847 

Project summary data, thermal and me- 
chanical energy storage program., 79- 
13017 

Projected acute-care bed needs of Veterans 
Administration hospitals., 79-21669 

Projected annual resource requirements at 
the national and regional level for the 

it of Commerce fore- 

cast, 1985 & 2000 /, 79-21946 

Projected timber scarcities in the Pacific 
Northwest : a critique of 11 studies : 
report to the Congress /, 79-7829 

Projected 1985 automobile gasoline savings 
from the House-passed gas guzzler tax 
and conference minimum mileage stand- 
ards /, 79-16514 

Projectiles., 79-19760 

—— and propelling charges. 79- 


Projection of distributed-collector solar- 
thermal electric power plant economics 

to years 1990-2000 : thermal power sys- 
tems research and development project /, 
79-11186 

Projections for ae preschool through 
adulthood., 79-9911 

Projections of education statistics, 79- 
4267 

Projections of educational statistics, 79- 
4267 

Projections of energy supply and demand 
for the 1978-1979 winter heating season / 
» 7179-22503 

Projections of science and engineering doc 
torate supply and utilization, 1982 and 
1987., 79-23013 

Projections of the number of households 
and families, 1979 to 1995, 79-14737 

Projections of the population of voting age 
for states, November 1978, 79-3588 

Projects in progress - Coordinating Com- 
mittee on Research in Vocational Educa- 
tion., 79-16675 

Projects recommended for deauthorization, 
annual report., 79-16384 

Proliferation-resistant nuclear fuel cycles /, 
79-5880 

Prologue; the journal of the National Ar- 
chives., 79-944 

Prologue (Washington), 79-944 

Promising strategies in probation and parole 
/, 79-8288 
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Promoting a more adequate and responsive natl program of water research and 


Promoting a more adequate and responsive 
national program of water research and 
development, and for other purposes : 
report to accompany H.R. 11226. 79- 
21701 

Promoting equal access to health careers 
and health care — Health Resources Ad- 
ministration., 79-20422 

Promoting the orderly development of hard 
mineral resources in the deep seabed, 
pending adoption of an_ international 
regime relating thereto : report to accom- 
pany H.R. 2759 /, 79-23488 

Proofreading student manual., 79-3707 

Propagation and distribution of fishes from 
national fish hatcheries., 79-15466 

Propagation and distribution of food fishes, 
79-15466 

Propagation and use of Spartina alterniflora 
for shoreline erosion abatement /, 79- 
2094 

Propagation model (O.1 to 20 GHz) exten- 
sions for 1977 computer programs /, 79- 
15746 

Propagation of disturbances in traffic flow / 
, 7179-14196 

Propelled lighter-than-air vehicles : hear- 
ings before the Subcommittee on Science, 
Technology, and Space of the Committee 
on Commerce, Science, and Transporta- 
tion, Ninety-sixth Congress, first session 
.. February 27 and March 1, 1979., 79- 
17453 

Propeller operation and care., 79-15690 

Propellers and test clubs., 79-1982 

Properties of reactor materials at constant 
true strain rates : progress report, July 1, 
1977 - June 30, 1978 /, 79-10369 

Properties of selected superconductive ma- 
terials, 1978 supplement /, 79-5606 

Property disposition handbook; one to four 
family properties processing of tax bills., 
79-6110 

Property rehabilitation loans (Section 312)., 
79-18384 

Proposal of AID concerning new personnel 
system : hearings before the Subcommit- 
tee on the Civil Service of the Committee 
on Post Office and Civil Service, House 
of Representatives, Ninety-sixth Con- 
gress, first session, March 1 and May 2, 
1979., 79-21620 

A proposal to amend section 311 of the 
Clean water act of 1977 : hearing before 
the Subcommittee on Environmental Pol- 
lution of the Committee on Environment 
and Public Works, United States Senate, 
Ninety-fifth Congress, second session, 
October 5, 1978., 79-9091 

Proposals affecting use of plutonium as a 
reactor fuel : hearings before the Sub- 
committee on Energy and the Environ- 
ment of the Committee on Interior and 
Insular Affairs, House of Representatives, 
Ninety-fifth Congress, first session, on 
H.R. 5234 ... H.R. 2145 ... April 26, 28, 
and 29, 1977., 79-21589 
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Proposals amending the Meat import quota 
act of 1964 : hearings before the Subcom- 
mittee on Trade of the Committee on 
Ways and Means, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, May 22 and June 19, 1978., 79- 
10597 

Proposals for expanding employee retire- 
ment savings : hearing before the Sub- 
committee on Oversight of the Commit- 
tee on Ways and Means, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, on H.R. 12561 ... October 5, 
1978., 79-9166 

Proposals for medicare-medicaid reform 
and overall hospital revenues limitation /, 
79-18911 

Proposals to expand coverage of mental 
health under medicare-medicaid : hearing 
before the Subcommittee on Health of 
the Committee on Finance, Ninety-fifth 
Congress, second session, August 18, 
1978., 79-10464 

Proposed action under Public Law 85-804 
relating to settlement of Navy shipbuild- 
ing claims : hearings before the Commit- 
tee on Armed Services, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, August 24-25, 1978., 79-12313 

Proposed allocation report of the Commit- 
tee on Ways and Means /, 79-6742 

Proposed allocation report of the Commit- 
tee on Ways and Means pursuant to sec- 
tion 302(b) of the Congressional budget 
act., 79-17551 

Proposed allocation report of the Commit- 
tee on Ways and Means relating to the 
second concurrent budget resolution for 
fiscal year 1979 /, 79-6755 

Proposed amendments to the medicare pro- 
gram /, 79-6744 

Proposed arms transfers to the Yemen Arab 
Republic : hearing before the Subcommit- 
tee on Europe and the Middle East of the 
Committee on Foreign Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session, March 12, 1979., 79-21527 

A proposed bill to establish a merit system : 
Scott County, Minnesota /, 79-1855 

Proposed changes in meat and poultry net 
weight labeling regulations based on in- 
sufficient data: report /, 79-13506 

Proposed development of coal resources in 
southcentral Wyoming : Department of 
the Interior final environmental statement 
/, 7179-15412 

Proposed development of coal resources in 
the Eastern Powder River Wyoming /, 
79-18504 

Proposed disability insurance amendments 
of 1978 (H.R. 14084) ... /, 79-10593 

Proposed disability insurance amendments 
of 1979 (H.R. 3236) ... /, 79-15919 

Proposed domestic livestock grazing man- 
agement program for the Seven Lakes 
area /, 79-10039 
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Proposed dredge disposal facility, Clinton 
River, Michigan., 79-5764 

Proposed environmental impact statement : 
proposed 1979 OCS oil and gas lease 
sale., 79-20712 

Proposed equal rights amendment extension 
: report together with concurring, supple- 
mental, additional, individual, separate, 
dissenting, and minority views to accom- 
pany H.J. Res. 638., 79-3218 

Proposed estuarine sanctuary grant award 
for Apalachicola Bay and Lower Apa- 
lachicola River, Franklin County, Florida 
to State of Florida /, 79-17837 

Proposed Expo ‘81 in the Los Angeles-On- 
tario region of Southern California /, 
79-5534 

Proposed export of low-enriched uranium 
to India : adverse report together with 
dissenting views to accompany H. Con. 
Res. 599., 79-3189 

Proposed Federal/State oil and gas lease 
sale : Beaufort Sea /, 79-15411, 79- 
20711 

The proposed fiscal 1980 budget, what it 
means for older Americans : an informa- 
tion paper /, 79-12287 

Proposed five-year OCS oil and gas lease 
sale schedule, 79-22884 

Proposed hazardous waste 
79-15042 

Proposed highway construction through 
Overton Park, Memphis, Tenn. : hearing 
before the Subcommittee on Transporta- 
tion of the Committee on Environment 
and Public Works, United States Senate, 
Ninety-fifth Congress, second  sesson, 
April 19, 1978., 79-10559 

Proposed hospital cost containment act of 
1979, H.R. 2626 : as approved by the 
Subcommittee on Health, Committee on 
Ways and Means : summary, justification, 
explanation, and comparison with present 
law /, 79-18954 

Proposed Jean Lafitte National Cultural 
Park, Louisiana., 79-13928 

Proposed legislative program, 95th Con- 
gress, first session., 79-1799 

Proposed livestock grazing management 
program for the Shoshone grazing area /, 
79-18511 

Proposed Long Park Reservoir : final envi- 
ronmental statement : Ashley National 
Forest., 79-7202 

Proposed Port Lions project, Port Lions, 
Alaska /, 79-7472 

Proposed project to renovate Nashville‘s 
historic train station building needs to be 
reevaluated : report /, 79-20181 

Proposed range management program for 
the Little Lost-Birch Creek Planning 
Unit /, 79-18507 

Proposed reduction in fiscal year 1978 sup- 
plemental appropriations : communication 
from the President of the United States 
ay, toeees 


regulations., 





January — December 1979 


Proposed regulations of the Department of 
Health, Education, and Welfare pertain- 
ing to Federal funding of abortions, 79- 
4591 

Proposed reorganization of 12 smallest IRS 
districts : hearing before the Subcommit- 
tee on Administration of the Internal 
Revenue Code of the Committee on Fi- 
nance, United States, Ninety-fifth Con- 
gress, second session, May 10, 1978., 79- 
8876 

Proposed sale of Fort Mohave lands /, 79- 
8273 

Proposed standby gasoline rationing plan : 
public comments., 79-9612 

Proposed system for determining NPDES 
and NIPDWR method equivalency., 79- 
9814 

Proposed techniques for evaluating subsi- 
dence risk and planning and engineering 
alternatives for use by HUD and local 
governments (task E) /, 79-22711 

Proposed trade regulation rule on advertis- 
ing and labeling of protein supplements : 
16 CFR part 454 : staff report and recom- 
mendations., 79-16560 

Proposed trade regulation rule on food ad- 
vertising, 16 CFR part 437, phase I : staff 
report and recommendations., 79-13492 

Proposed 1979 OCS oil and gas lease sale., 
79-20712 

Proposed 1979 outer continental shelf oil 
and gas lease sale offshore Southern Cali- 
fornia., 79-10038 

Proposed 1979 Outer Continental Shelf oil 
and gas lease sale offshore the Mid-Atlan- 
tic States., 79-4577 

Proposed 1979 Outer Continental Shelf oil 
and gas lease sale 58, western and central 
Gulf of Mexico., 79-20712 

Proposed 1979 Outer Continental Shelf oil 
and gas lease sale S8A /, 79-10037, 79- 
15416 

Proposed 1980 Outer Continental Shelf oil 
and gas lease sale A62 & 62 /, 79-22885 

Proposition 13, its impact on the Nation‘s 
economy, Federal revenues, and Federal 
expenditures /, 79-6763 

Prospective plantings., 79-12645 

Prospective plantings (Washington), 
12645 

A prospective reimbursement system based 
on patient case-mix for New Jersey hos- 
pitals, 1976-1978 /, 79-18333 

Prospective sale of airborne warning and 
control system (AWACS) aircraft to Iran 
: hearings before the Subcommittees on 
International Security and Scientific Af- 
fairs and on Europe and the Middle East 
of the Committee on International Rela- 
tions, Ninety-fifth Congress, first session, 
June 29, July 19 and 21, 1977., 79-8994 

Prospective trends in the size and structure 
of the elderly population, impact of mor- 
tality trends, and implications, 79-22114 


79- 





Prospects for commercial banks in interna- 
tional money and capital markets, an 
American perspective : paper /, 79-4109 

Prospects for electric cars : final report /, 
79-14986 

Prospects for multilateral arms export re- 
straint : a staff report /, 79-18917 

Prospects for the Vienna force reduction 
talks /, 79-6663 

A prospectus for change in the freight rail- 
road industry : a preliminary report /, 
79-8536 

Protect your child from polio, diphtheria, 
whooping cough, tetanus, measles, 
German measles, mumps., 79-8129 

Protecting archaeological resources owned 
by the United States, and for other pur- 
poses : report to accompany H.R. 1825., 
79-21735 

Protecting consumer rights in the tour in- 
dustry : who is responsible? : report to 
the Congress /, 79-20144 

Protecting older Americans against over- 
payment of income taxes : (a revised 
checklist of itemized deductions for use 
in taxable year 1978) an information 
paper /, 79-8730 

Protecting solar access for residential devel- 
opment : a guidebook for planning offi- 
cials /, 79-20503 

Protection of classified information : ar- 
rangement between the United States of 
America and France effected by ex- 
change of notes signed at Paris Septem- 
ber 7, 1977., 79-4756 

Protection of environment, 79-11606, 79- 
11607, 79-15175, 79-16660 

Protective action evaluation /, 79-18181, 
79-20115 

Protective clothing & equipment for fire- 
fighters : current standard practices : a 
report /, 79-7320 

Protective noise levels : condensed version 
of EPA levels document /, 79-13412 

Protective services for the elderly : a work- 
ing paper /, 79-21392 

Protocol amending the International con- 
vention for the high seas fisheries for the 
North Pacific Ocean : message /, 79- 
6527 

Protocol amending the International con- 
vention for the high seas fisheries of the 
North Pacific Ocean : report to accompa- 
ny Ex. J. 95-2., 79-8641 

Protocol of 1978 relating to the Internation- 
al convention for the prevention of pollu- 
tion from ships, with annexes and proto- 
cols : message from the President of the 
United States ..., 79-10325 

Protocol of 1978 relating to the Internation- 
al convention for the safety of life at sea, 
1974 : message from the President of the 
United States ..., 79-10326 

Protocol relating to intervention on the 
high seas in cases of marine pollution by 
substances other than oil, 1973 : message 
from the President of the United States 
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Providing for the consideration of conference reports, authority to declare 


transmitting the protocol .. 
London on November 2, 1973, by _ 
International Conference on Marine Pol- 
lution, sponsored by the Intergovernmen- 
tal Maritime Consultative Organization 
(IMCO)., 79-6526 

Protocol relating to intervention on the 
high seas in cases of marine pollution by 
substances other than oil : report to ac- 
company Ex L. 95-1., 79-8638 

Prototype pilot plant operation : Synthane 
process., 79-14872 

A proud future - drug free., 79-16785 

Providence-Warwick-Pawtucket, Rhode 
Island-Massachusetts, metropolitan area, 
79-4627 

Providing an adequate and well-balanced 
merchant fleet : report to accompany 
H.R. 11861., 79-9224 

Providing an allowance to States or agen- 
cies or political subdivisions of States for 
expenses incurred in the burial of veter- 
ans : report to accompany H.R. 12252., 
79-3178 

Providing for an additional Assistant Secre- 
tary of Commerce : report to accompany 
S. 1624., 79-5339 

Providing for certain land conveyances : 
report to accompany H.R. 7971., 79- 
7118 

Providing for consideration of resolutions 
relating to the standby gasoline rationing 
plans : report to accompany H. Res. 262., 
79-18976 

Providing for conveyance of certain lands 
near Dixon, N. Mex., to the University of 
New Mexico : report to accompany S. 
1403., 79-9416 

Providing for increased participation by the 
United States in the Inter-American De- 
velopment Bank, the Asian Development 
Bank, and the African Development 
Fund : report to accompany S. 662., 79- 
19052 

Providing for nationwide service of subpoe- 
nas in all suits involving the False claims 
act, and for other p : Teport to 
accompany H.R. 12393., 79-3224 

Providing for reinstatement and validation 
of United States oil and gas leases num- 
bered U-12871, U-12872, U-12874, U- 
12875, U-12876, U-12877, U-12878, U- 
12881, and U-13666 : report to accompa- 
ny H.R. 6463., 79-5183 

Providing for the agreeing to the Senate 
amendments to H.R. 50 : report to ac- 
company H. Res. 1446., 79-3319 

Providing for the agreeing to the Senate 
amendments to H.R. 2852 : report to ac- 
company H. Res. 1445., 79-3317 

Providing for the consideration en bloc of 
the conference reports on the bills H.R. 
4018, H.R. 5146, H.R. 5037, H.R. 5289, 
and H.R. 5236 : report to accompany H. 
Res. 1434., 79-3308 

Providing for the consideration of confer- 
ence reports, authority to declare recess- 
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Providing for the consideration of conference reports, authority to declare 


es, and motions to suspend the rules : 
report to accompany H. Res. 1404., 79- 
6884 

Providing for the consideration of H.R. 7 : 
report to accompany H. Res. 337., 79- 
17624 

Providing for the consideration of H.R. 10 : 
report to accompany H. Res. 241., 79- 
14575 

Providing for the consideration of H.R. 39 : 
report to accompany H. Res. 243., 79- 
14579 

Providing for the consideration of H.R. 51 : 
report to accompany H. Res. 381., 79- 
21765 

Providing for the consideration of H.R. 79 : 
report to accompany H. Res. 386., 79- 
21770 

Providing for the consideration of H.R. 111 
: report to accompany H. Res. 242., 79- 
14576 

Providing for the consideration of H.R. 111 
: report to accompany H. Res. 274., 79- 
19009 

Providing for the consideration of H.R. 595 
: report to accompany H. Res. 185., 79- 
14550 

Providing for the consideration of 
1147 : report to accompany H. Res. 
79-12487 

Providing for the consideration of 
1301 : report to accompany H. Res. 
79-14555 

Providing for the consideration of 
1543 : report to accompany H. Res. 
79-18965 

Providing for the consideration of 
1650 : report to accompany H. Res. 
79-17619 

Providing for the consideration of 
1786 : report to accompany H. Res. 
79-14539 

Providing for the consideration of 
1787 : report to accompany H. Res. 
79-14540 

Providing for the consideration of 
1894 : report to accompany H. Res. 
79-12486 

Providing for the consideration of 
2061 : report to accompany H. Res. 
79-21738 

Providing for the consideration of 
2172 : report to accompany H. Res. 
79-21782 

Providing for the consideration of 
2283 : report to accompany H. Res. 
79-14518 

Providing for the consideration of 
2295 : report to accompany H. Res. 
79-18987 

Providing for the consideration of 
2374 : report to accompany H. Res. 
79-15966 

Providing for the consideration of 
2444 : report to accompany H. Res. 
79-15981 
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H.R. 
203., 


H.R. 
236., 
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328., 


H.R. 
176., 


H.R. 
177., 


H.R. 
133., 


H.R. 
ce 


H.R. 
393., 


H.R. 
156., 


H.R. 
270., 


H.R. 
282., 


H.R. 
299., 





H.R. 
283., 


Providing for the consideration of 
2462 : report to accompany H. Res. 
79-15967 

Providing for the consideration of 
2479 : report to accompany H. Res. 
79-12500 

Providing for the consideration of 
2534 : report to accompany H. Res. 
79-14519 

Providing for the consideration of 
2575 : report to accompany H. Res. 
79-18988 

Providing for the consideration of 
2585 : report to accompany H. Res. 
79-17605 

Providing for the consideration of 
2606 : report to accompany H. Res. 
79-17620 

Providing for the consideration of 
2641 : report to accompany H. Res. 
79-18989 

Providing for the consideration of 
2676 : report to accompany H. Res. 
79-14541 

Providing for the consideration of 
2729 : report to accompany H. Res. 
79-14542 

Providing for the consideration of 
2774 : report to accompany H. Res. 
79-14535 

Providing for the consideration of 
2795 : report to accompany H. Res. 
79-17603 

Providing for the consideration of 
2859 : report to accompany H. Res. 
79-21746 

Providing for the consideration of 
3000 : report to accompany H. Res. 
79-21763 

Providing for the consideration of 
3173 : report to accompany H. Res. 
79-14549 

Providing for the consideration of 
3180 : report to accompany H. Res. 
79-21764 

Providing for the consideration of 
3236 : report to accompany H. Res. 
79-15999 

Providing for the consideration of 
3282 : report to accompany H. Res. 
79-21745 

Providing for the consideration of 
3303 : report to accompany H. Res. 
79-17604 

Providing for the consideration of 
3324 : report to accompany H. Res. 
79-14554 

Providing for the consideration of 
3347 : report to accompany H. Res. 
79-15968 

Providing for the consideration of 
3354 : report to accompany H. Res. 
79-18964 

Providing for the consideration of 
3363 : report to accompany H. Res. 
79-14564 


H.R. 
148., 


H.R. 
557., 


H.R. 
271., 


H.R. 
320., 


H.R. 
329., 


H.R. 
272., 


H.R. 
178., 


H.R. 
179., 


H.R. 
171., 


H.R. 
318., 


H.R. 
367., 


H.R. 
379., 


H.R. 
184., 


H.R. 
380., 


H.R. 
310., 


H.R. 
366., 


H.R. 
319., 


H.R. 
202., 


H.R. 
284., 


H.R. 
228., 


H.R. 
217., 
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Providing for the consideration of 


3398 : report to accompany H. Res. 


7179-21743 
Providing for the consideration of 


3404 : report to accompany H. Res. 


79-19010 
Providing for the consideration of 


3434 : report to accompany H. Res. 


79-21744 
Providing for the consideration of 


3464 : report to accompany H. Res. 


79-14581 
Providing for the consideration of 


3509 : report to accompany H. Res. 


79-15997 
Providing for the consideration of 


3633 : report to accompany H. Res. 


79-15995 
Providing for the consideration of 


3641 : report to accompany H. Res. 


79-17621 
Providing for the consideration of 


3642 : report to accompany H. Res. 


79-17622 
Providing for the consideration of 


3683 : report to accompany H. Res. 


79-15993 
Providing for the consideration of 


3821 : report to accompany H. Res. 


79-15998 
Providing for the consideration of 


3829 : report to accompany H. Res. 


79-19011 
Providing for the consideration of 


3875 : report to accompany H. Res. 


79-15969 
Providing for the consideration of 


3879 : report to accompany H. Res. 


79-15961 
Providing for the consideration of 


3914 : report to accompany H. Res. 


79-19012 
Providing for the consideration of 


3916 : report to accompany H. Res. 


79-15996 
Providing for the consideration of 


3917 : report to accompany H. Res. 


79-15994 
Providing for the consideration of 


3919 : report to accompany H. Res. 


79-21734 
Providing for the consideration of 


3920 : report to accompany H. Res. 


79-21739 
Providing for the consideration of 


3930 : report to accompany H. Res. 


79-17613 
Providing for the consideration of 


3947 : report to accompany H. Res. 


79-21728 
Providing for the consideration of 


3996 : report to accompany H. Res. 


79-21737 
Providing for the consideration of 


4007 : report to accompany H. Res. 


79-21742 


H.R. 
364., 


H.R. 
275., 


H.R. 
365., 


H.R. 
259., 


H.R. 
308., 


H.R. 
306., 


H.R. 
330., 


H.R. 
331. 


H.R. 
304., 


H.R. 
309., 


H.R. 
276., 


H.R. 
285., 


H.R. 
277., 


H.R. 
278., 


H.R. 
307., 


H.R. 
305., 


H.R. 
336., 


H.R. 
352., 


H.R. 
324., 


H.R. 
332., 


H.R. 
350., 


H.R. 
363., 





January — December 1979 Providing funds for the expenses of investigations and studies to be conducted by 


Providing for the consideration of 
4011 : report to accompany H. Res. 
79-19013 

Providing for the consideration of 
4034 : report to accompany H. Res. 
79-15970 

Providing for the consideration of 
4035 : report to accompany H. Res. 
79-15971 

Providing for the consideration of 
4040 : report to accompany H. Res. 
79-21747 

Providing for the consideration of 
4057 : report to accompany H. Res. 
79-21729 

Providing for the consideration of 
4167 : report to accompany H. Res. 
79-21769 

Providing for the consideration of 
4439 : report to accompany H. Res. 
79-17614 

Providing for the consideration of 
5269 : report to accompany H. Res. 
79-23507 

Providing for the consideration of 
11153 : report to accompany 
1424., 79-3294 

Providing for the consideration of 
11274 : report to accompany H. 
1425., 79-3295 

Providing for the consideration of 
11922 : report to accompany H. 
1407., 79-3274 

Providing for the consideration of 
12370 : report to accompany H. 
1408., 79-3275 

Providing for the consideration of 
12441 : report to accompany H. 
1409., 79-3276 

Providing for the consideration of 
12442 : report to accompany H. 
1410., 79-3277 

Providing for the consideration of 
12511 : report to accompany H. 
1411., 79-3278 

Providing for the consideration of 
13611 : report to accompany H. 
1412., 79-3279 

Providing for the consideration of 
14104 : report to accompany H. 
1423., 79-3293 

Providing for the consideration of House 
Joint Resolution 399 : report to accompa- 
ny H. Res. 408., 79-23499 

Providing for the consideration of House 
Joint Resolution 402 : report to accompa- 
ny H. Res. 409., 79-23500 

Providing for the consideration of House 
Joint Resolution 404 : report to accompa- 
ny H. Res. 419., 79-23508 

Providing for the consideration of reports 
from the Committee on Rules : report to 
accompany H. Res. 1426., 79-6897 

Providing for the consideration of S. 666 : 
report to accompany H. Res. 1431., 79- 
3307 


H.R. 
279., 


H.R. 
286., 


H.R. 
287., 


H.R. 
368., 


H.R. 
333., 


H.R. 
385., 


H.R. 
325., 


H.R. 
415., 


H.R. 
H. Res. 


H.R. 
Res. 


HLR. 
Res. 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
Res. 


H.R. 
Res. 





Providing for the consideration of S. 832 : 
report to accompany H. Res. 414., 79- 
23506 

Providing for the consideration of S. 869 : 
report to accompany H. Res. 273., 79- 
18990 

Providing for the consideration of S. 1030 : 
report to accompany H. Res. 384., 79- 
21768 

Providing for the consideration of S. 2727 : 
report to accompany H. Res. 1413., 79- 
3280 

Providing for the conveyance of certain 
public lands in Montana to the occupants 
of the land : report to accompany H.R. 
7849., 79-5192 

Providing for the conveyance of title and 
ownership to 2.58 acres within the 
Bridger-Teton National Forest, Wyo., to 
Ben Boshetto, Jr. : report to accompany 
H.R. 10160., 79-3161 

Providing for the disposition of funds ap- 
propriated to pay a judgement in favor of 
the Cowlitz Tribe of Indians in Indian 
Claims Commission docket numbered 
218, and for other purposes : report to 
accompany H. R. 5523., 79-3222 

Providing for the distribution of certain 
judgement funds awarded by the Indian 
Claims Commission to the Confederated 
Tribes and Bands of the Yakima Indian 
Nation : report to accompany H.R. 
10581., 79-3187 

Providing for the Du Noir basin addition to 
the Washakie Wilderness : report to ac- 
company H.R. 12349., 79-3192 

Providing for the establishment of the 
Friendship Hill National Historic Site in 
the State of Pennsylvania, and for other 
purposes : report to accompany H.R. 
10984., 79-3149 

Providing for the expenses of investigations 
and studies to be conducted by the Select 
Committee on Narcotics Abuse and Con- 
trol : report to accompany H. Res. 174., 
79-14557 

Providing for the further expenses of the 
Committee on Interstate and Foreign 
Commerce : report to accompany H. Res. 
1364., 79-9233 

Providing for the further expenses of the 
Select Committee on Assassinations 
report to accompany H. Res. 1276., 79- 
5238 

Providing for the orderly shipment of offi- 
cial records and papers of Members of 
the House of Representatives : report to 
accompany H. Res. 1297., 79-5207 

Providing for the printing of the proceed- 
ings incident to the presentation of a por- 
trait of the Honorable Al Ullman : report 
to accompany H. Res. 1285., 79-6826 

Providing for the printing of the report en- 
titled "Freedom of information requests 
for business data and reverse-FOIA law- 
suits“ : report to accompany H. Res. 
1338., 79-6827 
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Providing for the temporary suspension of 
duty on the importation of 2-methyl-4- 
chlorophenol, and other matters : 
to accompany H.R. 5551., 79-3413 

Providing for the United States to hold in 
trust for the Susanville Indian Rancheria 
of Lassen County, Calif., approximately 
120 acres of land : report to accompany 
H.R. 13991., 79-6848 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Armed Services : 
report to accompany H. Res. 60., 79- 
14516 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Agriculture : report to 
accompany H. Res. 117., 79-12492 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Banking, Finance, and 
Urban Affairs : report to accompany H. 
Res. 85., 79-12476 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Education and Labor : 
report to accompany H. Res. 92., 79- 
12480 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Foreign Affairs : 
report to accompany H. Res. 98., 79- 
12482 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Government Oper- 
ations : report to accompany H. Res. 
140., 79-14525 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on House Administration : 
report to accompany H. Res. 87., 79- 
12477 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Interstate and Foreign 
Commerce : report to accompany H. Res. 
137., 79-14523 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Interior and Insular 
Affairs : report to accompany H. Res. 
139., 79-14524 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Merchant Marine and 
Fisheries : report to accompany H. Res. 
132., 79-12505 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Public Works and 
Transportation : report to accompany H. 
Res. 91., 79-12479 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Post Office and Civil 
Service : report to accompany H. Res. 
123., 79-14521 
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Providing funds for the expenses of investigations and studies to be conducted by 


Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Rules : report to H. 
Res. 130., 79-12494 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Small Business : report 
to accompany H. Res. 45., 79-12475 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Standards of Official 
Conduct : report to accompany H. Res. 
111., 79-12489 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Science and Technol- 
Ogy : report to accompany H. Res. 134., 
79-14522 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on the Judiciary : report 
to accompany H. Res. 86., 79-14520 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on the District of Colum- 
bia : report to accompany H. Res. 112., 
79-12490 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Veterans‘ Affairs : 
report to accompany H. Res. 35., 79- 
14515 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Ways and Means : 
report to accompany H. Res. 88. 79- 
12478 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Permanent Select Committee on In- 
telligence : report to accompany H. Res. 
96., 79-12481 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Select Committee on Aging : report 
to accompany H. Res. 128., 79-12504 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Select Committee on the Outer Con- 
tinental Shelf : report to accompany H. 
Res. 195., 79-14556 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Select Committee on Committees : 
report to accompany H. Res. 234., 79- 
14574 

Providing funds for the expenses of the 
Committee on House Administration to 
provide for computer services for the 
House of Representatives : report to ac- 
company H. Res. 129., 79-12493 

Providing funds for the expenses of the in- 
vestigations and study of welfare and 
pension plans to be conducted by the 
Committee on Education and Labor : 
report to accompany H. Res. 114., 79- 
12491 
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Providing funds for the further expenses of 
investigations and studies by the Ad Hoc 
Committee on Energy : report to accom- 
pany H. Res. 1237., 79-3219 

Providing funds for the further expenses of 
the Committee on House Administration : 
report to accompany H. Res. 268., 79- 
16000 

Providing funds for the investigations and 
studies to be conducted by the Commit- 
tee on Post Office and Civil Service pur- 
suant to H. Res. 1041 : report to accom- 
pany H. Res. 1363., 79-9232 

Providing hospital care to certain veterans 
living in a State, territory, common- 
wealth, or possession of the United States 
not contiguous to the 48 States : report to 
accompany H.R. 12011., 79-6799 

Providing human services to the elderly., 
79-20279 

Providing means for the acquisition and re- 
tention of title to certain lands by the 
village corporation organized pursuant to 
the Alaska native claims settlement act 
for the natives of the village of Kake, 
Alaska, and for other purposes : report to 
accompany H.R. 14026., 79-6836 

Providing procedures during the further 
consideration of S. 869 : report to accom- 
pany H. Res. 281., 79-15962 

Providing services and special supervision 
to drug dependent Federal offenders : 
report to accompany S. 3336., 79-9227 

Providing that members of the Sisseton- 
Wahpeton Sioux Tribe may request the 
Secretary of the Interior to acquire cer- 
tain lands, providing that the tribe shall 
have a preference right to purchase cer- 
tain lands held in trust by the United 
States for tribual member : report to ac- 
company H.R. 13096., 79-5219 

Providing that the sales of public lands in 
the town of Red Mountain, San Bernar- 
dino County, Calif, be conducted under 
the Townsite act : report to accompany 
H.R. 1168., 79-6819 

Providing that the territory of American 
Samoa be represented by a nonvoting 
Delegate to the U.S. House of Repre- 
sentatives, and for other purposes : report 
to accompany H.R. 13702., 79-6815 

Providing transportation for rural Ameri- 
cans., 79-21107 

Provision of services for Kimpo Interna- 
tional Airport expansion : memorandum 
of agreement between the United States 
of America and the Republic of Korea, 
signed at Seoul and Washington August 
30 and September 26, 1975, and amending 
agreement signed at Washington and 
Seoul March 29 and May 12, 1976., 79- 
8464 

PS, the preventive maintenance monthly., 
79-713 

PSRO program manual., 79-20421 

Psychological operations., 79-22365 

Psychopharmacology abstracts., 79-1127, 
79-11717 
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Psychopharmacology bulletin., 79-1126 

Psychophysiological effects of aging, devel- 
oping a functional age index for pilots /, 
79-21193 

Psychosomatic illness : a transcript of a 
community service radio program with 
guests from the Alcohol, Drug Abuse, 
and Mental Health Administration., 79- 
13743 

Psychotropic substances act of 1978 : [an 
act to amend the Comprehensive drug 
abuse prevention and control act of 1970 
and other laws to meet obligations under 
the Convention on Psychotropic Sub- 
stances relating to regulatory controls on 
the manufacture, distribution, importa- 
tion, and exportation of psychotropic sub- 
stances, and for other purposes., 79-7090 

PTOLEMY, a program for heavy-ion 
direct-reaction calculations /, 79-11149 

Public accountability and peer review in 
health care delivery in the United States 
and the United Kingdom /, 79-20384 

Public and private utilities, 79-22608 

Public assistance and unemployment com- 
pensation matters : hearings before the 
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wry 7179-23415 

Public documents highlights., 79-938 

Public employee retirement income security 
act of 1978 : hearing before the Subcom- 
mittee on Labor Standards of the Com- 
mittee on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 14138 ... Whea- 
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ground water at Enewetak Atol /, 79- 
19985 

Radiological and Environmental Research 
Division annual report., 79-19853 

Radiological and Environmental Research 
Division annual report; fundamental mo- 
lecular physics and chemistry., 79-13036 

A radiological assessment of radon-222 re- 
leased from uranium mills and other natu- 
ral and technologically enhanced sources 
: final report /, 79-14320 

Radiological assessment of steam generator 
removal and replacement /, 79-2992 

Radiological emergency response planning : 
handbook for Federal assistance to State 
and local governments., 79-12260 

Radiological environmental monitoring by 
NRC licensees for routine operations of 
nuclear facilities : task group report., 
79-10351 

Radiolytic gas production from concrete 
containing Savannah River plant waste /, 
79-2229 

Radiometric method for the determination 
of uranium in water : single-laboratory 
evaluation and interlaboratory collabora- 
tive study /, 79-20105 

A radiometric study of rocks in three se- 
lected drainage basins in the spruce pine 
area, North Carolina /, 79-2228 

Radionuclide uptake by plants /, 79-2996 

Radon daughter growth with continuous 
radon influx and various ventilation rates 
/, 7179-22978 

Radon daughter mixture distributions in 
uranium mine atmospheres /, 79-6189 





January — December 1979 


Raft River, five-megawatt pilot power plant 
/, 7179-22381 

Rahway River and Yan Winkles Brook at 
Springfield, New Jersey : a letter from 
the Secretary of the Army transmitting a 
letter from the Chief of Engineers ..., 
79-12935 

Rahway River and Van Winkles Brook at 
Springfield, New Jersey : communication 
from the Secretary of the Army transmit- 
ting a Corps of Engineers ..., 79-12960 

Rahway River and Van Winkles Brook at 
Springfield, New Jersey : communica- 
tions from the Secretary of the Army 
transmitting a Corps of Engineers ..., 
79-14490 

Rahway River and Van Winkles Brook at 
Springfield, New Jersey : letter from the 
Secretary of the Army transmitting a 
letter from Chief of Engineers ..., 79- 
14589 

Rail-highway grade-crossing accident/inci- 
dent bulletin., 79-4870 


Rail-highway grade-crossing accidents, 79- 
4870 


Rail public counsel authorization for fiscal 
year 1980 : hearing before the Subcom- 
mittee on Transportation and Commerce 
of the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-sixth Congress, first session, 
on H.R. 2420 ... February 27, 1979., 79- 
21581 

Rail system investment analysis : analysis of 
investment projects from the railroad in- 
dustry perspective /, 79-12149 

Rail system investment analysis : financial 
analysis of investment projects from the 
individual corporate perspective /, 79- 
12148 

Rail transport of hazardous materials : hear- 
ing before the Subcommittees on Federal 
Spending Practices and Open Govern- 
ment and Civil Service and General 
Services of the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-fifth Congress, second session ..., 
79-18923 

Railroad - highway grade crossing hand- 
book : technology sharing report /, 79- 
6456 

Railroad accident investigation reports., 
79-12178, 79-17229, 79-21157 

Railroad accident report : Bay Area Rapid 
Transit District fire on train no. 117 and 
evacuation of passengers while in the 
transbay tube, San Francisco, California, 
January 17, 1979., 79-21121 

Railroad accident report : derailment of 
Louisville & Nashville Railroad 
Company‘s train no. 584 and subsequent 
rupture of tank car containing liquefied 
petroleum gas, Waverly, Tennessee, Feb- 
ruary 22, 1978., 79-14208 

Railroad accident report : derailment Of 
New York City Transit Authority 
subway train, New York, New York, De- 
cember 12, 1978., 79-21123 
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Railroad accident report : derailment of 
Southern Railway Company train no. 2, 
the Crescent, Elma, Virginia, December 
3, 1978., 79-15632 

Railroad accident report : head-end colli- 
sion of Louisville and Nashville railroad 
local freight train and yard train at Flor- 
ence, Alabama, September 18, 1978., 79- 
14209 

Railroad accident report : rear end collision 
of Conrail commuter train no. 400 and 
Amtrak passenger train no. 60, Seabrook, 
Maryland, June 9, 1978., 79-14210 

Railroad accident report : rear end collision 
of two ConRail freight trains : Stemmers 
Run, Baltimore, Maryland, June 12, 
1977., 79-8546 

Railroad accident report : rear-end collision 
of two Union Pacific freight trains, 
Ramsey, Wyoming, March 29, 1979., 
79-23089 

Railroad accident report : side collision of 
Southern Railway Company, trains nos. 1 
and 152, Spencer, North Carolina, Octo- 
ber 8, 1977., 79-6439 

Railroad accident report : St. Louis South- 
western Railway Company, freight train 
derailment and rupture of vinyl chloride 
tank car, Lewisville, Arkansas, March 29, 
1978., 79-8547 

Railroad accident reports, brief 
79-12163, 79-12164, 79-12165, 
12166, 79-15633, 79-23090 

Railroad amendments act of 1978 : hearing 
before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2981 ... June 
15, 1978., 79-5047 

Railroad bankruptcies : hearing before the 
Subcommittee on Surface Transportation 
of the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-fifth Congress, second session ... 
July 11, 1978., 79-8828 

Railroad deregulation : message from the 
President of the United States ..., 79- 
14502 

Railroad deregulation act of 1979 : hearings 
before the Subcommittee on Surface 
Transportation of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 796 ...., 79- 
23356 

Railroad employee fatalities investigated, 
79-6463 

Railroad employee fatalities investigated by 
the Federal Railroad Administration., 
79-6463 

Railroad equipment, SIC 3743., 79-19421 

Railroad/highway accident report : Sea- 
board Coast Line/Amtrak passenger 
train/pickup truck collision, Plant City, 
Flordia, October 2, 1977., 79-18764 
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Railroad reorganization energy impact re- 
duction act of 1979 : report to accompa- 
ny S. 967., 79-16021 

Railroad retirement and unemployment in- 
surance act, as amended /, 79-8626 

Railroad retirement program—how does it 
compare to other selected retirement pro- 
grams? : report /, 79-16603 

Railroad safety authorization for fiscal year 
1979 : hearings before the Subcommittee 
on Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session 
.-March 15 and 16, 1978., 79-5100 

Railroad safety, U.S.—Canadian compari- 
son., 79-21370 

The railroad situation : a perspective on the 
present, past and future of the U.S. rail- 
road industry /, 79-17228 

Railroads., 79-22604 

Railrod accident report : detrailment of 
Amtrak train no. 8, the Empire Builder, 
on Burlington Northern track, Lohman, 
Montana, March 28, 1979., 79-21122 

A rainfall-runoff modeling procedure for 
improving estimates of T-year (annual) 
floods for small drainage basins /, 79- 
4500 

Raise cutting diameters for increased re- 
turns /, 79-19117 

Raising a small flock of sheep /, 79-5455 

Raising beef cattle., 79-19195 

Raising children by old-fashioned parent 
sense., 79-22674 

Raising geese., 79-7138 

Rancho Seco building wake effects on at- 
mospheric diffusion /, 79-12275 

Randolph planning unit grazing manage- 
ment environmental statement, draft., 
79-15417 

Random vibration of nonliner two-degree- 
of-freedom oscillator /, 79-6581 

RANDOMDEC—amathematical back- 
ground and application to detection of 
structural deterioration in bridges /, 79- 
14217 

Randomixation effects in hypothesis testing 
with autocorrelated noise /, 79-5783 

Range and livestock : agreement between 
the United States of America and Niger, 
signed at Niamey September 26, 1977., 
79-12077 

Range resolution of targets using automatic 
detectors /, 79-11071 

Rankine cycle machines for solar cooling /, 
79-19866 

Rape and older women : a guide to preven- 
tion and protection /, 79-22671 

Rape victimization in 26 American cities /, 
79-20836 

RARE II : final environmental statement : 
roadless area review and evaluation., 
79-10706 

RARE II : prospects for the future : re- 
marks /, 79-21847 
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RARE II : summary, final environmental 
statement : roadless area review and eval- 
uation., 79-7205 

Rare II wilderness proposals : hearings 
before the Subcommittee on Environ- 
ment, Soil Conservation, and Forestry of 
the Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-sixth Congress, first session, Feb- 
ruary 6, 8, and 9, 1979., 79-15836 

Rate coefficients for ion-molecule reactions 
: organic ions other than those containing 
only Cand H /, 79-16243 

Rate of heat release in diesel engines /, 
79-2888 

Rate setting guide for prepaid Medicaid 
contracts /, 79-18337 

The rates and mechanisms of pulverized 
coal combustion : first annual report /, 
79-7689 

Rates, constants, and kinetics formulations 
in surface water quality modeling /, 79- 
11424 

A Rational evaluation of pesticidal vs. mu- 
tagenic/carcinogenic action /, 79-13662 

Raul Arriaza, his wife, Maria Marquart 
Schubert Arriaza, and their children, 
Andres Arriaza and Daniel Aivouich Ar- 
riaza : report to accompany S. 159., 79- 
17660 

Raw cane sugar, SIC 2061-, 79-19213 

Raw wasteload characteristics of the hard- 
board industry /, 79-11452 

Raymond Vishnu Clemons : report to ac- 
company H.R. 9610., 79-5427 

Re-equipment of the Institute Pedagologi- 
que Nationale D‘Education Technique : 
agreement between the United States of 
America and Lebanon, signed at Beirut, 
March 21, 1978., 79-23053 

REA financing of telec« ications facil- 
ities : hearing before the Subcommittee 
on Agricultural Credit and Rural Electri- 
fication of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 836 ... May 1, 1979., 79- 
23326 

Reaching out : the volunteer in child abuse 
and neglect programs /, 79-22695 

Reaching people., 79-113 

Reactor operating experiences, 1975-1977 /, 
79-21316 

Reactor primary coolant system pipe rup- 
ture study method for detection of sensi- 
tization in stainless steel /, 79-12274, 
79-12278, 79-12280, 79-21344 

Reactor safety., 79-13033 

Reactor safety study review : oversight 
hearing before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session ... February 
26, 1979., 79-21591 
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Reactor vessel pressure transient protection 
for pressurized water reactors /, 79- 
6565 

Read the label, set a better table : a guide to 
nutrition labeling /, 79-20392 

Readability testing in cancer communica- 
tions : methods, examples, and resources 
for improving the readability of cancer 
messages and materials /, 79-16716 

Reader on nuclear nonproliferation /, 79- 
10490 

A reader's guide for parents of children 
with mental, physical, or emotional dis- 
abilities /, 79-11677 

The readiness of U.S. Air Forces in 
Europe—selected aspects and issues 
report to the Congress /, 79-11539 

Reading., 79-4194 

Reading commodity futures price tables., 
79-15803 

Reading list for solar energy, 79-18365 

Reading, writing, and other communication 
aids for visually and physically handi- 
capped persons /, 79-17069 

Ready-mixed concrete, SIC 3273., 79- 
19335 

Ready reference guide, resources for dis- 
abled people : a handbook for service 
practitioners and disabled people /, 79- 
20287 

Real estate, 79-132 

Real property leased to the United States 
throughout the world; inventory report, 
79-11590 

Real-time testing of titanium sheet and ex- 
trusion coupon specimens subjected to 
Mach 2.7 supersonic cruise aircraft wing 
stresses and temperatures /, 79-8318 

Real wage insurance : hearings before the 
Committee on Ways and Means, House 
of Representatives, Ninety-sixth Con- 
gress, first session ...., 79-15922 

Rear end collision of Conrail train no. 400 
and Amtrak passenger train no. 60., 79- 
14210 

Rear end collision of two ConRail freight 
trains., 79-8546 

Rear-end collision of two Union Pacific 
freight trains, Ramsey, Wyoming, March 
29, 1979., 79-23089 

Rearing selected western cotton insects in 
the laboratory /, 79-21922 

Rearing the western tussock moth on artifi- 
cial diet with application to related spe- 
cies /, 79-5483 

Reasonable charge and provider participa- 
tion /, 79-9521 

Reasons for interstate migration; jobs, re- 
tirement, climate, and other influences, 
79-12667 

Reassessing your agency‘s property crimes 
enforcement mission : a guide for law 
enforcement policy-markers /, 79-15511 

Reauthorization of Federal Insurance Ad- 
ministration insurance programs : report 
to accompany S. 903., 79-23531 
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Reauthorization of FmHA loan programs : 
hearing before the Subcommittee on Ag- 
ricultural Credit and Rural Electrification 
of the Committee on Agriculture, Nutri- 
tion, and Forestry, United States Senate, 
Ninety-sixth Congress, first session, on S. 
985 ... April 24, 1979., 79-17408 

Reauthorization of the Anadromous fish 
conservation act : hearings before the 
Subcommittee on Resource Protection of 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-sixth Congress, first session, on S. 
838 ... March 5, 1979, Washington, D.C., 
April 9, 1979, Warwick, R.I., 79-21627 

Reauthorization of the Endangered species 
act of 1973 : hearing before the Subcom- 
mittee on Resource Protection of the 
Committee on Environment and Public 
Works, United States Senate, Ninety-sixth 
Congress, first session, April 3, 1979., 
79-23439 

Reauthorization of the Higher education act 
and related measures : hearings before the 
Subcommittee on Postsecondary Educa- 
tion of the Committee on Education and 
Labor, House of Representatives, Ninety- 
sixth Congress, first session ...., 79-23368 

Reauthorization of the National Advisory 
Committee on Oceans and Atmosphere : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... April 10, 1979., 79- 
17457 

Reauthorization of the Resource conserva- 
tion and recovery act : hearings before 
the Subcommittee on Resource Protec- 
tion of the Committee on Environment 
and Public Works, United States Senate, 
Ninety-sixth Congress, first session, 
March 22 and 23, 1979., 79-17530 

Reauthorization of the Toxic substances 
control act, Safe drinking water act, and 
the Marine protection, research, and 
sanctuaries act : hearing before the Sub- 
committee on Environmental Pollution of 
the Committee on Environment and 
Public Works, United States Senate, 
Ninety-sixth Congress, first session, 
March 19, 1979., 79-23438 

Rebecca Sevilla DeJesus : report to accom- 
pany H.R. 3218., 79-21761 

Recapturing confidence in Government : 
public personnel management reform., 
79-23019 

Received or planned current foreign fisher- 
ies, oceanographic, and atmospheric 
translations., 79-499 

Received signal level (RSL) measurement 
and analysis with a desk-top computer /, 
79-19605 

Recent advances in structures for hyper- 
sonic flight : proceedings of a symposium 
held at Langley Research Center, Hamp- 
ton, Virginia, September 6-8, 1978., 79- 
18643 





January — December 1979 


Recent changes in the Defense 
Department's profit policy—intended re- 
sults not achieved : report to the Con- 
gress /, 79-13576 

Recent developments in clinical and re- 
search geriatric medicine : the NIA role, 
79-16737 

Recent developments in Europe : hearings 
before the Subcommittee on Europe and 
the Middle East of the Committee on In- 
ternational Relations, House of Repre- 
sentatives, Ninety-fifth Congress, first ses- 
sion, May 23 and 24, 1977., 79-21593 

Recent developments in French planning : 
some lessons for the United States : a 
study /, 79-8849 

Recent developments in the estimation of 
potential effects of high altitude aircraft 
emissions on ozone and climate /, 79- 
15752 

Recent developments in urban transporta- 
tion : an update of the CCMS/NATO 
urban transportation project urban 
travel forecasting, demand systems (dial- 
a-bus) evaluation, bus priority systems, 
urban goods movement, evaluation of 
short distance transport techniques., 79- 
8538 

Recent developments, new opportunities in 
civil rights and women'‘s rights : a report 
of the proceedings of the Western Re- 
gional Civil Rights and Women‘s Rights 
Conference IV., 79-3690 

Recent energy consumption trends in Euro- 
pean economic community countries /, 
79-15025 

Recent initiatives in labor-management co- 
operation., 79-3007 

Recent publications of range research., 
19194 

Recent publications of the Southeastern 
Forest Experiment Sia‘ion, 79-13 

Recent publications of the Southern Forest 
Experiment Station, 79-9 

Recent RANN reports (OCoLC)4038750, 
79-12036 

Recent releases, selected information mate- 
rials., 79-1463 

Recent reports - Intermountain Forest and 
Range Experiment Station., 79-14 

Recent research reports., 79-12036 

Recent suburbanization of blacks : 
much, who, and where /, 79-20495 

Reception and care planning guidance for 
host communities /, 79-19795 

Recertification or relicensure : January 1975 
through December 1978, 150 citations in 
English /, 79-8008 

Recipients of local service air carriers‘ unit 
costs, 79-7322 

Recipients of public assistance money pay- 
ments and amounts of such payments, by 
program, state, and county, 79-20303 

Reciprocal fisheries agreement, with 
agreed minute, between the United States 
of America and the United Kingdom of 


79- 


how 
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Great Britain and Northern Ireland, 
signed at Washington June 24, 1977., 
79-17145 

Reciprocal fisheries agreement for 1978 be- 
tween the United States and Canada : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session .... May 10, 1978., 
79-8816 

Reciprocal fisheries agreement with Canada 
: message from the President of the 
United States ..., 79-9186 

Reciprocal fisheries agreement with the 
United Kingdom of Great Britain and 
Northern Ireland : report to accompany 
Ex. O, 95-1., 79-8639 

Reclaimed rubber, SIC 3031., 

Reclamation era., 79-1194 

Reclamation feasibility study, Santa Cruz 
Dam and Reservoir, N. Mex. : report to 
accompany S. 3158., 79-9415 

Reclamation of a landfill with digested 
sewage sludge /, 79-2350 

Reclamation safety news., 79-1195 

Recognizing the People’s Republic of China 

the experience of Japan, Australia, 

France, and West Germany : report /, 
79-23385 

Recombinant DNA act : hearing before the 
Subcommittee on Science, Research, and 
Technology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, April 11, 1978., 79-9114 

Recombinant DNA controversy /, 79- 
6282 

Recombinant DNA regulation act, 1977 : 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human Resources, United 
States Senate, Ninety-fifth Congress, first 
session, on S. 1217 ... April 6, 1977., 79- 
21573 

Recombinant DNA 
79-4280, 79-13664 

Recombinant DNA research and its appli- 
cations : oversight report /, 79-5043 

Recombinant DNA technical bulletin., 
1092 

Recommendations concerning Government 
supervision of distilled spirits plants /, 
79-4828 

Recommendations for feeding normal in- 
fants /, 79-15273 

Recommendations of the Commission on 
Government Procurement : a final assess- 
ment : report to the Congress /, 79- 
15119 

Recommendations of the consensus devel- 
opment conference on dental implants /, 
79-16703 

Recommended reading for scientists and en- 
gineers., 79-7292 

Recommended stream resource mainte- 
nance flows on seven southern Idaho 
streams /, 79-6217 


79-19313 


research., 79-4279, 


79- 
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Reconnaissance evaluation of water re- 
sources for hydraulic coal mining, Grand 
Hogback coal field, Garfield and Rio 
Blanco Counties, Colorado /, 79-11827 

Reconnaissance geologic map of the Fair- 
play West, Mount Sherman, South Peak, 
and Jones Hill 7 1/2 minute quadrangles, 
Park, Lake, and Chaffee Counties, Colo- 
rado /, 79-13893 

Reconnaissance water sampling for radium- 
226 in central and nothern Florida, De- 
cember 1974-March 1976 /, 79-6176 

Record - Federal Election Commission., 
79-1624 

Record - Health Care Financing Adminis- 
tration, 79-1135 

Recording and coding guide for the struc- 
ture inventory and appraisal of the 
nation’s bridges /, 79-15658 

Recordkeeping for a small business /, 79- 
12133 

Records of backcountry use can assist trail 
managers /, 79-7181 

Recovering glass from urban refuse by 
froth flotation /, 79-13905 

Recovering replacement costs of Federal 
motor pool vehicles : report to accompa- 
ny H.R. 13767., 79-5228 

Recovery : how fast and how far?, 79- 
21668 

Recovery and purification of uranium-234 
from aged plutonium-238 /, 79-2271 

Recovery of by-products from animal 
wastes : a literature review /, 79-22550 

Recovery, processing, and utilization of gas 
from sanitary landfills /, 79-13437 

Recreation and handicapped youth : games, 
special events, arts and crafts, dance, 
drama, music /, 79-16791 

Recreation and leisure for handicapped in- 
dividuals : information resources, i 
guide, publications available from Federal 
sources., 79-18342 

Recreation areas., 79-13898 

Recreation master plan for Strawberry Res- 
ervoir enlargement, Bonneville Unit, 
Central Utah Project /, 79-18512 

Recreation opportunities at hydroelectric 
projects licensed by the Federal Energy 
Regulatory Commission., 79-13394 

Recreation statistics, 79-5761, 79-17870 

Recreational and athletic equipment., 79- 
1985, 79-12856 

Recreational and outdoor activities., 79- 
13577 

Recreational boating statistics, 79-15764 

Recreational lease and conveyance of Wild- 
horse Reservior and lands to the Shosho- 
ne-Paiute Indian tribes of Duck Valley /, 
79-18506 

Recreational travel impacts /, 79-4863 

Recreational vehicle accident investigation 
study /, 79-17277 
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Recruiting for the all-volunteer force : a 
summary of costs and achievements., 
79-20154 

Recruitment, admissions, and handicapped 
students : a guide for compliance with 
Section 504 of the Rehabilitation act of 
1973 /, 7179-20278 

Recycling asphalt pavements., 
79-18782 

Recycling asphalt pavements : cold recy- 
cling /, 79-21152 

Recycling asphalt pavements, Chester, Vir- 
ginia., 79-15680 

Recycling asphalt pavements, Elkhart 
County, Indiana., 79-15679 

Recycling historic railroad stations : a 
citizen‘s manual /, 79-14195 

Recycling of asphalt concrete airfield pave- 
ment : a laboratory study /, 79-23165 

Recycling of asphaltic concrete pavements., 
79-18781 

Red maple (Acer rubrum L.) growth and 
foliar nutrient responses to soil fertility 
level and water regime /, 79-1751 

Red River Waterway, La. Tex., Ark., and 
Okla., Mississippi River to Shreveport, 
La. reach, lock and dam no. 1 : hydraulic 
model investigation : final report /, 79- 
17868 

Redesign and improvement of balloon ML- 
566 /, 79-2119 

Redesignating the Department of 
Agriculture‘s Bee Research Laboratory 
in honor of Senator Carl Hayden : report 
to accompany H.R. 7432., 79-5232 

Redesignating the Department of 
Agriculture‘s Pecan Field Station in 
honor of Representative W. R. Bob“ 
Poage report to accompany H.R. 
11123., 79-5233 

Redheaded pine sawfly /, 79-7176 

Redlining : bibliography., 79-20521 

Reducing drought effects on croplands in 
the west-central Great Plains /, 79- 
21851 

Reducing Federal judicial sentencing and 
prosecuting disparities : a systemwide ap- 
proach needed : report to the Congress /, 
79-13546 

Reducing sex sterotyping in career educa- 
tion : some promising approaches to per- 
sistent problems /, 79-22624 

Reducing shoplifting losses /, 79-15605 

Reducing tooth decay, more emphasis on 
fluoridation needed : report to the Con- 
gress /, 79-16599 

Reduction in appropriations for the 1980 
WIC program : report to accompany S. 
292., 79-14610 

Reductions needed in the number of cus- 
toms regions and districts : organizational 
alternatives : report /, 79-4134 

Reeder Reservoir maintenance operations., 
79-20108 

Reedy Creek, Osceola County, Florida, 
flood hazard information., 79-7461 
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Reestablishing understory plants in over- 
used wooded areas on Maryland state 
parks /, 79-12588 

A reexamination of the Amtrak route struc- 
ture : preliminary report to Congress and 
the public., 79-6423 

A reexamination of the estimation of undis- 
covered oil resources in the U.S. /, 79- 
18104 

Reference aid : glossary of Spanish and 
Portuguese narcotics terms., 79-6552 

Reference aid : Persian, guide to the trans- 
lation of Dari and Farsi press., 79-4975 

Reference critical experiments., 79-4990, 
79-21321, 79-21328, 79-21343 

A reference list of audiovisual materials 
produced by the United States govern- 
ment, 1978., 79-4215 

A reference method for the determination 
of sodium in serum /, 79-5588 

Reference series geographic 
manual., 79-22161 

References and data sources for implement- 
ing an affirmative action program., 79- 
17039 

References for the identification of marine 
invertebrates on the southern Atlantic 
coast of the United States /, 79-19573 

Referring S. 3451 to Court of Claims : 
report to accompany S. Res. 545., 79- 
7131 

Refined product and crude import tariff 
analysis /, 79-16520 

Refinement of finite element analysis of 
automobile structures under crash loading 
/, 19-4931 

Refining and upgrading of synfuels from 
coal and oil shales by advanced catalytic 
processes., 79-13165 

The refining of shale oil /, 79-13066 

Refining the career education concept : 
Part III /, 79-6013 

Refining the career education concept : part 
2/, 7179-20311 

Refining the concept of collaboration in 
career education /, 79-13624 

Reflectors, infinite cylinders, intersecting 
cylinders and criticality /, 79-14957 

Reforestation in arid lands /, 79-9478 

Reform and restructuring of the U.N. 
system., 79-17123 

Reform and self-regulation efforts of the ac- 
counting profession : hearings before the 
Subcommittee on Oversight and Investi- 
gations of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ..., 79-5103 

Reform of class action litigation procedures 
: hearings before the Subcommittee on 
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mates pursuant to the Congressional 
budget act, Public law 93-344 to the 
Committee on the Budget on the budget 
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15213, 79-16667, 79-20300, 79-20301 

Research awards index., 79-22638 

Research cooperation in transportation : 
memorandum of understanding between 
the United States of America and the 
Polish People‘s Republic, signed at 
Warsaw November 3, 1971, and extend- 
ing agreement signed at Warsaw October 
16, 1978., 79-14176, 79-21040 

Research cooperation in transportation : un- 
derstanding between the United States of 
America and the Hungarian People‘s Re- 
public, signed at Budapest, October 11, 
1978., 79-17184 

Research, demonstration, and evaluation 
studies., 79-8124, 79-13766 

Research, demonstration, training, and fel- 
lowship awards, April-September FY 
1977., 79-11480 

Research, demonstration, training, and fel- 
lowship awards, October-March FY 
1978., 79-5924 

Research grants data book., 79-9943 

Research grants in social security : financial 
support for research in income mainte- 
nance., 79-20293 

Research grants index, 79-22638 

Research grants, training awards, 79-9941 

Research grants, training awards : fy 1978 
summary by grant number and grantee., 
79-9942 

Research grants, training awards. Summary 
by disorder., 79-9941 

Research grants, training awards, fellowship 
awards. Summary by state and institu- 
tion., 79-9940 

Research highlights., 79-11486 

Research in biological and medical sciences, 
79-7475 
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Research in biological and medical sciences; 
annual progress report., 79-7475 

Research in education, 79-985, 79-9922, 
79-20319 

Research in progress, 79-11003 

Research in progress. Chemistry, biological 
sciences, engineering sciences, metallurgy 
and materials science., 79-11003 

Research in the area of atmospheric model- 
ing high-resolution atmospheric IR 
transmittance prediction /, 79-5767, 
79-5768 

Research information digest, 79-13 

Research institute of medical sciences : 
agreement between the United States of 
America and Thailand modifying and 
continuing the agreements of December 
23, 1960 and April 1 and 25, 1963 effect- 
ed by exchange of notes signed at Bang- 
kok January 19 and 28, 1977., 79-2855 

Research into criminal sentencing : hearings 
before the Subcommittee on Domestic 
and International Scientific Planning, 
Analysis, and Cooperation of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, second session, May 16, 17, 
1978., 79-5142 

Research into violent behavior : 
violence : report /, 79-17536 

Research involving children : appendix to 
report and recommendations., 79-2942 

Research issues update, 1978 /, 79-13756 

Research library, recent acquisitions., 79- 
888 

Research needs in nephrology and urology 
: hearings before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, second session ... June 29, 
1978., 79-10505 

Research on alkaline zinc secodary elec- 
trodes with emphasis on life improvement 
: annual progress report, June 15, 1976- 
March 15, 1977 /, 79-13302 

Research on the effects of urbanization on 
small stream flow quality /, 79-23100 

Research on the management training, and 
utilization of low-aptitude personnel : an 
annotated bibliography /, 79-5819 

Research on the physical properties of geo- 
thermal reservoir rock., 79-4095 

Research outlook., 79-9845 

Research outlook - United States Environ- 
mental Protection Agency, Research and 
Development., 79-16546 

Research overview of biological and chemi- 
cal conversion methods and identification 
of key research areas for SERI /, 79- 
7691 

Research plan for study of biological and 
ecological effects of the solar power sat- 
ellite transmission system /, 79-10177 

Research programs - National Endowment 
for the Humanities, 79-14101 
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Research programs - National Institute of 
Environmental Health Sciences., 79- 
13701 

Research programs guidelines - National 
Endowment for the Humanities., 79- 
14101 

Research publications - Social Security Ad- 
ministration, Office of Research and Sta- 
tistics, 79-20302 

Research relating to children; bulletin., 
4252, 79-11622 

Research reports - Smithsonian Institution., 
79-1486 

Research reports of the Environmental 
Monitoring and Support Laboratory, Las 
Vegas., 79-7736 

Research reports of the National Environ- 
mental Research Center-Las Vegas, 79- 
7736 

Research reports supported by Office of 
Water Research and Technology., 79- 
1177 

Research reports supported by Office of 
Water Resources Research Act of 1964, 
79-1177 

Research resources reporter., 79-992 

Research reviews - United States Office of 
Naval Research, 79-754 

Research safety vehicle : 
4934 

Research Safety Vehicle, RSV., 79-15785 

Research study on bis(chlorometnyl)ether 
formation and detection in selected work 
environments /, 79-11710 

Research summaries - Bureau of Mines, 
79-15462 

Research to improve health services for 
mothers and children., 79-20414, 79- 
20416, 79-20417 

Reserves and resources classifications., 
5930 

Reservists in the Baltimore/Washington 
area /, 79-23169 

Reservoir ecosystems and western coal de- 
velopment in the upper Missouri River 
basin : a summary report., 79-8258 

Residence time of water in Cactus Crater., 
79-19985 

Residency program in health care adminis- 
tration., 79-4344 

Residential alterations and repairs., 
79-12697 

Residential electrical wiring systems and 
thermal insulation, 79-23220 

Residential energy conservation., 79-21364 

Residential energy from the sun : a descrip- 
tion of the solar heating & cooling dem- 
onstration program., 79-2594 

Residential lighting fixtures, 
79-22078 

Residential sector energy forecasts, national 
level for 1978, electricity, natural gas, 
number two fuel oil and propane /, 79- 
16515 

Residential solar heating and cooling dem- 
onstration program., 79-18383 
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Response time analysis : executive summary / 


Residents‘ satisfaction in HUD.-assisted 
housing : design and management factors 
/, 7179-15325 

Residual radioactive materials act of 1978 : 
report to accompany S. 3078., 79-9409 

Residual stresses due to weld repairs, clad- 
ding and electron beam welds and effect 
of residual stresses on fracture behavior : 
annual report, September 1, 1977 to No- 
vember 30, 1978 /, 79-8719 

Residue investigation : what it means to 
you., 79-16148 

Resin process controls : final report /, 79- 
13062 

Resistor, 
79-19765 

Resistors, fixed and adjustable., 
79-5732 

Resistors, variable /, 79-14799, 79-19764 

Resolution disapproving deferral of budget 
authority : Department of the Interior, 
Bureau of Reclamation (defferal no. D78- 
63) : report together with views of the 
Committee on the Budget., 79-5341 

Resolution disapproving deferral of budget 
authority, Department of Commerce (Na- 
tional Oceanic and Atmospheric Admin- 
istration) : report together with views of 
the Committee on the Budget to accom- 
pany S. Res. 50., 79-12542 

Resolution disapproving deferral of budget 
authority (Department of the Interior) : 
report to accompany H. Res. 239., 79- 
21723 

Resolution expressing the sense of the 
Senate with respect to the small district 
reorganization plan of the Internal Reve- 
nue Service : report to accompany S. 
Res. 475., 79-7125 

Resolution to disapprove waiver of coun- 
tervailing duties on fish from Canada : 
hearing before the Subcommittee on In- 
ternational Trade of the Committee on 
Finance, United States, Ninety-fifth Con- 
gress, second session, on S. Con. Res. 483 
.. July 13, 1978., 79-8873 

The resource approach to the analysis of 
educational project cost., 79-2495 

Resource conservation and development : 
hearing before the Subcommittee on En- 
vironment, Soil Conservation, and For- 
estry of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, March 20, 1979., 79-21408 

Resource conservation and recovery : cur- 
rent reports., 79-11418 

Resource conservation and recovery act 
oversight : hearing before the Subcom- 
mittee on Resource Protection of the 
Committee on Environment and Public 
Works, United States Senate, Ninety-fifth 
Congress, second session, March 20, 
1978., 79-9086 

Resource conservation and recovery act, 
oversight : hearings before the Subcom- 
mittee on Transportation and Commerce 
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of the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... March 7, 8, and 9, 1978., 79- 
10504 

Resource inventory notes., 79-13958, 79- 
13959, 79-13960, 79-13961, 79-13962, 
79-13963, 79-13964, 79-13965, 79- 
13966, 79-13967, 79-13968, 79-13969, 
79-13970, 79-13971, 79-13972, 79- 
13973, 79-13974, 79-13975, 79-13976, 
79-20797 

Resource recovery and recycling from mu- 
nicipal solid waste., 79-21369 

Resource recovery technology : an imple- 
mentation seminar workbook., 79-11419 

Resource use and residuals generation in 
households /, 79-13415 

Resources and staffing., 79-2529 

Resources for change, a guide to projects., 
79-4241 

Resources for Child Development Asso- 
ciate training : an annotated bibliogra- 
phy., 79-15314 

Resources for disabled people, a handbook., 
79-20287 

Resources for Tesol teaching /, 79-10761 

Resources in education., 79-985, 79-9922, 
79-20319 

Resources in education. Semi annual index., 
79-20319 

Resources in education. Semiannual index, 
79-984, 79-2507, 79-9922 

Resources in women‘s educational equity., 
79-6016, 79-18232 

Resources in women's educational equity : 
non-print media and materials /, 79- 
11623 

Respiratory protection : a guide for the em- 
ployee., 79-16771 

Respiratory protection 
manual., 79-9974 

Response of a pole-size ponderosa pine 
stand to nitrogen, phosphorus, and sulfur 
/, 79-3494 

Response of cadaver test subjects in belt 
restraints /, 79-18803 

Response of Eucalyptus species to frost 
damage at the Redwood Experimental 
Forest /, 79-19148 

Response of ground-water levels to flood 
control operations in three basins, south- 
eastern Florida /, 79-4476 

Response of LASL detonators to A.C. volt- 
age /, 79-2272 

The response of the National Advisory 
Council on Adult Education to the 
President's urban policy proposal. 79- 
15806 

Response of visitors to the Rainbow Trail : 
an evaluation of an interpretive area in 
the Lake Tahoe Basin, California /, 79- 
19125 

Response time analysis /, 79-4608 

Response time analysis : executive summary 
/, 79-4607 
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Response to comments : guidance on dose 
limits for persons exposed to transuran- 
ium elements in the general environment 
/, 79-18182 

Response to recommendations contained in 
report entitled "Review, analysis and 
evaluation of certain areas and faults of 
policies, systems processes, and manage- 
ment of the U.S. Government Printing 
Office.“, 79-16617 

Response to urea and ammonium nitrate 
fertilization in an 80-year-old Douglas-fir 
stand /, 79-14663 

Restaurants under the Fair labor standards 
act /, 79-14030 

Restored 1876 old bakery, Fort Laramie 
National Historic Site, Wyoming /, 79- 
6200 

Restoring effective enforcement of the anti- 
trust laws : hearings before the Subcom- 
mittee on Monopolies and Commercial 
Law of the Committee on the Judiciary, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 2060 and 
H.R. 2204 ... February 27, March 7, and 
April 10, 1979., 79-17514 

Restoring posthumously full rights of citi- 
zenship to Jefferson F. Davis : report to- 
gether with supplemental views to ac- 
company H.J. Res. 1041., 79-5210 

Restraint systems : a subject bibliography 
from Highway safety literature., 79- 
21229 

Results of a groundwater quality study near 
an underground coal gasification experi- 
ment (Hoe Creek I) /, 79-4003 

Results of a joint U.S.A./U.S.S.R. hydro- 
dynamic and transport modeling project 
/, 7179-13432 

Results of a PBS Hydroponic Demonstra- 
tion Project., 79-5985 

Results of a survey on occupational training 
in the railroad industry., 79-23088 

Results of national household fire survey /, 
79-12236 

Results of research related to stratospheric 
ozone protection, report to Congress., 
79-7725 

Retail prices and indexes of fuels and elec- 
tricity, 79-1300 

Retail prices and indexes of fuels and utili- 
ties; residential usage., 79-1300 

Retail trade., 79-17783 

Retaliatory issues for the U.S. strategic nu- 
clear forces /, 79-6761 

Retardation, corrections, and retarded of- 
fenders : a bibliography of relevant re- 
search, programs, and literature with an- 
notations /, 79-6331 

Retired naval personnel newsletter., 
747 

Retirement, 79-609, 79-20226 

Retirement and survivor benefits for reserv- 
ists : Military Compensation Subcommit- 
tee deliberation and full committee con- 
sideration of H.R. 10340 (H.R. 11823) 
and H.R. 10348 (H.R. 11797) /, 79-3039 
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Retirement preference for certain employ- 
ees of the Bureau of Indian Affairs : 
report together with minority and supple- 
mental views to accompany H.R. 1885 /, 
79-17642, 79-23486 

Retirement provisions for certain employees 
of Bureau of Indian Affairs and Indian 
Health Service : hearing before the Sub- 
committee on Compensation and Em- 
ployee Benefits of the Committee on Post 
Office and Civil Service, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, on H.R. 1885 ... May 15, 1979., 
79-17526 

Retirement, work, and lifelong learning : 
hearing before the Special Committee on 
Aging, United States Senate, Ninety-fifth 
Congress, second session ..., 79-12289 

Retrofit ‘79 : proceedings of a Workshop on 
Air Gasification, sponsored and orga- 
nized by the Solar Energy Reserch Insti- 
tute, Seattle, Washington, February 2, 
1979., 79-14998 

Retrofitting an existing wood-frame resi- 
dence for energy conservation : an ex- 
perimental study /, 79-1811 

Return of German war paintings to the 
Federal Republic of Germany :: report to 
accompany H.R. 11945., 79-5247 

Returning Peace Corps and VISTA volun- 
teers., 79-17103 

Reuse of fermentation brines in the cucum- 
ber pickling industry /, 79-7780 

Reuse of historically and architecturally sig- 
nificant railroad stations for transporta- 
tion and other community needs : docu- 
mentation, analysis, evaluation /, 79- 
12147 

Reuse of municipal wastewater and devel- 
opment of new technology— emphasis 
and direction needed : report /, 79- 
11508 

Reuse of treated fruit processing 
wastewater in a cannery /, 79-7777 

Revegetation potential of surface-mineable 
coal lands in the interior west /, 79- 
19105, 79-19106 

Revenue act of 1978 : conference report to 
accompany H.R. 13511., 79-3316 

Revenue act of 1978 : hearings before the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on H.R. 13511 ..., 79-3067, 79- 
12354 

Revenue act of 1978 : report of the Com- 
mittee on Finance, United States Senate, 
together with additional and supplemen- 
tal views, on H.R. 13511., 79-3397 

Revenue bonds for D.C. Housing Finance 
Agency : report to accompany H.R. 
3824., 79-23535 

Revenue bonds for housing finance agency : 
hearing and markups before the Subcom- 
mittee on Government Affairs and 
Budget and the Committee on the Dis- 
trict of Columbia, House of Representa- 
tives, Ninety-sixth Congress, first session, 
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on H.R. 3608 and H.R. 3824 ... April 24 
and May 1 and 7, 1979., 79-23359 

Revenue bonds for housing finance agency : 
report to accompany H.R. 3824., 79- 
21710 

Revenue bonds for housing finance agency : 
report to accompany H.R. 12343., 79- 
3213 

Revenue bonds for housing finance authori- 
ty : hearing and markup before the Sub- 
committee on Fiscal Affairs and the 
Committee on the District of Columbia, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 12749 
and H.R. 13243 ... June 20 and 27, 1978., 
79-8842 

Revenue sharing., 79-4169 

Revenue sharing with the States : hearing 
before the Subcommittee on the City of 
the Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-sixth Congress, first session, May 
3, 1979., 79-17439 

Revenues and expenditures for public ele- 
mentary and secondary education., 79- 
2510, 79-13655 

Revenues, expenses, other income, and sta- 
tistics of class I motor carriers of passen- 
gers, 79-20799 

Revenues to natural gas producers under 
alternative regulatory assumptions /, 79- 
16512 

A reverse-bias safe operating area transistor 
tester /, 79-14749 

Reverse-flow combustor for small gas tur- 
bines with pressure-atomizing fuel injec- 
tors /, 79-2786 

Review and analysis of hydrogeologic con- 
ditions near the site of a potential nucle- 
ar-waste repository, Eddy and Lea Coun- 
ties, New Mexico /, 79-4468 

Review and anlysis of oil shale technologies 
/, 79-9713, 79-13170 

A review and application of multiregion as 
a regional economic impact and projec- 
tion model /, 79-20037 

Review and combination of experimental 
results for neutron emission per fission of 
232Th /, 79-9746 

A review and evaluation of available criti- 
cal experiment-data for HTGR-non-pro- 
liferation fuel cycles /, 79-17989 

Review Group Meeting on Two-Phase 
Flow Instrumentation., 79-23302 

A review of attachment of Stratapax[Rt /, 
79-16469 

A review of C-MU contributions to DOE- 
FE‘s coal gasification environmental as- 
sessment program., 79-14925 

A review of current research on hydrocar- 
bon production by plants /, 79-13324 

Review of deferrals : communication from 
the Comptroller General of the United 
States 79-9424, 79-9426, 79-9427, 
79-12470, 79-14510 

Review of diesel combustion models for 
NOx and smoke emissions /, 79-2885 
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Review of downtown people mover pro- 
posals : preliminary market implications 
for downtown applications of automated 
guideway transit /, 79-15772 

Review of engine/airframe/drive train dy- 
namic interface development problems /, 
79-9595 

Review of Food Safety and Quality Service 
operations : hearing before the Subcom- 
mittee on Livestock and Grains of the 
Committee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
second session, July 11, 1978., 79-10407 

Review of general aviation hearings 
before the Subcommittee on Oversight of 
the Committee on Ways and Means, 
House of Representatives, Ninety-fifth 
Congress, second session ... May 12 and 
19, 1978., 79-17552 

A review of Head Start research since 1969 
and an annotated bibliography /, 79- 
2580 

A review of industrial size reduction equip- 
ment used in the processing of coal /, 
79-13186 

A review of information relevant to tube 
corrosion in a gas-cooled, coal-fired, at- 
mospheric-pressure, fluidized-bed furnace 
/, 79-19903 

Review of literature related to engineering 
aspects of grain dust explosions /, 79- 
19082 

A review of metal-matrix encapsulation of 
solidified radioactive high-level waste /, 
79-17907 

A review of methodology for accident con- 
sequence assessment /, 79-21323 

A review of methods for the integration of 
reliability and design engineering /, 79- 
11250 

Review of operations of agricultural re- 
search services : hearings before the Sub- 
committee on Department Investigations, 
Oversight, and Research of the Commit- 
tee on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, March 13 and 14, 1978., 79-8748 

Review of OTA solar report : hearing 
before the Subcommittee on Energy Re- 
search and Development of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on the Office of 
Technology Assessment‘s report entitled 
"Application of solar technology to 
today‘s energy needs“, June 23, 1978., 
79-8859 

Review of petroleum oil saturation and its 
determination /, 79-9639 

A review of planning methods and criteria 
for neonatal intensive care units : an an- 
notated bibliography of the clinical and 
health planning literature /, 79-22659 

Review of previously published experimen- 
tal data from mars Research Center, 
Poland /, 79-19958 

Review of proposed rescission and deferrals 
: communication from the Deputy Comp- 
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troller General of the United States ..., 
79-21680, 79-21681 

A review of radioactive waste immobiliza- 
tion in concrete /, 79-13297 

Review of recent efforts to protect endan- 
gered species : hearings before the Sub- 
committee on International Organizations 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session., 79-21528 

Review of rescission : communication from 
the Comptroller General of the United 
States ..., 79-6783, 79-9423 

Review of rescission and deferrals : com- 
munication from the Deputy Comptroller 
General of the United States ..., 79-9425 

Review of rescissions and deferrals : com- 
munication from the Comptroller General 
of the United States ..., 79-12467 

A review of selcted Federal vaccine and 
immunization policies : based on case 
studies of pneumococcal vaccine., 79- 
23304 

Review of selected narcotics enforcement 
research and development projects 
report /, 79-5950 

Review of Senate barber shops revolving 
fund; report by the Comptroller General 
of the United States., 79-16597 

Review of ship structural details /, 79- 
3017 

Review of Social Security student benefit 
program : hearing before the Subcommit- 
tee on Oversight of the Committee on 
Ways and Means, House of Representa- 
tives, Ninety-sixth Congress, first session, 
February 8, 1979., 79-21660 

A review of solid radioactive waste prac- 
tices in light-water-cooled nuclear reactor 
power plants /, 79-21312 

A review of some physical methods of coal 
characterization, their application in con- 
stitution analysis and relevance to indus- 
trial utilization /, 79-13146 

Review of state/Federal environmental reg- 
ulations pertaining to the electrical effects 
of overhead transmission lines : 1978 /, 
79-9721 

A review of the application of strategic 
analysis to material accounting : a con- 
sensus report /, 79-23299 

Review of the Army‘s decision to disestab- 
lish the training center at Fort Dix, New 
Jersey : report /, 79-22596 

Review of the Department of Energy‘s con- 
troversial termination of a research con- 
tract : report to the Congress /, 79- 
13523 

A review of the economics of selected pas- 
sive and hybrid systems /, 79-11341 

Review of the economy; report of the Joint 
Economic Committee, Congress of the 
United States, together with minority, ad- 
ditional, and supplemental views., 79- 
8847 
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A review of the environmental effects and 
benefits of selected solar energy technol- 
ogies /, 79-22471 

Review of the future of the High Energy 
Physics Program at the Argonne Nation- 
al Laboratory., 79-2179 

Review of the magnetic fusion program of 
the Department of Energy., 79-5145 

Review of the mineral industries. 79- 
20743 

Review of the National Weather Modifica- 
tion Advisory Board : hearing before the 
Subcommittee on the Environment and 
the Atmosphere of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-fifth 
second session, May 25, 1978., 79-9121 

Review of the President's June 6, 1978, 
water policy message : report /, 79-5941 

Review of the production of monoammon- 
ium phosphate /, 79-17391 

A review of the theory of trailing edge 
noise /, 79-2736 

Review of tne neutral-beam requirements 
for the Mirror Fusion Test Facility 
(MFTF) /, 79-19995 

Reviewing and acting on medical informa- 
tion, 79-599 

Reviewing and processing community de- 
velopment grant entitlement applications., 
79-18361 

Reviews of data on science resources., 
14105 

Reviews of data research and development, 
79-14105 

A revised and augmented list of earthquake 
intensities for Kansas, 1867-1977 /, 79- 
2994 

Revised basic criminal code for the District 
of Columbia : hearings before the Sub- 
committee on Governmental Efficiency 
and the District of Columbia of the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, 
second session., 79-6669 

Revised concept for the waste isolation 
pilot plant /, 79-22446 

Revised draft, environmental impact state- 
ment : hydroelectric power development 
: upper Susitna River basin, Southcentral 
Railbelt Area, Alaska., 79-2105 

A revised estimate of recoverable thermal 
energy in the Salton Sea geothermal re- 
source area /, 79-13368 

Revised Nice agreement concerning the in- 
ternational classification of goods and 
services for the purposes of the registra- 
tion of marks : message from the Presi- 
dent of the United States .., 79-12231 

Revised powerplant engineering report no. 
3A, standard fire test apparatus and pro- 
cedure (for flexible hose assemblies)., 
79-17238 

Revised proceedings of the Department of 
Energy‘s solar update : four regional con- 
ferences highlighting the objectives, 
plans, and experience of the National 
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Commercial Solar Heating and Cooling 
Demonstration Program, and the Nation- 
al Solar Data Program, July 1978, Atlan- 
ta, San Francisco, Chicago, Boston /, 
79-11118 

Revised range management program for the 
Challis grazing unit /, 79-6160 

Revised recommended standard : occupa- 
tional exposure to ethylene dichloride 
(1,2 dichloroethane):, 79-8075 

Revised rescission : message from the Presi- 
dent of the United States ..., 79-12468 

Revised stratigraphy and radiometric ages 
of volcanic rocks and mineral deposits in 
the Marysvale area, west-central Utah /, 
79-16913 

Revised uranium-plutonium cycle PWR and 
BWR models for the origen computer 
code /, 79-11304 

A revised version of SLIDES : a program 
to draw slides and posters /, 79-11290 

Revised 1977 and provisional 1978 estimates 
of the population of States and compo- 
nents of change, 79-17790 

Revision de las declaraciones de impuesto, 
derecho de apelacion y reclamaciones de 
devolucion (Examination of returns, 
appeal rights, and claims for refund), 
79-14189 

A revision of the catsharks, family Scylior- 
hinidae /, 79-16248 

Revision of title 49, United States Code, 
”Transportation“ : report of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives, on H.R. 10965 ..., 79-3214 

Revisions in the Federal crop insurance 
program : hearings before the Subcom- 
mittee on Agricultural Production, Mar- 
keting, and Stabilization of Prices of the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
sixth Congress, first session ... March 20 
and 29, 1979., 79-17406 

Revisions to draft study and response to 
public comments, to be used with Draft 
west-central North Dakota regional envi- 
ronmental impact study on energy devel- 
opment /, 79-13880 

Revitalization of the American passenger 
fleet : hearing before the Subcommittee 
on Merchant Marine and Tourism of the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-sixth Congress, first session, on S. 
1281 ... S. 1365 ... June 28, 1979., 79- 
21478 

Revitalizing the United States domestic 
cruise and passenger service : report to 
accompany S. 1281., 79-21838 

Revolution in United States Government 
Statistics, 1926-1976 /, 79-5529 

Revolutionary ideas : patents & progress in 
America., 79-19562 

REXOR rotorcraft simulation model /, 
79-5801 

Reynaldo S. Miranda : report to accompany 
S. 536., 79-5411 
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Reynolds nomination : hearing before the 
Committee on Veterans‘ Affairs, United 
States Senate, Ninety-sixth Congress, first 
session, on nomination of Allan L. Reyn- 
olds, of Virginia, to be Inspector General, 
Veterans‘ Administration, April 5, 1979., 
79-18949 

RF-sputtered tetragonal barium titanate 
films on silicon /, 79-19938 

Rhenium., 79-20745 

Rhode Island : an inventory of historic en- 
gineering and industrial sites /, 79-10105 

Rhode Island exports., 79-16305 

Rhode Island landings., 79-474 

Rhode Island landings, annual summary., 
79-3647 

Rhodesia : hearings before the Committee 
on Foreign Relations, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... March 5 and 7, 1979., 79-12359 

Rhubarb production /, 79-1742 

Ricardo Rosas Salazar : report to accompa- 
ny S. 3109., 79-5413 

Rice crop quality., 79-16146 

Rice diseases /, 79-17711 

Rice market news., 79-93 

Rice milling, SIC 2044., 79-19209 

Rice production in nontraditional areas /, 
79-12567 

Rice situation., 79-5522 

Rice stocks., 79-155 

Richmond, Virginia, 
79-4626 

Ricky Lee Trautvetter : report to accompa- 
ny H.R. 2944., 79-3441 

Rideshare and save, a cost comparison., 
79-15654, 79-23098 

Riding out winter storms., 

RIF newsletter., 79-1485 

Rigging fuel drums, 79-12888 

Rigging full-tracked tractors., 79-5749 

Rigging loads for special operations., 79- 
22346 


metropolitan area, 


79-22259 


Rigging Redeye missiles., 79-9567 

Rigging tilt trailers., 79-9566 

Rigging tracked personnel-cargo carriers, 
79-19802 

Rigging typical supply loads, 79-22345 

Rigging water drums., 79-9565 

Rigging 1 1/2-ton trailers. 79-12886 

Rigging 1/4-ton trucks., 79-3804 

Rigging 3/4-ton cargo trailer., 79-16362 

Rigging 5-kw generator set with portable 
floodlight set, 79-12887 

Right of priority on patents : agreement 
between the United States of America 
and the Republic of Korea, effected by 
exchange of notes, signed at Seoul, Octo- 
ber 30, 1978., 79-23067 

Right to appeal under social security and 
Medicare., 79-20289 

Right to citizenship in the Soviet Union., 
79-5146 

Right to privacy proposal of the Privacy 
Protection Study Commission : hearings 
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before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 10076 ... May 23 
and 24, 1978., 79-6667 

Right to read, 79-2497 

The rights and responsibilities of students : 
a handbook for the school community., 
79-8128 

Rights and _ responsibilities under the 
LMRDA and EO 11491., 79-20843 

Rings-locking, pipe joint welding, and mis- 
cellaneous hardware., 79-12857 

Rings, wiping, and sealing., 79-22307 

Rio San Jose, Pueblo of Acoma, 
Mexico., 79-7466 

Riparian zones., 79-14672 

Rising health care costs for the elderly : 
hearing before the Subcommittee on Citi- 
zens and Shareholders Rights and Reme- 
dies of the Committee on the Judiciary, 
United States Senate, Ninety-fifth Con- 
gress, second session, December 13, 
1978., 79-18929 

Risk Assessment Review Group report to 
the U.S. Nuclear Regulatory Commis- 
sion., 79-10378 

Risk management guide /, 79-20124 

Risk methodology for geologic disposal of 
radioactive waste : sensitivity analysis 
techniques /, 79-17369 

River basin authorizations : report to ac- 
company H.R. 12139., 79-3157 

River crossing operations /, 79-7421 

River currents., 79-1589 

River forecasts provided by the National 
Weather Service., 79-5641 

River-quality assessment of the Willamette 
River Basin, Oregon, 79-11797, 79- 
13886 

River summary and forecast., 79-359 

Rivers, rockets and readiness: Army Engi- 
neers in the Sunbelt /, 79-16379 

Rivets, rivet caps, and collars /, 79-1988, 
79-12858, 79-14801 

RLPORINC, the RELAP4/MODS inter- 
face to ORINC /, 79-11297 

RLPSFLUX, RELAP with surface flux 
modifications /, 79-15820 

RNA viruses associated with cancer, cell 
biology and animal studies., 79-1025 

RNA viruses associated with cancer, ex- 
cluding studies in avian and primate sys- 
tems, 79-1025, 79-1026 

RNA viruses associated with cancer, mo- 
lecular biology., 79-1026 

Road clearing, cleaning, and marking equip- 
ment /, 79-5733 

Roadless area review and evaluation., 79- 
10706 

Roadless area review 
(RARE II) /, 79-6643 

Roadless areas in the State of Idaho : hear- 
ing before the Subcommittee on Public 
Lands and Resources of the Committee 
on Energy and Natural Resources, 


New 


and evaluation 
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United States Senate, Ninety-fifth Con- 
gress, first session ... McCall, Idaho, June 
3, 1977., 79-10457 

Roads gravelling project : agreement be- 
tween the United States of America and 
Kenya, signed at Nairobi, July 1, 1977., 
79-4782 

Roadway lighting handbook /, 79-15674 

Roasted coffee, SIC 2095., 79-19223 

Robes and dressing gowns, SIC 2384., 
19260 

Robinsons Branch of the Rahway River at 
Clark, Scotch Plains, and Rahway, New 
Jersey : communication from the Secre- 
tary of the Army transmitting a Corps of 
Engineers report ..., 79-11021, 79- 
12455 

ROBOT : a user‘s manual of the ENTER- 
PRISE communicator /, 79-5904 

Rocio Edmondson : report to accompany S. 
214., 79-17665 

Rocio Edmondson : report to accompany S. 
3169., 79-5407 

Rock bed heat accumulators /, 79-16403 

Rock salt, SIC 1476., 79-22127, 79-22140 

Rockbridge County, Virginia, unincorporat- 
ed areas., 79-2623 

Rockdale County, Georgia, unincorporated 
areas., 79-6147 

Rocket exhaust effluent modeling for tropo- 
spheric air quality and environmental as- 
sessments /, 79-6292 

Rocket exhaust ground cloud/atmospheric 
interactions /, 79-10172 

Rockets, missiles, and propellants /, 79- 
6287 

Rocks and mineral resources of the Wolf 
Creek area, Lewis and Clark and Cascade 
Counties, Montana /, 79-11794 

Rocky Mountain Airways, Inc., DeHavil- 
land DHC-6 Twin Otter N23RM, near 
Steamboat Springs, Colorado., 79-18763 

Rocky Mountain Airways, Inc., DeHavil- 
land DHC-6-300, N24RM, Cheyenne, 
Wyoming., 79-23085 

Rocky Mountain National Park., 79-22921 

Rocky Mountain National Park boundary 
study : area surrounding Rocky Mountain 
National Park including Indian Peaks 
Wilderness in Arapaho and Roosevelt 
National Forests, Colorado : joint study / 
» 7179-22919 

Rod anode x-ray sources in dentistry : 
workshop proceedings, June 14-16, 1976., 
79-4314 

Rodenticides and mammal, bird and fish 
toxicants, 79-851 

Rodney L. Herold and others : report to 
accompany H.R. 898., 79-17577 

Rodolfo N. Arriola : report to accompany 
S. 2509., 79-3268 

Rogelio M. Encomienda : report to accom- 
pany H.R. 2259., 79-3430 

The Rogovin report on allegations of equal 
employment opportunity violations and 


79- 





combustion engine : a candidate for general aviation : a symposium held 


related merit abuses at the Civil Service 
Commission., 79-3701 

Rogovin report on allegations of past merit 
abuses at the Civil Service Commission, 
79-3700 

Role of alloying elements in adhesive trans- 
fer and friction of copper-base alloys /, 
79-2784 

The role of alternate energy resources in 
promoting island self-sufficiency : hear- 
ings before the Subcommittee on Energy 
Research and Development of the Com- 
mittee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session Honolulu, 
Hawaii, November 28, 1978, Hilo, 
Hawaii, November 29, 1978, Wailuku, 
Maui, Hawaii, November 30, 1978., 79- 
14404 

The Role of Behavioral Science in Physical 
Security : proceedings of the second 
annual symposium, March 23-24, 1977 /, 
79-5591 

The role of bubble-size equilibration in the 
transient behavior of fission gas /, 79- 
11152 

The role of education and training pro- 
grams in the commercialization and diffu- 
sion of solar energy technologies /, 79- 
13319 

The role of exports in U.S. foreign policy /, 
79-8416 

Role of food prices in inflation : hearing 
before the Subcommittee on Domestic 
Marketing, Consumer Relations, and Nu- 
trition of the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, second sesson, July 25, 1978., 
79-8750 

The role of law enforcement in the preven- 
tion and treatment of child abuse and ne- 
glect /, 79-22689 

The role of R.& D. in improving the qual- 
ity in urban life : hearings before the Sub- 
committee on Domestic and International 
Scientific Planning, Analysis and Cooper- 
ation of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ..., 79-6733 

The role of refined products imports in the 
domestic fuel market /, 79-16510 

Role of synthetic and natural hormones in 
carcinogenesis, 79-1037 

The role of the Federal government and 
employee ownership of business /, 79- 
10584 

The role of the Federal government in 
human nutrition research /, 79-21617 

The role of the LDCs in the US balance of 
payments : a research aid., 79-23023 

The Role of the Library of Congress in the 
evolving national network : a study com- 
missioned by the Library of Congress 
Network Development Office and funded 
by the National Commission on Libraries 
and Information Sciences., 79-8306 
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The role of the mental health professional 
in the prevention and treatment of child 
abuse and neglect /, 79-22690 

The role of the national laboratories in 
energy R. & D. : hearings before the 
Subcommittee on Fossil and Nuclear 
Energy Research, Development, and 
Demonstration of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
first session ..., 79-9120 

The role of the school library media 
gram in networking /, 79-17349 

The role of the States in energy /, 79- 
11116 

The role of vocational education in the 
Nation‘s economic development /, 79- 
11626 

Roles and responsibilities of energy-related 
environmental organizations., 79-5828 

Roll-rate stabilization of a missle configura- 
tion with und fins in incom- 
pressible flow /, 79-7497 

Roller assembly, journal bearing., 
79-19768 

Roller to separator contact forces and cage 
to shaft speed ratios in roller bearings /, 
79-12000 

Rolling-element fatigue life of AISI M-50 
and 18-4-1 balls /, 79-4682 

Rolling mill machinery, SIC 3547., 
22057 

Roof and rib control., 79-2664 

Roofing and sheet metal work special trade 
contractors, SIC code 1761., 79-22160 

Roofing and sheet metal work special trade 
contractors, SIC 1761., 79-19516 

Roofing for historic buildings /, 79-18560 

The room temperature moisture kinetics of 
Kevlar 49 fabric/epoxy laminates /, 79- 
5884 

Root parasites of southern forests /, 79- 
12615 

Root River, Minnesota : communication 
from the Secretary of the Army transmit- 
ting a Corps of Engineers report ..., 79- 
11022, 79-12452 

Roper opinion poll : hearing before the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, July 27, 1978., 79-8880 

Rosario A. Calvin : report to accompany 
H.R. 1402., 79-5431 

Roses for the home /, 79-5474 

Roster : Emergency Electric Power Ad- 
ministration., 79-22509 

Roster of minority construction contractors 
and consulting engineers., 79-7720 

Rotary balance data for a typical single- 
engine low-wing general aviation design 
for an angle of attack range 30 to 90 /, 
79-6304 

Rotary brushes and buffing wheels /, 79- 
19769 

The rotary combustion engine : a candidate 
for general aviation : a symposium held 
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79- 





The rotary combustion engine : a candidate for general aviation : 


at Lewis Research Center, Cleveland, 
Ohio, February 28, 1978., 79-12024 

Rotary International and career education / 
» 7179-13627 

Rotary-wing aerodynamics., 79-18630 

Rotary wing flight /, 79-14806 

Roth-Kemp tax cut proposal., 79-6765 

Rotocraft, gliders & balloons, 79-12192 

Rotor blade flapping criteria investigation / 

79-5802 

Rotor wake effects on hub/pylon flow /, 
79-11037 

Rotorcraft external-load operations, 
10304 

Rotorcraft, gliders & balloons, 79-1561 

Rotorcraft wake analysis for the prediction 
of induced velocities /, 79-5792 

Routing algorithms for integrated circuit 
design /, 79-16472 

Rowan County, North Carolina unincor- 
porated areas., 79-22830 

The RRB quarterly review., 79-1456 

RSVP : Retired Senior Volunteer Program 
: an action program., 79-16161 

RSVP, what it can do for you., 79-22709 

RTECS microfiche permuted molecular 
formula index, 79-13733 

RTECS microfiche quarterly complete file, 
79-1124 

RTNS-II utilization plan., 79-3888 

Rubber : sampling and testing., 79-7899 

Rubber and plastics footwear, SIC 3021., 
79-19312 

Rubber, supply and distribution for the 
United States., 79-16165 

Ruben P. Din : report to accompany H.R. 
2253., 79-3429 

Rules and regulations - Federal Communi- 
cations Commission. Part 95. Citizens 
radio service., 79-10859, 79-10860 

Rules and regulations - Federal Communi- 
cations Commission. Volume 1., 79-550 

Rules and regulations - Federal Communi- 
cations Commission. Volume 4., 79-551 

Rules and regulations - Federal Communi- 
cations Commission. Volume 5., 79-552, 
79-16320 

Rules and regulations - Federal Communi- 
cations Commission. Volume 8., 79-553, 
79-3688 

Rules and regulations - Federal Communi- 
cations Commission. Volume 9., 79-554 

Rules and regulations - Federal Communi- 
cations Commission. Volume 10., 79-555 

Rules and regulations - Federal Communi- 
cations Commission. Volume 11., 79-556 

Rules and regulations - National Credit 
Union Administration., 79-1412 

Rules and regulations and National labor 
relations act, 79-1382 

Rules and regulations and statements of 
procedure, Labor management relations 
act., 79-1382 

Rules and regulations for foreign vessels 
operating in the navigable waters of the 
United States., 79-1578 
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Rules and regulations for recreational 
boats., 79-8587 

Rules of practice and procedure, United 
States Tax Court., 79-10126, 79-14013 

Rules of procedure., 79-21359 

Rules of procedure - Committee on Fi- 
nance, United States Senate., 79-6656 

Rules of the Committee on Foreign Rela- 
tions, United States Senate, March 1979., 
79-14412 

Rules of the road training investigation /, 
79-23183 

Rules of the United States Court of Claims., 
79-8290, 79-8291, 79-18587 

Rulings on requests for review of the As- 
sistant Secretary of Labor for Labor- 
Management Relations pursuant to Ex- 
ecutive order 11491, as amended., 79- 
4618 

The rum industry and rum distillery wastes 
in Puerto Rico and the Virgin Islands : 
effects on the marine environment and 
treatment options /, 79-13407 

Run reports, COacceptor process gasifica- 
tion pilot plant /, 79-17939, 79-17940, 
79-17941 

Runaway youth, 79-11733 

Runway length requirements for airport 
design., 79-4879 

Runway surface condition sensor : 
specification guide., 79-15722 

Rural access roads : agreement between the 
United States of America and Bolivia, 
signed at La Paz, September 20, 1976., 
79-4717 

Rural C & E Fargo : confronting the city 
on the lonesome plains /, 79-9982 

Rural clean water program : farmers and 
ranchers are ready., 79-22512 

Rural community health : agreement be- 
tween the United States of America and 
Tunisia, signed at Tunis December 29, 
1977., 79-8482 

Rural cooperative system : agreement be- 
tween the United States of America and 
Columbia signed at Bogota April 28, 
1976., 79-21010 

Rural development : agreement between the 
United States of America, and Afghani- 
Stan, signed at Kabul, September 18, 
1977., 79-17142 

Rural development oversight hearing 
before the Subcommittee on Rural De- 
velopment of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-fifth Congress, 
second session, April 2, 1979., 79-17410 

Rural development oversight hearings 
before the Subcommittee on Rural De- 
velopment of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-fifth Congress, first 
session, June 16 and 22, 1977., 79-21409 

Rural development perspectives., 79-10749 

Rural development policy : hearings before 
the Subcommittee on Family Farms, 


interim 
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Rural Development, and Special Studies 
of the Committee on Agriculture, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 3580, April 
24, 25, and 26, 1979., 79-21399 

Rural development policy act of 1979 : 
report together with dissenting views to 
accompany H.R. 3580., 79-16001 

Rural development policy and coordination 
act of 1979 : report to accompany S. 670., 
79-16049 

Rural education : agreement between the 
United States of America and Bolivia, 
signed at La Paz August 30, 1977., 79- 
6378, 79-21001 

Rural electric borrowers, 79-5512 

Rural electrification : agreement between 
the United States of America and Bangla- 
desh, signed at Dacca December 15, 
1977., 79-8480, 79-8488 

Rural Electrification Administration (REA) 
forms and bulletins., 79-11569 

Rural electrification program, 79-10724 

Rural employment and unemployment sta- 
tistics /, 79-6542 

Rural family living, 79-178 

Rural finance experimental project : agree- 
ment between the United States of Amer- 
ica and Bangladesh, signed at Dacca 
August 31, 1977., 79-8460 

Rural health clinic services : medicare/med- 
icaid coverage, reimbursement, and certi- 
fication., 79-20463 

Rural health services : agreement between 
the United States of America and Egypt, 
amending the agreement of September 
39, 1976, signed at Cairo, December 29, 
1977., 79-17144 

Rural highway planning system : computer 
program user‘s manual., 79-4845 

Rural housing amendment of 1979 : report 
to accompany S. 1064., 79-17671 

Rural housing authorizations hearing 
before the Subcommittee on Rural Hous- 
ing and Development, Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1000 ... S. 1064 
.. May 4, 1979., 79-17448 

Rural municipal development : agreement 
between the United States of America 
and Panama, signed at Panama, Novem- 
ber 28, 1975., 79-4760 

Rural oriented research and development 
projects : a review and synthesis /, 79- 
20895 

Rural research in USDA : hearings before 
the Subcommittee on Agricultural Re- 
search and General Legislation of the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session, May 4 and 
5, 1978., 79-8768 

Rural roads system : agreement between 
the United States of America and Kenya, 
signed at Nairobi September 30, 1977., 
79-8468 





January — December 1979 


Rural telecc ications : hearing before 
the Subcommittee on Communications of 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-fifth Congress, first session 
April 6, 1977., 79-21467 

Rural telephone borrowers, 79-5513 

Rural Transportation Advisory Task Force 
: report to accompany H.R. 12917., 79- 
6832 

Rural transportation problems : hearings 
before the Subcommittee on Agricultural 
Production, Marketing, and Stabilization 
of Prices of the Committee on Agricul- 
ture, Nutriton, and Forestry, United 
States Senate, Ninety-fifth Congress, 
second session ..., 79-8769 

Russell W. Allen : report to accompany 
H.R. 12555., 79-3241 

Ruth C. Clusen, and Roger A. Markle 
nominations : hearing before the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session ... August 18, 1978., 
79-5063 

Rwanda : post report., 


Ss 


S.E.C. docket, 79-1482 

S. Res. 555 and S. Res. 556 to disapprove 
pending ship claims settlements under 
Public Law 85-804 : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-fifth Congress, 
second session, September 14, 1978., 79- 
12314 

S-2 black-light trap for capturing pecan 
Lepidoptera /, 79-21915 

S. 388, the Small business employee owner- 
ship act : hearing before the Select Com- 
mittee on Small Business, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 388 ... February 27, 1979., 
79-15918 

S. 505 and other health care cost contain- 
ment proposals., 79-14407 

S. 918, the Small business development 
center act of 1979 : hearings before the 
Subcommittee on Economic Develop- 
ment, Marketing, and the Family Farmer 
of the Select Committee on Small Busi- 
ness, United States Senate, Ninety-sixth 
Congress, first session, on S. 918 ... April 
5 and 26, 1979., 79-21646 

S. 1439, Export reorganization act of 1976 : 
hearing before the Joint Committee on 
Atomic Energy, Congress of the United 
States, Ninety-fourth Congress, second 
session ..., 79-21439 

S. 2252, Alien adjustment and employment 
act of 1977 : hearings before the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 2252 ..., 79-9031, 79-10541 

SABRES 1 : conflict simulation model for 
surface transport systems /, 79-10380 





79-2834 





Safety of Firestone steel-belted radial 500 tires : hearings before the 


Saccharin ban, oversight : hearing before 
the Subcommittee on Health and the En- 
vironment of the Committee on Interstate 
and Foreign Commerce House of Repre- 
sentatives, Nineth-sixth Congress, first 
session, on findings of the National Acad- 
emy of Sciences in the use of saccharin, 
April 11, 1979., 79-17502 

Saccharin extension : report together with 
additional and dissenting views to accom- 
pany H.R. 4453., 79-17639 

Saccharin moratorium : hearing before the 
Subcommittee on Health and the Envi- 
ronment of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... May 23, 1979., 79-17506 

Saccharin study, labeling, and advertising 
act : report to accompany S. 1750., 79- 
21696 

Sacramento County, California, unincorpor- 
ated areas., 79-8207 

Sacramento-San Joaquin delta, California, 
investigation for flood and related river 
resource problems., 79-2075 

Safe drinking water act authorization 
hearing before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
sixth Congress, first session, on H.R. 3040 
... March 26, 1979., 79-17501 

Safe drinking water act authorizations : 
report /, 79-19001 

Safe drinking water act oversight : hearing 
before the Subcommittee on Environmen- 
tal Pollution of the Committee on Envi- 
ronmental Pollution of the Committee on 
Environment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session, July 18, 1978., 79-10561 

Safe drinking water in emergencies., 79- 
13735 

Safe driving in winter., 79-15792 

Safeguarding of classified information : ar- 
rangement between the United of Amer- 
ica and Kuwait signed at Kuwait January 
26, 1977., 79-4751 

Safekeeping, care, and subsistence of unsen- 
tenced Federal prisoners; report to ac- 
company S. 1274., 79-9404 

Safety analysis report for packaging 
(SARP) of the Oak Ridge National Labo- 
ratory garden carrier no. 2 /, 79-2284 

Safety analysis report on model UC-609 
shipping package /, 79-4011 

Safety and rescue equipment., 
79-5734 

Safety and special radio services, 79-572 

Safety aspects of curb parking /, 79-23115 

Safety belt usage : hearings before the Sub- 
committee on Investigations and Review 
of the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ..., 79-9093 


79-1990, 
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Safety belts : the uncollected dividends : a 
manual for use by State legislators and 
State officials on techniques to increase 
safety belt usage /, 79-23205 

Safety consequences of raising the national 
speed limit from 55 mph to 60 mph /, 
79-8599 

Safety effectiveness evaluation of the Fed- 
eral Railroad Administration‘’s hazardous 
materials and track safety programs., 
79-17212 

Safety effectiveness evaluation of the Na- 
tional Accident Sampling System : part 
IL, 79-18757 

Safety effectiveness evaluation of the Na- 
tional Highway Traffic Administration‘s 
rulemaking process., 79-21126 

Safety effectiveness evaluation of the Na- 
tional Highway Traffic Safety 
Administration‘s passive restraint evalua- 
tion program., 79-17213 

Safety, efficacy, and usefulness of Darvon 
and other preparations containing pro- 
poxyphene., 79-15917 

Safety evaluation of priority techniques for 
high-occupancy vehicles /, 79-15669 

Safety evaluation report /, 79-14311, 
14313, 79-18859 

Safety evaluation report by the Office of 
Nuclear Reactor Regulation, U.S. Nucle- 
ar Regulatory Commission in the matter 
of Public Service Company of Oklahoma, 
et al, Black Fox Station, Units 1 and 2, 
docket nos. STN 50-556 and STN 50- 
557., 79-2975, 79-2981, 79-2982, 79- 
2983, 79-2984, 79-2985, 79-6573, 79- 
8698, 79-8701, 79-10348, 79-10360, 
79-12259, 79-12262, 79-12268 

Safety evaluation report related to con- 
struction of New England Power Proj- 
ect, Units 1 &2., 79-21294 

Safety evaluation report related to con- 
struction of Palo Verde Nuclear Generat- 
ing Station, Units 4 and 5., 79-10360 

Safety evaluation report related to con- 
struction of Pilgrim Nuclear Generating 
Station, Unit no. 2., 79-10348 

Safety evaluation report related to the pre- 
liminary design of the satandard refer- 
ence system, RESAR - 414., 79-6573 

Safety features of stop signs at rail-highway 
grade crossings /, 79-14220 

Safety films catalog, 1978-1979 /, 79-16395 

Safety guide for private aircraft owners., 
79-2910 

Safety helmet performance investigation /, 
79-4933, 79-6498 

Safety in and around helicopters., 
21184 

Safety in manual materials handling : report 
on International Symposium, Safety in 
Manual Materials Handling, State Univer- 
sity of New York at Buffalo, July 18-20, 
1976 /, 79-8063 

Safety news, 79-1195 

Safety of Firestone steel-belted radial 500 
tires : hearings before the Subcommittee 
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Safety of Firestone steel-belted radial 500 tires : hearings before the 


on Oversight and Investigations of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session., 
79-8965 

The safety of Firestone 500 steel belted 
radial tires : report together with addi- 
tional and dissenting views /, 79-8952 

Safety on stairs /, 79-10816 

Safety policy and requirements for payloads 
using the space transportation system 
(STS)., 79-22995 

Safety program practices in record-holding 
plants /, 79-16772 

Safety-related information needs : a report 
to the Federal Highway Administrator 
from the Safety-Related Information 
Needs Task Force., 79-17216 

Safety related recall campaigns for motor 
vehicles and motor vehicle equipment, in- 
cluding tires. Detailed reports., 79-1596 

Safety review, 79-740 

Safety status data collection methodology /, 
79-23204 

Sagamore Hill., 79-4549 

Saginaw, Michigan, metropolitan area, 79- 
11901 

The Sahel developmemt program : progress 
and constraints : report to the Congress / 
, 79-2436 

Sailing directions (enroute) for Ireland and 
the west coast of England., 79-14774 

Sailing directions (enroute) for Nova 
Scotia, and the St. Lawrence., 79-10916 

Sailing directions (enroute) for the east 
coast of the U.S.S.R., 79-10917 

Sailing directions (enroute) for the English 
Channel /, 79-16335 

Sailing directions (enroute) for the Strait of 
Malacca and Sumatera., 79-3749 

Sailing directions for east Greenland and 
Iceland : includes the island of Jan 
Mayen., 79-12816 

Sailing directions for South America 
volume 1, east coast from Venezuelan 
border to and including Rio de la Plata., 
79-10913 

Sailing directions for South America 
volume III, west coast between Gulf of 
Panama and Cabo Tres Montes., 79- 
16332 

Sailing directions for South America, vol. 2 
: East and west coasts between Rio de la 
Plata and Cabo Tres Montes including 
Falkland, South Georgia, and South 
Sandwich Islands., 79-19644 

Sailing directions for southwest coast of 
Africa : Cape Palmas to Cape of Good 
Hope., 79-16334 

Sailing directions for the east coast of Aus- 
tralia : Sydney to Cape York, including 
islands in the Coral Sea., 79-10914 

Sailing directions for the northwest and 
north coasts of Norway : Fedjeosen to 
Nyemyetski Point, U.S.S.R., including 
Svalbard Archipelago., 79-16333 
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Sailing directions for the Pacific Islands : 
volume 3, the south-central groups., 79- 
1857 

Sailing directions for the southeast coast of 
Australia : Cape Northumberland to Port 
Jackson, including Tasmania., 79-10915 

Sailing directions for the southwest coast of 
Norway : Lindesnes to Fedje., 79-12817 

Sailing directions for west coast of Green- 
land, Kap Farvel to Kap Morris Jesup., 
79-10912 

Sailing directions (planning guide) for the 
Mediterranean., 79-14773 

Saint Joe River, Idaho : hearing before the 
Subcommittee on Parks and Recreation 
of the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
fifth Congress. second session, on S. 3052 
... Wallace, Idaho, August 28, 1978., 79- 
10453 

Saint Lawrence Seaway : tariff of tolls : 
agreement between the United States of 
America and Canada, amending and sup- 
plementing the agreement of March 9, 
1959, as amended, effected by exchange 
of notes, signed at Washington, March 
20, 1978., 79-21011 

Salary table no. 60 : executive branch of the 
government., 79-7334 

Salary table no. 64 : executive branch of the 
government., 79-15575 

Sale of children in interstate and foreign 
commerce : hearings before the Subcom- 
mittee on Criminal Justice of the Com- 
mittee on the Judiciary, House of Repre- 
sentatives, Ninety-fifth Congress, first ses- 
sion ... March 21 and April 25, 1977., 
79-14444 

Sale of excess property : agreement be- 
tween the United States of America and 
the United Nations, effected by exchange 
of letters, signed June 21, and 23, August 
26, and September 30, 1976., 79-14160 

Sale of F-16‘s to Iran : following is a state- 
ment /, 79-18716 

Sale of used motor vehicles : final staff 
report to the Federal Trade Commission 
and proposed trade regulation rule (16 
CFR part 455)., 79-2399 

Salem Nuclear Generating Station, Unit 2., 
79-8701 

Sales and other dispositions of assets /, 79- 
12130 

Sales finance companies, 79-886 

Sales of duty-free goods in the Far East : 
accountability and control should be im- 
proved : report /, 79-4132 

Sales of electric energy by the Bonneville 
Power Administration, 79-15464 

Sales of fuel oil and kerosine., 79-9782 

Sales of liquefied petroleum gases and 
ethane, 79-9788 

Sales of liqufied petroleum gases and 
ethane, 79-9788 

Sales of lubricating and industrial oils and 
greases., 79-3549, 79-10774 
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Sales, profits, and dividends of large corpo- 
rations, 79-905 

Sales, revenues, profits, and dividends of 
large manufacturing corporations., 79- 
905 

Sales tax rulings, 79-1504 

Salmonella surveillance; report., 

Salt., 79-16941 

SALT : its contribution to U.S. security 
and world peace /, 79-8408 

SALT and American security., 79-10209 

SALT and U.S.-Soviet relations., 79-20973 

Salt Creek, vicinity of Pueblo, Colorado., 
79-2097 

Salt River Pima-Maricopa boundary modifi- 
cation : report to accompany S. 3002., 
79-5366 

SALT two : the home stretch /, 79-8410 

SALT II : an interim assessment : report of 
the Panel on the Strategic Arms Limita- 
tion Talks and the Comprehensive Test 
Ban Treaty of the Intelligence and Mili- 
tary Application of Nuclear Energy Sub- 
committee of the Committe on Armed 
Service, House of Representatives, with 
dissenting and supplementary views, 
Ninety-fifth Congress, second session., 
79-8784 

SALT II : Armed Services testimony, July 
30, 1979 : following is a statement /, 79- 
23035 

SALT II : some foreign policy consider- 
ations /, 79-21541 

SALT II : the choice /, 79-20974 

SALT II : toward a more secure world., 
79-10762 

SALT II agreement., 79-20999 

SALT II agreement - selected documents 
no. 12A, 79-20999 

SALT II and American security., 79- 
17120 

SALT II basic guide 
79-17122, 79-20967 

SALT II Senate testimony., 

SALT II, the reasons why /, 79-20968 

SALT II Treaty., 79-17295, 79-17296 

The SALT II Treaty : hearings before the 
Committee on Foreign Relations, United 
States Senate, Ninety-sixth Congress, first 
session, on Ex. Y, 96-1 ...., 79-21542, 
79-23389 

Salty : a hybrid computer program for 
three-dimensional heat transfer from a 
discrete source /, 79-7660 

Sam Bell Gully, Montgomery County, 
Texas, flood plain information., 79-7457 

Sampling and analysis requirements for 
low-BTU gasification of coal for electric 
power generation /, 79-3924 

Sampling for weight in Appalachian hard- 
woods, 79-13970 

Sampling of natural resource populations, 
comparison of estimators, 79-20797 

Sampling precision and probability, 79- 
13962 


79-1122 


: a special report /, 


79-23031 





January — December 1979 


Samson Kossivi Kpadenou : 
company S. 487., 79-5410 

Samuel S. H. Leung, his wife, Carol O. K. 
Leung, and his sons, Johnny C. Y. Leung 
and Jimmy C. M. Leung : report to ac- 
company S. 144., 79-5394 

San Antonio : 1976 patterns of foreign 
travel in the U.S., 79-12740 

San Antonio, Texas, metropolitan area, 
79-22967 

San Diego, California, metropolitan area, 
79-18601 

San Francisco 
crime., 79-14009 

San Francisco-Oakland, California, metro- 
politan area, 79-22964 

San Jose, California, metropolitan area, 
79-22969 

San Juan National Historical Park, Wash- 
ington., 79-20777 

San Lorenzo River, Boulder Creek, Felton, 
Santa Cruz County, California., 79-2098 

San Luis Unit, Central Valley Project, Cali- 
fornia : hearing before the Subcommittee 
on Water and Power Resources of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
fifth Congress, second session, on report 
of the San Luis Task Force established 
under Public Law 95-46 and on H.R. 
12143 ... H.R. 12272 ... April 24, 1978., 
79-14435 

Sand and gravel., 79-10061, 79-10094 

Sand dunes on the central Delmarva Penin- 
sula, Maryland and Delaware /, 79- 
16921 

Sandstone channels, their influence on roof 
control in coal mines /, 79-8305 

Sang Yun Yoon : report to accompany S. 
1618., 79-3252 

Sanitary food containers, SIC 2654., 
22000 

Sanitary landfills 
2., 79-4463 

Sanitary paper products, SIC 2647., 
21997 

Sanitation and sewage., 79-7867 

Santa Ana River main stem, including San- 
tiago Creek and Oak Street Drain, Cali- 
fornia : communication from the Secre- 
tary of the Army transmitting a Corps of 
Engineers report ..., 79-7431, 79-9203 

Santa Barbara County, California, unincor- 
porated areas., 79-8208 

Santa Clara, California, community center, 
commercial solar demonstration design 
and construction report /, 79-11334 

Santa Fe River and Arroyo Mascaras at 
and in the vicinity of Santa Fe, New 
Mexico : communication from the Secre- 
tary of the Army transmitting a Corps of 
Engineers report ..., 79-12936, 79- 
14491 

Santa Fe River and Arroyo Mascaras at 
and in the vicinity of Santa Fe, New 
Mexico : letter from the Secretary of the 


report to ac- 


public attitudes about 


79- 
: a bibliography, volume 


79- 





Science activities in energy : electrical energy / 


Army transmitting a letter from the Chief 
of Engineers ..., 79-11023, 79-12511 
Santos Marquez Arellano : report to ac- 
company H.R. 1938., 79-3427 

Sao Tome and Principe, 79-6362 

Saratoga spittlebug /, 79-7173 

Sarcoidosis : June 1976 through August 
1978, 619 citations, /, 79-4327 

Sarcomas and related tumors, diagnosis, 
treatment., 79-1074 

Satellite calibration data 
report-1975 /, 79-5766 

Satellite calibration data, annual data 
report, 1976 /, 79-7476 

Satellite power system (SPS) : preliminary 
societal assessment, 79-18006 

Satellite power system (SPS) program; pro- 
gram summary., 79-19820 

Satellite power system (SPS) program sum- 
mary., 79-11134, 79-19820 

Satellite situation report., 79-1401 

SATTEL : an Army dedicated meteoro- 
logical telemetry system /, 79-5785 

Saturable reactors and magnetic amplifiers., 
79-1991 

Saturated steam boiler., 

Saudi Arabia., 79-15581 

Saudi Arabia : post report., 79-2835 

Savage Run Wilderness., 79-16093 

Saving money with energy conservation : 
an energy audit workbook for restau- 
rants., 79-19849 

Saving money with energy conservation : 
an energy audit workbook for retail 
stores., 79-19850 

Savings to CHAMPUS from requirement to 
use uniformed services hospitals : report 
/, 79-13558 

Savita Nandini : 
2315., 79-5398 

Saw Mill Run, Pittsburgh, Pennsylvania : 
communication from the Secretary of the 
Army transmitting a Corps of Engineers 
report ..., 79-12937, 79-14493 

Sawmills and planing mills, general, SIC 
2421., 79-21987 

Saxophone player /, 79-10975 

SBA programs and authorizations : report 
together with separate views and dissent- 
ing views to accompany H.R. 90., 79- 
12499 

SBIC digest., 79-1478 

A scale for rating fire-prevention contactors 
/, 7179-19153 

Scales and balances., 79-1992, 79-7387 

Scales and balances, except laboratory, SIC 
3576., 79-19399 

Scaling of pressure and subcooling for 
countercurrent flow., 79-10383 

Scattergood School Recreation Center, 
West Branch, Iowa ., 79-15004 

Schedule arrival performance in the top 200 
markets by carrier., 79-546 

Schedule B. Statistical classification of do- 
mestic and foreign commodities exporied 
from the United States., 79-5542 


annual data 


79-13242 


report to accompany S. 
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Schedule B. Statistical classification of do- 
mestic and foreign commodities exported 
from the United States. 79-206, 79- 
5542 

Schedule of courses - Foreign Service Insti- 
tute., 79-18714 

Scheduled and nonscheduled air service : 
agreement between the United States of 
America and the Socialist Federal Repub- 
lic of Yugoslavia extending the agree- 
ment of May 14, 1976 and Annex A of 
the agreement of September 27, 1973, as 
amended and extended, effected by ex- 
change of notes dated at Washington 
May 17 and June 30, 1977., 79-4794 

Scheduled operations, system, domestic, 
and international trunks plus local service 
carriers, 79-547 

Schiffli machine embroideries, SIc 2397., 
79-19267 

Schistosomiasis in rural Egypt : a report of 
U.S.-Egyptian River Nile and Lake 
Nasser research project /, 79-9839 

Schizophrenia bulletin., 79-1128 

School asbestos program : questions and an- 
swers /, 79-12999 

School breakfast menu planning guide : en- 
ergize your day with breakfast., 79-1794 

School bus carbon monoxide intrusion /, 
79-14288 

School, classroom, and pupil correlates of 
fifth-grade reading achievement., 79- 
20321 

School crime and disruption : prevention 
models., 79-2503 

School desegregation in Dorchester 
County, Maryland : a staff report of the 
U.S. Commission on Civil Rights. 79- 
19616 

School desegregation in Tacoma, Washing- 
ton : a staff report of the U.S. Commis- 
sion on Civil Rights., 79-14767 

School desegregation in Tempe, Arizona : a 
staff report of the U.S. Commission on 
Civil Rights., 79-19617 

School enrollment, social and economic 
characteristics of students: October 1977, 
79-10781 

School enrollment-social and economic 
characteristics of students: October 1978 
(advance report), 79-12666 

School life, 79-981 

School lunches., 79-7857 

School security : guidelines for maintaining 
safety in school desegregation, 79- 
16978 

Science achievement in the schools : a sum- 
mary of results from the 1976-77 National 
Assessment of Science /, 79-9927 

Science activities in energy : chemical 
energy /, 79-20008 

Science activities in energy : conservation ; 
prepared by Oak Ridge Associated Uni- 
versities ; assisted by Lawrence Hall of 
Science., 79-20007 

Science activities in energy 
energy /, 79-20009 


: electrical 
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Science and engineering manpower forecasting, its use in policymaking : report / 


Science and engineering manpower fore- 
casting, its use in policymaking : report /, 
7179-16616 

Science and technology; annual report to 
the Congress., 79-18700 

Science and technology : message from the 
President of the United States .., 79- 
14504 

Science and technology report, 79-9106 

Science and technology report; annual 
report to the Congress, submitted in ac- 
cordance with the National science and 
technology policy, organization and pri- 
orities act of 1976., 79-9106 

Science and your career /, 79-8302 

Science experiments and projects., 79- 
11580 

Science fair projects /, 79-6289 

The Science Hill sandstone Member of the 
Warsaw formation and its relation to 
other clastic units in south-central Ken- 
tucky /, 79-10041 

Science majors., 79-14711 

Science on its way to work, 79-14748 

Science policy : a working glossary /, 79- 
12408 

Science training programs directory for 
high ability secondary school students., 
79-20929 

Science, 1978 : a selected list of books that 
have appeared in Talking book topics and 
Braille book review., 79-8310 

The scientific adequacy and usefulness of 
the recommended dietary allowance 
(RDA) standards : hearings before the 
Subcommittee on Domestic and Interna- 
tional Scientific Planning, Analysis, and 
Cooperation of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session ..., 79-6732 

Scientific affairs, 79-1656, 79-2950, 79- 
4958, 79-12244, 79-18836, 79-23245 

Scientific and technical aerospace reports., 
79-1391 

Scientific and technical aerospace reports. 
Index., 79-10152, 79-14049 

Scientific and technical aerospace reports, 
semi-annual index., 79-1392 

Scientific and technical cooperation : agree- 
ment between the United States of Amer- 
ica and Australia, extending the agree- 
ment of October 16, 1968, as extended, 
effected by exchange of notes, signed at 
Canberra, October 10, 1978., 79-23062 

Scientific and technical information (STI) 
activities : issues and opportunities /, 
79-15914 

Scientific and technological cooperation : 
agreement between the United States of 
America and the Socialist Federal Repub- 
lic of Yugoslavia, extending the agree- 
ment of May 18, 1973, effected by ex- 
change of notes dated at Belgrade, June 
30, 1978., 79-21074 

Scientific bulletin., 79-753 
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Scientific directory and annual bibliogra- 
phy, 79-4283, 79-22639 

Scientific directory, annual bibliography., 
79-4283, 79-22639 

Scientific manpower bulletin, 79-14105 

Scientific problems of coal utilization : pro- 
ceedings of a Conference at West Virgin- 
ia University, Morgantown, West Virgin- 
ia, May 23-25, 1977 /, 79-3881 

Scleroderris canker of northern conifers /, 
79-16097 

Scoliosis /, 79-7996 

A scoping study of spent fuel cask transpor- 
tation accidents /, 79-17380 

Scoping study on two flash hydropyrolysis 
processes /, 79-18042 

Scorekeeping report, 79-1740 

Scott County, Virginia, (unincorporated 
areas), 79-20666 

Scour and fill in a stream channel, East 
Fork River, western Wyoming /, 79- 
20721 

Screening and fencing, mesh., 79-1993 

Screening of alternative methods for the 
disposal of low-level radioactive wastes / 
Paul J. Macbeth ... [et al.t ; Ford, Bacon 
& Davis Utah Inc., 79-6580 

Screening of zeolite catalysts for methanol 
conversion to light hydrocarbons /, 79- 
16409 

Screening Study to determine need for SOx 
and hydrocarbon NSPS for FCC regen- 
erators /, 79-9818 

Screw machine products, SIC 3451., 79- 
19368 

Screw-thread standards for Federal serv- 
ices., 79-7893, 79-7894, 79-7895, 79- 
7896 

Sea-level canal studies : hearings before the 
Subcommittee on the Panama Canal of 
the Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 10087 ... H.R. 13176 ... June 21, 27, 
28, 1978., 79-10552 

Sea surface circulation in the northwest 
apex of the New York Bight, with appen- 
dix: bottom drift over the continental 
shelf /, 79-1833 

Sea-surface temperature and salinity map- 
ping from remote microwave radiometric 
measurements of brightness temperature / 
» 79-2752 

Sea-surface temperature variability analysis 
of potential OTEC sites utilizing satellite 
data /, 79-16456 

Seaboard Coast Line/Amtrak passenger 
train/pickup truck collision, Plant City, 
Flordia., 79-18764 

Seabrook alternative site study : NRC staff 
testimony related to alternative sites to 
Seabrook units 1 and 2, Public Service 
Company of New Hampshire., 79-17353 

Seacon II strumming predictions /, 79- 
2143 

Seafoods for health /, 79-7306 
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Seal studies for advanced flywheel systems 
/, 19-22465 

Sealie Von Kleist Hernandez : report to 
accompany H.R. 2759., 79-3438 

Sealift; magazine of the Military Sealift 
Command., 79-761 

Sealift magazine, 79-761 

Search and rescue : survival-training edition 
/, 79-9605 

Search and rescue (AUXSAR) study guide, 
1975., 79-23176 

The Search for ancient tin /, 79-21094 

Search warrants and the effects of the Stan- 
ford Daily decision twenty-seventh 
report /, 79-5224 

Search warrants should be required for cer- 
tain mail openings by the Customs Serv- 
ice : thirty-seventh report /, 79-6878 

Seasonally adjusted capacity and traffic. 
Scheduled operations, system, domestic, 
and international trunks plus local service 
carriers., 79-547 

Seasonally adjusted capacity and traffic. 
Scheduled domestic operations, domestic 
trunks, 79-547 

Seasonally adjusted capacity and traffic. 
Scheduled international operations, inter- 
national trunks, 79-547 

Seasonally adjusted capacity and traffic. 
Scheduled operations, local service carri- 
ers, 79-547 

Seasonally adjusted capacity and traffic. 
Scheduled operations, system trunks, 
79-547 

Seattle : 1976 patterns of foreign travel in 
the U.S., 79-12741 

Seattle-Everett, Washington, metropolitan 
area, 79-15532 

Seaword, 79-320 

Seaword; developments in American flag 
shipping., 79-320 

SEC corporation index., 

SEC docket., 79-1482 

SEC news digest., 79-1481 

The SECOM II communications system /, 
79-5882 

Second amendment of Articles of agree- 
ment of the International Monetary Fund 
: between the United States of America 
and other governments, approved by the 
Board of Governors of the International 
Monetary Fund, Washington, April 30, 
1976., 79-6368 

Second annual Combustion and Fuels Tech- 
nology Program Contractor Review 
Meeting : agenda, participant list & con- 
tract discription summaries, September 
18-21, 1978, Arlington, Virginia /, 79- 
17889 

Second concurrent resolution on the 
budget, fiscal year 1978 : report of the 
Committee on the Budget, House of Rep- 
resentatives, to accompany H. Con. Res. 
683 ... together with supplemental, addi- 
tional, dissenting, minority, and additional 
minority views., 79-5194 


79-14181 





January — December 1979 The seizure of vehicles used to illegally transport persons into the U.S. : hearing 


Second concurrent resolution on the 
budget, fiscal year 1979 : conference 
report to accompany H. Con. Res. 683., 
79-5255, 79-7110 

Second concurrent resolution on the 
budget, fiscal year 1979 : hearings before 
the Committee on the Budget, United 
States Senate, Ninety-fifth Congress, 
second session ..., 79-6621 

Second concurrent resolution on _ the 
budget, fy 1979 : report of the Committee 
on the Budget, United States Senate, to 
accompany S. Con. Res. 104 ... together 
with additional and minority views., 79- 
7107 

Second concurrent resolution on the 
budget, fy 1980 : report of the Committee 
on the Budget, United States Senate, to 
accompany S. Con. Res. 36 ... together 
with supplemental, additional, and minor- 
ity views., 79-21843 

Second Conference on Advanced Pollution 
Control for the Metal Finishing Industry, 
presented at Orlando Hyatt House, Kis- 
simmee, Fl., February 5-7, 1979 /, 79- 
16529 

Second Eastern Gas Shales Symposium /, 
79-11286, 79-18030 

Second interim report : diagnostics assess- 
ment for advanced power systems /, 79- 
2292 

Second Invitational Well-Testing Sympo- 
sium proceedings, October 25-27, 1978, 
Berkeley, California., 79-22417 

Second meeting on the conduct of mone- 
tary policy : hearings before the Commit- 
tee on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-fifth 
Congress, second session ... April 24 and 
25, 1978., 79-8806 

The second National Assessment of Writing 
: new and reassessed exercises with tech- 
nical information and data [erratumt /, 
79-15231 

Second protocol to the 1975 tax convention 
with the United Kingdom of Great Brit- 
ain and Northern Ireland : message from 
the President of the United States ..., 
79-6525 

Second public hearing of the President‘s 
Commission on Coal., 79-12049 

Second quarter FY 79 progress report on 
refill effects program : quarterly progress 
report, January 1, 1979-March 31, 1979 /, 
79-21349 

Second report on intrauterine contraceptive 
devices /, 79-11669 

Second report on monetary policy for 1979 
: report together with supplemental views 
and dessenting [sict views., 79-21777 

Second supplemental appropriations : report 
to accompany H.R. 1346 fie. H.R. 
13467}., 79-5206 

Second supplemental appropriations for 
fiscal year 1978 : hearings before subcom- 
mittees of the Committee on Appropri- 
ations, United States Senate, Ninety-fifth 





Congress, second session on H.R. 13467 
wy 79-5016 

Second supplemental appropriations, 1978., 
79-5016 

Second US/USSR symposium on particle 
control /, 79-7795 

Secondary education., 79-2461 

Secondary metal forming and cutting ma- 
chines., 79-2030 

Secondary metal forming and cutting ma- 
chines [erratat., 79-12876 

Secondary nonferrous metals, SIC 3341., 
79-19357 

Secretarial office productivity through indi- 
vidual leadership : course manual., 79- 
3708 

Secretarial techniques : 
79-3709 

Secretary of Labor reports on the services 
of the Department of Labor to the people 
of the United States, 79-4614, 79-17006 

The Secretary of State press conference., 
79-1461 

The Secretary‘s actions to improve meat 
pricing and price reporting., 79-19073 

Secretary‘s decision on a grant request from 
the St. Louis Metropolitan Area Airport 
Authority /, 79-15624 

Sectetary series GS-318., 79-16326 

The Section on Nutrition and Growth of 
the Clinical Nutrition and Early Devel- 
opment Branch : a report to the National 
Advisory Child Health and Human De- 
velopment Council., 79-16728 

Section 8 housing assistance payments pro- 
gram : the loan management set-aside : a 
field study., 79-6101 

Section 8 leased assistance program : hear- 
ings before a subcommittee of the Com- 
mittee on Government Operations, House 
of Representatives, Ninety-fifth Congress, 
first and second sessions ..., 79-10477 

Section 106(b) nonprofit sponsor assistance 
loans for section 202 projects for the el- 
derly or handicapped., 79-20513 

Section 302(b) allocation report of the 
Committee on Ways and Means relating 
to the second concurrent budget resolu- 
tion for fiscal year 1979., 79-9228 

Section 302(b) congressional budget, for- 
eign relations., 79-17691 

Section 504 of the Rehabilitation act of 
1973 : fact sheet : handicapped persons 
rights under Federal law., 79-2479 

Sectioning refractory woods for anatomical 
studies /, 79-9452 

Sector employment implications of alterna- 
tive energy scenarios /, 79-15032 

Secure stand alone positive personnel iden- 
tity verificaton system (SSA-PPIV) /, 
79-22453 

Securities and Exchange Commission report 
to Congress on the accounting profession 
and the Commission‘s oversight role /, 
79-6672 

Securities and Exchange Commission 
should strengthen its inspection oversight 


Do not order from index; see indicated entry 


student manual., 





of the National Association of Securities 
Dealers., 79-4131 

Securities and investments., 79-15138 

Securities traded on exchanges under the 
Securities Exchange Act of 1934. 79- 
10260 

Security and the small business retailer /, 
79-18586 

Security classification exemption to the 
Freedom of information act : hearing 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth 
first session, September 20, 1979., 
21554 

Security education manual., 79-15763 

Security in public housing for the elderly : 
hearings before the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, second session, May 12 
and 13, 1978, Cleveland, Ohio., 79- 
14346 

Sediment particle sizes used by salmon for 
spawning with methods for evaluation /, 
79-18134 

Seed crops., 79-166 

Seed crops. Preliminary., 79-12650 

Seed production and advance regeneration 
in Allegheny hardwood forests /, 79- 
17725 

Seed treatment with systematic 
for the control of fusiform rust in loblolly 
pine /, 79-1765 

Seeds, field and vegetable, 

SEER Program., 79-16717 

Segregating wood and bark chips by photo- 
sorting /, 79-12583 

Seismic analysis of the nuclear fuel service 
reprocessing plant at West Valley, N.Y. / 
» 79-2311 

Seismic g program report., 79- 
4484, 79-11799, 79-16914 

Seismic monitoring at the Geysers geother- 
mal field, California /, 79-15013 

Seismic retrofit measures for highway 
bridges /, 79-15671, 79-21148 

Seismicity and tectonic relationships of the 
Nemaha Uplift in Oklahoma /, 79-23292 

A seismicity study of the Pacific Northwest 
region of the United States, November 
1961 - August 1965 /, 79-23298 

Seismograph station codes and characteris- 
tics /, 79-10042 

Seismograph station near Kluane Lake, 
Yukon Territory : agreement between the 
United States of America and Canada, 
extending the agreement of April 2 and 
May 9, 1974, as extended, effected by 
exchange of notes dated at Ottawa, Octo- 
ber 13 and November 7, 1977., 79-4797 

Seizure of vehicles used in smuggling aliens 
: report to accompany S. 3093., 79-7115 

The seizure of vehicles used to illegally 
transport persons into the United States : 
hearing before the Subcommittee on Im- 
migration and Naturalization of the Com- 
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79-46 





The seizure of vehicles used to illegally transport persons into the U.S. : 


mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 3093, August 14, 1978., 79- 
9052 

Select list - National Audiovisual Center., 
79-11592 

A selected annotated bibliography on Black 
families /, 79-16792 

A selected annotated bibliography on the 
analysis of water resource systems., 79- 
4456 

Selected atomic energy products., 
79-16167 

Selected bibliography and index of earth 
science reports and maps relating to land- 
resource planning and management pub- 
lished by the U.S. Geological Survey 
through October 1976 /, 79-4480 

Selected bibliography of the clearwing 
borers (Sesiidae) of the United States and 
Canada /, 79-17744 

Selected bibliography on barrier-free design 
/, 79-16815 

Selected biodegradation techniques for 
treatment and/or ultimate disposal of or- 
ganic materials /, 79-13438 

Selected budget issues in the Federal Avi- 
ation Administration report /, 79- 
13512 

Selected characterisitcs of travel to work in 
20 metropolitan areas: 1976, 79-5556 

Selected characteristics of artists, 1970 : 
self-employment, migration, household 
and family., 79-8373 

Selected characteristics of persons in fields 
of science or engineering: 1976, 79-5559 

Selected characteristics of the living ar- 
rangements and institutionalization of the 
elderly in the states, HEW regions, and 
the United States—1970 census data., 
79-8118 

Selected characteristics of travel to work in 
the Chicago SMSA: 1975, 79-19460 

Selected characteristics of travel to work in 
the Milwaukee SMSA: 1975, 79-22117 

Selected characteristics of travel to work in 
the Philadelphia SMSA: 1975, 79-19459 

Selected characteristics of travel to work in 
the San Francisco-Oakland SMSA: 1975, 
79-19461 

Selected characteristics of travel to work in 
21 metropolitan areas : 1975, 79-19458 

Selected-current acquisitions., 79-1521, 
79-11007, 79-11008, 79-11009 

Selected data on water wells, geothermal 
wells, and oil tests in Imperial Valley, 
California /, 79-4470 

Selected Department of Energy publica- 
tons., 79-9620 

Selected documents for aviation planning in 
the terminal area., 79-4884 

Selected DOE headquarters publications., 
79-15017 

Selected DOE headquarters publications re- 
ceived by the Energy Library, 79-15017 

Selected economic data for the less-devel- 
oped countries., 79-21082 
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Selected electronic and associated products, 
including telephone and telegraph appara- 
tus., 79-3558 

Selected essays on patterns of regional 
change : the changes, the Federal role, 
and the Federal response /, 79-8775 

Selected FCC regulatory policies : their 
purpose and consequences for commer- 
cial radio and TV : report to the Con- 
gress /, 79-16567 

Selected federal publications concerning the 
handicapped., 79-6085 

Selected instruments and related products., 
79-3559 

Selected interest & exchange rates, 79-893 

Selected interest & exchange rates; weekly 
series of charts., 79-893 

Selected interest rates and bond prices., 
79-896, 79-897 

Selected irrigation return flow quality ab- 
stracts., 79-9837 

Selected legal and institutional issues related 
to ocean thermal energy conversion 
(OTEC) development /, 79-22477 

Selected library acquisitions., 79-1526 

Selected list of postsecondary education op- 
portunities for minorities and women /, 
79-20306 

Selected methods for detecting and tracing 
hazardous materials spills /, 79-18141 

Selected multifamily status reports, mort- 
gage insurance programs by name and 
location of each project, 79-1162 

Selected natality characteristics for single 
live births : United States, 1974 /, 79- 
16757 

Selected news photo catalog : supplement., 
79-7700, 79-18095 

Selected papers dealing with regulatory 
concerns of building rehabilitation /, 79- 
12700 

Selected papers in school finance, 1978., 
79-7953 

Selected papers on the National Bureau of 
Standards /, 79-6626 

Selected parasites and hyperparasites of the 
gypsy moth, with keys to adults and im- 
matures., 79-14631 

Selected project description., 79-20928 

Selected publications to aid business and in- 
dustry., 79-14756 

Selected publications to aid domestic busi- 
ness and industry, 79-14756 

Selected references in the literature of con- 
servation /, 79-17054 

Selected surface-motion measurements from 
high-explosive cratering experiments at 
Big Black test site in Missippippi during 
1976-1977 /, 79-13373 

Selected tables of atomic spectra /, 79- 
12708 

Selected tidal predictions : 1976 Block and 
Long Island Sounds and New York 
Harbor : a marine safety aid prepared 
especially for the Operation Sail ‘76, July 
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4th Bicentennial Year observance., 79- 
3652 

Selected topics in Federal health statistics., 
79-15826 

Selected U.S. Government publications., 
79-935 

Selected United States Government publi- 
cations, 79-935 

Selected values of chemical thermodynamic 
properties : tables for the first thirty-four 
elements in the standard order of ar- 
rangement /, 79-17814 

Selected water resources abstracts., 
1176 

Selecting and financing a home /, 79- 
19095 

Selecting and operating commercial bee- 
keeping equipment /, 79-12552 

Selecting sites for monitoring total suspend- 
ed particulates /, 79-11402 

Selection and classification using a forecast 
applicant pool /, 79-7539 

Selection and removal of U.S. attorneys : 
hearings before the Subcommittee on 
Courts, Civil Liberties, and the Adminis- 
tration of Justice of the Committee on 
the Judiciary, House of Representatives, 
Ninety-fifth Congress, second session ... 
March 13, May 10 and 11, 1978., 79- 
9029 

Selection and training of Atomic Safety and 
Licensing Board Panel members : report 
to Congress., 79-21299 

Selection, management, and utilization of 
biosphere reserves : proceedings of the 
United States-Union of Soviet Socialist 
Republics Symposium on Biosphere Re- 
serves, Moscow, USSR, May 1976 /, 
79-17743 

Selection of mini-DAWN samples /, 79- 
20819 

The selection of preferred metric values for 
design and construction /, 79-7297 

The selection system of silviculture in 
spruce-fir stands : procedures, early re- 
sults, and comparisons with unmanaged 
stands /, 79-12587 

Selective notification of information : SNI 
wey 79-8285 

The selective placement program and you., 
79-20491 

Selective service registration /, 79-21427 

The Selective Service System : mobilization 
capabilities and options for improvement 
/, 79-9179 

The Selenastrum capricornutum printz algal 
assay bottle test : experimental design, ap- 
plication, and data interpretation protocol 
/, 79-5914 

Selenium., 79-1245 

Selenium removal from acidic waste water 
using zinc reduction and lime neutraliza- 
tion /, 79-6185 

Self-administration of abused substances : 
methods for study /, 79-4407 


79- 





January — December 19®rvices to small farmers : agreement between the U.S. of America and Haiti signed 


Self-determination single consolidated 
grants : report to accompany S. 2460., 
79-5378 

Self-development aids for supervisors and 
middle managers., 79-3727, 79-19636 

Self-evaluation instrument—electric utility 
industry /, 79-8062 

Self-evaluation of occupational safety and 
health programs /, 79-8064 

Self-service postal center operations., 
18704 

Selling the solar home : some preliminary 
findings /, 79-8152 

Selling to the Department of the Treasury., 
79-2878 

Semi-annual report of collections under 
Title 1, P.L. 480 sales agreements, 79- 
12140 

Semi-annual report on the project to design 
and experimentally test an improved geo- 
thermal drill bit /, 79-15010 

Semi-annual statistical summary. Rural elec- 
trification program, 79-10724 

Semiannual progress report for heat pipe 
central solar receiver /, 79-9642 

Semiannual report by the President to the 
Commission on Security and Cooperation 
in Europe on the implementation of the 
Helsinki final act., 79-14155, 79-15589 

Semiannual report of oceanographic data 
exchange., 79-10841 

Semiannual report of the Architect of the 
Capitol., 79-5333, 79-19025 

Semiannual report of the director of Selec- 
tive Service; to the Congress of the 
United States pursuant to the Military se- 
lective service act., 79-12284 

Semiannual report on strategic special nu- 
clear material inventory differences., 79- 
9621, 79-16398 

Semiannual report to the Commission on 
Security and Cooperation in Europe., 
79-2854, 79-14155, 79-15589 

Semiannual report to the Congress, 
4955 

Semiannual review of solar thermal central 
power systems /, 79-7688 

Semiautomatic visual-inspection system for 
thin-film networks : topical report /, 79- 
13049 

Semiconductor devices /, 79-1995 

Semiconductor devices and associated hard- 
ware., 79-1994 

Semiconductor grade, solar silicon purifica- 
tion project /, 79-11216, 79-11217 

Semiconductor measurement technology. 
Progress report., 79-5589 

Semiconductor measurement technology. 
Progress report, 79-5589 

Semiconductors., 79-17022 

Seminar report on the public hearing proc- 
ess for nuclear power plants, June 26-27, 
1978., 79-12270 

Seminars for probation, diagnosis, referral 
personnel in alcohol, highway safety pro- 
grams /, 79-15782 


79- 


79- 





Senate budget scorekeeping report. 79- 
1609 


Senate campaign information., 
79-12230 

The Senate Chamber, 
10428 

Senate cloture rule., 79-9097 

Senate debate on the Panama Canal treaties 
: a compendium of major statements, doc- 
uments, record votes and relevant events 
/, 7179-12358 

Senate journal, 79-17292, 79-18815 

Senate legislative procedural flow : (and re- 
lated House Action) ; (bills, resolutions, 
nominations and treaties) /, 79-10322 

Senate payroll deductions for charitable 
contributions : report to accompany S. 
2376., 79-5362 

Senegal : post report., 79-10242 

Senior citizens : food expenditure patterns 
and assistance /, 79-16089 

Senior citizens and the economy : briefing / 
, 79-8746 

Senior citizens health insurance reform act : 
hearing before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
sixth Congress, first session, on H.R. 2602 
.. HLR. 165 ... June 13, 1979., 79-23408 

Senior companion program., 79-14715 

Senior executive service : federal civil serv- 
ice reform and reorganization., 79-6336 

A senior forum : hearing before the Sub- 
committee on Human Services of the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, May 20, 1978, Appleton, 
Wis., 79-3026 

Sensitivity analysis of the HAARM-3 code 
/, 7179-12276 

Sensitivity of electric utilities dispatch 
model in the midterm energy market 
model /, 79-20035 

Sensitivity of Macrocysits gametophytes to 
copper /, 79-23287 

Sensitivity of slope measurements on para- 
bolic solar mirrors to positioning and 
alignment of the laser scanner /, 79- 
7683 

Sensitivity studies using the TRNSM 2 
computerized model for the NRC physi- 
cal protection project : final report /, 
79-21352 

A sensitivity study of Brayton cycle power 
plant performance /, 79-19939 

Sensitivity theory for reactor thermal-hy- 
draulic problems /, 79-18044 

Sensitized fluorescence for the detection of 
polycyclic aromatic hydrocarbons /, 79- 
13467 


79-8633, 


1810-1959., 79- 


Sensitized materials, photographic 
copying., 79-7388, 79-7389 

Sensitized photoelectrolysis of water with 
sunlight /, 79-11183 

Sensory biology of sharks, skates, and rays 
/, 79-3856 
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and 





Sensory mechanism modeling /, 79-2162, 
79-12990 

Sentencing in capital cases : hearing before 
the Subcommittee on Criminal Justice of 
the Committee on the Judiciary, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 13360 ... July 19, 
1978., 79-10538 

Separate personnel system for the General 
Accounting Office : hearing before the 
Subcommittee on Civil Service of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session ... 
August 15, 1978., 79-6722 

Separation and structural elucidation of 
coal molecule fragments /, 79-13093 

Sequential high-resolution wind profile 
measurements /, 79-14091 

Sequoia/Kings Canyon National Parks, 
California., 79-20778 


Sequoyah Nuclear Plant, Units 1 and 2., 
79-12259 


SERAPH implementation plans /, 79- 
19940 


Sergio and Javier Arredondo : report to 
accompany H.R. 1753., 79-21757 

SERL, 79-11339 

Serial titles, 79-9765 

Serial titles newly received, 79-1339 

Serials supplement, 79-11550 

Series data handbook; a supplement to 
FHA trends, covering Section 203 b, 
home mortgage characteristics. 79- 
13778 

Serious youth crime : hearings before the 
Subcommittee to Investigate Juvenile De- 
linquency of the Committee on the Judi- 
ciary, United States Senate, Ninety-fifth 
Congress, second session, April 10 and 
12, 1978., 79-9054 

Serve storm environments : a Skylab EREP 
final report /, 79-11948 

Service; USDA‘s report to consumers., 
79-185 

Service (Washington), 79-185 

Service and methods demonstration pro- 
gram annual report. Executive summary., 
79-23192 

Service and methods demonstration pro- 
gram annual report. Executive summary, 
79-23192 

Service by member of Board of Regents of 
Uniformed Services University of the 
Health Sciences until successor is ap- 
pointed : report to accompany H.R. 
13903., 79-6880 

Service difficulty program, general avi- 
ation., 79-15711 

Service industry machinery, N.E.C., SIC 
3589., 79-22067 

Services integration methodology /, 79- 
20281 

Services provided to handicapped children 
in Project Head Start, 79-13767 

Services to small farmers : agreement be- 
tween the United States of America and 
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Services to small farmers : agreement between the U.S. of America and Haiti signed 


Haiti signed at Port-au-Prince April 27, 
1977., 79-4737 

Serving the nation, 79-3519 

A servo controlled electro-optic modulator 
for cw laser power stabilization and con- 
trol /, 79-17815 

Sesamum species., 79-21937 

Sets, kits, and outfits. 79-1996, 79-19770 

Setting up a pay system /, 79-18737 

Settlement of claims : agreement between 
the United States of America and the 
People’s Republic of China, signed at 
Beijing, May 11, 1979., 79-23061 

Settlements around tunnels in soil : three 
case histories /, 79-15769 

Settling Indian land claims within the State 
of Rhode Island and Providence Planta- 
tions, and for other purposes : report to 
accompany H.R. 12860., 79-5191 

Setup paperboard boxes, SIC 2652., 
19286 

Seven Lakes grazing environmental state- 
ment., 79-10039 

Sewage disposal by evaporation-transpira- 
tion /, 79-4078 

Sewage facilities construction report., 
9871 

Sewage sludge : how do we cope with it? : 
report to the Congress /, 79-2405 

Sewing machines, SIC 3636., 79-22076 

Sex and violence on TV : hearings before 
the Subcommittee on Communications of 
the Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth, first session .... March 2, 
1977., 79-5102 

Sex-fair interest measurement : research and 
implications /, 79-9920 

Seymour Lipton, aspects of sculpture /, 
79-12112 

SHADEIT, a computer program that con- 
structs shaded-area graphs in color /, 
79-13376 

Shaft collars and hub clamps /, 79-10951 

Shaft, propulsion, ship., 79-22308 

Shafts /, 79-10950, 79-19771 

Shallow water acoustics : summary report 
(first phase) /, 79-11072 

Shallow-water Pycnogonida of the Isthmus 
of Panama and the coasts of Middle 
America /, 79-23069 

Sharing., 79-967 

Shavji Purshottam Dusara, his wife, Vasanti 
Shavji Dusara, and their child, Shreedhar 
Dusara : report to accompany S.327., 
79-17666 

Shavji Purshottam Dusara, Vasanti Shavji 
Dusara, and their child, Shreedhar 
Dusara : report to accompany S. 3114., 
79-5406 

Shawano County, Wisconsin, unincorporat- 
ed areas., 79-20668 

Sheep and lambs on feed., 79-160 

Sheep production research at the U.S. 
Sheep Experiment Station, Dubois, 
Idaho., 79-10753 
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79- 





Sheet metal work, SIC 3444., 79-22040 

Sheets, pillowcases, and towels. 79-246, 
79-3564 

Shelf life aging of DC-302 silicone molding 
compound : topical report /, 79-13054 

Shellfish market review and outlook., 79- 
493 

Shellfish situation and outlook, 79-493 

Sheltered workshop study : a nationwide 
report on sheltered workshops and their 
employment of handicapped individuals., 
79-17038 

Shenandoah Valley Poultry Marketing Co- 
operative /, 79-12653 

Shielding and control materials for the gas- 
cooled fast breeder reactor /, 79-2251 

Shielding gasket, electronic., 79-1997, 79- 
10952, 79-19772 

Shift conversion catalysts comparison : final 
report /, 79-17953 

Ship acceptance procedures for new con- 
struction & renovation of cutters., 79- 
15760 

Ship building and repairing, SIC 3731., 
19419 

Ship escape, survival and rescue detection 
system for Great Lakes winter shipboard 
operations /, 79-21207 

Ship operations report., 

Shipboard electrical systems., 

Shipboard-helicopter 
dures., 79-23177 

Shipments of defense-oriented industries., 
79-10776 

Shipments of knit cloth, including interplant 
transfers, 79-243 

Shipping, 79-13607, 79-13608, 79-13609, 
79-13610, 79-13611, 79-13612, 79- 
15185, 79-15186, 79-15187, 79-15188 

Shipping : equal access to Government-con- 
trolled cargoes : agreement between the 
United States of America and Brazil, ef- 
fected by exchange of letters, signed at 
Washington November 17, 1977., 79- 
6375 

Shipping : jurisdiction over vessels in 
United States deepwater ports : agree- 
ment between the United States of Amer- 
ica and Norway, effected by exchange of 
notes signed at Washington July 11, 
1978., 79-23049, 79-23050, 79-23051, 
79-23052 

Shipping act amendments of 1979 
to accompany S. 199., 79-16036 

Shipping act amendments of 1979 : report 
together with additional views to accom- 
pany H.R. 3055., 79-15977 

Shipping and transportation., 79-13579 

The ship's medicine chest and medical aid 
at sea., 79-6051 

Shirts and Shirt-like garments /, 79-9548, 
79-19773 

Shiva laser system performance /, 79- 
19987 

Shoaling conditions in Sawyer Bend and 
lower entrance to Chain of Rocks Canal, 


79- 


79-5644 
79-3852 
operational proce- 


: report 
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Mississippi River : hydraulic model inves- 
tigation /, 79-12946 

The Shock and vibration digest., 

Shoe materials., 79-22309 

Shoes and slippers, 79-229, 79-22110 

Shonka chamber calibrations procedure /, 
79-5896 

Shoreline erosion /, 79-9578 

Short course proceedings : applications of 
computer programs in the preliminary 
design of wastewater treatment facilities : 
August 15-19, 1977, Illinois Institute of 
Technology /, 79-2368 

Short-range air defense artillery crewman /, 
79-5750 

Short term bioassay and bioassay chemistry 
of materials related to synthetic fossil 
fuels : compilation of ORNL papers pre- 
sented at the Symposium on Application 
of Short-Term Bioassays in the Frac- 
tionation and Analysis of Complex Envi- 
ronmental Mixtures, Williamsburg, Vir- 
ginia, February 21-23, 1978 /, 79-11312 

Short-term coal demand model /, 79- 
16508 

Short-term financing of the Social Security 
trust funds, subcommittee draft legislation 
/, 79-3135 

Short-term petroleum cost distribution 
model, methodolgy description /, 79- 
18106 

Short-term projections of energy supply 
and demand in the United States from the 
EIA annual report to Congress, 1977 /, 
79-16513 

A short title catalogue of eighteenth cen- 
tury printed books in the National Li- 
brary of Medicine /, 79-13707 

Short tour rotation indices for identifying 
airman overseas skill imbalance /, 79- 
2151 

Shortcut for the development of weight 
yield tables, 79-13971 

Shortening and cooking oils, SIC 2079., 
79-19217 

Shorthand refresher : student manual., 
19626 

Shoshone County, Idaho, unincorporated 
areas., 79-16889 

Shoshone grazing environmental statement., 
79-18511 

Should Amtrak‘s highly unprofitable routes 
be discontinued? : report /, 79-7821 

Should NAVSTAR be used for civil navi- 
gation? : FAA should improve its effects 
to decide : report /, 79-16609 

Should the Appalachian Regional Commis- 
sion be used as a model for the nation? : 
report to the Congress /, 79-15074 

Should the federal government implement a 
program which guarantees employment 
opportunities for all U.S. citizens in the 
labor force? : intercollegiate debate topic, 
1978-1979 /, 79-10611 

Shoulder harness : a subject bibliography 
from Highway Safety Literature /, 79- 
17287 


79-657 


79- 





January — December 1979 


Shoulder maintenance., 79-21146 

Showboat Whippoorwill capsizing, Pomona 
Lake, Kansas, June 17, 1978., 79-15644 

Shrimp landings., 79-486 

Shrimp landings, annual summary., 
7309 

Shrub nesting of the red-eyed vireo in rela- 
tion to structure of aspen forests /, 79- 
12598 

Shunt, instrument., 79-7390 

Shyy Wen-Huei : report to accompany S. 
134., 79-17657 

Shyy Wen-Huei : report to accompany S. 
2421., 79-5399 

SIB level proecdures - special features and 
command and staff reports., 79-12892 

Sickness benefits for railroad employees., 
79-2794 

SID level procedures, personnel records 
keeping and reporting, 79-9577 

SIDPERS user manual : Standard Installa- 
tion/Division Personnel System : military 
personnel office level procedures., 79- 
2060, 79-3816, 79-9577, 79-10997, 
79-10998, 79-12891, 79-12892 

Sierra Leone : post report., 79-2836 

Sight reduction tables for air navigation., 
79-10918, 79-10919 

Signal Corps correspondence courses, 
10992 

Signal-processing analysis of the MC2823 
radar fuze : an addendum concerning 
clutter effects /, 79-19935 

Signal-processing analysis of the MC2823 
radar fuze : an addendum : re weighting 
of point targets by position in range cell 
with an altimeter application /, 79-7682 

Significance of delta ferrite content to fa- 
tigue crack growth resistance of austeni- 
tic stainless steel weld deposits /, 79- 
11080 

Significant achievements in the planetary 
geology program, 1977-1978 /, 79-12013 

Significant features of fiscal federalism., 
79-18818 

Significant provisions of State unemploy- 
ment insurance laws., 79-11929, 79- 
17050 

Signing and delineation for special usage 
lanes /, 79-14239 

Signs and advertising displays, SIC 3993., 
79-22101 

Signs and your business /, 79-21087 

Silicon halide-alkali metal flames as a 
source of solar grade silicon., 79-2215, 
79-7609, 79-11203, 79-16421 

Silicon materials task of the low cost solar 
array project /, 79-14884 

Silicon materials task of the low cost solar 
array project, (phase II) /, 79-9661, 
79-9700 

Silicon materials task of the low cost solar 
array project, (Phase II) : effect of impu- 
rities and processing on silicon solar cells 
/, 7179-11187 


79- 


79- 





Silicon-on-ceramic coating process : silicon 
sheet growth development for the large- 
area silicon sheet and cell development 
tasks of the low-cost silicon solar array 
project., 79-2207, 79-9659, 79-13112 

Silicon-on-ceramic solar cell development : 
solar cell development for the cell devel- 
opment task of the low-cost solar array 
project., 79-2208 

Silicon ribbon growth by a capillary action 
shaping technique., 79-9699 

Silicon Schottky photovoltaic diodes for 
solar energy conversion /, 79-3965, 79- 
11288, 79-19898 

Silicon sheet growth by the inverted Ste- 
panov technique : final report /, 79-9662 

Silicon solar cell process development, fab- 
rication, and analysis., 79-16427 

Silicon web process development., 
17932 

Silicon web process development : low cost 
silicon solar array project, large area sili- 
con sheet task /, 79-9676, 79-16420 

Silver., 79-4522 

Silver City, Idaho., 79-2635 

Silver ores, SIC 1044., 79-22130 

Silverware and plated ware, SIC 3914., 
79-19434 

A silvicultural guide for white pine in the 
Northeast /, 79-5495 

Silvies-Malheur Planning Unit., 79-1775 

Simazine residues in canal water and crops 
resulting from experimental application 
for ditchbank weed control /, 79-2652 

Similarities and differences among superior, 
marginal, and eliminated undergraduate 
pilot training students /, 79-12973 

A simple closed-form solution of a position- 
fixing problem /, 79-2136 

A simple means of updating the SRIF filter 
when the state equations are in triangular 
form /, 79-11084 

A simple measure of merit for fusion feasi- 
bility /, 79-18049 

A simple model for locating the front of a 
reverse-combustion link from thermocou- 
ple-response data /, 79-4020 

A simple technique for collecting chyle 
from the gypsy moth, Lymantria dispar 
L. /, 79-16109 

Simplifed sonic-boom prediction /, 79- 
2760 

Simplification and administration of the 
President's tax proposals : hearing before 
the Subcommittee on Oversight of the 
Committee on Ways and Means, House 
of Representatives, Ninety-fifth Congress, 
second session, March 21, 1978., 79- 
6749 

Simplification of the Truth in lending act : 
oversight hearings before the Subcommit- 
tee on Consumer Affairs of the Commit- 
tee on Banking, Finance and Urban Af- 
fairs, House of Representatives, Ninety- 
fifth Congress, second session, September 
6, 7, and 8, 1978., 79-5036 


Do not order from index; see indicated entry 


79- 





Single-engine airplanes 


Simplified analysis of the bore surface heat 
transfer reduction in gun barrels as 
achieved by using wear-reducing addi- 
tives /, 79-7500 

Simplified handbook on administrative divi- 
sions of the People’s Republic of China, 
1977., 79-4974 

A simplified method for calculating the at- 
mospheric heating rate by absorption of 
solar radiation in the stratosphere and 
mesosphere /, 79-18692 

A simplified method for determining verti- 
cal breakwater crest elevation consider- 
ing wave height transmitted by overtop- 
ping /, 79-2093 

Simplified numerial (lumped parameter) 
simulation., 79-7437 

Simulating maintenance manning for new 
weapon systems : maintenance manpower 
matrix program /, 79-7535 

Simulation analysis of the unconfined 
aquifer, Raft River geothermal area, 
Idaho-Utah /, 79-20716 

Simulation and design of solar thermal 
processes., 79-13345 

Simulation and flight evaluation of a head- 
up landing aid for general aviation /, 
79-14066 

Simulation higher order language req 
ments study /, 79-3870, 79-12981 

Simulation model of a single-stage lithium 
bromide-water absorption cooling unit /, 
79-8361 

Simulation model of women under social 
security : estimation of labor supply rela- 
tionships /, 79-15215 

A simulation of thermal phenomena expect- 
ed in fuel coolant interactions in 
LMFBRs /, 79-6562 

Simulation of turbulent wall pressure /, 
79-2712 

Simulation study of eight petroleum supply 
disruption scenarios /, 79-16448 

Simulation study of the oscillatory longitu- 
dinal motion of an airplane at the stall /, 
79-8343 

Simulation study of the power of the Kol- 
mogorov-Smirnov and Z tests for the ex- 
ponential distribution /, 79-8365 

Simulator study of the effect of visual- 
motion time delays on pilot tracking per- 
formance with an audio side task /, 79- 
8329 

A simulator study of the interaction of pilot 
workload with errors, vigilance, and de- 
cisions /, 79-11953 

Simulators /, 79-1998 

Simulators for maintenance training ; some 
issues, problems and areas for future re- 
search /, 79-11109 

Simultaneous measurement of the thermal 
and electrical conductivity of Green 
River oil shale /, 79-15012 

Singapore, 79-6363 

Singapore : post report., 79-2837 

Single-engine airplanes, 79-1558, 79- 
12189 
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Single-failure-proof cranes for nuclear 
power plants /, 79-21300 

Single room occupancy, a need for national 
concern : an information paper /, 79- 
4999 

Single subject training manual II (adminis- 
tration and management) of Navy coun- 
selor 1 & C training course /, 79-19812 

Single vehicle accident study., 79-14279 

Sino-American relations : a new turn : a 
trip report to the Committee on Foreign 
Relations, United States Senate /, 79- 
18921 

A siphon method of determining resistivities 
of thin heat-pipe wicks /, 79-18657 

Sisseton-Wahpeton Sioux Tribe land con- 
solidation : report to accompany S. 3069., 
79-3371 

Site alteration effects from rocket exhaust 
impingement during a simulated Viking 
Mats landing : pt. II. Chemcial and bio- 
logical site alternation /, 79-6300 

Site classification of ponderosa pine stands 
under stocking control in California /, 
79-19123 

Site elements manual., 79-22717 

Site index and height growth curves for 
managed, even-aged stands of Douglas-fir 
east of the Cascades in Oregon and 
Washington /, 79-14651 

Site index and height growth curves for 
managed, even-aged stands of white or 
grand fir east of the Cascades in Oregon 
and Washington /, 79-14652 

Site index comparisons among northern 
hardwoods in northern Wisconsin and 
upper Michigan /, 79-16101 

Site index curves for northern hardwoods 
in northern Wisconsin and upper Michi- 
gan /, 79-1749 

Site index predictions for red oaks and 
white oak in the Boston Mountains of 
Arkansas /, 79-19138 

Site security analysis manual., 79-22717 

Site security personnel training manual /, 
79-4987 

Site selection for the monitoring of photo- 
chemical air pollutants /, 79-9813 

Site specific analysis of geothermal devel- 
opment /, 79-18015 

Site specific analysis of geothermal devel- 
opment : data files of prospective sites /, 
79-18016 

Siting solid waste facilities : a bibliography 
/, 19-1735 

Situational emergency training : F-15 emer- 
gency procedures training program /, 
79-7542 

Siuslaw, Noti & Lorane resource areas., 
79-13957 

Six and three quarter percent Treasury 
notes of series J-1981., 79-21101 

The six basic needs of education vs. Public 
Law 94-553, Copyright act of 1976 /, 
79-22644 

Six-day mail delivery : hearings before the 
Committee on Post Office and Civil 
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Service, House of Representatives, 
Ninety-fifth Congress, first and second 
sessions ..., 79-6721 

Six years of train-air competition in the 
New York to Washington passenger 
market /, 79-2901 

Sixmile Creek, vicintiy of Pueblo, Colora- 
do., 79-7465 

Sixty years of aeronautical research, 1917- 
1977 /, 79-6295 

Size distribution of drops from containment 
spray nozzles /, 79-21326 

Sizes of timber stands in the Piedmont of 
South Carolina /, 79-7192 

Skagit Nuclear Power Project, Units 1 and 
2., 79-2984 

Skateboards., 79-21267, 79-23224 

Skeletal maturity of youths 12-17 years : 
racial, geographic area, and socioeconom- 
ic differentials /, 79-6064 

Skin conditions and related need for medi- 
cal care among persons 1-74 years, 
United States, 1971-1974 /, 79-8045 

Skylab EREP investigations summary /, 
79-10161 

The Skylab S191 spectrometer experiment : 
analysis of data and their applications to 
the earth sciences /, 79-11949 

Skyline yarding cost estimating guide /, 
79-7190 

Slicing of silicon into sheet material : silicon 
sheet growth development for the large 
area silicon sheet task of the low cost 
silicon solar array project., 79-9705, 
79-11195 

Slip law, 79-951 

Slotting by electrochemical grinding : topi- 
cal report /, 79-13057 

Sludge dewatering and drying on sand beds 
/, 79-2355 

Sludge treatment and disposal., 
79-4093 

Small-area data notes, 79-291 

Small arms ammunitions, SIC 3482., 
19377 

Small arms, SIC 3484., 79-19378 

Small buisness and innovation : joint hear- 
ings before the Select Committee on 
Small Business, United States Senate and 
the Subcommittee on Antitrust, Consum- 
ers, and Employment and the Subcom- 
mittee on Energy, Environment, Safety, 
and Research of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, second session ... 
August 9 and 10, 1978., 79-9141 

The Small business act : report together 
with additional views to accompany S. 
918., 79-19050 

Small business act, amendment : [an act to 
amend the Small business act by transfer- 
ring thereto those provisions of the Do- 
mestic volunteer service act of 1973 af- 
fecting the operation of volunteer pro- 
grams to assist small business ...f., 79- 
7027 
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Small Business Administration and invest- 
ment act with amendments : 1953-78 /, 
79-8628 

Small Business Administration publications, 
79-12104, 79-21089, 79-21090 

Small Business Administration’s budget re- 
quest for fiscal year 1980 : hearing before 
the Select Committee on Small Business, 
United States Senate, Ninety-sixth Con- 
gress, first session ... March 26, 1979., 
79-21644 

Small business & innovation : a report of an 
SBA of Advocacy Task Force /, 79- 
15603 

Small business and innovation : report of 
the Select Committee on Small Business, 
United States Senate, on underutilization 
of small business in the nation‘s efforts to 
encourage industrial innovation., 79- 
9419 

Small business and job creation : hearings 
before the Subcommittee Antitrust, Con- 
sumers and Employment of the Commit- 
tee on Small Business, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ... September 25 and 26, 1978., 
79-10580 

Small business and the quality of American 
life : a compilation of source material on 
the relationship between small business 
and the quality of life, 1946-78 /, 79- 
10588 

Small Business Committee allocation of 
budget totals to subcommittees. 79- 
17633 

Small Business Committee allocation of 
budget totals to subcommittees for fiscal 
year 1979 /, 79-6885 

Small business community development 
lending : hearing before the Subcommit- 
tee on Economic Development, Market- 
ing, and the Family Farmer of the Select 
Committee on Small Business, United 
States Senate, Ninety-fifth Congress, 
second session ... January 23, 1978., 79- 
6737 

Small business defense procurement prob- 
lems : hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... September 29, 
1978., 79-10432 

Small business development center act of 
1979., 79-21646 

Small business employee ownership act., 
79-15918 

Small business em[ptloyee ownership act : 
report to accompany S. 388., 79-19034 

Small business goes to college : college and 
univeristy courses in small business man- 
agement and entrepreneurship /, 79- 
18732 

Small business impact bill., 79-9137 

Small business investment : hearings before 
the Subcommittee on Consumer Protec- 
tion and Finance of the Committee on 
Interstate and Foreign Commerce, House 
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of Representatives, Ninety-fifth Congress, 
second session, on H.R. 10717, H.R. 
13032, H.R. 13765, and identical bills ... 
September 27 and 28, 1978., 79-12378 

Small business issues and priorities., 
12417 

Small business management and ownership 
/, 7179-16676 

Small business participation in trade and 
economic and industrial cooperation : 
agreement between the United States of 
America and the Polish People‘s Repub- 
lic, signed at Washington, November 9, 
1978., 79-21039 

Small business problems in the marketing of 
meat and other commodities : a report of 
the Subcommittee on SBA and SBIC Au- 
thority and General Small Business Prob- 
lems of the Committee on Small Business, 
House of Representatives, Ninety-fifth 
Congress, second session, together with 
additional views., 79-5269 

Small business problems in the marketing of 
meat and other commodities : hearings 
before the Subcommittee on SBA and 
SBIC Authority and General Small Busi- 
ness Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-5149, 79-23444 

Small business timber set-asides : hearings 
before the Select Committee on Small 
Business, United States Senate, Ninety- 
sixth Congress, first session ... May 7 and 
8, 1979., 79-23449 

Small cities : how can the Federal and State 
governments respond to their diverse 
needs? : hearings before the Subcommit- 
tee on the City of the Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, May 16, 19, 
and 20, 1978, Washington, D.C., Ada, 
Okla., and Saratoga Springs, N.Y., 79- 
3044, 79-8793 

Small cities block grant program., 


79- 


79- 


Small cities program., 79-18382 

Small communities act of 1978 : hearing 
before the Subcommittee on Intergovern- 
mental Relations of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 3277 ... August 2, 1978., 79- 
5083 

Small-farm issues proceedings of the 
ESCS small-farm workshop, May 1978., 
79-16154 

Small farmer supervised credit : agreement 
between the United States of America 
and Tunisia, signed at Tunis March 24, 
1978., 79-8493 

Small farmer technologies : agreement be- 
tween the United States of America and 
Honduras, signed at Tagucigalpa, No- 
vember 28, 1977., 79-21025 

Small farmer training loan guarantee : 
agreement between the United States of 





America and Colombia signed at Bogota 
October 19, 1976., 79-4720 

Small group homes for the handicapped 
and disabled : an annotated bibliography 
/, 19-4434 

Small multiengine airplanes, 79-1559, 79- 
12190 

Small police agency consolidation : suggest- 
ed approaches /, 79-16992 

Small tax case procedures in Tax Court : 
report to accompany H.R. 13092., 79- 
6833 

Small transit bus requirements study., 
6490 

Small wastewater treatment facilities., 
15067 

Smithsonian Institution museum support 
facilities : hearing before the Subcommit- 
tee on Public Buildings and Grounds of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on S. 1029 ... August 14, 1978., 79- 
3121 

Smithsonian Institution museum support 
facilities : report to accompany S. 1029., 
79-5241 

Smithsonian Institution popular publica- 
tions., 79-4203 

Smithsonian research reports, 79-1486 

The Smithsonian torch., 79-1483 

Smithsonian year, 79-14184, 79-14185 

Smithsonian year. Programs and activities, 
79-14184 

Smithsonian year. Statement by the Secre- 
tary, 79-14185 

Smithville Lake, Missouri., 79-14832 

Smoke detector design and smoke proper- 
ties /, 79-1813 

Smoke detector design and smoke proper- 
ties [erratat /, 79-9492 

Smoke detectors and legislation : an update 
on state and local laws /, 79-22574 

Smoking., 79-18209 

Smoking and health : a report of the Sur- 
geon General /, 79-15236 

Smoking and health : an annotated bibliog- 
raphy /, 79-15253 

Smoking and health bibliographical bulletin, 
79-1125 

Smoking and health bulletin., 79-1125 

Smoking and reproduction, pregnancy, or 
the newborn : January 1972 through July 
1978, 241 citations in English, French, 
Spanish, or German /, 79-4328 

Smoking deterrence act of 1978 : hearings 
before the Subcommittee for Consumers 
of the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 3118 ... October 23 and 24, 1978., 79- 
8836 

Smoking in children and adolescents /, 79- 
22629 

Smoking is not neat : what seventh graders 
say about smoking and health., 79-18223 
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SMSA statistics, 79-4405 

Snow surveys and water supply outlook for 
Alaska, 79-35 

Snowmobiles., 79-15805 

Soap and other detergents, SIC 2841., 
19301 

Soaps., 79-1999 

Social and economic characteristics of the 
metropolitan and nonmetropolitan popu- 
lation: 1977 and 1970, 79-5558 

Social and economic characteristics of the 
older population: 1978, 79-22116 

Social decision-making for high conse- 
quence, low probability occurences /, 
79-11460 

Social, economic, and health characteristics 
of older American Indians, 79-11737 

Social science and institutional change /, 
79-15296 

Social security., 

Social security : agreement between the 
United States of America and the Baha- 
mas effected by exchange of notes signed 
at Nassau October 27, 1976 and May 6 
and September 23, 1977., 79-2872, 79- 
17135 

The Social security act and related laws /, 
79-10466 

Social Security Administration. Social secu- 
rity rulings on Federal old-age, survivors, 
disability, health insurance, supplemental 
security income, and black lung benefits. 
Cumulative bulletin, 79-18227 

Social Security Administration should im- 
prove its recovery of overpayments made 
to retirement, survivors, and disability in- 
surance beneficiaries : report to the Con- 
gress /, 79-11532 

Social security administrative law judges : 
survey and issue paper /, 79-12428 

Social security and your household employ- 
ee., 79-13619 

Social Security beneficiaries in metropolitan 
areas., 79-11613 

Social security bulletin., 79-971 

Social security bulletin. Annual statistical 
supplement, 79-971 

Social security financing : hearings before 
the Subcommittee on Social Security of 
the Committee on Finance, United States 
Senate, Ninety-fifth Co: second ses- 
sion ... April 5 and 6, 1978., 79-6657 

Social security handbook : retirement insur- 
ance, survivors insurance, disability insur- 
ance, health insurance, supplemental se- 
curity income, black lung benefits., 79- 
11615 

Social security information for young fami- 
lies., 79-15212 

Social security rulings on Federal old-age, 
survivors, disability, health insurance, 
supplemental security income and miners 
benefits, 79-973, 79-15214 

Social security rulings on Federal old-age, 
survivors, disability, supplemental secu- 
rity income, and black lung benefits. Cu- 
mulative bulletin, 79-15214, 79-18227 
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Social Security rulings on Federal old-age, 
survivors, disability, supplemental secu- 
rity income, and miners benefits., 79-973 

Social security should improve its collec- 
tion of overpayments to supplemental se- 
curity income recipients : report /, 79- 
13557 

Social security yearbook, 79-971 

Social services amendments of 1978 : report 
to accompany H.R. 12973., 79-5184 

Social services and child welfare amend- 
ments of 1979 : report to accompany 
H.R. 3434., 79-18978, 79-21712 

Social services by and for native Americans 
: proceedings of a conference of eight 
Indian research and demonstration pro- 
jects in Santa Fe, New Mexico., 79- 
20471 

Social services, child care, and child sup- 
port : report to accompany H.R. 12973., 
79-7124 

Social services programs under Title XX of 
the Social Security Act., 79-8130 

Social services proposals : hearings before 
the Subcommittee on Public Assistance 
of the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, on H.R. 12973 ... S. 3148 
... August 18, 1978., 79-21523 

Social services U.S.A., 79-1144 

Social welfare and services., 
79-22599 

Social welfare implications of Federal mar- 
keting orders for fruits and vegetables /, 
79-16068 

Social welfare reform amendments of 1979 : 
report together with dissenting and addi- 
tional dissenting views to accompany 
H.R. 4904 ...., 79-23505 

Socialist Republic of Vietnam party and 
government structure [chartt., 79- 
18713 

Socio-economic and institutional factors in 
irrigation return flow quality control /, 
79-2366 

Socioeconomic assessment of energy devel- 
opment in a small rural county., 79-2389 

Sociolinguistic and measurement consider- 
ations for construction of Armed Services 
batteries /, 79-3867 

Sociological studies., 79-1672, 79-8666 

Socket, plug-in electronic components., 
79-2000, 79-7391 

Sodium compounds., 79-1247 

Soerjanti Bonzoumet-Soetarto : 
accompany S. 88., 79-21828 

Softwood plywood., 79-3546 

Softwood veneer and plywood, SIC 2436., 
79-21988 

Soil conservation., 79-24 

Soil genesis, hydrological properties, root 
characteristics and microbial activity of 
1-to 50-year old stripmine spoils /, 79- 
22563 

Soil moisture response to spraying big sage- 
brush : a seven-year study and literature 
interpretation /, 79-9445 
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Soil survey of Allen County, Kansas /, 
79-7209 

Soil survey of Anderson County, South 
Carolina /, 79-19162 

Soil survey of Antrim County, Michigan /, 
79-7210 

Soil survey of Atoka County, Oklahoma /, 
79-21900 

Soil survey of Augusta County, Virginia /, 
79-12618 

Soil survey of Bastrop County, Texas /, 
79-17747 

Soil survey of Beadle 
Dakota /, 79-21901 

Soil survey of Bibb County, Georgia /, 
79-17748 

Soil survey of Black Hawk County, Iowa /, 
79-7211 

Soil survey of Blanco and Burnet Counties, 
Texas /, 79-19163 

Soil survey of Blue Earth County, Minne- 
sota /, 79-12619 

Soil survey of Boyd County, Nebraska /, 
79-10708 

Soil survey of Bristol County, Massachu- 
setts, northern part /, 79-5504 

Soil survey of Brooks and Thomas Coun- 
ties, Georgia /, 79-16121 

Soil survey of Carson City area, Nevada /, 
79-21902 

Soil survey of Carter County, Oklahoma /, 
79-16122 

Soil survey of Central Argicultural Experi- 
ment Station, Suakoko, Liberia. 79- 
19164 

Soil survey of Chattooga, Floyd, and Polk 
Counties, Georgia /, 79-5505 

Soil survey of Chesterfield County, Virgin- 
ia /, 79-3496, 79-10709 

Soil survey of Choctaw County, Oklahoma 
/, 7179-21903 

Soil survey of Clare County, Michigan /, 
79-16123 

Soil survey of Cleburne County, Alabama / 
, 79-14678 

Soil survey of Coffee County, Alabama /, 
79-12620 

Soil survey of Cooke County, Texas /, 
14679 

Soil survey of Crawford County, Ohio /, 
79-12621 

Soil survey of Crawford County, Pennsyl- 
vania /, 79-14680 

Soil survey of Dallas County, Alabama /, 
79-19165 

Soil survey of De Witt County, Texas /, 
79-7212 

Soil survey of Dewey County, 
Dakota /, 79-19166 

Soil survey of Dillon County, South Caroli- 
na/, 79-5506 

Soil survey of Dodge County, Nebraska /, 
79-12622 

Soil survey of Door County, Wisconsin /, 
79-7213 
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Soil survey of Du Page and part of Cook 
Counties, Illinois /, 79-14681 

Soil survey of Dunklin County, Missouri /, 
79-12623 

Soil survey of Eaton County, Michigan /, 
79-1780 

Soil survey of Elbert, Franklin, and Madi- 
son Counties, Georgia /, 79-10710 

Soil survey of Faulkner County, Arkansas / 

79-12624 

Soil survey of Fayette County, Iowa /, 
79-9472 

Soil survey of Floyd County, Texas /, 79- 
1781 

Soil survey of Forrest County, Mississippi / 

79-17749 

Soil survey of Franklin County, Vermont /, 
79-19167 

Soil survey of Furnas County, Nebraska /, 
79-10711 

Soil survey of Gove County, Kansas /, 
79-1782 

Soil survey of Gratiot County, Michigan /, 
79-17750 

Soil survey of Hamilton County, Indiana /, 
79-7214 

Soil survey of Hardin and Larue Counties, 
Kentucky /, 79-10712 

Soil survey of Harrison County, Missouri /, 
79-12625 

Soil survey of Hawkins and Hancock Coun- 
ties, Tennessee /, 79-12626 

Soil survey of Hempstead County, Arkan- 
sas /, 79-10713 

Soil survey of Hill County, Texas /, 79- 
3497 

Soil survey of Hinds County, Mississippi /, 
79-17751 

Soil survey of Hood and Somervell Coun- 
ties, Texas /, 79-10714 

Soil survey of Huntingdon County, Penn- 
sylvania /, 79-5507 

Soil survey of Iberia Parish, Louisiana /, 
79-1783 

Soil survey of Ingham County, Michigan /, 
79-21904 

Soil survey of Jackson County, Florida /, 
79-19168 

Soil survey of Jackson County, Illinois /, 
79-12627 

Soil survey of Jackson County, Kansas /, 
79-17752 

Soil survey of Jasper County, Iowa /, 79- 
12628 

Soil survey of Jasper County, Mississippi /, 
79-19169 

Soil survey of Jefferson County, Wisconsin 
/, 7179-14682 

Soil survey of Johnson County, Indiana /, 
79-12629 

Soil survey of Johnson County, Kansas /, 
79-10715 

Soil survey of Kane County, Illinois /, 79- 
16124 

Soil survey of Kankakee County, Illinois /, 
79-19170 
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Soil survey of Kennebec County, Maine /, 
79-1784 

Soil survey of Kingman County, Kansas /, 
79-16125 

Soil survey of Kiowa County, Oklahoma /, 
79-10716 

Soil survey of Kittson County, Minnesota /, 
79-14683 

Soil survey of Knox County, Texas /, 79- 
10717 

Soil survey of Knox, Monroe, and Shelby 
Counties, Missouri /, 79-16126 

Soil survey of Lake County, Ohio /, 79- 
12630 

Soil survey of Lamar and Delta Counties, 
Texas /, 79-16127 

Soil survey of Lawrence County, South 
Dakota /, 79-19171 

Soil survey of Lee County, Iowa /, 79- 
16128 

Soil survey of Lincoln County, Nebraska /, 
79-3498 

Soil survey of Lowndes County, Georgia /, 
79-21905 

Soil survey of Lubbock County, Texas /, 
79-12631 

Soil survey of Lyon County, Minnesota /, 
79-10718 

Soil survey of Marion County, Alabama /, 
79-12634 

Soil survey of Marion County area, Florida 
/, 79-12633 

Soil survey of Marion County, Indiana /, 
79-1785 

Soil survey of McClain County, Oklahoma 
/, 7179-12632 

Soil survey of McLean County, North 
Dakota /, 79-19172 

Soil survey of Meade County, 
Dakota, Southern part /, 79-1786 

Soil survey of Mercer County, 
Dakota /, 79-12635 

Soil survey of Mercer County, Ohio /, 79- 
16129 

Soil survey of Miami County, Indiana /, 
79-19173 

Soil survey of Midland County, Michigan / 
, 79-14684 

Soil survey of Montgomery and Warren 
Counties, Missouri /, 79-3499 

Soil survey of Nantucket County, Massa- 
chusetts /, 79-16130 

Soil survey of Napa County, California /, 
79-3500 

Soil survey of New Haven County, Con- 
necticut /, 79-16131 

Soil survey of Nowata County, Oklahoma / 
, 7179-14685 

Soil survey of Orange County, and western 
part of Riverside County, California /, 
79-1787 

Soil survey of Orange County, Vermont /, 
79-3501 

Soil survey of Osage County, Oklahoma /, 
79-14687 
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Soil survey of Osceola County area, Florida 
/, 7179-14686 
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79-7576 

Solar heating and cooling demonstration 
program contractor‘s review, New Or- 
leans, Louisiana, December 5-7, 1977 : 
sponsored by Department of Energy, 


Do not order from index; see indicated entry 





Title Index 
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spill of liquid natural gas on a water sur- 
face /, 79-19969 

Spreading resistance analysis for silicon 
layers with nonuniform resistivity /, 79- 
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ments in the Miami-Erie Canal /, 79- 
3963 

Stability of tokamaks with elongated cross 
section /, 79-18052 

Staff College catalog of courses., 79-10962 

Staff data and materials on child support /, 
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tions /, 79-22474 

Standards for armored car and armed couri- 
er services /, 79-20800 

Standards of practice manual for the sol- 
vent refined coal liquefaction process /, 
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Statistical note - Department of Health, 
Education, and Welfare, Public Health 
Service, Alcohol, Drug Abuse, and 
Mental Health Administration, National 
Institute of Mental Health, Division of 
Biometry, Survey and Reports Branch, 
79-4389, 79-4390, 79-15294, 79-20454 

Statistical notes from the National Clearing- 
house on Aging., 79-22698, 79-22699 

Statistical-physical models of man-made and 
natural radio noise : part IV, Determina- 
tion of the first-order parameters of class 
A and B interference /, 79-3679 

Statistical properties of a staggered-PRF 
MTI system /, 79-11087 

Statistical publications., 79-7887 

Statistical reference book of international 
activities, 79-16735 

Statistical report on mergers an acquisi- 
tions., 79-11500 

Statistical reporter., 79-198 

Statistical reporter (Washington), 79-198 

Statistical reports on older Americans., 79- 
11737 

Statistical results of the bail process in eight 
Federal District courts : study /, 79- 
5957 

Statistical studies in field geochemistry, 
79-16916 

Statistical studies on fire incidents involving 
textiles /, 79-1845 

Statistical supplement to the survey of cur- 
rent business, 79-5652 

Statistical yearbook - Department of Hous- 
ing and Urban Development., 79-8151 

Statistical yearbook of the U.S. Department 
of Housing and Urban Development, 
79-8151 

Statistics by subject, 79-3525, 79-3526, 
79-3527, 79-3528, 79-3529, 79-3530 

Statistics of communications common carri- 
ers., 79-10864 

Statistics of income, 79-8505 

Statistics of income. Business income tax 
returns; sole proprietorships, partner- 
ships., 79-4822 

Statistics of income. Corporation income 
tax returns., 79-8505 

Statistics of income. Fiduciary income tax 
returns., 79-18744 

Statistics of income; business income tax re- 
turns, 79-4822 





Status report to the DOE Nuclear Data Committee / 


Statistics of income: Fiduciary, gift, and 
estate tax returns, 79-18744 

Statistics of interstate natural gas pipeline 
companies., 79-18101 

Statistics of Navy medicine., 79-739 

Statistics of privately owned electric utili- 
ties in the United States, 79-4059, 79- 
11389 

Statistics of privately owned electric utili- 
ties in the United States; classes A and B 
companies., 79-4059, 79-11389 

Statistics of public elementary and second- 
ary day schools., 79-11636 

Statistics of publicly owned electric utilities 
in the United States., 79-11390 

Statistics of the communications industry in 
the United States, 79-10864 

Statistics of trends in education., 
79-18238 

Statistics on cotton and related data, 1960- 
78 /, 79-10653 

Statistics, TVA power distributors, fiscal 
years 1973-1977., 79-17392 

Status & issues : Federal program evalua- 
tion., 79-7817 

Status and prospects of advanced fissile fuel 
breeders : to be presented at Third U.S/ 
U.S.S.R. symposium on Fusion-Fission 
Hybrids, Princeton, New Jersey, January 
22-26, 1979 /, 79-17885 

Status of active foreign credits of the 
United States., 79-4816 

Status of administration action on Interna- 
tional Women's Year resolutions : mes- 
sage /, 79-6787 

Status of availability of Mariner 10 (1973- 
085A) TV picture data., 79-10180 

The status of bilingual vocational training., 
79-4243 

Status of Federal Aviation regulations., 
79-23142 

The status of flue gas desulfurization appli- 
cations in the United States : a technolog- 
ical assessment : highlights /, 79-4104 

Status of handicapped children in Head 
Start programs, 79-13767 

The status of human rights in selected 
countries and the U.S. response /, 79- 
21594 

Status of IERL-RTP environmental meth- 
odologies for fossil energy processes /, 
79-18160 

The status of information for consumers of 
small wind energy systems., 79-11340 

Status of legislation concerning 911 the 
emergency telephone number : with a 
suggested 911 emergency telephone 
number act with supporting analysis., 
79-23200 

Status of representative two-dimensional 
models of the stratosphere and tropo- 
sphere as of mid-1978 /, 79-18796 

The status of resource recovery : (a report 
of site visits) : report /, 79-18939 

Status of some new herbicides /, 79-9471 


79-11635, 
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The status of State energy education policy 
/, 79-19896 

Status of the all-volunteer armed force : 
hearing before the Subcommittee on 
Manpower and Personnel of the Commit- 
tee on Armed Services, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, June 20, 1978., 79-12317 

Status of the Bureau of Indian Affairs reor- 
ganization : hearing before the United 
States Senate, Select Committee on 
Indian Affairs, Ninety-fifth 
second session ... August 16, 1978., 
17495 

Status of the family farm., 79-15832 

Status of the Federal Aviation Administra- 
tion microwave landing system : report 
to the Congress /, 79-4155 

Status of the Gila topminnow and its co- 
occurrence with mosquitofish /, 79- 
19130 

Status of the implementation of the Nation- 
al health planning and resources develop- 
ment act of 1974 : report to the Congress 
/, 79-5959 

Status of the MBFR negotiations : report of 
the MBFR Panel of the Intelligence and 
Military Application of Nuclear Energy 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, December 14, 1978., 79-10421 

Status of the theoretical study of micro- 
wave heating in EBT /, 79-18046 

The status of the Third United Nations 
Conference on the Law of the Sea : hear- 
ing before the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session, May 16, 
1979., 79-17479 

Status of thermal imaging technology as ap- 
plied to conservation /, 79-18002 

Status report : Sacramento-San Joaquin 
delta, California : investigation for flood 
and related water resource problems., 
79-2075 

Status report - Federal Council on the 
Aging., 79-23237, 79-23238 

Status report of 100 kW experimental wind 
turbine generator project /, 79-9689 

Status report on cleaning and maintaining 
laser disk amplifiers /, 79-4005 

Status report on ECC penetration scaling 
research /, 79-14324 

Status report on the fluidized bed inciner- 
ation system for U.S. Department of 
Energy defense waste /, 79-19925 

Status report on the operation of the United 
States Postal Service and the Postal Rate 
Commission : hearings before the Com- 
mittee on Post Office and Civil Service, 
House of Representatives, Ninety-sixth 
Congress, first session, May 14 and 24, 
1979., 79-23435 

Status report to the DOE Nuclear Data 
Committee /, 79-22420 


79- 
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Statutes and court decisions pertaining to the Federal Trade Commission 


Statutes and court decisions pertaining to 
the Federal Trade Commission, 79- 
11501 

Statutes and court decisions pertaining to 
the Federal Trade Commission. Supple- 
ment, 79-11501 

Statutes and legislative histories., 79-5138 

Statutes at large of the United States of 
America (OCoLC)3176465, 79-15197 

Steady-state and transient wellbore tem- 
peratures during drilling /, 79-18089 

Steady-state and transient wellbore tem- 
peratures during drilling : development of 
an improved geothermal drill bit : task 1 : 
analysis of heat flow /, 79-15011 

Steady-state current drive in tokamaks 
workshop summary., 79-9625 

Steady-state dissolved oxygen model of the 
Willamette River, Oregon /, 79-11797 

A steam-dried slurry feed system for coal 
conversion processes /, 79-13263 

Steam-electric plant air and water quality 
control data; summary report., 79-7709, 
79-11385 

Steam-electric plant air and water quality 
control data; summary report, 79-7709, 
79-11385 

Steam-electric plant construction cost and 
annual production expenses. Annual sup- 
plement., 79-4055, 79-4056, 79-7716 

Steam-electric plant construction cost and 
annual production expenses. Annual sup- 
plement, 79-7716 

Steam-electric plant construction cost and 
annual production expenses, 1938-1947. 
Supplement, 79-4055, 79-4056 

Steam-water mixing and system hydrodyna- 
mics program., 79-17384, 79-21350 

Steam-water mixing and system hydrodyna- 
mics program, task 4., 79-10385, 79- 
10391 

Stearns County, Minnesota, unincorporated 
areas., 79-8214 

Steel : background data on the American 
steel industry and international steel trade 
/, 79-9158 

Steel : chemical composition and hardenabi- 
litiy., 79-20234 

Steel barrels and drums, 79-238, 79-5547 

Steel foundries, N.E.C., SIC 3325., 79- 
19348 

Steel investment foundries, SIC 3324., 
19347 

Steel mill products., 79-10775 

Steel pipe and tubes, SIC 3317., 

Steel shipping drums and pails., 
79-5547 

Steel shot regulations : hearing before the 
Subcommittee on Administrative Practice 
and Procedure of the Committee on the 
Judiciary, United States Senate, Ninety- 
fifth Congress, second session ... May 25, 
1978., 79-10549 

Steel springs, except wire, SIC 3493., 
19380 
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Steel wire and related products, SIC 3315., 
79-22029 

The steering problem for the mirror-scan 
tracking system : part 1, The stop-go-stop 
procedure /, 79-11090 

Stefan Kowalik : report to accompany H.R. 
1400., 79-5430 

Stem deformity in black cherry /, 79-1750 

Stem form changes in upland oaks after 
thinning /, 79-12590 

Stencils, markers, and related supplies., 
9549 

Stenographer /, 79-14816, 79-14817 

Stenography, typing and writing., 79-2464 

Step stools., 79-10336 

A step toward equality : a progress report, 
September 1977-September 1978 /, 79- 
15226 

Stephanie Johnson : report to accompany 
H.R. 7162., 79-5352 

Stepparenting, with annotated bibliography 
/, 79-15290 

Sterlization reversal : January 1974 through 
September 1978, 125 citations /, 79-4331 

Steroid hormones in cancer-related biology, 
79-1006 

Steve Wing-On Yan : report to accompany 
S. 276., 79-17684 

Stillwater Complex, Montana : structure, 
mineralogy, and petrology of the Basal 
zone with emphasis on the occurrence of 
sulfides /, 79-15424 

Stimulated coherent radiation 
(lasers) [erratat., 79-12877 

Stimulating baby senses., 79-4395 

Stimulating human services reform /, 79- 
2481 

The stirling engine, an option for under- 
ground mines /, 79-17910 

Stirling total energy systems study /, 
13246 

Stochastic modelling of site wind character- 
istics., 79-9753 

Stock control supplyman /, 79-19801 

A stocking guide for Allegheny hardwoods 
and its use in controlling intermediate 
cuttings /, 79-19114 

Stockpile commodity legislation : hearing 
before the Subcommittee on Military 
Construction and Stockpiles of the Com- 
mittee on Armed Services, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 27 ... H.R. 595 ... S. 1397 ... 
July 10, 1979., 79-23333 

Stockpile report to the Congress., 79-6007 

Stocks of grain in deliverable positions for 
Chicago Board of Trade and MidAmer- 
ica Commodity Exchange futures con- 
tracts in exchange-approved and/or Fed- 
erally licensed warehouses as reported by 
those warehouses., 79-1617 

Stocks of hops, 79-12656, 79-17772 

Stocks of wool and related fibers., 79-3543 

Stone., 79-4523 

Stone circles of Chaco Canyon, northwest- 
ern New Mexico /, 79-20784 
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Stony Run Creek, Hanover County, Virgin- 
ia : flood plain information., 79-7449 

Stopping "mother ships“, a loophole in 
drug enforcement : hearing before the 
Subcommittee to Investigate Juvenile De- 
linquency of the Committee on the Judi- 
ciary, United States Senate, Ninety-fifth 
Congress, second session, on S. 3437 ... 
August 22, 1978., 79-9046 

Storage and shelf life of packaged water- 
cress, parsley, and mint /, 79-10673 

Storage batteries, SIC 3691., 79-22088 

Storage of lumber /, 79-5469 

Storage reduction for Runge-Kutta codes /, 
79-5886 

Storage rot of sugarbeet /, 79-21909 

Storage study of individual servings of sub- 
sistence at various temperatures /, 79- 
2111 

STORE : a system dynamics model of 
spent fuel storage and logistics in the 
LWR fuel cycle /, 79-11276 

Stored-grain insects /, 79-14630 

Storekeeper 3 & 2 / [prepared by the Naval 
Education and Training Program Devel- 
opment Center}., 79-11047 

Storm data., 79-368 

Storm surge and hurricane safety with 
North Atlantic tracking chart., 79-22258 

Storm water management model /, 79- 
7732 

The story of the Columbia Basin project /, 
79-11828 

Strainer 
79-19776 

Strategic and critical materials stock piling 
act of 1979 : report to accompany H.R. 
2154., 79-16054 

Strategic and critical materials stock piling 
act revision : hearing before the Subcom- 
mittee on Military Construction and 
Stockpiles of the Committee on Armed 
Services, United States Senate, Ninety- 
sixth Congress, first session, on S. 290 ... 
March 19, 1979., 79-15851 

The Strategic and critical materials stock 
piling revision act of 1979 : report to 
accompany H.R. 2154., 79-14527 

The Strategic and critical materials transac- 
tion authorization act of 1979 : report to 
accompany H.R. 595., 79-23560 

The Strategic Arms Limitation Talks /, 
79-17130, 79-20995 

Strategic Arms Limitation Talks : hearings 
and briefings before the Committee on 
International Relations and its Subcom- 
mittee on International Security and Sci- 
entific Affairs, House of Representatives, 
Ninety-fifth Congress ..., 79-14439 

Strategic Arms Limitation Talks and com- 
prehensive test ban negotiations : a report 
to the Committee on Foreign Relations, 
United States Senate /, 79-6662 

Strategic petroleum reserve : expansion of 
reserve., 79-9630 

Strategic petroleum reserve : reprogram- 
ming of funds : hearing before the Sub- 


elements., 79-2004, 79-9550, 





January — December 199f@idents‘ economic and educational status and selection for compensatory education / 


committee on Energy and Power of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session ... 
December 18, 1978., 79-14430 

Strategic stockpile policy : hearing before 
the Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session ... 
November 14, 1978., 79-10433 

Strategy manual for conducting fire preven- 
tion and safety education programs for 
low-income minorities /, 79-23222 

Stratification in double sampling; The easy 
way out may sometimes be the best 
way“, 79-13967 

Stratified thermal storage in residential 
solar energy applications /, 79-13106 

Stratigraphic relationships of the Navajo 
Sandstone to Middle Jurassic formations, 
southern Utah and northern Arizona /, 
79-16917 

Stratigraphic revision of the middle 
Eocene, Oligocene, and lower Miocene : 
Atlantic coastal plain of North Carolina / 
, 79-8235 

Stratigraphy and conodonts of the Genesee 
formation (Devonian) in western and cen- 
tral New York., 79-11812 

Stratigraphy and depositional environment 
of the Dutch Harbor Member of the Un- 
alaska Formation, Unalaska Island, 
Alaska /, 79-11796 

Stratospheric lidar project, 1976 results, 
79-10835 

Stratospheric warmings : synoptic, dynamic 
and general-circulation aspects /, 79- 
12026 

Stratospheric wind shear computed from 
satellite thermal sounder measurements /, 
79-2122 

Strawberry culture : eastern United States / 
, 79-10649 

Strawberry Mountain Wilderness : Malheur 
National Forest, 1975 /, 79-12569 

Strawberry Reservoir enlargement, Bonne- 
ville Unit, Central Utah Project. 79- 
18512 

Strawberry Reservoir enlargement, Bonne- 
ville Unit, Central Utah Projects, Utah., 
79-18513 

Strawberry varieties in the United States /, 
79-16060 

Stream channel modification in Hawaii /, 
79-6209, 79-13945 

Stream classification, 1977 : proceedings of 
a workshop held at Pingree Park, Colora- 
do, 10-13 October 1977 / edited by Terry 
T. Terrell and William J. McConnell., 
79-6210 

Stream models for calculating pollutional 
effects of stormwater runoff /, 79-2360 

Street lighting in Rochester : the search for 
innovation in technology and joint deci- 
sion-making /, 79-9762 

Street lighting projects /, 79-11881 





Streets for pedestrians and transit : an eval- 
uation of three transit malls in the United 
States /, 79-18800 

Strength and deformation properties of 
rock fill /, 79-12956 

Strength and stiffness of composite studs /, 
79-19135 

Strengthening Comptroller General‘s access 
to records, : new procedure for appoint- 
ment : hearings before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
12171 ... May 17 and June 26, 1978., 79- 
3070 

Strengthening developing institutions. Title 
3 of the Higher Education Act of 1965, 
79-18233 

Strengthening developing institutions, Title 
III of the Higher Education Act of 1965; 
annual report., 79-18233 

Strengthening Nato, Pomcus and other ap- 
proaches /, 79-14481 

Strengthening State wetland regulations /, 
79-13943 

Strengthening the hemispheric bond 
speech /, 79-8426 

Stress., 79-18244 

Stress analysis of cylindrical pressure ves- 
sels with closely spaced nozzles by the 
finite-element method /, 79-23280 

Stress and performance in T-37 pilot train- 
ing /, 79-12978 

Stress and simulation in pilot training /, 
79-12995 

Stress-corrosion cracking characterization 
of high-strength steels—base metals and 
weldments /, 79-11093 

Stress in air traffic controllers : a restudy of 
32 controllers 5 to 9 years later /, 79- 
15741 

Stress-induced failures in mine roof /, 79- 
13911 

Stress-rupture data for Kevlar 49/epoxy 
strands at elevated temperatures /, 79- 
5892 

Structural analysis of wind turbine rotors 
for NSF-NASA Mod-O wind power 
system /, 79-9685 

Structural and functional aspects of cell 
membranes., 79-1004 

Structural area inspection frequency evalua- 
tion (SAIFE)., 79-15747 

Structural characteristics of the U.S. hog 
production industry /, 79-7164 

Structural concepts and aerodynamic analy- 
sis for low radar cross section (LRSC) 
fuselage configurations /, 79-9597 

Structural correlates of carcinogenesis and 
mutagenesis : a guide to testing priorities? 
: proceedings of the second FDA Office 
of Science summer symposium held at 
the US Naval Academy August 31-Sep- 
tember 2, 1977 /, 79-8015 

Structural feasibility of parallel-laminated 
veneer crossarms /, 79-19109 
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Structural flakeboard from forest residues : 
proceedings of a symposium /, 79-1774 

Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 31 May 1976 /, 79-2142 

Structural mechanics simulations associated 
with underground coal gasification /, 
79-13253 

Structural performance of COM-PLY studs 
made with hardwood veneers /, 79- 
19137 

Structural plastics design manual : phase I, 
chapters 1-4 /, 79-18777 

Structural shapes, nonmetallic /, 79-22310 

Structural unemp!oyment and urban policy 
: hearing before the Subcommittee on 
Economic Growth and Stabilization of 
the Joint Economic Committee, Congress 
of the United States, Ninety-fifth Con- 
gress, second session, March 17, 1978., 
79-8854 

Structural wood members, N.E.C., SIC 
2439., 79-19271 

Structure and function of the principal 
components analysis (PCA) code /, 79- 
19957 

The structure of combat intelligence ratings 
/, 7179-12905 

The structure of the nation’s coal industry, 
1964-1974., 79-7814 

Structured plea negotiations test design., 
79-15497 

Structures specialist /, 79-12881 

Structuring the Marine Corps for the 1980‘s 
and 1990's /, 79-3757 

Student economic and educational status 
and receipt of education services., 79- 
4256 

Student economic and educational status 
and receipt of educational services /, 
79-4258 

Student economic and educational status 
and receipt of educational services 
[erratat /, 79-15223 

Student eligibility and other problems in 
Federally funded and operated schools in 
Puerto Rico : report /, 79-18197 

Student financial aid, handbook., 79-9913 

Student financial assistance programs : hear- 
ings before a subcommittee of the Com- 
mittee on Government Operations, House 
of Representatives, Ninety-fifth Congress, 
second session, July 27, August 3, and 
October 6, 1978., 79-12365 

Student home environment, educational 
achievement, and compensatory educa- 
tion., 79-20314, 79-20315 

Student-originated studies., 79-10196 

Student-originated studies projects, 1977 : 
abstract [sict reports : presented at Proj- 
ect Reporting Meeting, December 28-29, 
1977, Washington, D.C., 79-23015 

Student pilot guide., 79-21180 

Students and schools /, 79-7962 

Students‘ economic and educational status 
and selection for compensatory education 
/, 79-4257 
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Students, graduates, and dropouts in the labor market, October 1977 / 


Students, graduates, and dropouts in the 
labor market, October 1977 /, 79-11911 

A student‘s guide to health maintenance or- 
ganizations /, 79-8058 

Studies dealing with budgetary, staffing and 
administrative activities of the U.S. 
House of Representatives, 1946-1978 /, 
79-6673 

Studies for the restoration and renovation 
of the Pension Building : report to ac- 
company S.J. Res. 160., 79-5268 

Studies in adolescent health : research to 
improve health services for mothers and 
children., 79-20414 

Studies in coal liquefaction with application 
to the SRC and related process., 79- 
11241, 79-13179 

Studies in coal liquefaction with application 
to the SRC and related processes /, 79- 
17966 

Studies in maternal health II : research to 
improve health services for mothers and 
children., 79-20417 

Studies in support of recirculating bed reac- 
tors for the processing of coal., 79-3943 

Studies in support of recirculating bed reac- 
tors for the processing of coal : topical 
report /, 79-13177 

Studies of advanced transport aircraft /, 
79-2706 

Studies of basic mechanisms influencing 
solar-cell efficiency for terrestrial applica- 
tions., 79-16455 

Studies of convection in a_ solidifying 
system with surface tension at reduces 
gravity /, 79-10178 

Studies of dust cake formation and structure 
in fabric filtration /, 79-2386 

Studies of Ephydrinae (Diptera: Ephydri- 
dae), II : phylogeny, classification, and 
zoogeography of nearctic Lamproscatella 
Hendel /, 79-17186 

Studies of Ephydrinae (Diptera, Ephydri- 
dae), I : revisions of Parascatella Cresson 
and the triseta group of Scatella Robin- 
eau-Desvoidy /, 79-6398 

Studies of impact-induced responses of a 
generic crushable-rigid rodlike missile 
against rigid and deformable targets /, 
79-11153 

Studies of Notiphilinae 
(Diptera:Ephydridae), I : revision of the 
nearctic species of Notiphila Fallen, ex- 
cluding the caudata group /, 79-15610 

Studies of the benthic environment of Twin 
Lakes, Colorado., 79-2648 

Studies of vorticity imbalance and stability, 
moisture budget, atmospheric energetics, 
and gradients of meteorological param- 
eters during AVE III /, 79-12015 

Studies on cellulose degradation by a ther- 
moactinomyces sp. /, 79-13099 

Studies on institutions and planning : re- 
search to improve health services for 
mothers and children., 79-20415 

Studies on normal Lung cell separation, 
culture and monophology., 79-7993 
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Studies on problems in the Indian Ocean 
and littoral states., 79-8690 

Study of a thermal aerosol oil burner /, 
79-2375 

A study of administrative hearings conduct- 
ed by state driver licensing agencies /, 
79-6499 

Study of advanced composite structural 
design concepts for an arrow wing super- 
sonic cruise configuration /, 79-11987 

A study of bread prices : staff report., 
20957 

A study of canard-wing interference using 
experimental pressure data at transonic 
speeds /, 79-14092 

Study of compensation systems : memoran- 
dum of understanding between the 
United States of America and other gov- 
ernments, done December 15, 1977, with 
related agreements., 79-21018 

Study of corrosion and its control in alumi- 
num solar collectors /, 79-2192, 79- 
9646 

Study of deepwater port oil transfer control 
systems /, 79-4916 

Study of ebullated bed fluid dynamics for 
H-coal /, 7179-11245, 79-14930, 79- 
16442 

Study of employment of women in the Fed- 
eral Government, 79-5673 

Study of feasibility of using Wissa-type pie- 
zometer probe to identify liquefaction po- 
tential of saturated fine sands /, 79- 
12957 

A study of Federal arrests and dispositions 
of practitioners : 1972-1977 /, 79-20814 

Study of foreign languages and related 
areas : Federal support, administration, 
need : report to the Congress /, 79-2440 

Study of heat transfer through refractory 
lined gasifier vessel walls., 79-13151 

A study of insulin supply and demand : a 
report /, 79-18256 

Study of integration issues to realize OTEC 
market potential /, 79-16410 

Study of metallic structural design concepts 
for an arrow wing supersonic cruise con- 
figuration /, 79-11986 

Study of minority business enterprise pro- 
grams /, 79-12415 

Study of oxygen stoichiometry and analysis 
of coal, lignite, coke and derivatives /, 
79-17916 

Study of plant metallurgical requirements 
for low-BTU gasification of coal for elec- 
tric power generation /, 79-3925 

A study of potential coal utilization, 1985- 
2000 /, 79-11162 

Study of process instrumentation require- 
ments for high-level liquid waste solidifi- 
cation and plutonium nitrate conversion., 
79-18021 

Study of rescue boat performance for se- 
lected commercial vessel casualty profiles 
/, 7179-23181 
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Study of research areas in FBC sorption, 
attrition and air distribution : final report 
/, 79-13259 

Study of rough ground and grading criteria 
for instrument landing system glide slope 
site preparation /, 79-4897 

Study of safety relief valve operation under 
ATWS conditions /, 79-21334 

Study of self test devices /, 79-18811 

A study of ship hull crack arrester systems 
/, 19-3016 

Study of task performance problems in re- 
ports of collisions, rammings, and 
groundings in harbors and entrances /, 
79-17272 

Study of the chemical and behavioral toxi- 
cology of substitute chemicals in micro- 
tine rodents /, 79-7742 

A study of the classification of hospitals for 
prospective reimbursement : final report / 

79-18339 

Study of the effectiveness of reduces visibil- 
ity quidance techniques /, 79-23106 

A study of the effects of temperature vari- 
ations on radio wave absorption /, 79- 
2126 

A study of the genus Schistocarpha (He- 
liantheae: Asteraceae) /, 79-17187 

A study of the impact of the Office of Uni- 
versity Research‘s minority college pro- 
gram /, 79-15627 

Study of the interrelationships among 
chemical and petrographic variables of 
United States coals /, 79-11232 

A study of the Joint funding simplification 
act: report /, 79-22592 

Study of the mechanics of a transportation 
accident involving natural uranium con- 
centrate : final report, June 8, 1978 - Sep- 
tember 8, 1978 /, 79-12272, 79-12279 

Study of the mechanism of the hydrogen 
sulfide/dolomite reaction., 79-13175 

Study of the mineral matter distribution in 
pulverized fuel coals with respect to slag 
deposit formation in boiler furnaces /, 
79-17958, 79-17959 

Study of the mineral matter distribution in 
pulverized fuel coals with respect to slag 
deposit formation in boiler furnaces : 
phase 1 /, 79-13166, 79-14914 

A study of the potential economic impact 
of foot-and-mouth disease in the United 
States /, 79-16067 

A study of the textile and apparel industries 
: including prices, wages, employment, 
foreign trade, capacity : staff report /, 
79-6346 

A study of the transient correction factor 
used in TREAT reactor in-pile experi- 
ments /, 79-13044 

A study of the utility of incentive systems 
for nuclear licenses : final report /, 79- 
21318 

Study of vibration in concrete /, 79-12959 

Study of vocational objective programs ap- 
proved for the enrollment of veterans., 
79-5156 





January — December 1$ifmmaries of conclusions and recommendations on Dept of Defense operations; report 


Study on Federal regulation : prepared pur- 
suant to S. Res. 71, to authorize a study 
of the purpose and current effectiveness 
of certain Federal agencies /, 79-8917 

Study on hydrostatic drives for small AGT 
vehicles /, 79-23187 

Study program to develop and evaluate die 
and container materials., 79-7621 

Study program to develop and evaluate die 
and container materials for the growth of 
silicon ribbons., 79-13116 

Study to determine the export and domestic 
markets for currently underutilized fish 
and shellfish., 79-17839 

A study to determine the optimum bit offset 
at various drilling depths /, 79-13081 

Study to determine the potential use of sili- 
cone fluids in transformers /, 79-11265 

Study to establish the existing automation 
fire suppresion [i.e. suppression} technol- 
ogy for use in residential occupancies /, 
79-5650 

Study to evaluate the supply-demand rela- 
tionships for AHF and PTC through 
1980., 79-20365 

A study to perform an in-depth analysis of 
market dominance and its relationship to 
other provisions of the 4-R act /, 79- 
16967 

Stumpage prices for sawtimber sold from 
National forests, by selected species and 
region., 79-11 

Su cheque del seguro social., 

Sub-Saharan Africa, 79-1450 

Subacute spongiform encephalopathy 
(Creutzfeldt-Jakob disease) : the nature 
and progression of spongiform change /, 
79-16702 

Subassemblies /, 79-2005 

Subcommittee jurisdiction., 79-21414 

Subdivision among subcommittees of 
budget allocation., 79-17600 

Subdivision among subcommittees of 
budget allocation for fiscal year 1979 /, 
79-6807 

Subdivision among subcommittees of 
budget allocations for fiscal year 1979 : 
submitted pursuant to section 302 (b) of 
the Congressional budget act of 1974., 
79-6853 

Subdivision to subcommittees of budget 
totals agreed to in first concurrent resolu- 
tion on the budget (S. Con. Res. 80) for 
fiscal year 1979 /, 79-6804 

Subgrade elastic moduli determined from 
vibratory testing of pavements /, 79- 
17256 

Subgroup report on alternative strategies 
for the isolation of nuclear waste : draft / 
, 79-3984 

Subject area bibliography on sociocultural 
aspects of alcohol use and alcoholism., 
79-18332 

Subject bibliographies in alphabetical 
order., 79-7852 

[Subject bibliographiest SB-, 79-936 


79-20290 





Subject bibliography index., 79-20228, 
79-20229 

Subject catalog - Library of Congress., 
1374 

Subject guide to spoken word recordings /, 
79-17067 

Subject headings in microform., 79-1368 

Subject index, extramural research adminis- 
tered by the NCI, 79-20349 

Subject index of current extramural re- 
search administered by the National 
Cancer Institute, 79-20349 

Subject index of current research grants 
and contracts administered by the Na- 
tional Heart, Lung and Blood Institute., 
79-13694 

Subject index of extramural research admin- 
istered by the National Cancer Institute., 
79-20349 

Subject-matter index and table of cases., 
79-15813 

Subjects and policy areas for the considera- 
tion of the House Committee on Science 
and Technology., 79-17539 

Subsistence supply  specialist., 
79-2041, 79-3801, 79-3802 

Subsonic dynamic stability characteristics of 
two close-coupled canard-wing configu- 
rations / Richmond P. Boyden, Langley 
Research Center., 79-14069 

Substitute foaming agent for the manufac- 
ture of part 572 dummy flesh components 
/, 7179-15779 

Substitute prescription drug act., 79-8949 

Substitute prescription drug act : hearings 
before the Subcommittee on Consumer 
Protection and Finance of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 1963 ... 
June 22 and July 27, 1978., 79-8974 

Substitute treasury checks : report to ac- 
company H.R. 13087., 79-3191 

Subsurface stratigraphy and geochemistry 
of late Quaternary evaporites, Searles 
Lake, California /, 79-15426 

Subterranean termites : their prevention and 
control in buildings /, 79-14633 

Subtitle C, Resource conservation and re- 
covery act of 1976., 79-7806, 79-11485 

Subversive activities, 79-11582, 79-20217 

Success stories of adult learning in Amer- 
ica., 79-10339 

Sudan : post report., 79-2842 

Sudden infant death syndrome act exten- 
sion, 1978 : hearing before the Subcom- 
mittee on Child and Human Develop- 
ment of the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, second session, on S. 2523 
.. March 1, 1978., 79-8943 

Suez Canal : clearance of mines and unex- 
ploded ordnance : arrangement between 
the United States of America and Egypt 
amending the arrangement of April 13 
and 25, 1974, as amended, effected by 
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exchange of notes signed at Cairo De- 
cember 2 and 17, 1977., 79-4801 

Sugar, 79-58 

Sugar and sweetener report., 79-6 

Sugar and sweetener situation, 79-6 

Sugar market news, 79-6 

The Sugar stabilization act of 1978 : report 
to accompany H.R. 7108., 79-3401 

Sugar stabilization act of 1978 : report to- 
gether with dissenting views and supple- 
mental views to accompany H.R. 13750 / 
, 79-6817 

Sugarcane production residues : technologic 
and economic assessment of methods for 
conversion to utilizable energy forms., 
79-2303 

Suggest : your ideas may be worth money!, 
79-17097 

Suggested work order procedure for elec- 
tric borrowers of the Rural Electrifica- 
tion Administration., 79-3506 

Suggestions for prospecting., 79-2640 

Suggestions for spring lawn care /, 79- 
12660 

Suicide or depression in childhood and ado- 
lescence : January 1975 through Febru- 
ary 1979, 179 citations /, 79-13708 

Suits to adjudicate disputed titles to land in 
which the United Sates claims an interest 
: hearing before the Subcommittee on 
Administrative Law and Governmental 
Relations of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, second session ..., 79- 
10529 

Sulfa prevention checklist /, 79-17759 

Sulfa residues in your hogs : what do you 
do now? /, 79-17760 

Sulfidation-resistant alloy for coal gasifica- 
tion service /, 79-5851, 79-5852 

Sulfur., 79-1218, 79-20765 

Sulfur oxides control technology series, flue 
gas desulfurization, Wellman-Lord proc- 
ess., 79-15068 

Sulfur recovery in a coal gasification plant : 
final report /, 79-13156 

Sulfur removal from flue gas : final report / 
, 79-17954 

Sulfur, SIC 1477., 79-22141 

Sulfuric acid extraction technique for re- 
covering zinc and sulfur from sphalerite / 
, 79-6195 

Sulindac : an anti-flammatory analgesic : 
January 1975 through December 1978, 27 
citations /, 79-18276 

Summaries and technical documentation for 
performance changes in citizenship and 
social studies assessments, 1969-76 /, 79- 
13653 

Summaries of conclusions and recommenda- 
tions on Department of Defense oper- 
ations; report to the House and Senate 
Committees on Appropriations by the 
Comptroller General of the United 
States., 79-7846 
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Summaries of conclusions and recommendations on the operations of civil departments 


Summaries of conclusions and recommenda- 
tions on the operations of civil depart- 
ments and agencies : report to the House 
and Senate committees on appropriations 
/, 79-9888 

Summaries of physical research in the geo- 
sciences., 79-9628, 79-19839 

Summaries of projects completed., 
12039 

Summaries of research in nuclear physics., 
79-7598 

Summaries of research in the chemical sci- 
ences., 79-19837 

Summaries of research in the nuclear sci- 
ences., 79-11132 

Summary and analysis of international 
travel to the U.S., 79-322 

Summary and discussion of findings from 
population dose and health impact of the 
accident at the Three Mile Island Nucle- 
ar Station : (a preliminary estimate for 
the period March 28 through April 7, 
1979) /, 79-20401 

Summary and recommendations : Confer- 
ence on Pacific/Asian American Families 
and HEW-Related Issues /, 79-7960 

Summary and status of environmental de- 
velopment plans, 79-7702 

Summary appraisals of the nation‘s ground- 
water resources : Alaska /, 79-4491 

Summary appraisals of the Nation‘s ground- 
water resources south Atlantic-gulf 
region /, 79-10044 

Summary appraisals of the Nation‘s ground- 
water resources, lower Mississippi region 
/, 79-11810 

Summary appraisals of the Nation‘s ground- 
water resources, Missouri basin region /, 
79-8238 

Summary appraisals of the nation’s ground- 
water resources, Pacific Northwest 
region /, 79-20717 

Summary comments on planning require- 
ments review by State, metropolitan area, 
and local government organizations., 
79-21108 

Summary, draft west-central North Dakota 
regional environmental impact study on 
energy development., 79-13883 

Summary, Fresno/San Benito management 
framework plan., 79-2662 

Summary of accidents/incidents reported 
by all line-haul and switching and termi- 
nal railroad companies., 79-12177 

Summary of accidents investigated by the 
Federal Railroad Administration., 79- 
21158 

Summary of accidents investigated by the 
Federal Railroad Administraton, 79- 
21158 

Summary of accidents reported by all line- 
haul switching and terminal railroad com- 
panies, 79-12177 

Summary of activities; a report of the Com- 
mittee on Small Business, House of Rep- 
resentatives., 79-9253 
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Summary of activities - Committee on 
Banking, Currency, and Housing, House 
of Representatives, 79-10619 

Summary of activities - Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives., 79-10619 

Summary of activities - Committee on 
Public Works and Transportation., 79- 
9259 

Summary of activities. A report of the 
Committee on Standards of Official Con- 
duct, United States House of Representa- 
tives., 79-9245 

Summary of activities of the Committee on 
Science and Technology, U.S. House of 
Representatives., 79-9243 

Summary of atmospheric wind design crite- 
ria for wind energy conversion system 
development /, 79-17085 

Summary of awards & published reports., 
79-8541, 79-8542 

Summary of awards, program of university 
research, 79-8541, 79-8542 

Summary of beryllium specifications /, 79- 
19926 

Summary of climatic input for waste man- 
agement site suitability criteria and state 
of progress /, 79-19971 

Summary of currently used wind turbine 
performance prediction computer codes / 

79-22473 

Summary of Department of Transportation, 
Federal Aviation Administration 1977- 
1978 Task Force on Crew Workload 
report /, 79-18788 

Summary of educational benefits under the 
post-Vietnam era veterans educational as- 
sistance program, VEAP., 79-15796 

Summary of efforts to recover U.S. Gov- 
ernment costs in foreign military sales : 
report to the Congress /, 79-2435 

Summary of equity security transactions 
and ownership of directors; officers, and 
principal stockholders of member state 
banks as reported pursuant to Section 
16(a) of the Securities Exchange Act of 
1934., 79-890 

Summary of Federal ADP activities, 
20270 

A summary of federal aid under the Emer- 
gency School Aid Act (Title VII of PL 
92-318, as amended)., 79-7952 

Summary of Federal hunting regulations., 
79-4570, 79-20788 

Summary of Federal hunting regulations. 
Atlantic flyway., 79-4571, 79-22927 

Summary of Federal hunting regulations. 
Central flyway., 79-4572 

Summary of Federal hunting regulations. 
Mississippi flyway., 79-4574 

Summary of Federal hunting regulations. 
Pacific flyway., 79-4573 

Summary of FY78 progress on CREARE 
refill effects program., 79-10393 

Summary of ground-water hydrological 
data in Michigan, 79-13896 


79- 
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Summary of H.R. 3477 : the Tax reduction 
and simplification act of 1977 (as agreed 
to by the Conferees) /, 79-6738 

Summary of H.R. 3712, the Mortgage subsi- 
dy bond tax act of 1979, as ordered re- 
ported by the Committee on Ways and 
Means on July 30, 1979 /, 79-23471 

Summary of H.R. 13511, the Revenue act 
of 1978, as ordered reported /, 79-5157 

Summary of hearings : a national policy for 
materials, research and resources (H.R. 
10859 and H.R. 13025) /, 79-5137 

Summary of housing characteristics for se- 
lected metropolitan areas, 79-3625, 79- 
19488 

A summary of lending by international fi- 
nancing institutions to selected coffee- 
growing developing countries : report /, 
79-5966 

Summary of minor and miscellaneous tax 
bills enacted., 79-12426 

Summary of mortgage insurance operations 
and contract authority., 79-1168 

Summary of National alcohol safety action 
projects., 79-23196 

Summary of national transportation statis- 
tics, 79-10312 

Summary of open GAO recommendations 
for legislative action, 79-9887 

Summary of open GAO recommendations 
for legislative action; report to the Con- 
gress by the Comptroller General of the 
United States., 79-9887 

Summary of operating experience with re- 
circulating steam generators /, 79-21297 

Summary of operation, 79-12240 

Summary of passport statistics, 79-1462 

Summary of prescribed unit cost and hourly 
rate for return on investment and tax al- 
lowance., 79-5655 

Summary of principal provisions of H.R. 
13511, the Revenue act of 1978, H.R. 
5263, the Energy tax act of 1978, H.R. 
9251, the Foreign earned income act of 
1978, H.R. 12841 (Public Law 95-427) re- 
lating to tax treatment of fringe benefits / 

79-5158 

Summary of proceedings of Solar Heating 
and Cooling Commercialization Work- 
shop, May 4-5, 1977, George Washington 
University, Washington, D.C., 79-7581 

Summary of productivity improvement pro- 
jects., 79-15324 

Summary of public sector labor relation 
policies, 79-17011 

Summary of regional cold storage holdings, 
79-10744 

Summary of reported droplet size distribu- 
tion data in dispersed two-phase flow /, 
79-10384 

Summary of requests for comments on a 
proposed national development bank : 
staff study /, 79-15852 

Summary of SBA programs /, 79-23445 

Summary of selected IPA products., 79- 
10871 





January — December 1979 


A summary of selected legislation related to 
the handicapped., 79-20469 

Summary of special censuses conducted by 
the Bureau of the Census between Janu- 
ary 1, 1978 and June 30, 1978, 79-10800 

Summary of supplemental type certificates., 
79-1563 

Summary of synoptic meteorological obser- 
vations (SSMO): Australian coastal 
marine areas /, 79-5816 

Summary of synoptic meteorological obser- 
vations (SSMO); West African and select- 
ed island coastal marine areas /, 79-7533 

Summary of synoptic meteorological obser- 
vations (SSMO); West African and select- 
ed island coastal marine areas /, 79-7532 

Summary of testimony on disability insur- 
ance legislation : including brief summar- 
ies of H.R. 2054 ... H.R. 2854 ... and H.R. 
3236... /, 79-23470 

Summary of the Crude oil windfall profit 
tax act of 1979 (H.R. 3919) as passed by 
the House of Representatives on June 28, 
1979 /, 79-23469 

Summary of the Crude oil windfall profit 
tax act of 1979 (H.R. 3919) as reported /, 
79-23468 

A summary of the future of productivity., 
79-8723 

Summary of the Housing and community 
development amendments of 1978., 79- 
8140 

A summary of the role of third parties in 
labor-management cooperative endeav- 
ors., 79-3009 

Summary of U.S. export and import mer- 
chandise trade., 79-265 

Summary of United States mineral re- 
sources /, 79-6171 

Summary of veterans legislation reported, 
79-19028 

Summary of watershed conditions affecting 
water supply of the lower Colorado 
River., 79-1197 

Summary, patterns of foreign travel in the 
United States, 79-17831 

Summary proceedings of the fourth 
ADAMHA Annual Conference of the 
State and Territorial Alcohol, Drug 
Abuse, and Mental Health Authorities., 
79-8082 

Summary progress report : 1977 U.S. Grain 
Marketing Research Center., 79-21910 

Summary report : lasting effects after pre- 
school /, 79-22682 

Summary report : pumped-storage potential 
of the Pacific Northwest., 79-2074 

Summary report : sulfur oxides control 
technology series : flue gas desulfuriza- 
tion Wellman-Lord process /, 79-15068 

Summary report : the persistence of pre- 
school effects : a long-term follow-up of 
fourteen infant and preschool experiments 
/, 79-8123 

Summary report. Federal reclamation pro- 
jects, water & land resource accomplish- 
ments., 79-13900, 79-15432 





Summary report from Workshop on Two- 
Dimensional Mathematical Models for 
Use in Hydraulic Problems /, 79-15662, 
79-21137 

Summary report of Division of Meteorol- 
ogy support to the Environmental Pro- 
tection Agency, 79-9503 

Summary report of real property leased to 
the United States throughout the world., 
79-11590 

Summary report of real property owned by 
the United States throughout the world., 
79-11589 

Summary report of TASTEX Task J. : 
resin bead mass spectrometry for safe- 
guards /, 79-14983 

Summary report of the national survey of 
transportation handicapped people /, 
79-6489 

Summary report of the National Sympo- 
sium on High Blood Pressure Control in 
U.S. Asian and Pacific Populations, Octo- 
ber 1-2, 1977., 79-6042 

Summary report on airway facilities mainte- 
nance program evaluation conducted in 
the Western Region ; August 12 - 31, 
1973., 79-2923 

Summary report on emissions from the 
glass manufacturing industry /, 79- 
22546 

Summary report on real property owned by 
the United States throughout the world, 
79-11589, 79-20233 

Summary report on the exchange of medi- 
cal information program evaluation /, 
79-14471 

Summary report on the workshop on high 
temperature chemical kinetics : applica- 
tions to combustion research /, 79-7290 

Summary statements of NIEHS-supported 
research projects., 79-11667 

Summer food service program for children 
: food service management company 
handbook., 79-7220 

Summer food service program for children 
: monitor‘s handbook., 79-7221 

Summer food service program for children 
: Site supervisor's guide., 79-10662 

Summer food service program for children 
: sponsor handbook., 79-7147 

Summer humanities seminars for law teach- 
ers., 79-8375 

Summer humanities seminars for medical 
and health care teachers., 79-8374 

Summer job situation for youth., 79-20874, 
79-2088 1 

Summer jobs; opportunities in the Federal 
government., 79-3711, 79-19629 

Summer jobs bulletin., 79-10873 

Summer jobs in Federal agencies, 79-3711, 
79-19629 

Summer planting of container-grown north- 
ern hardwoods /, 79-1760 

Summer program for economically disad- 
vantaged youth., 79-17045 
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Supplemental appropriation bill, 1979 : hearings before subcommittees of the 


Summer program for economically disad- 
vantaged youth (SPEDY) : monographs 
of 1978 /, 79-14033 

Summer seminars for college teachers., 
14102 

Summer training program., 79-14187 

Summer 1978 directory of Navy electro- 
Optical professionals /, 79-11098 

Sun, weather, and climate /, 79-14051 

Sundesert Nuclear Plant, Units 1 and 2., 
79-2987 

Sundesert Nuclear Power Plant, Units 1 & 
2., 79-4988 

Sunflower County, Mississippi, unincorpor- 
ated areas., 79-20677 

Superconducting cable system : final report, 
September 1975-June 1977 /, 79-9724 

Superconducting devices & materials., 
298 

Superconducting magnet development pro- 
gram annual report, July 1975 through 
September 1976 /, 79-3987 

Superconducting 
magnet 
18086 

Superconductivity devices, 79-298 

The superfund concept : report of the Inter- 
agency Task Force on Compensation and 
Liability for Releases of Hazardous Sub- 
stances., 79-16969 

Supervising child protective workers /, 
79-22683 

Supervision /, 79-22678 

Supplement no. 1 to the Safety evaluation 
report /, 79-21294 

Supplement to Campaign finance law., 
14300 

Supplement to compilation of veterans laws 
: 94th and 95th Congress /, 79-8630 

Supplement to LC subject headings., 
1367 

Supplement to Merchant vessels of the 
United States, 79-17270 

Supplement to Organization of Federal ex- 
ecutive departments and agencies., 79- 
12366, 79-14420, 79-21559 

Supplement to Publication 78 .... Cumula- 
tive list of organizations described in sec- 
tion 170(c) of the Internal Revenue Code 
of 1954, 79-1498 

Supplement to Senate campaign informa- 
tion, 79-12230 

Supplement to the final environmental state- 
ment for the recreation master plan, 
Strawberry Reservoir enlargement, Bon- 
neville Unit, Central Utah Project, Utah 
/, 7179-18513 

Supplemental appropriation : communica- 
tion from the President of the United 
States ..., 79-9391 

Supplemental appropriation bill, 1979 
hearings before subcommittees of the 
Committee on Appropriations, House of 
Representatives, Ninety-sixth Congress, 
first session., 79-14353, 79-18883 
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Supplemental appropriation language, New York City loan guarantees : communication 


Supplemental appropriation language, New 
York City loan guarantees : communica- 
tion from the President of the United 
States ..., 79-9198 

Supplemental appropriations : communica- 
tion from the President of the United 
States transmitting amendments to re- 
quests for supplemental appropriations for 
fiscal year 1979 for the Department of 
Defense—Military., 79-12462, 79- 
12463, 79-14507, 79-15932 

Supplemental appropriations and budget 
amendment : communication from the 
President of the United States ..., 79- 
12459 

Supplemental appropriations and budget 
amendments : communication from the 
President of the United States ..., 79- 
12461, 79-12472, 79-14505, 79-14509, 
79-14513, 79-14514, 79-15933, 79- 
15934, 79-15938, 79-15940, 79-17568, 
79-17570 

Supplemental appropriations bill, 1979 
report to accompany H.R. 4289., 79- 
16057 

Supplemental appropriations bill, 1979 
report together with additional views to 
accompany H.R. 4289., 79-19017 

Supplemental appropriations, Department 
of Interior : communication from the 
President of the United States ..., 79- 
9210 

Supplemental appropriations for Energy : 
communication from the President of the 
United States ..., 79-9207 

Supplemental appropriations for fiscal year 
1977 : hearings before subcommittees of 
the Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, first 
session, on H.R. 4877 ..., 79-21413 

Supplemental appropriations for fiscal year 
1978 : communication from the President 
of the United States ..., 79-9389 

Supplemental appropriations for fiscal year 
1978 and amendment to the fiscal year 
1979 appropriations communication 
from the President of the United States 
way 79-9384 

Supplemental appropriations for fiscal year 
1978 and an amendment to the fiscal year 
1979 appropriations communication 
from the President of the United States 
wy 79-7095, 79-9380, 79-9392 

Supplemental appropriations, General Serv- 
ices Administration communication 
from the President of the United States 
wy 79-9209 

Supplemental appropriations language and 
budget amendments communication 
from the President of the United States 

79-17572 

Supplemental authorization of appropri- 
ations for fiscal year 1979 : hearing 
before the Subcommittee on Penitentia- 
ries and Corrections of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 3151 ... June 29, 1978., 79-3105 
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Supplemental data, final environmental 
impact statement, operation and mainte- 
nance : Vermilion Harbor, Erie County, 
OH /, 79-9587 

Supplemental digest and index of published 
decisions of the Assistant Secretary of 
Labor for labor-management relations 
pursuant to executive order 11491, as 
amended., 79-4616 

Supplemental fiscal assistance proposals 
continued in the President‘s national 
urban policy recommendations : hearing 
before the Subcommittee on Unemploy- 
ment Compensation, Revenue Sharing, 
and Economic Problems of the Commit- 
tee on Finance, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2975 ... May 3, 1978., 79-5068 

Supplemental issue of the annual report of 
the Visa Office., 79-14140 

Supplemental security income: compilation 
based on selected characteristics of op- 
tional state supplementation programs, 
October 1977, 79-20301 

Supplemental security income disability 
amendments of 1979 : report together 
with dissenting views to accompany H.R. 
3464., 79-21705 

Supplemental security income disability 
benefits : report to accompany H.R. 
12972., 79-3417 

Supplemental security income disability 
program : hearing before the Subcommit- 
tee on Public Assistance of the Commit- 
tee on Finance, United States Senate, 
Ninety-fifth Congress, second session, on 
H.R. 10848 ... H.R. 12972 ... September 
26, 1978., 79-10465 

The supplensental security income program 
for the aged, blind, and disabled : select- 
ed characteristics of State supplementa- 
tion programs as of October 1977., 79- 
7941 

Supplemental security income quality assur- 
ance system : an assessment of its prob- 
lems and potential for reducing erroneous 
payments : report to the Congress /, 79- 
5958 


Supplemental security income, state and 
county data., 79-22619 

Supplemental statistics of income, 
1972., 79-18745 

Supplemental tidal predictions Anchorage, 
Nikishka, Seldovia, and Valdez, Alaska, 
1980 /, 79-22261 

Supplemental to school desegregation : for 
a report of State and Federal judicial and 
administrative activity /, 79-15225 

Supplemental 1979 Middle East aid package 
for Israel and Egypt : hearings and 
markup before the Committee on Foreign 
Affairs and its Subcommittees on Interna- 
tional Security and Scientific Affairs and 
on Europe and the Middle East, House of 
Representatives, Ninety-sixth Congress, 
first session ...., 79-23386 

Supplementary fiscal assistance of 1978 : 
hearings before a subcommittee of the 
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Committee on Government Operations, 
House of Respresentatives, Ninety-fifth 
Congress, second session, on H.R. 12293 
... May 4, 5, and 9, 1978., 79-3078 

Supplementary guidelines for lead imple- 
mentation plans., 79-5917 

Supplementary list of publications, 79- 
16237 

Supplementary papers from the conference 
on youth unemployment, its measurement 
and meaning : supplementary papers from 
a Conference on Employment Statistics 
and Youth /, 79-20893 

Supplementary radiological measurements 
at the Maxey Flats radioactive waste 
burial site, 1976-1977 /, 79-7809 

Supplementary report : 1979 census of pop- 
ulation : population and land area of ur- 
banized areas for the United States, 1970 
and 1960., 79-22146 
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Congress, first and second sessions, De- 
cember 13, 1977, St. Louis, Missouri, De- 
cember 14, 1977, Minneapolis, Minnesota, 
January 16, 1978, Milwaukee, Wisconsin., 
79-9161 

The tax status of Federal resale activities : 
issues and alternatives : study /, 79- 
15089 

Tax treaties between the United States and 
other countries /, 79-6419 

Tax treatment of annuities purchased by 
Uniformed Services University of the 
Health Sciences : report to accompany 
H.R. 12606., 79-5231 

Tax treatment of certain redemptions of 
United States Railway Association certifi- 
cates of value : report to accompany 
H.R. 10653., 79-6822 

Tax treatment of certain sales by banks for 
cooperatives : report to accompany H.R. 
9192., 79-6821 

Tax treatment of employee fringe benefits : 
written comments and hearings before a 
task force of the Committee on Ways and 
Means, House of Representatives, Ninety- 
fifth Congress, second session ... August 
14, September 22 and 23, 1978. 79- 
10601 
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Tax treatment of income from certain rail- 
road rolling stock : report to accompany 
H.R. 12352., 79-5242 

Tax treatment of mortgage subsidy bonds : 
hearings before the Committee on Ways 
and Means, House of Representatives, 
Ninety-sixth Congress, first session, on 
HLR. 3712 ...., 79-23475 

Tax treatment of redemptions of discount 
coupons : report to accompany H.R. 
13047., 79-9230 

Tax treatment of returns of magazines, pa- 
perbacks, and records : report to accom- 
pany H.R. 3050., 79-3400 

Tax treatment of specified transactions by 
New York public employees retirement 
systems : report to accompany H.R. 
12051., 79-5260 

Taxable income and nontaxable income /, 
79-10275 

Taxable property values and assessment, 
sales price ratios., 79-9480 

Taxation : a report of the Commission on 
Federal Paperwork., 79-15822 

Taxation, mining, and the severance tax /, 
79-18535 

Taxation of Americans abroad : conference 
report to accompany H.R. 9251., 79- 
3315 

Taxation of foreign investment in the 
United States : hearing before the Sub- 
committee on Taxation and Debt Man- 
agement Generally of the Committee on 
Finance, United States Senate, Ninety- 
sixth Congress, first session, on S. 192 ... 
S. 208 ... June 25, 1979., 79-23382 

Taxation of foreign investment in U.S. real 
estate., 79-18741 

Taxation of forest and associated land in 
Illinois /, 79-12584 

Taxes and intergovernmental revenue of 
counties, municipalities, and townships., 
79-12691, 79-12692 

Taxes and taxation., 79-11574 

Taxes on income., 79-21002 

Taxes, regulations on taxation of fringe 
benefits, prohibition : [an act to prohibit 
the issuance of regulations on the taxation 
of fringe benefits, and for other pur- 
posest., 79-6993 

Taxicab operating characteristics /, 79- 
21116 

Taxonomy and paleoecology of Early Mio- 
cene benthic foraminifera of northern 
New Zealand and the north Tasman Sea 
/, 7179-17188 

TE-mode solutions for dielectric slab center 
loaded ridged waveguide /, 79-2134 

Teacher and school administrator : supply 
and demand /, 79-7963 

Teacher educator‘s role; outline and partici- 
pants‘ materials for application sessions 
for teacher educators., 79-2502 

Teachers and teaching methods., 79-20204 

Teacher's guide for aviation education : for 
use in grades two through six : Commu- 





nication Arts, Science, Social Studies, 
Health, Career Education., 79-21168 

Teacher's role, outline and participants‘ ma- 
terials., 79-4264 

Teaching BSE in hospitals., 79-2515 

Teaching for talents and gifts, 1978 status : 
developing and implementing multiple 
talent teaching /, 79-7961 

Team teaching fire prevention program : 
evaluation of an education technique /, 
79-19124 

Teamsters‘ Union Central States pension 
fund, 1976 : hearing before the Subcom- 
mittee on Labor of the Committee on 
Labor and Public Welfare, United States 
Senate ... Ninety-fourth Congress, second 
session ... July 1, 1976., 79-21609 

Technial report for revision of steam elec- 
tric effluent limitations guidelines : draft., 
79-7728 

Technical amendments related to the Edu- 
cation amendments of 1978 : report to 
accompany H.R. 4591., 79-23484 

Technical amendments to Bankruptcy 
reform act of 1978 : report to accompany 
S. 658., 79-23541 

Technical amendments to the Federal dis- 
trict court organization act of 1978 : 
report to accompany H.R. 2301., 79- 
14530 

Technical amendments to the Federal dis- 
trict court organization act of 1978 : 
report to accompany S. 443., 79-12544 

Technical analysis of steam coal prices in 
six OECD countries /, 79-13230 

Technical and conforming amendments to 
Ethics in government act : report to ac- 
company H.R. 2805 /, 79-18968 

Technical and economic causes of produc- 
tivity changes in U.S. wheat production, 
1949-76 /, 79-14626 

A technical and economic evaluation of the 
project in Baltimore, Maryland /, 79- 
20075 

Technical appendix from vital statistics of 
the United States, 79-4363 

Technical aspects of the District‘s tax 
system : studies and papers prepared for 
the District of Columbia Tax Revision 
Commission /, 79-14389 

Technical assessment of vanadium-base 
alloys for fusion reactor applications : 
final report /, 79-13107 

Technical assistance and consulting services 
: agreement between the United States of 
America and Indonesia, signed at Jakarta, 
July 28, 1976, and amending agreements 
signed at Jakarta, July 27, 1977, and 
signed at Jakarta, April 12, 1978. 79- 
21014 

Technical assistance in customs improve- 
ment : agreement between the United 
States of America and United Arab Emir- 
ates, amending and extending the agree- 
ment of January 18 and April 26, 1976, 
signed at Washington and Abu Dhabi, 
March 16 and April 19, 1978., 79-21057 





Technical assistance to develop civil avi- 
ation infrastructure., 79-12094 

Technical assistance to State & local gov- 
ernments : resource conservation & re- 
covery panels program., 79-11396 

Technical cooperation : Nasseriah Power 
Station : agreement between the United 
States of America and Saudi Arabia 
signed at Washington and Riyadh No- 
vember 9 and 13, 1978., 79-23063 

Technical cooperation in agricultural bank 
management and training : agreement be- 
tween the United States of America and 
Saudi Arabia, signed at Jeddah, Novem- 
ber 18, 1978., 79-23064 

Technical cooperation in audit administra- 
tion and training : agreement between the 
United States of America and Saudi 
Arabia, signed at Riyadh, May 16, 1978., 
79-21058 

Technical cooperation in desalination 
agreement between the United States of 
America and Saudi Arabia, signed at 
Washington, May 3, 1977., 79-4738 

Technical cooperation in earth sciences : 
memorandum of understanding between 
the United States of America and Moroc- 
co, signed at Washington and Rabat 
August 24 and October 7, 1977., 79- 
12097 

Technical cooperation in establishing an in- 
formation center : agreement between the 
United States of America and Saudi 
Arabia signed at Washington May 3, 
1977., 79-4736 

Technical cooperation in executive manage- 
ment development : agreement between 
the United States of America and Saudi 
Arabia, signed at Jeddah, November 18, 
1978., 79-23065 

Technical cooperation in procurement of 
electrical equipment : agreement between 
the United States of America and Saudi 
Arabia, signed at Riyadh March 26, 
1977., 79-8470 

Technical cooperation in science and tech- 
nology : agreement between the United 
States of America and Saudi Arabia, 
signed at Riyadh February 29, 1976., 
79-6383 

The Technical corrections act of 1979 : 
hearing before the Subcommittee on 
Select Revenue Measures of the Commit- 
tee on Ways and Means, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 2797 ... March 27, 1979., 
79-15924 

Technical corrections act of 1979 : report 
of the Committee on Ways and Means, 
U.S. House of Representatives, on H.R. 
2797., 79-15992 

Technical digest, 

Technical 
79-7410 

Technical engineering 
2034, 79-7409 

Technical evaluation services : final report 
/, 179-9710 


79-751 
drafting specialist., 79-3790, 


supervisor., 79- 
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Technical examination, environmental as- 
sessment., 79-15415 

Technical feasibility, costs of compliance 
and economic impact assessment of the 
proposed standard for lead for selected 
industries /, 79-14021 

Technical guidelines for expansive soils in 
highway subgrades /, 79-21142 

Technical Information Center bulletin, 79- 
1524 

Technical interface standards for repeat-coil 
PBX systems., 79-3686 

The technical literature on the American 
woodcock, 1927-1978 /, 79-18556 

Technical news bulletin, 79-294 

Technical notes; summaries and characteris- 
tics of States‘ Title XX Social Services 
Plans., 79-20277 

Technical notes - Occupational Safety and 
Health Administration., 79-1324 

Technical notes, summaries and characteris- 
tics of States‘ Title XX Social Services 
Plans, 79-20277 

Technical program document, 79-12203 

Technical publications announcements, 79- 
1391 

Technical reports of the Federal Energy 
Administration., 79-865 

Technical reports of the National Highway 
Traffic Safety Administration., 79-4938 

Technical reports of the National Highway 
Traffic Safety Administration; a bibliog- 
raphy., 79-21230 

Technical reports published in 1975., 
3818 

A technical review of the biological effects 
of non-ionizing radiation : a report /, 
79-14139 

Technical specifications for the bulk shield- 
ing reactor /, 79-7658 

Technical standard order 
79-1542 

Technical standards for machine-readable 
data supplied to the Law Enforcement 
Assistance Administration., 79-16989 

Technique for combining related regres- 
sions into one equation, 79-13973 

Technique for estimating magnitude and 
frequency of floods in Kentucky /, 79- 
4497 

Techniques for monitoring auto occupancy 
and Seattle area research results /, 79- 
14235 

Techniques for rehabilitating pavements 
without overlays : a systems analysis /, 
79-14226, 79-14227 

Techniques of time management /, 79- 
18736 

Techniques of water-resources investiga- 
tions of the United States Geological 
Survey., 79-11808, 79-18518 

Technological and economic assessment of 
the utilizaion of rice straw residue from 
the California Sacramento Valley for on- 
farm power generation /, 79-19946 


79- 


authorization, 
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Technological bases for models of spray washout of airborne contaminants in 


Technological bases for models of spray 
washout of airborne contaminants in con- 
tainment vessels /, 79-10362 

Technological change and its labor impact 
in five energy industries : coal mining, oil 
and gas extraction, petroleum refining, 
petroleum pipeline transportation, electric 
and gas utilities /, 79-17017 

Technological developments in aerial spray- 
ing., 79-5470 

The technological knowledge base for in- 
dustrializing countries : proceedings of 
the NBS/AID UNCSTD Seminar, held 
at the National Bureau of Standards, 
Gaithersburg, Md., Oct. 16-17, 1978 /, 
79-12703 

Technological overview reports for eight 
shale oil recovery processes /, 79-18173 

Technology and arms control /, 79-3756 

Technology and current practices for proc- 
essing, transferring and storing liquefied 
natural gas /, 79-21115 

Technology and economics of conversion 
of cellulose (wood) and corn starch to 
sugar, alcohol and yeast : final report /, 
79-17922 

Technology and the cost of health care : 
hearings before the Subcommittee on Do- 
mestic and International Scientific Plan- 
ning, Analysis, and Cooperation of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
fifth Congress, second session, September 
26, 27, October 6, 1978., 79-12409 

Technology assessment & forecast., 
10825 

Technology assessment of changes in the 
future use and characteristics of the auto- 
mobile transportation system., 79-14337 

A technology evaluation of the Stirling 
engine for stationary power generation in 
the 500 to 2000 horsepower range /, 79- 
3973 

Technology for commercial 
waste management., 79-14865 

Technology news, 79-1249 

Technology news from the Bureau of 
Mines, United States Department of the 
Interior., 79-1249 

Technology of controlled nuclear fusion., 
79-14861 

Technology requirements for advanced 
earth orbital transportation systems /, 
79-2710, 79-2738, 79-6301 

Technology, safety and costs of decommis- 
sioning a reference pressurized water re- 
actor power station /, 79-23279 

Technology transfer., 79-853 

Technology transfer program : 
79-15655 

Technology transfers to the members of 
OPEC : hearings before the Subcommit- 
tee on Domestic and International Scien- 
tific Planning, Analysis, and Cooperation 
of the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
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79- 


radioactive 


report /, 





Ninety-fifth Congress, second session, 
September 6, 7, 8, 1978., 79-12413 

TECPACK : a utility package for the Tek- 
tronix 4012 graphics terminal and the 
Univac 1830A digital computer /, 79- 
7502 

Teenage consumers : a profile : results of 
the 1978 national assessment of consumer 
skills and attitudes /, 79-20323 

Tektronix GS-4051, MSC-8080 software 
system /, 79-5893 

Tektronix pictures using NOVA BASIC /, 
79-1829 

Telecommunication, 
79-15190, 79-15191 

Telecx 79-20227 

Telecc ications bulletin., 79-1577 

Telecommunications center operator., 
3806 

Telecc ications policy research pro- 
gram : summary of activities and descrip- 
tion of research projects, fiscal years 
1972-1975., 79-17093 

Telehealth handbook : a guide to telecom- 
munications technology for rural health 
care /, 79-8054 

Telephone and telegraph apparatus, SIC 
3661., 79-22082 

Telephone and telegraph equipment., 
7393 

Telephone directory, 79-1525 

Telephone directory - Civil Service Com- 
mission., 79-3739 

Telephone directory - Department of De- 
fense, 79-642 

Telephone directory - Department of 
Health, Education and Welfare., 79- 
11611 

Telephone directory - Department of Hous- 
ing and Urban Development., 79-6104, 
79-16807, 79-20496 

Telephone directory - 
Labor., 79-14015 

Telephone directory - Environmental Pro- 
tection Agency., 79-16533 

Telephone directory - U.S. Civil Service 
Commission, 79-3739 

Telephone directory - U.S. Department of 
the Interior., 79-11787 

Telephone directory - United States De- 
partment of Agriculture, 79-5479, 79- 
21857 

Telephone directory - United States House 
of Representatives., 79-1605 

Telephone directory - United States Nucle- 
ar Regulatory Commission., 79-1678 

Telephone directory - United States 
Senate., 79-14297 

Telephone directory, central office and 
region 3., 79-4228, 79-20271 

Telephone directory, central office, national 
capital region, and region 3., 79-20271 

Telephone directory. Department of State, 
Agency for International Development, 
Arms Control and Disarmament Agency, 


79-13613, 79-15189, 


ications . 
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Overseas Private Investment Corpora- 
tion., 79-6349, 79-15582 

Telephone directory. Dept. of State, 
Agency for International Development, 
Arms Control and Disarmament Agency, 
Overseas Private Investment Corpora- 
tion, 79-15582 

Teleprocessing Services Program., 
15141 

Televised advertising and the elderly : hear- 
ing before the Select Committee on 
Aging, House of Representatives, Ninety- 
fifth Congress, second session, January 
26, 1978., 79-6590 

Television as stimulus input in synthetic 
performance testing /, 79-12912 

A television assessment and identification 
system for the plutonium protection 
system /, 79-22448 

Television receivers, color and monoch- 
rome, assembled or not assembled, fin- 
ished or not finished, and subassemblies 
thereof : report to the President on inves- 
tigation no. TA-201-19 under section 
201(b) of the Trade act of 1974, 79- 
2884 

Television receiving antenna system compo- 
nent measurements /, 79-19610 

Temperature analysis and selective with- 
drawal design study, Tallahala Creek 
Lake, Mississippi : mathematical model 
investigation /, 79-12942 

Temperature in streams of New Mexico for 
the period October 1964 to September 
1969 /, 79-11821 

Temperature reference standard for use 
below 0.5 K, 79-19539 

Temperature versus time curves for manual 
and automated soldering processes /, 
79-13058 

Temporary extension of countervailing duty 
waiver authority : report to accompany 
H.R. 1147., 79-12485, 79-14599 

Temporary public debt limit : report to- 
gether with additional and minority 
views to accompany H.R. 2534. 79- 
12501 

Temporary public debt limit : report to- 
gether with additional views to accompa- 
ny H.R. 5369 /, 79-23511 

Temporary public debt limit : report to- 
gether with minority views to accompany 
H.R. 1894., 79-12474 

Temporary public debt limit : report to- 
gether with supplemental and additional 
views to accompany H.R. 5229., 79- 
23496 

Temporary suspension of duty on certain 
forms of zinc, and other matters : report 
to accompany H.R. 9911., 79-3394 

Temporary suspension of duty on imported 
railroad cars and certain freight car parts 
: hearing before the Subcommittee on 
Trade of the Committee on Ways and 
Means, House of Representatives, Ninety- 
fifth Congress, second session ... Septem- 
ber 29, 1978., 79-10603 


79- 





January — December 1979 


Ten C‘s of holding company regulation /, 
79-20130 

Ten-year growth following thinning of 
slash pine planted on medium to poor 
cutover sites /, 79-9450 

Ten-year plan (1979-1988), 79-21165 

Ten year progress report of the Center for 
Population Research., 79-7999 

Ten-year timber resource plan., 

Tennessee exports., 79-16308 

Tennessee Valley Authority annual report., 
79-14340, 79-14341 

Tennessee Valley Authority bonds : report 
to accompany H.R. 2686., 79-23515 

Tennessee Valley Authority can improve 
estimates and should reassess reserve re- 
quirements for nuclear power plants : 
report /, 79-18204 

Tennessee Valley Authority debt increase : 
report to accompany S. 436., 79-19065 

Tennessee Valley Authority power annual 
report, 79-12286 

Tennessee Valley perspective., 79-1692 

The Tennessee Valley region /, 79-13012 

Tenure, type of organization, contracts, op- 
erator characteristics, principal occupa- 
tion, 79-3526 

The term of a Senator, when does it begin 
and end ? : constitution, laws, and prece- 
dents pertaining to the term of a Senator 
/, 79-9381 

Terminal air traffic control, 79-1567 

Terminal area forecasts : fiscal years, 1979- 
1990 /, 79-8575 

Terminal boards /, 79-2014, 79-10957 

Termination of the Cross-Florida Barge 
Canal project and extension of the bound- 
aries of the Ocala National Forest : 
report to accompany S. 3337 /, 79-5365 

Termination of treaties : the constitutional 
allocation of power : materials /, 79- 
8898 

The Termoroc house : an experimental low- 
energy house in Sweden /, 79-3964 

Terpenes for indirect selection of growth 
potential in Rocky Mountain Douglas-fir 
/, 7179-21874 

Terrazzo, tile, marble, and mosaic work 
special trade contractors, SIC code 1743., 
79-19498 

Terrazzo, tile, marble, and mosaic work, 
special trade contractors, SIC 1743., 79- 
19513 

Terrell D. Mosley Office Building, Lynch- 
burg, Virginia., 79-15008 

Terrestrial solar cell module automated 
array assembly - task 4 : final report /, 
79-11202 

Territoriality in carrel design /, 79-2158, 
79-7544 

Territory of American Samoa : [an act to 
provide that the Territory of American 
Samoa be represented by a nonvoting 
Delegate to the United States House of 
Representatives, and for other purposest., 
79-9342 


79-10705 





The therapeutic recreation program of the Clinical Center, NIH. 


Terrorism., 79-3877 

Terrorism, avoidance and survival., 
20987 

Tertiary and Cretaceous brachiopods from 
Cuba and the Caribbean /, 79-8499 

Tertiary and Quaternary brachiopods from 
the Southwest Pacific /, 79-8500 

Tertiary oil recovery by CO2,injection., 
79-14984 

Test and evaluate the tri-gas low-BTU coal 
gasification process., 79-13201 

Test and evaluation of head restraints, seat 
backs, and anchorages in vehicles subject- 
ed to rear impact collision /, 79-14278 

Test and maintenance stands., 79-7394, 
79-7395, 79-19784 

Test of the diffusion theory difference equa- 
tions in slab geometry (computer code 
VANCER) /, 79-11325 

Test of the statistical validity of a 3P and 
point sampling design, 79-13959 

The test program for low-Btu gasification 
of coal for electric power generation /, 
79-11224 

Test sets., 79-2015, 79-12861 

Test strips and color charts (medical)., 
10958 

Testimony of Federal Trade Commission, 
79-4114 

Testimony of Federal Trade Commission 
presented /, 79-4115 

Testing and environmental exposure of 
parachute materials for the solid rocket 
booster decelerator subsystem /, 79- 
11951 

Testing and evaluating the characteristics 
and arrangements of components in the 
gas conduction system of continuous flow 
anesthesia machines /, 79-8026 

Testing and evaluation of MHD materials 
and substructures., 79-3940, 79-13158, 
79-14910 

Testing the handicapped for employment 
purposes: adaptions for persons with 
motor handicaps /, 79-3737 

Testing the interlaminate adhesion of multi- 
layer printed wiring boards topical 
report /, 79-13064 

Tests and other applicant appraisal proce- 
dures, 79-591 

Tests of the dual differential radiometer 
under field conditions /, 79-7788 

Tetenus [sict /, 79-13702 

Teton River, vicinity of Rexburg and Sugar 
City, Idaho., 79-7467, 79-7468 

Texas : Bureau of Reclamation projects., 
79-20734 

Texas : 1976 patterns of foreign travel in 
the United States., 79-12742 

Texas exports., 79-16309 

Texas landings., 79-484 

Texas landings, annual summary., 
79-7314 

Texas lignite : environmental planning op- 
portunities /, 79-2661 

Textile bags, SIC 2393., 
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79-19264 





Textile drying using solarized cylindrical 
can dryers to demonstate the application 
of solar energy to industrial drying or 
dehydration processes : phase 1, final 
report /, 79-3971 

Textile goods, N.E.C., SIC 2299., 
21984 

Textile machinery, SIC 3552., 79-22058 

Textile plant wastewater toxics study, phase 
L, 79-11436 

Textiles/apparel., 79-6346 

Textiles, France., 79-22275 

Textiles, United Kingdom., 79-22274 

Texts of treaties relating to the Panama 
Canal., 79-23042 

Texture of Ti-6A1-4V as affected by rolling 
temperatures /, 79-5754 

Thailand : post report., 79-2847 

Theatre., 79-4691 

Theatre program, 79-4691 

Theodore ship Channel, Mobile Harbor, Al- 
abama : communication from the Secre- 
tary of the Army transmitting a special 
Corps of Engineer report ..., 79-2077, 
79-3145 

The theoretical and experimental study of 
liquid storage tank thermal stratification 
for a solar energy system., 79-3906 

Theoretical contamination of cryogenic sat- 
ellite telescopes /, 79-2768 

Theoretical estimation of the transonic 
aerodynamic characteristics of a supercri- 
tical-wing transport model with trailing- 
edge controls /, 79-8347 

Theoretical evaluation of high-speed aero- 
dynamics for arrow-wing configurations 
/, 79-18674 

A theoretical investigation of forebody 
shapes designed for natural laminar 
boundary-layer flow /, 79-18683 

A theoretical investigation of noise reduc- 
tion through the-cylindrical fuselage of a 
twin-engine, propeller-driven aircraft /, 
79-18666 

Theoretical models and numerical estimates 
of acoustic signals of high-energy cosmic 
particles in the ocean /, 79-11059 

Theoretical study of the effect of wind ve- 
locity gradients on longitudinal stability 
and control in climbing and level flight /, 
79-18667 

Theoretical study of VTOL tilt-nacelle axi- 
symmetric inlet geometries /, 79-14096 

Theory and practice of near critical pres- 
sure direct heat exchange ; final report /, 
79-13304 

Theory for laser-induces breakdown over a 
vaporizing target surface /, 79-2317 

Therapeutic community act of 1978 : hear- 
ings before the Subcommittee on Peniten- 
tiaries and Corrections of the Committee 
on the Judiciary, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 3227, August 2, 3, 1978., 79-9049, 
79-9050 

The therapeutic recreation program of the 
Clinical Center, NIH., 79-20340 


79- 
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Therapeutic use of marihuana : January 1975 through March 1979, 83 citations in 


Therapeutic use of marihuana : January 
1975 through March 1979, 83 citations in 
English /, 79-18277 

Thermal and mechanical energy storage 
program, 79-13017 

Thermal buckling of straight tracks funda- 
mentals, analysis, and preventive meas- 
ures /, 79-17227 

Thermal characteristics of the 12-gigahertz, 
200-watt output stage tube for the com- 
munications technology satellite /, 79- 
18670 

Thermal cooling of a cylindrical gas bubble 
/, 1719-19973 

Thermal effects of large bodies of intrusive 
serpentinite on overlying Montery Shale, 
southern Diablo Range, Cholame area, 
California /, 79-22899 

Thermal energy storage., 79-17896 

Thermal energy storage for solar applica- 
tions : an overview /, 79-18081 

Thermal energy storage using prestressed 
cast iron vessels (PCIV) : final report /, 
79-13094 

Thermal ground-water discharge and asso- 
ciated convective heat flux, Bruneau- 
Grand View area, southwest Idaho /, 
79-20724 

Thermal performace of gaseous-helium- 
purged tank-mounted mulitlayer insula- 
tion system during ground-hold and 
space-hold thermal cycling and exposure 
to water vapor /, 79-2759 

Thermal performance evaluation of the 
calmac (liquid) solar collector /, 79- 
19865 

Thermal performance of an integrated ther- 
mal protection system for long-term stor- 
age of cryogenic propellants in space /, 
79-6294 

Thermal performance of the Aratex Serv- 
ices inc. solar energy system /, 79-15007 

Thermal performance of the Scattergood 
School solar energy system /, 79-15005 

Thermal pollution /, 79-6286 

Thermal power plant near Ismalia [sict : 
agreement between the United States of 
America and Egypt, amending the agree- 
ment of May 30, 1976, signed at Cairo, 
September 30, 1977., 79-21017 

Thermal stress., 79-11706 

Thermodynamic and chemical parameters 
of the exhaust effluents from the HAR- 
POON booster motor /, 79-8357 

Thermodynamic and related properties of 
oxygen from the triple point to 300 K at 
pressures to 1000 bar /, 79-8368 

A thermodynamic-economic analysis of the 
synthane process /, 79-14881 

Thermoluminescence dating of Hawaiian 
basalt /, 79-11816 

Thermomechanical processing of HAYNES 
alloy no. 188 sheet to improve creep 
strength /, 79-10173 

Thermoplastic striping with improved dura- 
bility and snowplow resistance : execu- 
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tive summary and draft specifications /, 
79-17221 

Theroetical and experimental analysis of 
longitudinal and lateral aerodynamic 
characteristics of skewed wings at sub- 
sonic speeds to high angles of attack /, 
79-4670 

Thin film CdS/Cu2S solar cells by chemi- 
cal spraying : final report /, 79-2186 

Thin film problems and research in energy 
systems : summary of a workshop, No- 
vember 1-4, 1976, Asilomar State Beach, 
California /, 79-9615 

Thin films of gallium arsenide on low-cost 
substrates., 79-13307, 79-14991 

Thin films of silicon on low-cost substrates., 
79-2300 

Thin films of silicon on metallurgical silicon 
substrates., 79-14993, 79-14994 

Thin polycrystalline films of indium phos- 
phide on low-cost substrates /, 79-3898 

Things to remember when you visit your 
Coast Guard recruiter., 79-8581 

Thinning strategies for aspen : a prediction 
model /, 79-12582 

The third assessment of science, 1976-77 : 
released exercise set /, 79-7966 

The Third branch., 79-1286 

Third Decennial Review Conference: Cell, 
Tissue, and Organ Culture; gene expres- 
sion and regulation in cultured cells., 
79-7989 

Third meeting on the conduct of monetary 
policy : hearings before the Committee 
on Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... November 15 and 
16, 1978., 79-8807 

Third party payments : alternative funding 
sources for drug abuse treatment pro- 
grams : trainer‘s manual /, 79-15304 

Third public hearing of the President‘s 
Commission on Coal., 79-14113 

Third special report to the U.S. Congress 
on alcohol and health from the Secretary 
of Health, Education, and Welfare /, 
79-6081 

The third U.N. Law of the Sea Conference 
: (from the 1967 Pardo resolution through 
the 6th session of the third UNCLOS) /, 
79-8815 

Third year continuation of a research and 
design criteria for the implementation and 
establishment of a neighborhood informa- 
tion center in five public libraries — At- 
lanta, Cleveland, Detroit, Houston and 
Queens Borough : final summary report / 
, 79-7955 

Thirty years of soil and water research by 
the Forest Service in Wisconsin‘s driftless 
area : a history and annotated bibliogra- 
phy /, 79-1769 

This is the seal of safety ... get a free CME., 
79-8584 

This side up : making decisions about drugs 
/, 79-4400 
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Thomas S. Williamson, Jr., nomination : 
hearing before the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on the nomination of Thomas S. 
Williamson, Jr. to be Deputy Inspector 
General of the Department of Energy, 
September 26, 1978., 79-5060 

Thorium fuel-cycle alternatives /, 79- 
11489 

Thoughts on geriatric medicine., 

Thread mills, SIC 2284., 79-19246 

Threaded studs., 79-22313 

Three alternative communications futures : 
remarks /, 79-1802 

Three assessments of science, 1969-1977 : 
technical summary /, 79-13654 

Three-bedroom house for the handicapped., 
79-10658, 79-19081 

Three Corners grazing management., 
16910 

A three-dimensional second-order closure 
numerical model of mesoscale circula- 
tions in the lower atmosphere : descrip- 
tion of the basic model and an application 
to the simulation of the environmental ef- 
fects of a large cooling pond /, 79- 
13035 

Three Mile Island nuclear powerplant acci- 
dent, Presidential Commission for investi- 
gation : [joint resolution to confer certain 
powers on the Presidential Commission 
appointed to investigate the Three Mile 
Island nuclear powerplant accidentt., 
79-17648 

Three scales of motions associated with tor- 
nadoes /, 79-2997 

Three sites on Grays Harbor, Grays Harbor 
County, Washington., 79-3820 

Three state-of-the-art individual electric and 
hybrid vehicle test reports /, 79-3948 

Three treaties establishing maritime bound- 
aries between the United States and 
Mexico, Venezuela and Cuba : message 
from the President of the United States 

79-10327 

Three year results on the performance of 
incinerator residue in a bituminous base /, 
79-14231 

Through their eyes /, 79-21107 

Throughput performance of data-communi- 
cation systems using automatic-repeat-re- 
quest (ARQ) error-control schemes /, 
79-11054 

Throwing and winding mills, SIC 2282., 
79-19244 

Thunderstorm gust fronts : 
and modeling /, 79-18795 

Thunderstorms., 79-15707 

Tide tables, east coast of North and South 
America, including Greenland, 79-14755 

Tide tables, high and low water predictions, 
Central and Western Pacific Ocean and 
Indian Ocean., 79-19589 

Tide tables, high and low water predictions, 
East coast of North and South America, 
including Greenland., 79-14755 


79-20385 


79- 


observations 





January — December 1999 provide for increased participation by the U.S. in the Inter-American Development 


Tide tables, high and low water predictions, 
Europe and West Coast of Africa, includ- 
ing Mediterranean Sea, 79-22262 

Tide tables, high and low water predictions, 
Europe and West Coast of Africa, includ- 
ing the Mediterranean Sea., 79-22262 

Tide tables, high and low water predictions, 
West coast of North and South America, 
including the Hawaiian Islands., 79- 
12772 

Tide tables, West coast, North and South 
America (including Hawaiian Islands), 
79-12772 

Tie-ins of the sale of insurance by banks 
and bank holding companies : hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on a study by the Federal Reserve 
Board ... June 14, 1979., 79-21455 

Timber resource plan., 79-1776 

Timber resource plan : Ochoco National 
Forest : final environmental statement., 
79-14675 

Timber resources of northwest Oregon /, 
79-14666 

Timber resources of west-central Oregon /, 
79-17735 

Time dependent fracture of materials at ele- 
vated temperature : proceedings of a 
workshop assessing the state-of-the-art, 
recommending basic research relevant to 
energy technologies held on February 15- 
16, 1979 /, 79-22388 

Time-dependent propagation of high-energy 
laser beams through the atmosphere, III / 
» 79-2315 

Time in your tanks., 79-2909 

Time measuring  instruments., 
79-9552 

Time series data for input-output industries 
: Output, price, and employment /, 79- 
17020 

Time-sharing ability in complex perform- 
ance : an expanded replication /, 79- 
4888 

A time to consider alternative sources of 
quick-response sealift capability : report / 
, 79-9881 

Timmy Lao Olavere : report to accompany 
S. 612., 79-3260 

Tin., 79-1240 

Tin Foo Chan (also known as Michael 
Chan) : report to accompany S. 974., 
79-21837 

The Ti(n,xO7/) reaction cross section for in- 
cident neutron energies between 0.3 and 
20.0 MeV ,’, 79-11309 

Tioga River mine drainage abatement proj- 
ect /, 79-13477 

Tips for energy savers., 

Tips on winter flying., 

Tire chains., 79-23207 

Tire, cord and fabric, SIC 2296., 

Tire cord and tire cord fabrics, 
79-3563 


79-2016, 


79-3895 
79-21159 


79-19251 
79-245, 





Tires : decreasing solid wastes and manv- 
facturing throughput : markets, profits, 
and resource recovery /, 79-7782 

Tires and inner tubes, SIC 3011., 79-19311 

Tires, pneumatic and solid., 79-12862 

Tires, pneumatic, vehicular (highway light 
truck)., 79-22612 

Tires, pneumatic, vehicular (passenger high- 
way)., 79-20239, 79-20240, 79-22610, 
79-22611 

Titanium., 79-1229 

Titanium (Washington), 79-1229 

Titanium, ingot and mill products, 79-208 

Titanium ingot, mill products, and castings., 
79-208 

Title list publicly available documents 
Three Mile Island Unit 2 docket 50-320 : 
cumulated to June 30, 1979 /, 79-21305 

Title list publicly available documents 
Three Mile Island Unit 2, docket 50-320 : 
cumulated to May 21, 1979 /, 79-21304 

Title III, Basic institutional development 
program, 79-9916, 79-13632 

Title 5, United States Code : Government 
organization and employees /, 79-9072 

Title IX regulation and grievance process, 
outline and participants‘ materials for ge- 
neric session two., 79-13633, 79-13635 

Title XI tank vessels engaged in domestic 
trade., 79-12713 

Title XX handbook for alcohol, drug abuse, 
and mental health treatment programs /, 
79-11716 

Title XX national comprehensive annual 
services program plan, CASP, informa- 
tion., 79-22696 

Title XX oversight hearing : hearing before 
the Subcommittee on Federal, State, and 
Community Services of the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-fifth Congress, first session, 
October 27, 1977., 79-8743 

Title 38, United States Code, Veterans‘ 
benefits., 79-14468 

Title I - financial assistance to local educa- 
tional agencies for the education of chil- 
dren of low-income families., 79-7945 

Title V of the Deep seabed mineral re- 
sources act : report to accompany S. 493., 
79-23561 

TMI-2 Lessons Learned Task Force status 
report and short-term recommendations., 
79-21308 

TNS _ scoping 
13209, 79-13210 

To amend the Electronic fund transfer act : 
hearing before the Subcommittee on Con- 
sumer Affairs of the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 3552 ... May 
1, 1979., 79-17440 

To authorize appropriations for the interna- 
tional affairs functions of the Department 
of the Treasury for fiscal years 1980 and 
1981 : hearing before the Subcommittee 


studies., 79-13208, 79- 
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on International Trade, Investment, and 
Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 3347 ... 
H.R. 3348 ... May 1, 1979., 79-15855 

To authorize the Smithsonian Institution to 
plan for the development of the area 
south of the original Smithsonian Institu- 
tion building adjacent to Independence 
Avenue at 10th Street SW., Washington, 
D.C. : report to accompany S. 927., 79- 
19053 

To confer U.S. citizenship posthumously 
upon Leopoldine Marie Schmid : report 
to accompany H.R. 8930., 79-6849 

To create a Department of International 
Trade and Investment : hearing before 
the Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 1990 ... Feb- 
ruary 24 and May 1, 1978., 79-21568 

To enlarge the Indiana Dunes National La- 
keshore : hearing before the Subcommit- 
tee on National Parks and Insular Affairs 
of the Committee on Interior and Insular 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 11110 ... and H.R. 12821 ... August 
10, 1978., 79-10521 

To establish a national development bank : 
hearings before the Subcommittee on 
Economic Stabilization of the Committee 
on Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 13230 
... August 1 and 2, 1978., 79-5034 

To establish a national water policy : hear- 
ings before the Subcommittee on Water 
Resources of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-fifth Congress, first ses- 
sion ..., 79-10558, 79-21623 

To establish a solar energy development 
bank : hearings before the Subcommittee 
on Domestic Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 605 ... May 3 and June 20, 1979., 
79-17441 

To extend and amend the Defense produc- 
tion act of 1950 : hearings before the Sub- 
committee on Economic Stabilization of 
the Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 37 ... H.R. 602 ....,  79-15856 

To knit the ravelled sleeve, 79-14185 

To pay tribute to members of the U.S. 
Armed Forces who served honorably in 
Southeast Asia during the Vietnam con- 
flict : report to accompany H.R. 12261., 
79-3180 

To provide for fair housing., 79-19618 

To provide for increased participation by 
the United States in the Inter-American 
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To provide for increased participation by the U.S. in the Inter-American 


Development Bank, the Asian Develop- 
ment Fund, and the African Develop- 
ment Fund : hearings before the Subcom- 
mittee on International Development In- 
stitutions and Finance of the Committee 
on Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session, March 21 and 
April 24, 1979., 79-17438 

To provide for the printing of additional 
copies of the “Ethics manual for mem- 
bers and employees of the U.S. House of 
Representatives“ : report to accompany 
H. Res. 258., 79-19014 

To provide for the striking on national 
medals in commemoration of Dr. Martin 
Luther King, Jr., and the XIII Olympic 
winter games : hearing before the Sub- 
committee on Historic Preservation and 
Coinage of the Committee on Banking, 
Finance and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 13174 ... H.R. 
13643 ... August 9, 1978., 79-5033 

To relieve the liability for the repayment of 
certain erroneously made contributions 
by the United States : report to accompa- 
ny S. 1147., 79-5370 

To survey American crafts : a planning 
study : a condensation of a report /, 79- 
8372 

To understand the aging process : the Balti- 
more longitudinal study of the National 
Institute on Aging., 79-4338 

To visitors entering the United States., 
20813 

Toast by the Honorable Henry A. Kissin- 
ger, Secretary of State, at a luncheon 
hosted by Senegalese Foreign Minister 
Assane Seck, Dakar, Senegal, May 1, 
1976., 79-20981 

Toasts by Citizen Nguaz Karl-I-Bond, 
Commissioner for Foreign Affairs Inter- 
national Cooperation of the Republic of 
Zaire and the Honorable Henry A. Kis- 
singer, Secretary of State, at a dinner 
given in honor of Secretary Kissinger, 
Kinshasa, Zaire, April 28, 1976., 79- 
20975 

Tobacco, 79-59 

Tobacco - its role in immunity /, 79-16691 

Tobacco allotted, by counties and kinds., 
79-10725 

Tobacco in the United States., 79-10656 

Tobacco market review. Flue-cured., 
12640 

Tobacco situation., 79-171 

Tobacco stemming and redrying, SIC 2141., 
79-19229 

Tobacco stocks., 79-96 

Tobacco stocks report, 79-96 

Today : improvement of services for people 
who travel : a digest of a transportation 
facilitation forum sponsored by the Secre- 
tary, U.S. Department of Transportation., 
79-6429 
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Today‘s medicine, tomorow‘s science 
essays on paths of discovery in the bio- 
medical sciences /, 79-7976 

Together., 79-9863 

Togo : post report., 79-2848 

Toilet preparations, SIC 2844., 79-19304 

Toiyabe National Forest : report to accom- 
pany S. 2774., 79-7122 

Tokamaks heated to high beta /, 79-14969 

Tokyo/Geneva Round: its relation to U.S. 
agriculture., 79-21518 

Toledo, Ohio-Michigan, metropolitan area, 
79-4624, 79-22966 

The tomato fruitworm : how to control it /, 
79-10654 

Tomiko Fukuda Eure : report to accompa- 
ny S. 364., 79-17667 

Tonasket Planning Unit, land management 
plan., 79-14676 

Tool forces and chip types in orthogonal 
cutting of southern hardwoods /, 79- 
14654 

Tools, 79-4214, 79-15145 

Tools and rules : Federal environmental 
protection programs /, 79-15041 

Tools for embedded computing systems 
software : preprint for a workshop spon- 
sored by NASA Langley Research 
Center, Hampton, Virginia and _ the 
American Institute of Aeronautics and 
Astronautics, New York, and held in 
Hampton, Virginia, November 7-8, 1978., 
79-18642 

TOP bulletin., 79-511 

Topical studies : employee-retirement sys- 
tems of state and local governments., 
79-9481 

Topical studies : number 3, State payments 
to local governments., 79-9482 

Topical studies : number 6, regional organi- 
zatons., 79-9483 

TOPICS., 79-1426 

Topics (Washington), 79-1426 

Topographic support., 79-22360 

The topology of tokamak orbits /, 79- 
18048 

Tornado damage at the Grand Gulf, Missis- 
sippi Nuclear Power Plant Site : aerial 
and ground surveys /, 79-4992 

Tornado emergency : effective procedures 
for all broadcast stations., 79-10840 

Tornado preparedness planning., 79-10839 

Torque ripple in a vertical axis wind tur- 
bine /, 79-7680 

Total energy consumption for municipal 
wastewater treatment /, 79-2361 

Total ozone measurement : intercomparison 
of prototype New Zealand filter instru- 
ment and Dobson spectrophotometer /, 
79-2789 

Total ozone retrieval from satellite multi- 
channel filter radiometer measurements /, 
79-13381 

Total potato stocks, 79-164 
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Total recycle systems for petrochemical 
waste brines containing refractory con- 
taminants /, 79-13441 

Total serum cholesterol levels of children, 
4-17 years, United States, 1971-1974 /, 
79-4359 

The toughest job you'll ever love., 
7224, 79-16160 

Tourism and travel, oversight : hearing 
before the Subcommittee on Transporta- 
tion and Commerce of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session on National tourism policy 
study, August 1, 1978., 79-8984 

Toward a balanced budget : report pursuant 
to Public Law 96-5 : report of the Com- 
mittee on the Budget, U.S. House of Rep- 
resentatives., 79-14571, 79-21462 

Toward a design concept for the future 
SSA-process., 79-7940 

Toward a more human way of working in 
America : a report on the First National 
Conference of the American Quality of 
Work Life Association /, 79-20450 

Toward a more responsive aid policy for 
Africa : hearing before the Subcommittee 
on Africa of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
October 5, 1977., 79-8993 

Toward a national library and information 
service network the library biblio- 
graphic component /, 79-17052 

Toward a national program for library and 
information services : goals for action : 
an overview., 79-8694 

Toward an understanding of Bakke., 
14765 

Toward interagency coordination; Federal 
research and development on adoles- 
cence., 79-9990 

Toward interagency coordination; Federal 
research and development on early child- 
hood., 79-9991 

Toward the development of health intelli- 
gence for planning and resources devel- 
opment., 79-16760 

Toward the quantification of visibility : an 
annotated bibliography /, 79-2543 

Toward understanding therapeutic care : a 
training guide for inservice education in 
the psychosocial components of long- 
term care /, 79-2577 

Tower airport statistics handbook., 
8576, 79-17252 

Tower and rotor blade vibration test results 
for a 100-kilowatt wind turbine /, 79- 
9692 

Town of Albany, 
County., 79-13779 

Town of Allenstown, New Hampshire, 
Merrimack County., 79-8155 

Town of Amherst, New Hampshire, Hills- 
borough County., 79-13782 

Town of Aurora, New York, Erie County., 


79- 


79- 


79- 


Indiana, Delaware 





79-10010 





January — December 1979 


Town of Babylon, New York, Suffolk 
County., 79-18398 

Town of Bartlett, New Hampshire, Carroll 
County., 79-11760 

Town of Barton, 
County., 79-20546 

Town of Beacon Falls, Connecticut, New 
Haven County., 79-8159 

Town of Bedford, New Hampshire, Hills- 
borough County., 79-10011 

Town of Belington, West Virginia, Barbour 
County., 79-15335 

Town of Belleville, 
County., 79-20548 

Town of Benton City, Washington, Benton 
County., 79-18400 

Town of Bixby, Oklahoma (Tulsa and Wag- 
oner Cos.), 79-20550 

Town of Boone, North Carolina, Watauga 
County., 79-20551 

Town of Boscawen, New Hampshire, 
Mderrimack County., 79-18402 

Town of Boynton, Oklahoma, Muskogee 
County., 79-20553 

Town of Bridgewater, Connecticut, Litch- 
field County., 79-20555 

Town of Bridport, Vermont, 
County., 79-15343 

Town of Bristol, Indiana, Elkhart County., 
79-10012 

Town of Brookfield, Connecticut, Fairfield 
County., 79-13787 

Town of Brutus, 
County., 79-10013 

Town of Buchanan, Virginia, Botetourt 
County., 79-20557 

Town of Buckeye, 
County., 79-16828 

Town of Burrillville, Rhode Island, Provi- 
dence County., 79-13788 

Town of Canterbury, New Hampshire, 
Merrimack County., 79-6121, 79-11762 

Town of Canton, Connecticut, Hartford 
County., 79-18404 

Town of Chatham, Virginia, Pittslvania 
County., 79-8165 

Town of Chili, 
County., 79-6122 

Town of Clinton, Louisiana, East Feliciana 
Parish., 79-22741 

Town of Colden, New York, Erie County., 
79-13791 

Town of Colfax, Louisiana, Grant Parish., 
79-16834 

Town of Colonie, 
County., 79-16835 

Town of Colton, Washington, Whitman 
County., 79-13792 

Town of Concord, Massachusetts, Middle- 
sex County., 79-13793 

Town of Connell, Washington, Franklin 
County., 79-20574 

Town of Conway, New Hampshire, Carroll 
County., 79-10014 

Town of Conway, South Carolina, Horry 
County., 79-20575 


Maryland, Allegany 


New Jersey, Essex 


Addison 


New York, Cayuga 


Arizona, Maricopa 


New York, Monroe 


New York, Albany 





Town of Manderson, Wyoming, Bighorn County. 


Town of Crenshaw, Mississippi, Panola & 
Quitman Counties., 79-20577 

Town of Dacono, Colorado, Weld County., 
79-13796 

Town of Danville, 
County., 79-22743 
Town of Deering, New Hampshire, Hills- 
borough County., 79-15350 

Town of DeWitt, New York, Onondaga 
County., 79-8169 

Town of Dover-Foxcroft, Maine, Piscata- 
quis County., 79-13801 
Town of Dover, New 
County., 79-20581 
Town of Dungannon, 
County., 79-18408 
Town of East Haddam, Connecticut, Midd- 
lesex County., 79-20586 

Town of East Hampton, Connecticut, 
Middlesex County., 79-20585 

Town of East Hartford, Connecticut, Hart- 
ford County., 79-13803 

Town of Eastchester, New York, West- 
chester County., 79-22746 

Town of Easthampton, Massachusetts, 
Hampshire County., 79-15356 

Town of Eaton, Indiana, Delaware 
County., 79-13804 

Town of Estes Park, Colorado, Larimer 
County., 79-4439 

Town of Eureka, Montana, Lincoln 
County., 79-13806 

Town of Fairview, Texas, Collin County/, 
79-22751 

Town of Forks, Washington, 
County., 79-18413 

Town of Fort Gay, West Virginia, Wayne 
County., 79-4440 

Town of Fort Lupton, Colorado, Weld 
County., 79-10018 

Town of Foxborough, Massachusetts, Nor- 
folk County., 79-22753 

Town of Franklinton, Louisiana, Washing- 
ton Parish., 79-16843 
Town of Frederick, 
County., 79-18415 
Town of Friendsville, Maryland, Garrett 
County., 79-16844 
Town of Gate City, 
County., 79-8176 
Town of Gila Bend, Arizona, Maricopa 
County., 79-22757 
Town of Glen Lyn, 
County., 79-8177 
Town of Glocester, Rhode Island, Provi- 
dence County., 79-15360 

Town of Goffstown, New Hampshire, 
Hillsborough County., 79-13810 

Town of Goodyear, Arizona, Maricopa 
County., 79-13812 

Town of Greensboro, Maryland, Caroline 
County., 79-22759 

Town of Guilford, Maine, 
County., 79-18422 

Town of Guin, Alabama, Marion County., 
79-20601 


Indiana, Hendricks 


Jersey, Morris 


Virginia, Scott 


Clallam 


Colorado, Weld 


Virginia, Scott 


Virginia, Giles 


Piscataquis 
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Town of Hamden, 
Haven County., 79-13815 

Town of Hartford, Vermont, Windsor 
County., 79-13816 

Town of Haskell, Oklahoma, Muskogee 
County., 79-22762 

Town of Hayden, Arizona, Gila County., 
79-20603 

Town of Haysi, 
County., 79-4443 

Town of Hempstead, Nassau County, New 
York., 79-11767 
Town of Herndon, 
County., 79-15366 

Town of Highland Park, Texas, Dallas 
County., 79-18427 

Town of Hillsborough, New Hampshire, 
Hillsborough County., 79-13819 

Town of Hinsdale, New York, Cattaraugus 
County., 79-4444 

Town of Holland, New York, Erie 
County., 79-11768 

Town of Hollis, New Hampshire, Hillsbor- 
ough County., 79-10020 

Town of Hooksett, New Hampshire, Merri- 
mack County., 79-10021 

Town of Hudson, New Hampshire, Hills- 
borough County., 79-2612 

Town of Indian River Shores, Florida, 
Indian River County., 79-20610 

Town of Interlachen, Florida, Putnam 
County., 79-22770 

Town of Irvington, New Jersey, Essex 
County., 79-22771 

Town of Jackson, New Hampshire, Carroll 
County., 79-18431 
Town of Johnson, 
County., 79-6128 
Town of Jonestown, Mississippi, Coahoma 
County., 79-20614 

Town of Kahlotus, Washington, Franklin 
County., 79-18433 

Town of La Grange, New York, Dutchess 
County., 79-20617 

Town of Lonaconing, Maryland, Allegany 
County., 79-20627 

Town of Long Beach, Washington, Pacific 
County., 79-18438 

Town of Lorena, Texas, 
County., 79-6131 

Town of Los Gatos, California, Santa Clara 
County., 79-4446 

Town of Louise, Mississippi, Humphreys 
County., 79-11772 

Town of Lowell, Indiana, Lake County., 
79-22785 

Town of Luke, 
County., 79-18440 
Town of Lyme, Connecticut, New London 
County., 79-2614 

Town of Madison, North Carolina, Rock- 
ingham County., 79-20632 

Town of Malabar, Florida, Brevard 
County., 79-20633 

Town of Manderson, Wyoming, Bighorn 
County., 79-11773 


New 


Virgini Dicl 


Virginia, Fairfax 


Vermont, Lamoille 


McLennan 


Maryland, Allegany 
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Town of Mandeville, Louisiana, St. Tammany Parish. 


Town of Mandeville, Louisiana, St. Tam- 
many Parish., 79-20634 

Town of Marion, Virginia, Smyth County., 
79-22789 

Town of Marmaroneck, New York, West- 
chester County., 79-13833 

Town of Maynard, Massachusetts, Middle- 
sex County., 79-13835 

Town of Medfield, Massachusetts, Norfolk 
County., 79-18445 

Town of Melbourne Village, Florida, Bre- 
vard County., 79-22792 

Town of Merrimack, New Hampshire, 
Hillsborough County., 79-18448 

Town of Mesa, Washington, 
County., 79-20638 

Town of Middlebury, Connecticut, New 
Haven County., 79-22795 

Town of Midland, Maryland, Allegany 
County., 79-16864 

Town of Millbury, Massachusetts, Worces- 
ter County., 79-13836 

Town of Milliken, 
County., 79-18452 

Town of Milo, Maine, Piscataquis County., 
79-22798 

Town of Montague, Massachusetts, Frank- 
lin County., 79-15379 

Town of Mooresville, 
County., 79-16868 

Town of Morristown, Vermont, Lamoille 
County., 79-2618 

Town of Nederland, Colorado, 
County., 79-18461 

Town of New Castle, New York, West- 
chester County., 79-16871 

Town of Newington, Connecticut, Hartford 
County., 79-20642 

Town of Newton, Connecticut, Fairfield 
County., 79-13841 

Town of North Attleborough, Massachu- 
setts, Bristol County., 79-16872 

Town of North Dansville, New York, Liv- 
ingston County., 79-22810 

Town of North Myrtle Beach, Horry 
County, South Carolina., 79-20647 

Town of Northborough, Massachusetts, 
Worcester County., 79-22813 

Town of Northfield, New Hampshire, Mer- 
rimack County., 79-13844 

Town of Norton, Massachusetts, Bristol 
County., 79-13845 

Town of Nunn, Colorado, Weld County., 
79-6139 

Town of Oakland, Maryland, Garrett 
County., 79-18464 

Town of Oceana, West Virginia, Wyoming 
County., 79-20648 

Town of Ogden, New York, Monroe 
County., 79-10026 

Town of Olean, New York, Cattaraugus 
County., 79-6140 

Town of Oro Valley, 
County., 79-22814 
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Town of Pagosa Springs and unincorporat- 
ed areas of Archuleta County, Colorado., 
79-2620 

Town of Parsons, West Virginia, Tucker 
County., 79-16879 

Town of Patriot, 
County., 79-22816 

Town of Pembroke, Massachusetts, Plym- 
outh County., 79-22817 

Town of Pembroke, New Hampshire, Mer- 
rimack County., 79-8202 

Town of Pembroke Park, Florida, Broward 
County., 79-11775 

Town of Peterstown, West 
Monroe County., 79-15387 

Town of Pierce, Colorado, Weld County., 
79-22820 

Town of Pine Knoll Shores, North Caroli- 
na, Carteret County., 79-20654 

Town of Plainfield, Indiana, Hendricks 
County., 79-8203 

Town of Plattsburgh, New York, Clinton 
County., 79-20655 

Town of Pomona Park, Florida, Putnam 
County., 79-22823 

Town of Pompey, New York, Onondaga 
County., 79-2621 

Town of Porter, Maine, Oxford County., 
79-22825 

Town of Randoph, Maine, 
County., 79-16883 

Town of Rockingham, village of Bellows 
Falls, village of Saxton River, Vermont, 
Windham County., 79-18475 

Town of Rowlesburg, West Virginia, Pres- 
ton County., 79-18477 

Town of Rye, New York, Westchester 
County., 79-20661 

Town of Salamanca, New York, Cattarau- 
gus County., 79-22831 

Town of Salem, New Hampshire, Rocking- 
ham County., 79-18480 

Town of Sanbornton, New Hampshire, 
Belknap County., 79-13857 

Town of Sangerville, Maine, Piscataquis 
County., 79-22833 

Town of Satartia, 
County., 79-22834 

Town of Scottsville, Virginia, Albemarle 
and Fluvanna Counties., 79-16886 

Town of Seekonk, Massachusetts, Bristol 
County., 79-16888 

Town of Shoreham, 
County., 79-18485 

Town of Silver Plume, Colorado, Clear 
Creek County., 79-4450 

Town of South Hadley, Massachusetts, 
Hampshire County., 79-15397 

Town of Southampton, Massachusetts, 
Hampshire County., 79-22839 

Town of Sparks, Georgia, Cook County., 
79-20673 

Town of Stonewood, West Virginia, Harri- 
son County., 79-15399 

Town of Stow, Massachusetts, Middlesex 
County., 79-18488 
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Town of Suffield, Connecticut, Hartford 
County., 79-15400 

Town of Superior, 
County., 79-20676 

Town of Thurmont, Maryland, Frederick 
County., 79-20682 

Town of Tilton, New Hampshire, Belknap 
County., 79-11781 

Town of Trion, 
County., 79-20685 

Town of Trumbull, Connecticut, Fairfield 
County., 79-22847 

Town of Vader, 
County., 79-16895 

Town of Vernon, 
County., 79-22852 

Town of Vevay, 
County., 79-22853 

Town of Wales, New York, Erie County., 
79-15404 

Town of Wappinger, New York, Dutchess 
County., 79-13866 

Town of Warrenton, Virginia, Fauquier 
County., 79-18492 

Town of Waterford, New York, Saratoga 
County., 79-22857 

Town of Weber City, 
County., 79-2630 

Town of Webster, New York, Monroe 
County., 79-20694 

Town of Wellesley, Masschusettes, Norfolk 
County., 79-16898 

Town of Wellington, Colorado, Larimer 
County., 79-6153 

Town of West Newbury, Massachusetts, 
Essex County., 79-18494 

Town of Westhampton, Massachusetts, 
Hampshire County., 79-13869 

Town of Whately, Massachusetts, Franklin 
County., 79-16899 

Town of Wheatland, Wyoming, 
County., 79-10033 

Town of Wilbraham, Massachusetts, Hamp- 
den County., 79-8227 

Town of Windsor Locks, Connecticut, 
Hartford County., 79-2631 

Town of Windsor, Vermont, 
County., 79-20699 

Town of Winkelman, 
County., 79-16903 

Town of Winthrop, Washington, Okanogan 
County., 79-20702 

Town of Woodside, California, San Mateo 
County., 79-22868 

Town/village of Woodstock, Vermont, 
Windsor County., 79-6156 

Township of Armstrong, Pennsylvania, Ly- 
coming County., 79-16819 

Township of Atlas, Michigan, Genesee 
County., 79-13783 

Township of Bangor, 
County., 79-20545 

Township of Birmingham, Pennsylvania, 
Delaware County., 79-20549 

Township of Brady, Pennsylvania, Lycom- 
ing County., 79-15340 
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Township of Buckingham, Pennsylvania, 
Bucks County., 79-8162 

Township of Cashville, Michigan, Huron 
County., 79-20562 

Township of Catawissa, Pennsylvania, Co- 
lumbia County., 79-20563 

Township of Cecil, Pennsylvania, Washing- 
ton County., 79-16830 

Township of Cedarville, Michigan, Meno- 
minee County., 79-20565 

Township of Cleveland, Pennsylvania, Co- 
lumbia County., 79-15346 

Township of Clinton, Michigan, Macomb 
County., 79-15347 

Township of Clinton, Pennsylvania, (Ly- 
coming Co.), 79-20570 

Township of Cumru, Pennsylvania, Berks 
County., 79-4436 

Township of Davison, Michigan, Genessee 
County., 79-13797 

Township of Delanco, New Jersey, Bur- 
lington County., 79-20579 

Township of East Hanover, New Jersey, 
Morris County., 79-10016 

Township of East Hanover, Pennsylvania, 
Lebanon County., 79-15355 

Township of East Hempfield, Pennsylvania, 
Lancaster County., 79-20584 

Township of East Vincent, Pennsylvania, 
Chester County., 79-20587 

Township of Eastampton, New Jersey, Bur- 
lington County., 79-20588 

Township of Flint, Michigan, 
County., 79-22752 

Township of Frankenlust, Michigan, Bay 
County., 79-22754 

Township of Franklin, Pennsylvania, Co- 
lumbia County., 79-15359 

Township of Gregg, Pennsylvania, Union 
County., 79-20600 

Township of Hagar, Michigan, Berrien 
County., 79-20602 

Township of Hainesport, New Jersey, Bur- 
lington County., 79-18423 

Township of Harmony, 
Beaver County., 79-2611 

Township of Hatfield, Pennsylvania, Mont- 
gomery County., 79-22763 

Township of Hemlock, Pennsylvania, Co- 
lumbia County., 79-18425 

Township of Hillside, New Jersey, Union 
County., 79-16849 

Township of Horsham, Pennsylvania, 
Montgomery County., 79-20607 

Township of Howe, Pennsylvania, Perry 
County., 79-15368 

Township of Ingallston, Michigan, Meno- 
minee County., 79-20611 

Township of Jackson, Pennsylvania, North- 
umberland County., 79-16854 

Township of Kawkawlin, Michigan, Bay 
County., 79-6129 

Township of Lake, 
County., 79-20619 

Township of Leet, Pennsylvania, Allegheny 
County., 79-20622 
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Township of Little Mahanoy, Pennsylvania, 
Northumberland County., 79-16860 

Township of Locust, Pennsylvania, Colum- 
bia County., 79-18437 

Township of Lower Augusta, Pennsylvania, 
Northumberland County., 79-18439 

Township of Lower Providence, Pennsyl- 
vania, Montgomery County., 79-13831 

Township of Lower Saucon, Pennsylvania, 
Northampton County., 79-20628 

Township of Manheim, Pennsylvania, Lan- 
caster County., 79-16862 

Township of Masonville, Michigan, Delta 
County., 79-8194 

Township of Middle Paxton, Pennsylvania, 
Dauphin County., 79-15376 

Township of Middletown, Pennsylvania, 
Bucks County., 79-22797 

Township of Middletown, Pennsylvania, 
Delaware County., 79-6135 

Township of Miffiin, Pennsylvania, Colum- 
bia County., 79-15377 

Township of Millburn, New Jersey, Essex 
County., 79-18450 

Township of Monroe, Pennsylvania, Cum- 
berland County., 79-22800 

Township of Montour, Pennsylvania, Co- 
lumbia County., 79-18455 

Township of Moon, Pennsylvania, Alleghe- 
ny County., 79-15381 

Township of Mount Holly, New Jersey, 
Burlington County., 79-18457 

Township of Mundy, Michigan, Genesse 
County., 79-22804 

Township of New Buffalo, Michigan, Ber- 
rien County., 79-22806 

Township of Nockamixon, Pennsylvania, 
Bucks County., 79-20643 

Township of North Annville, Pennsylvania, 
Lebanon County., 79-20645 

Township of North Londonderry, Pennsyl- 
vania, Lebanon County., 79-20646 

Township of Old Lycoming, Pennsylvania, 
Lycoming County., 79-20630 

Township of Oliver, Pennsylvania, Perry 
County., 79-16877 

Township of Orange, Pennsylvania, Colum- 
bia County., 79-18465 

Township of Peters, Pennsylvania, Wash- 
ington County., 79-22819 

Township of Pontiac, Michigan, Oakland 
County., 79-18468 

Township of Ralpho, Pennsylvania, North- 
umberland County., 79-6145 

Township of Riverside, New Jersey, Bur- 
lington County., 79-18473 

Township of Roaring Brook, Pennsylvania, 
Lackawanna County., 79-20659 

Township of Rockaway, New Jersey, 
Morris County., 79-22826 

Township of Rye, Pennsylvania, Perry 
County., 79-15392 

Township of Saginaw, Michigan, Saginaw 
County., 79-18478 

Township of South Versailles, Pennsylva- 
nia, Allegheny County., 79-18491 
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Township of Spaulding, Michigan, Saginaw 
County., 79-13860 

Township of Stafford, New Jersey, Ocean 
County., 79-20674 

Township of Susquehanna, Pennsylvania, 
Lycoming County., 79-16892 

Township of Tinicum, Pennsylvania, Bucks 
County., 79-6151 

Township of Tremont, Pennsylvania, 
Schuylkill County., 79-16893 

Township of Turbot, Pennsylvania, North- 
umberland County., 79-16894 

Township of Union, Pennsylvania, Lebanon 
County., 79-22849 

Township of Union, Pennsylvania, Union 
County., 79-18490 

Township of Upper Dublin, Pennsylvania, 
Montgomery County., 79-2628 

Township of Upper Macungie, Pennsylva- 
nia, Lehigh County., 79-8221 

Township of Upper Merion, Pennsylvania, 
Montgomery County., 79-20688 

Township of Upper Paxton, Pennsylvania, 
Dauphin County., 79-20689 

Township of Upper Tyrone, Pennsylvania, 
Fayette County., 79-8222 

Township of Watts, Pennsylvania, Perry 
County., 79-16897 

Township of Wayne, Pennsylvania, Clinton 
County., 79-22859 

Township of West Hempfield, Pennsylva- 
nia, Lancaster County., 79-20697 

Township of West Pottsgrove, Pennsylva- 
nia, Montgomery County., 79-22863 

Township of White Deer, Pennsylvania, 
Union County., 79-16901 

Township of Williams, Pennsylvania, 
Northampton County., 79-16902 

Township of Willingboro, New Jersey, 
Burlington County., 79-13871 

Township of Woodward, Pennsylvania, Ly- 
coming County., 79-20705 

Tox-tips, 79-1099 

Tox-tips, Toxicology testing in progress., 
79-1099 

Toxic substances, 79-11406 

Toxic substances control act : trademarks 
and product names reported in conjunc- 
tion with the chemical substance initial 
inventory., 79-13417 

Toxic substances control act amendments : 
hearings before the Subcommittee on 
Consumer Protection and Finance of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 9616 ... S. 1531 ... March 7, April 
26, and July 25, 1978., 79-8969 

Toxic substances control act authorization : 
report together with minority and addi- 
tional views to accompany H.R. 2606., 
79-18995, 79-21716 

Toxic substances control act extensions : 
report to accompany S. 1147., 79-19061 

Toxic substances control act of 1976 : hear- 
ing before the Subcommittee on Science, 
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Technology, and Space of the Committee 
on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-sixth 
Congress, first session ... May 4, 1979., 
79-17463 

Toxic substances control act oversight : 
hearings before the Subcommittee on En- 
vironmental Pollution of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, second session, July 20, and 21, 
1978., 79-9089 

The Toxic Substances Control act, Public 
Law 94-469 : instructions for reporting 
for the revised inventory /, 79-18121 

The Toxic substances control act, Public 
Law 94-469 : questions and answers to 
help persons report for the revised inven- 
tory of chemical substances /, 79-20058 

Toxic substances control act (TSCA) 
chemical substance inventory., 79-18118 

Toxicity of pulp and paper mill effluent : a 
literature review /, 79-13430 

Toxicity of residual chlorine compounds to 
aquatic organisms /, 79-16536 

Toxicity of three herbicides (butyl, isooctyl, 
and propylene glycol butyl ether esters of 
2,4-D) to cutthroat trout and lake trout /, 
79-10103 

Toxicology research projects directory., 
79-964 

Toxicology testing in progress, 

Toy safety [erratat., 79-1810 

Toys., 79-23223 

Trace element study at a primary copper 
smelter /, 79-2342 

Trace elements in soil around the Four 
Corners Power Plant /, 79-7741 

Trace metals monitoring at two ocean dis- 
posal sites /, 79-18132 

Tracer gas method for measuring leakage 
through mine stoppings /, 79-6197 

Track vehicle mechanic /, 79-9564 

Trackage handbook : engineered perform- 
ance standards : public works mainte- 
nance., 79-19814 

Tracking station : Kwajalein Island : agree- 
ment between the United States of Amer- 
ica and Japan, modifying and extending 
the agreement of March 27, 1974, effect- 
ed by exchange of notes dated at Wash- 
ington, May 20, 1977., 79-4741 

Tracking stations : agreement between the 
United States of America and Australia, 
amending the agreement of March 25, 
1970, effected by exchange of notes, 
dated at Canberra, March 3 and June 27, 
1978., 79-23047 

Tractors, except garden tractors., 
79-10770 

Trade : meat imports : understanding be- 
tween the United States of America and 
Canada, effected by exchange of letters, 
signed at Washington, January 16 and 23, 
1978., 79-15599 

Trade : non-rubber footwear : agreement 
between the United States and the Re- 
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public of China effected by exchange of 
notes signed at Washington June 14, 1977 
with agreed minutes and related notes 
and exchange of letters signed at Wash- 
ington August 4 and 5, 1977., 79-2861, 
79-2862, 79-21021 

Trade : non-rubber footwear : understand- 
ing between the United States of America 
and Hong Kong, effected by exchange of 
letters, signed at Hong Kong, October 24, 
1978., 79-21046 

Trade adjustment assistance : hearing before 
the Subcommittee on Trade of the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-sixth Congress, 
first session, February 15, 1979., 79- 
21662 

Trade adjustment assistance amendments : 
hearing before the Subcommittee on In- 
ternational Trade of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session ... October 
2, 1978., 79-8886 

Trade adjustment assistance amendments : 
report to accompany H.R. 11711., 79- 
3418 

Trade adjustment assistance program im- 
provements : report together with minor- 
ity and dissenting views to accompany 
H.R. 1543., 79-14532 

Trade agreements act of 1979 : [an act to 
approve and implement the trade agree- 
ments negotiated under the Trade act of 
1974, and for other purposes}., 79-21795 

Trade agreements act of 1979 : hearings 
before the Subcommittee on International 
Trade of the Committee on Finance, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1376 ... July 10 
and 11, 1979., 79-23384 

Trade agreements act of 1979 : report of 
the Committee on Finance, United States 
Senate, on H.R. 4537 ...., 79-17704 

Trade agreements act of 1979 : report of 
the Committee on Ways and Means, 
House of Representatives, to accompany 
H.R. 4537., 79-17627 

Trade agreements program, annual report, 
79-15577 

Trade agreements reached in the Tokyo 
round of multilateral trade negotiations : 
communication from the President of the 
United States ..., 79-10634 

Trade area, district, port, type service, and 
US. flag, 79-22113 

Trade data. Air conditioning, commercial 
and industrial refrigeration equipment 
trade data., 79-5648 

The trade debate., 79-8397 

Trade in cotton textiles : agreement be- 
tween the United States of America and 
Brazil, amending the agreement of April 
22, 1976, effected by exchange of notes 
signed at Brasilia, May 4 and 19, 1978., 
79-21022 

Trade in man-made fiber textiles : agree- 
ment between the United States of Amer- 
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ica and Brazil, amending the agreement 
of April 22, 1976, effected by exchange 
of notes, signed at Brasilia, May 4 and 19, 
1978., 79-17161 

Trade in textiles : agreement between the 
United States of America and the Repub- 
lic of China modifying the agreement of 
May 21, 1975, as modified effected by 
exchange of letters signed at Washington 
July 18 and 25, 1977., 79-2863, 79- 
4739, 79-4761, 79-4767, 79-4768, 79- 
4775, 79-8447, 79-8467, 79-8473, 79- 
8474, 79-8481, 79-12065, 79-14157, 
79-17157, 79-17158, 79-17159, 79- 
17160, 79-21035, 79-21036, 79-21044, 
79-21045 

Trade in textiles : agreements between the 
United States of America and India 
amending and extending the agreement of 
August 6, 1974, as modified effected by 
exchange of notes signed at Washington 
September 28 and 29, 1977 and exchange 
of notes at Washington October 28, 1977 
and exchange of notes signed at Washing- 
ton November 29, 1977., 79-2869 

Trade in textiles and textile products : 
agreement between the United States of 
America and Egypt effected by exchange 
of notes signed at Cairo December 7 and 
28, 1977., 79-4795, 79-6389, 79-14158, 
79-17164, 79-17181, 79-17182, 79- 
17183, 79-21042, 79-21047, 79-23059 

Trade in textiles : consultations on market 
disruption, agreement between the United 
States of America and Spain effected by 
exchange of notes signed at Madrid Sep- 
tember 23, 1976., 79-21005 

Trade list. Business firms., 79-22270 

Trade of NATO countries with Communist 
countries, 1974-1977 /, 79-10254 

Trade of the United States with Communist 
countries in Eastern Europe and Asia, 
79-3659 

Trade Opportunities Program, 79-511 

Trade patterns of the West, 1977 /, 79- 
8442 


Trade policy and protectionism : hearings 
before the Subcommittee on International 
Trade, Investment, and Monetary Policy 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, July 25, 26, and August 1, 1978., 
79-8801 

Trade relations : agreement between the 
United States of America and Hungarian 
People‘s Republic, signed at Budapest 
March 17, 1978., 79-6372 

Trademark information for travelers., 
17195 

Trademark manual of examining procedure 
(TMEP)., 79-307 

Trademark rules of practice of the Patent 
and Trademark Office with forms and 
Statutes., 79-306, 79-16245 

Trademark rules of practice of the Patent 
Office, with forms and statutes, 79-306, 
79-16245 
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Trademarks., 79-22983 

Trades and labor careers in the Veterans 
Administration., 79-18813 

Trading and investing in Poland, 79-3670 

Trading and investing in Romania, 79- 
5646 

Trading in foreign exchange markets : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... December 20, 1978., 
79-12325 

Traffic control for street and highway con- 
struction and maintenance operations : in- 
structor‘ guide /, 79-4846 

Traffic control for street and highway con- 
struction and maintenance operations : 
training course : instructor‘ guide /, 79- 
4847 

Traffic control for street and highway con- 
struction and maintenance operations : 
training course, participant notebook /, 
79-6447 

Traffic laws commentary., 
12221, 79-17284 

Traffic safety ‘76, 79-6507 

Traffic safety ‘77 : a digest of activities of 
the National Highway Traffic Safety Ad- 
ministration., 79-14282 

Traffic stripe removal /, 79-23128 

TRAFIC : computer program for calculat- 
ing the release of metallic fission products 
from an HTGR core /, 79-13217 

The trail guide system as a backcountry 
management tool /, 79-10700 

Trailer-boating : a primer., 79-15757 

Trainees and fellows supported by the Na- 
tional Institute of Dental Research, 79- 
11664 

Trainees and fellows supported by the Na- 
tional Institute of Dental Research and 
trained during fiscal year., 79-11664 

Trainer catalog of alcohol and drug training 
materials from the National Center for 
Alcohol Education and the National 
Drug Abuse Center /, 79-13763 

Training., 79-10876 

Training aids., 79-7397 

Training alcoholism trainers : a program for 
trainers in the field of alcoholism : par- 
ticipant workbook /, 79-8116 

Training and career development in vision 
research., 79-18252 

Training and manpower development activ- 
ities, 79-4424 

Training and manpower development activ- 
ities supported by the Administration on 
Aging under Title IV-A of the Older 
Americans act of 1965, as amended; de- 
scriptions of funded projects., 79-4424 

A training and resource directory for teach- 
ers serving handicapped students, K-12 /, 
79-20275 

Training awards & fellowship awards, 79- 
9944 


79-12220, 79- 





Training awards, fellowship awards data 
book., 79-9944 

Training emergency responders 
infant death syndrome 
manual /, 79-11678 

Training exercise kit, the Office of the Sec- 
retary units of the National Defense Ex- 
ecutive Reserve and mobilization desig- 
nees /, 79-23080 

Training for careers in biomedical research 
at the National Institutes of Health., 79- 
4276, 79-22632 

Training health manpower for underserved 
areas, 1973-1979 : a report to the people 
on the National Health Service Corps 
Scholarship Program., 79-22662 

Training in the prevention and treatment of 
child abuse and neglect /, 79-22693 

Training in utilizaton of surveillance and 
reconnaissance resources by combat arms 
Officers /, 79-12919 

Training manual for inspection for decent, 
safe, and sanitary housing., 79-15661 

Training of medical program personnel., 
79-17232 

Training of trainers : 
79-8104 

Training of trainers : 
79-11724 

Training opportunities for civilian employ- 
ees., 79-7474 

Training program for driver licensing 
screening for medical impairment /, 79- 
4926 

A training program for energy conservation 
in new building construction /, 79-7666, 
79-13308 

Training program for operation of emergen- 
cy vehicles., 79-21224 

Training program for operation of emergen- 
cy vehicles : course guide., 79-6501 

Training program for operation of emergen- 
cy vehicles : instructor lesson plans., 79- 
4935 

Training program for operation of emergen- 
cy vehicles : trainee study guide. 79- 
4936 

Training the human resources bulletin., 
79-1131 

Trans-Alaska oil pipeline system : Depart- 
ment of Energy intervention : report /, 
79-14425 

Trans Alaska oil pipeline system : DOE 
intervention : hearings before the Sub- 
committee on Oversight and Investiga- 
tions and the Subcommittee on Energy 
and Power of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session, June 26 and 27, 1978., 
79-8963 

Transactions of the Symposium on the Bio- 
logical Resources of the Chihuahuan 
Desert Region, United States and 
Mexico, Sul Ross State University, 
Alpine, Texas, 17-18 October 1974 /, 
79-13937 
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Transatlantic balloon program : agreement 
between the United States of America 
and other governments signed at Wash- 
ington July 21 and 22, 1976, and amend- 
ing agreement opened for signature at 
Washington August 9, 1976., 79-15590 

Transatlantic cooperation in developing 
weapons systems for NATO—a Europe- 
an perspective : report to the Congress /, 
79-13575 

Transbus procurement requirements., 
4921 

Transcribed weather broadcast equipment 
installation instruction., 79-21176 

Transcript CONTU meeting no. 7., 
6536 

Transcript 
79-6537 

Transcript 
6538 

Transcript 
6539 

Transcript 
6540 

Transcript 
6541 

Transcript 
79-6535 

Transcript, public hearing on proposed haz- 
ardous waste regulations, February 7-9, 
1979, New York, New York., 79-18124 

Transcript, public hearing on proposed haz- 
ardous waste regulations, February 14-16, 
1979, St. Louis, Missouri., 79-18125 

Transcript, public hearing on proposed haz- 
ardous waste regulations, February 22-23, 
1979, Washington, D.C., 79-18123 

Transcript, public hearing on proposed haz- 
ardous waste regulations, March 7-9, 
1979, Denver, Colorado., 79-20073 

Transcript, public hearing on proposed 
landfill disposal guidelines, May 15. 1979, 
Washington, D.C., 79-16534 

Transcript, public hearing on proposed 
landfill disposal guidelines, Section 
1008(a), May 17, 1979, Houston, Texas., 
79-20074 

Transcript, public hearing on proposed 
rules for controlling hazardous wastes : 
Resource conservation and recovery act, 
Sections 3001-3004., 79-15042 

Transfer of Army Pacific support functions 
resulted in unwarranted personnel cost : 
report /, 79-20156 

Transfer of government lands to certain 
Indian tribes : hearing before the U.S. 
Senate, Select Committee on Indian Af- 
fairs ... May 18, 1977., 79-21575 

Transfer of real property of the United 
States to the District of Columbia Rede- 
velopment Land Agency : report to ac- 
company H.R. 13224., 79-3195 

Transfer of technology and the Dresser In- 
dustries export licensing actions : hearing 
before the Permanent Subcommittee on 
Investigations of the Committee on Gov- 
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Transfer of technology and the Dresser Industries export licensing actions : 


ernmental Affairs, United States Senate, 
Ninety-fifth Congress, second session, 
October 3, 1978., 79-12371 

Transfer of the Foreign Claims Settlement 
Commission : hearing before a subcom- 
mittee of the Committee on Government 
Operations, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 4337 ... June 19, 1979., 79-21545 

Transferring certain property of the United 
States to the District of Columbia Rede- 
velopment Land Agency : report to ac- 
company S. 3119., 79-9401 

Transferring to the Superintendent of Doc- 
uments the function of distributing gov- 
ernment publications to certain foreign 
governments : report to accompany S. 
3578., 79-7119 

Transformations occurring on aging of 16- 
8-2 weld metal /, 79-11326 

Transformers, SIC 3612., 79-22068 

Transient dynamics of a flexible rotor with 
squeeze film dampers /, 79-12002 

Transient electromagnetic measurements of 
a brass ship model /, 79-13370 

Transient energy transfer by conduction 
and radiation for a sudden contact be- 
tween molten UO2 and sodium /, 79- 
13045 

Transient-overpower test E8 on FFTE-type 
low-power-irradiated fuel /, 79-13038 

Transient response of two-fluid coupled 
spherical elastic shells to an incident pres- 
sure pulse /, 79-11076 

Transient shutdown analysis of low-tem- 
perature thermal diodes /, 79-18679 

Transit system productivity /, 79-23081 

Transit temperatures of iceberg lettuce 
shipped in pallet bins /, 79-10672 

Transition metal-graphite catalysts for pro- 
duction of light hydrocarbons from syn- 
thesis gas., 79-13182 

Transitional boundary-layer solutions using 
a mixing-length and a two-equation tur- 
bulence model /, 79-2722 

Translated tables of contents of current for- 
eign fisheries, oceanographic, and atmos- 
pheric publications., 79-498 

Translations from Kommunist., 
79-2944, 79-8668, 79-23241 

Translations from Red flag., 79-1632, 79- 
2945, 79-12241, 79-23242 

Translations on Africa, 79-1645, 79-2958, 
79-2959, 79-4961, 79-8677, 79-12252, 
79-17332, 79-18844, 79-23252 

Translations on Communist China, 
17330, 79-23251 

Translations on Eastern Europe. Economic 
and industrial affairs, 79-1637, 79- 
2946, 79-2947, 79-4957, 79-8669, 79- 
12242, 79-17324, 79-18834, 79-23243 

Translations on Eastern Europe. Political, 
sociological, and military affairs. 79- 
1638, 79-2949, 79-4970, 79-8670, 79- 
12243, 79-17325, 79-18835, 79-23244 
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Translations on Eastern Europe. Scientific 
affairs., 79-1656, 79-2950, 79-4958, 
79-12244, 79-18836, 79-23245 

Translations on environmental quality., 
79-1657, 79-2951, 79-4959, 79-12245, 
79-17326, 79-18837 

Translations on Japan., 
79-17327 

Translations on Korean affairs., 79-23246 

Translations on Latin America., 79-1639, 
79-2953, 79-8671, 79-12246, 79-17328, 
79-18838, 79-23247 

Translations on law of the sea., 
79-4960, 79-23248 

Translations on Mongolia., 79-1659, 79- 
8672, 79-12247, 79-18839, 79-23249 

Translations on Near East, 79-1641, 
2954, 79-2955, 79-8673, 79-12248, 
79-17329, 79-18840, 79-23250 

Transiations on Near East and North 
Africa., 79-1641, 79-2954, 79-2955, 
79-8673, 79-12248, 79-17329, 79- 
18840, 79-23250 

Translations on North Korea., 
79-8674, 79-12249, 79-18841 

Translations on North Vietnam, 79-1653, 
79-2968, 79-4966, 79-12257, 79-17340, 
79-18854 

Translations on People‘s Republic of China, 
79-1630, 79-1643, 79-2956, 79-8675, 
79-12250, 79-17330, 79-18842, 79- 
23251 

Translations on South and East Asia., 
1644, 79-2957, 79-8676, 79-12251, 
79-17331, 79-18843 

Translations on Soviet agriculture, 
1660, 79-2961, 79-8678, 79-17334, 
79-18846, 79-23254 

Translations on Sub-saharan Africa., 79- 
1645, 79-2958, 79-2959, 79-4961, 79- 
8677, 79-12252, 79-17332, 79-18844, 
79-23252 

Translations on telecc ications policy, 
research and development., 79-1646, 
79-2960, 79-4962, 79-12256, 79-17333, 
79-18845, 79-23253 

Translations on USSR agriculture., 
1660, 79-2961, 79-8678, 79-17334, 
79-18846, 79-23254 

Translations on USSR economic affairs., 
79-1647, 79-2962, 79-8679, 79-18847, 
79-23255 

Translations on USSR _ industrial affairs., 
79-1648, 79-2963, 79-8680, 79-18848, 
79-23256 

Translations on USSR military affairs., 
1649, 79-2948, 79-8681, 79-17335, 
79-18849, 79-23257 

Translations on USSR political and socio- 
logical affairs., 79-1650, 79-2964, 79- 
8682, 79-17336, 79-18850, 79-23258 

Translations on USSR resources., 79-1661, 
79-2965, 79-4963, 79-8683, 79-18851, 
79-23259 

Translations on USSR science and technol- 
ogy. Biomedical and behavioral sciences., 
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79-1651, 
79-23260 

Translations on USSR science and technol- 
ogy. Physical sciences and technology., 
79-1652, 79-2966, 79-8684, 79-17338, 
79-23261 

Translations on USSR science and technol- 
ogy. Biomedical sciences, 79-1651, 79- 
4964, 79-17337, 79-18852, 79-23260 

Translations on USSR trade and services., 
79-1663, 79-2967, 79-4965, 79-8685, 
79-17339, 79-18853, 79-23262 

Translations on Vietnam., 79-1653, 79- 
2968, 79-4966, 79-12257, 79-17340, 
79-18854 

Translations on Western Europe., 79-1741, 
79-2969, 79-2970, 79-4967, 79-12253, 
79-17341, 79-18855, 79-23263 

Translog., 79-705 

Transmission chain /, 79-2018, 79-5737 

Transmission line rights-of-way manage- 
ment /, 79-20790 

Transonic static and dynamic stability char- 
acteristics of a finned projectile configu- 
ration /, 79-2699 

A transparent ceramic armor /, 79-9756 

Transpo topics, 79-1527 

Transport economics., 79-1267 

Transport of dangerous goods : class, divi- 
sion, subdivision, UN serial number, and 
packing group of dangerous goods /, 
79-15622 

Transport of oil under smooth ice /, 79- 
20084 

Transport of radionuclides in urban envi- 
rons : working draft assessment /, 79- 
5883 

Transport of sand and gravel., 79-7754 

Transport of solid commodities via freight 
pipeline., 79-14200 

Transport of solid commodities via freight 
pipeline : tank report., 79-14201 

Transport statistics in the United States. 
Part 1. Railroads, 79-13983, 79-16968 

Transport statistics in the United States. 
Part 1. Railroads, their lessors and propri- 
etary companies, and electric railways, 
79-10106, 79-11861 

Transport statistics in the United States. 
Part 2. Motor carriers., 79-13982, 79- 
13984, 79-18563 

Transport statistics in the United States. 
Part 2. Motor carriers., 79-10107 

Transport statistics in the United States. 
Part 3. Freight forwarders., 79-10108 

Transport statistics in the United States. 
Part 4. Private car lines., 79-10109 

Transport statistics in the United States. 
Part 5. Carriers by water., 79-15480 

Transport statistics in the United States. 
Part 7. Motor carriers, 79-10107 

Transport statistics in the United States. 
Part 9. Private car lines, 79-10109 

Transportation., 79-328, 79-5631, 79- 
13614, 79-13615, 79-15192, 79-15193, 
79-15194, 79-16661 
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Transportation : the nation‘s lifelines /, 79- 
19643 

Transportation access to national park 
system : hearing before the Subcommittee 
on Parks and Recreation of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 975 ... June 8, 
1977., 79-21500 

Transportation and the city : grades 8, 9 /, 
79-22487 

Transportation and the future., 79-23082 

Transportation and the urban environment : 
the rational relationship between auto- 
mobile and public transit development., 
79-15625 

Transportation by slurry pipeline : hearings 
before the Subcommittee on Transporta- 
tion and Commerce of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session on H.R. 6248, H.R. 6643, 
and H.R. 10663 ... February 7 and 16, 
1978., 79-3089 

Transportation consumer fact sheet., 
1530 

Transportation energy conservation in the 
Federal government : report /, 79-11516 

Transportation [errataf, 79-11608 

Transportation issues : study /, 79-4123 

Transportation needs and programs sum- 
mary : a report of the Transportation 
Task Force of the Urban Consortium for 
Technology Initiatives /, 79-8540 

Transportation needs summary /, 79-17209 

Transportation of Coast Guard employees : 
report to accompany H.R. 185., 79- 
3175, 79-3384 

Transportation of radioactive materials., 
79-4582 

Transportation of radioactive materials in 
Illinois : June 6, 1977 to June 6, 1978 /, 
79-18868 

Transportation or mailing of materials relat- 
ing to foreign lotteries : hearing before 
the Subcommittee on Administrative 
Law and Governmental Relations of the 
Committee on the Judiciary, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 1301 ... February 
21, 1979., 79-21602 

Transportation planning for the strategic 
petroleum reserve should be improved : 
report /, 79-4146 

Transportation proceedings, 79-705 

Transportation security personnel training 
manual /, 79-4985 

Transportation statistics in 
States. Part 7. Motor carriers, 
79-13984, 79-18563 

Transportation system management., 
15656 

Transportation topics for consumers, 79- 
1527 

Transportation U.S.A., 

Transportation USA., 
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Transuranic element transport in agricultur- 
al systems (soil to food chain transfer of 
nuclear fuel cycle radionuclides)., 79- 
10373 

Transuranics in desert systems /, 79-13266 

Trap-efficiency investigation Bernalillo 
Floodwater Retarding Reservoir No. 1 
(Piedra Lisa Arroyo) near Bernalillo, 
New Mexico, water years 1956-1974 /, 
79-6164 

Trapped Particle Instabilities Workshop, 
February 12 and 13, 1979, Germantown, 
Maryland /, 79-19831 

Travel, entertainment, and gift expenses /, 
79-8503 

Travel tips for senior citizens., 79-20964 

Travel trailers and campers, SIC 3792., 
79-22095 

Traveled-way traffic map, 1977., 79-17224 

Travelers‘ tips on bringing food, plant, and 
animal products into the United States., 
79-3479 

Traveltime budgets and mobility in urban 
areas /, 79-15657 

Treasury bulletin., 79-1487 

Treasury combined statement of receipts, 
expenditures, and balances of the United 
States government., 79-8529 

Treasury decisions under customs and other 
laws, 79-4817 

Treasury Department international affairs 
authorization : report, dissenting views, 
to accompany H.R. 3347., 79-18986 

Treasury Department telephone directory., 
79-1493, 79-21102 

Treasury draw authority extension : report 
together with dissenting views to accom- 
pany H.R. 3404., 79-21706 

Treasury, Postal Service, and general gov- 
ernment appropriation bill, 1980 : report 
to accompany H.R. 4393., 79-15990 

Treasury, Postal Service, and general gov- 
ernment appropriation bill, 1980 : report 
together with additional views to accom- 
pany H.R. 4393., 79-21839 

Treasury, Postal Service, and general gov- 
ernment appropriations for fiscal year 
1979 : hearings before a subcommittee of 
the Committee on Appropriations, United 
States Senate, Ninety-fifth Congress, first 
session., 79-5022 

Treasury, Postal Service, and general gov- 
ernment appropriations for fiscal year 
1980 : hearings before a subcommittee of 
the Committee on Appropriations, House 
of Representatives, Ninety-sixth Con- 
gress, first session /, 79-18890 

Treasury publishes third and fourth quarter 
trigger price manual, 79-17192 

Treasury reporting rates of exchange., 
12141 

Treasury sales of U.S. gold and the Gold 
medallian act of 1978 : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2843 ... August 25, 1978., 79-10434 
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Treaty of Tlatelolco : hearing before the Committee on Foreign Relations, U.S. 


Treasury telephone directory, 79-1493 

Treasury‘s proposed gun regulations : hear- 
ings before the Subcommittee on Crime 
of the Committee on the Judiciary, 
House of Representatives, Ninety-fifth 
Congress, second session ... May 4 and 
18, 1978., 79-12386 

Treaties and other international acts series., 
79-1472 

Treaties and other international agreements 
of the United States., 79-7878 

Treaties in force; a list of treaties and other 
international agreements of the United 
States., 79-18731 

Treatment alternatives to street crime., 79- 
15513 

Treatment for abused and neglected chil- 
dren /, 79-22694 

Treatment of certain convention and trade 
show activities of certain tax-exempt or- 
ganizations : report to accompany H.R. 
12828., 79-5250 

Treatment of combined sewer overflows by 
high gradient magnetic separation : on- 
site testing with mobile pilot plant trailer 
/, 79-9836 

Treatment of high blood pressure in Amer- 
ica : (including a report by the Blue 
Ribbon Advisory Panel on the Treatment 
of High Blood Pressure in America) : 
hearing before the Select Committee on 
Aging, House of Representatives, Ninety- 
sixth Congress, first session, January 31, 
1979., 79-17400 

Treatment of Lake Charles East, Indiana 
sediments with fly ash /, 79-22528 

Treatment of packinghouse wastewater by 
intermittent sand filtration /, 79-9835 

Treatment of petroleum refinery, petro- 
chemical, and combined industrial-munic- 
ipal wastewaters with activated carbon : 
literature review /, 79-7775 

Treatment of refinery wastewater using a 
filtration-activated carbon system /, 79- 
15054 

Treatment of the drug abusing patient for 
treatment staff physicians /, 79-13761 

Treatment of wastewaters from adhesives 
and sealants manufacture by ultrafiltra- 
tion /, 79-7766 

Treatment programs for PKU in the United 
States: a survey /, 79-20418 

Treaty between the United States of Amer- 
ica and the Union of Soviet Socialist Re- 
publics on the limitation of strategic of- 
fensive arms : in the Senate of the United 
States., 79-17296 

Treaty information bulletin, 79-1458 

Treaty of Tlatelolco : hearing before the 
Committee on Foreign Relations, United 
States Senate, Ninety-fifth Congress, 
second session, on Ex. I, additional proto- 
col I to the Treaty for the prohibition of 
nuclear weapons in Latin America 
(Treaty of Tlatelolco), August 15, 1978., 
79-8897 
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Treaty on the limitation of strategic offen- 
sive arms and protocol thereto (SALT II 
Treaty) : message /, 79-17295 

Treaty termination : hearings before the 
Committee on Foreign Relations, United 
States Senate, Ninety-sixth Congress, first 
session, on S. Res. 15, resolution concern- 
ing mutual defense treaties, April 9, 10, 
and 11, 1979., 79-14413 

Treaty termination resolution : report of the 
Committee on Foreign Relations, United 
States Senate, together with additional 
views on S. Res. 15..., 79-19049 

Treaty with Bolivia on the execution of 
penal sentences, Ex. G, 95-1 : report., 
79-8636 

Tree decay : an expanded concept /, 79- 
16079 

Tree grade distribution in Allegheny hard- 
woods /, 79-14656 

Tree planters‘ notes., 79-10 

Trees and forest management., 79-11557 

Trees for shade and beauty : their selection 
and care /, 79-16085 

Trees of the Caribbean National Forest, 
Puerto Rico /, 79-1746 

Trend report, 79-8105 

Trend study of coordinated transfer appli- 
cation system (COTRANS) participants, 
1970 thru 1976 : final report /, 79-2533 

Trends., 79-1251 

Trends in airline unit costs : domestic oper- 
ations of the domestic trunk carriers, do- 
mestic operations of the local service car- 
riers, and international operations of the 
trunk carriers, 1957-1978., 79-16317 

Trends in BHM program statistics. Grants, 
awards, loans., 79-18296 

Trends in BHM program statistics. Grants, 
awards, loans, 79-18296 

Trends in bus transit financial and operating 
characteristics, 1960-1975 /, 79-8532 

Trends in Communist media., 79-1452 

Trends in expenditure and employment data 
for the criminal justice system., 79- 
10117 

Trends in Federal domestic transportation 
programs, revenues and expenditures : by 
state : fiscal years 1957-1975 /, 79-18755 

Trends in mental health services coordina- 
tion., 79-20280 

Trends in program statistics. Grants, 
awards, & loans., 79-9966, 79-9967 

Trends in program statistics. Grants, 
awards, & loans, 79-9966 

Trends in refinery capacity and utilization., 
79-22486 

Trends in refinery capacity and utilization : 
petroleum refineries in the United States 
foreign refinery exporting centers 
through June 1978 /, 79-2322 

Trends in the podiatric profession : a com- 
parative study of the 1970 and 1974 
survey data /, 79-8050 

Trends in the savings and loan field, 79- 
11497 
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Trenton, New Jersey, metropolitan area., 
79-10131 

Trial court management series, executive 
summary., 79-15518 

Tribally controlled community college act : 
hearings before the Subcommittee on 
Postsecondary Education of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 9158 ... May 18, 
and June 14, 1978., 79-3063 

Tribally controlled community college act 
of 1978 : report to accompany H.R. 
9158., 79-5240 

Tricycles., 79-17308 

Trigger price manual., 
18742 

Trimble Wildlife Area, Smithville Lake, 
Little Platte River, Missouri., 79-7432, 
79-9206 

Trinidad and Tobago : post report., 
2849 

Tritium half-life /, 79-2266 

A tritium systems test facility /, 79-2279 

Tritium waste control., 79-2280 

Trombone player /, 79-10969 

Tropical yams and their potential /, 79- 
3482 

Trousers and shirts., 79-7398 

Trousers and trouser-like garments /, 79- 
2019, 79-9553 

TRU waste cyclone drum incenerator and 
treatment system., 79-2267, 79-2274 

Truck and bus bodies, SIC 3713., 79-22091 

Truck inventory and use survey, Alabama., 
79-16198 

Truck inventory and use survey, Alaska., 
79-22147 

Truck inventory and use survey, Arizona., 
79-16199 

Truck inventory and use survey, Arkansas., 
79-16200 

Truck inventory and use survey, Colorado., 
79-22148 

Truck inventory and use survey, Delaware, 
79-19491 

Truck inventory and use survey, Georgia., 
79-22149, 79-22151 

Truck inventory and use survey, Iowa., 
79-22150 

Truck inventory and use survey, Ken- 
tucky., 79-16202 

Truck inventory and use survey, Louisiana., 
79-22152 

Truck inventory and use survey, Maryland., 
79-19492 

Truck inventory and use survey, Massachu- 
setts., 79-22153 

Truck inventory and use survey, Michigan., 
79-16203 

Truck inventory and use survey, Montana., 
7179-22154 

Truck inventory and use survey, Nevada., 
79-16204 

Truck inventory and use survey, New 
Hampshire., 79-19493 
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Truck inventory and use survey, New 
Mexico., 79-16205 

Truck inventory and use survey, New 
York., 79-16206 

Truck inventory and use survey, North 
Dakota., 79-16207 

Truck inventory and use survey, Oregon., 
79-19494 

Truck inventory and use survey, Pennsylva- 
nia., 79-22155 

Truck inventory and use survey, Rhode 
Island., 79-16208 

Truck inventory and use survey, South 
Carolina., 79-19495 

Truck inventory and use survey, Tennes- 
see., 79-22156 

Truck inventory and use survey, Texas., 
79-19496 

Truck inventory and use survey, Wiscon- 
sin., 79-16209 

Truck inventory and use survey, Wyo- 
ming., 79-22157 

Truck safety act of 1978 : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2970 ... September 8, 1978., 79-8834 

Truck tire cornering and braking traction 
study /, 79-21225 

Truck trailer production, 

Truck _ trailers., 
17784 

Truck trailers, SIC 3715., 79-22092 

Trucker‘s guide to fuel savings /, 79-17903 

Truckin‘ ‘n ‘ energy., 79-22402 

Trucks, light commerical, gasoline/diesel 
fueled, two wheel driven (4x2, 3,000 to 
11,000 pounds GVW)., 79-20238 

Trucks, light commerical, gasoline/diesel 
fueled, two wheel driven (4x4, 3,000 to 
11,000 pounds GVW)., 79-20237 

Trumpet player /, 79-10966 

Trunk carriers-coach class, traffic, revenue, 
yield, enplanements and average on-flight 
trip length by fare category, 48 state 
basis., 79-549 

Trust assets of insured commercial banks., 
79-14306 

Trust Territory of the Pacific Islands, 
17121 

Truth in lending simplification and reform 
act : hearing before the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 108 ... S. 37 ... 
February 2, 1979., 79-14384 

Truth in lending simplification and reform 
act : report of the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, to accompany S. 108., 79- 
19031 

TRW charged droplet scrubber corrosion 
studies /, 79-18150 

Try it, you'll like it! : a student‘s introduc- 
tion to nonsexist vocational education /, 
79-11621 
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TSM and Federal aid highway funds for 
transportation improvements., 79-15656, 
79-17217 

Tso Tung Tang : report to accompany S. 
2451., 79-5401 

Tsutomu Tanaka : report to accompany S. 
3051., 79-5404 

Tuba player /, 79-10970 

Tuberculosis in the United States., 

Tuberculosis programs, 79-2563 

Tuesday spot market price indexes and 
prices., 79-1306 

Tufted carpets and rugs, SIC 2272., 
19241 

Tuition advance fund act, 1978 : hearing 
before the Subcommittee on Education, 
Arts, and Humanities of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 3044 ... October 25, 1978, 
Boston, Mass., 79-10497 

Tuition tax credit act of 1978 : conference 
report to accompany H.R. 12050., 79- 
3312 

Tumor antibodies, 79-1008 

Tumor associated antigens, 79-1003 

Tumors of the cardiovascular system /, 
79-17858 

Tungsten., 79-1222, 79-10062, 79-20746 

Tungsten recovery from Searles Lake 
brines /, 79-6188 

Tunisia, 79-8435 

Tunisia : post report., 79-10247 

Tunisia, a country study /, 79-22369 

Tunneling for urban transportation : [a 
review of European construction prac- 
tice} /, 79-14259 

Turbine engine particulate emission charac- 
terization /, 79-4895 

Turbine tip-clearance measurement /, 79- 
7486 

Turbines and turbine generator sets, SIC 
3511., 79-19383 

Turbulent boundary layers over nonstation- 
ary plane boundaries /, 79-2701 

Turbulent-flow separation criteria for over- 
expanded supersonic nozzles /, 79-8327 

Turbulent transport model of wind shear in 
thunderstorm gust fronts and warm fronts 
/, 79-2731 

Turkey : post report., 79-10248 

Turkey—politics and government : 
liography, 1938-1975 /, 79-8308 

Turkeys., 79-5517, 79-5518, 79-5521 

Turkeys and chickens tested, 79-140 

Turkeys: including inventory numbers 
numbers raised, 79-5517, 79-5518, 
5521 

Turkeys: number 
5518, 79-5521 

Turkish., 79-7527 

Turnbuckles; clevis/connector rod ends and 
tie rods., 79-2020, 79-7399 

TV fire and shock hazards., 79-21259 

TVA annual report, 79-14341 


79-2563 


79- 


a bib- 


and 
79- 


raised, 79-5517, 79- 





TVA bonded indebtedness ceiling : hearing 
before the Committee on the Budget, 
United States Senate, Ninety-sixth Con- 
gress, first session, Knoxville, Tenn., Feb- 
ruary 15, 1979., 79-23347 

TVA fertilizer Conference., 79-23306 

Twenty-fourth civilian aides and sixteenth 
secretariat conference., 79-2031 

Twenty-fourth meeting of the North Atlan- 
tic Assembly held at Lisbon, Portugal, 
November 25 to November 30, 1978 : 
report of the U.S. Delegation., 79-18919 

Twenty-second meeting of the North At- 
lantic Assembly : report of the U.S. dele- 
gation to the twenty-second meeting of 
members of parliaments from the North 
Atlantic Assembly countries, held at Wil- 
liamsburg, Va., November 14 through 
November 19, 1976, pursuant to Public 
Law 689, 84th Congress., 79-5072 

Twilight nursing program : an extended-day 
approach to Associate Degree Nursing /, 
79-15281 

Two-bedroom farmhouse., 79-5462 

A two-dimensional fluid finite element /, 
79-8710 

Two energy gulfs : grades 6-7 /, 79-17882 

Two new gobiid fishes of the genus Go- 
biopsis and a redescription of Feia 
nympha Smith /, 79-23070 

Two-phase flow phenomena in nuclear re- 
actor technology /, 79-8712, 79-10392, 
79-14325, 79-14330 

Two-stage granular activated carbon treat- 
ment /, 79-7763 

Two statements before Congressional Com- 
mittees: the future of the American 
family; prospective trends in the size and 
structure of the elderly population, 
impact of mortality trends, and some im- 
plications, 79-22114 

Two years necessary for successful natural 
seeding in nonbrushy black spruce bogs / 

79-21879 

Type approval actions, 79-582 

Type certificate data sheets and specifica- 
tions. Volume 1. Single-engine airplanes., 
79-1558, 79-12189 

Type certificate data sheets and specifica- 
tions. Volume 2. Small multiengine air- 
planes., 79-1559, 79-12190 

Type certificate data sheets and specifica- 
tions. Volume 3. Large multiengine air- 
planes., 79-1560, 79-12191 

Type certificate data sheets and specifica- 
tions. Volume 4. Rotorcraft, gliders & 
balloons., 79-1561, 79-12192 

Type certificate data sheets and specifica- 
tions. Volume 5. Aircraft engines & pro- 
pellers., 79-1562, 79-12193 

Type maps, stratified sampling and P.P.S., 
79-13972 

Type of vessel and tonnage, 
19457 

Typesetting, SIC 2791., 79-22007 

The typical alcoholic American., 
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Typical electric bills., 79-7717 

Typical electric bills. Cities of 50,000 popu- 
lation and more, 79-7717 

Typical residential electric bills. Cities of 
2,500 population and more, 79-7717 

Typing and stenography grade evaluation 
guide., 79-16329 
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U.N. Special Session on Disarmament : 
hearing before the Subcommittees on In- 
ternational Security and Scientific Affairs 
and on International Organizations of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, May 3, 1978., 
79-5118 

The U.S.-European partnership : speech /, 
79-8431 

U.S./Japanese relations : hearing before the 
Subcommittee on East Asian and Pacific 
Affairs of the Committee on Foreign Re- 
lations, United States Senate, Ninety-fifth 
Congress, second session ... April 27, 
1978., 79-8893 

U.S.-Mexican relations and the undocu- 
mented alien problem., 79-23032 

U.S./Mexico relations and potentials re- 
garding energy, resources, natural econo- 
my /, 79-10578 

U.S.-Soviet relations : speech /, 79-20976 

U.S.-U.S.S.R. trade and the whipsaw con- 
troversy : excerpts from meeting March 
30, 1977 : Advisory Committee on East- 
West Trade., 79-19595 

U.S. activities in Antarctica : hearing before 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
sixth Congress, first session ... April 23, 
1979., 79-21504 

U.S. administration of the Antidumping act 
of 1921 : report to the Congress /, 79- 
13564 

U.S. aeronautics and space activities, 79- 
10181, 79-20919 

U.S. agricultural outlook, 79-8759 

U.S. aid programs, FY 80 /, 79-23039 

U.S. aid to North Vietnam : hearing before 
the Subcommittee on Asian and Pacific 
Affairs of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, first session, 
Wednesday, July 19, 1977., 79-17511 

U.S. air carrier operations, 79-4837 

[U.S. Air Force art collectiont., 79-19817 

U.S. Air Force fine arts series, 79-11113 

[U.S. Air Force photos}., 79-11112 

The U.S. Air Service in World War I /, 
79-11114 

U.S. airborne exports and general imports. 
Shipping weight and value, customs dis- 
trict and continent., 79-267, 79-14733 

U.S. airlift forces : enhancement alternatives 
for NATO and non-NATO contingencies 
/, 7179-14478 
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U.S. Army Air Mobility Research & Devel- 
opment Laboratory : technical reports 
published in 1975., 79-3818 

U.S. Army Corps of Engineers., 79-22606 

U.S. Army Corps of Engineers publica- 
tions., 79-2476 

U.S. Army recruiting and career counseling 
journal, 79-726 

U.S. Army recruiting and reenlisting jour- 
nal., 79-726 

U.S. attorneys and U.S. marshals for the 
Northern Mariana Islands : report to ac- 
company H.R. 13892., 79-6857 

U.S. barley industry statistics : 1950-76 /, 
7179-17764 

U.S. Bureau of Mines research, 79-15462 

U.S. Capitol Historical Society : report to 
accompany H.R. 11035., 79-6852 

U.S. Capitol Historical Society wall calen- 
dars for use by the Senate : report to 
accompany S. Res. 585., 79-7129 

U.S. central station nuclear electric generat- 
ing units: significant milestones., 79-795, 
79-7592 

U.S. civilian space policy : hearings before 
the Subcommittee on Science, Technol- 
ogy, and Space of the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... January 25, 31, and 
February 1, 1979., 79-21471 

U.S. Coast Guard appropriation authoriza- 
tion : [an act to authorize appropriations 
for the Coast Guard for fiscal years 1980 
and 1981, and for other purposes}., 79- 
16014 

U.S. Coast Guard flight safety bulletin., 
79-1576 

U.S. Coast Guard radio frequency plan, 
79-23175 

U.S. Coast Guard telecommuications bulle- 
tin, 79-1577 

U.S. Commission on Civil Rights authoriza- 
tion extension : hearings before the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, second session, on H.R. 
10831 ..., 79-14441 

U.S. Commission on Civil Rights fiscal year 
1980 authorization : report together with 
additional views to accompany S. 721., 
79-19062 

U.S. Court of Claims reports., 
79-8289, 79-15520 

U.S. Court of Customs and Patent Appeals 
reports, 79-14012 

U.S. Court of Customs and Patent Appeals 
reports and U.S. Customs Court reports., 
79-4165 

U.S. cropland rental practices /, 79-12655 

U.S. Customs guide for private flyers /, 
79-12122 

U.S. decennial life tables. Some trends and 
comparisons of United States life-table 
data., 79-4365 
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U.S. defense : our state of readiness /, 79- 
8415 

U.S. Department of Commerce proposed 
legislative program, 95th Congress, first 
session., 79-1799 

U.S. Department of Energy budget to Con- 
gress. Budget highlights., 79-7701, 79- 
9769 

The U.S. Department of Energy guide to 
selected metric (SI) units and symbols /, 
79-2324 

U.S. Department of Labor program high- 
lights., 79-1296 

U.S. Department of State indexes of living 
costs abroad and quarters allowances., 
79-1315 

U.S. Department of Transportation annual 
report., 79-14193 

U.S. Department of Transportation, Federal 
Highway Administration management 
seminar /, 79-17215 

U.S. development assistance to the Sahel— 
progress and problems : report to the 
Congress /, 79-13562 

U.S directory of environmental sources /, 
79-11401 

U.S. energy policy, which direction? 
grades 11 and 12 /, 79-22386 

U.S. energy policy, which direction? 
grades 11-12 /, 79-14860 

U.S. export control policy and extension of 
the Export administration act : hearings 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion., 79-15860, 79-17445 

U.S. export of banned products : hearings 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, July 11, 12, and 13, 1978., 
79-8905 

U.S. export policy : a report /, 79-12323 

U.S. export sales., 79-66 

U.S. exports. Domestic merchandise, SIC- 
based products by world areas., 79-3570 

U.S. exports. Schedule B commodity 
groupings, schedule B commodity by 
country., 79-262 

U.S. exports commodity classifications con- 
cordance, 79-5536 

U.S. exports SIC-based products, 79-3570 

U.S. fed-beef production costs, 1976-77, and 
industry structure /, 79-14639 

U.S. Fish and Wildlife Service‘ mammalian 
predator damage management for live- 
stock protection in the western United 
States /, 79-16908 

U.S. Fish and Wildlife Service‘s mammalian 
predator damage management for live- 
stock protection in the western United 
States /, 79-10035 

U.S. food expenditures, 1954-78 : new meas- 
ures at point of sale and by type of pur- 
chaser /, 79-19097 

U.S. foreign agricultural trade statistical 
report, calendar year, 79-145 
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U.S. foreign agricultural trade statistical 
report, fiscal year, 79-145 

U.S. foreign assistance and Peace Corps ac- 
tivities : report of a Staff Study Mission 
to Indonesia, Bangladesh, and Nepal, No- 
vember 16 to December 6, 1978, to the 
Committee on Foreign Affairs, U.S. 
House of Representatives /, 79-18913 

U.S. foreign relations and multinational cor- 
porations what‘s the connection? 
report to the Congress /, 79-2450 

U.S. foreign trade : concordance of statisti- 
cal classifications of commodities import- 
ed into the United States., 79-16162 

U.S. foreign trade: airborne exports and 
general imports, 79-267, 79-14733 

U.S. foreign trade: bunker fuels, 79-264, 
79-16168 

U.S. foreign trade: export, commodity by 
country, 79-262 

U.S. foreign trade: exports, SIC-based prod- 
ucts, 79-3570 

U.S. foreign trade: general imports, com- 
modity by world area, 79-3567 

U.S. foreign trade: general imports, world 
area by commodity groupings, 79-3568 

U.S. foreign trade: highlights of exports and 
imports, 79-268 

U.S. foreign trade: imports, commodity by 
country, 79-261 

U.S. foreign trade; vessel entrances and 
clearances, 79-3571, 79-19457 

U.S. foreign trade. Waterborne exports and 
general imports, 79-22113 

U.S. general aviation, 79-12167 

U.S. general imports. Schedule A. Com- 
modity by country., 79-261 

U.S. general imports. Schedule A, commod- 
ity groupings by world area., 79-3567 

U.S. general imports. World area by com- 
modity groupings., 79-3568 

U.S. Government correspondence manual, 
1977., 79-20243 

U.S. Government Printing Office Publica- 
tions., 79-20215 

U.S. Great Lakes ports, 79-1593 

U.S. Great Lakes ports; statistics for over- 
seas and Canadian waterborne com- 
merce., 79-1593 

U.S. housing developments for the elderly 
or handicapped /, 79-16804 

U.S. immigration law and policy, 1952-1979 
:areport /, 79-15901 

U.S. imports. Consumption and general, 
SIC-based products by world areas., 79- 
3569 

U.S. imports for consumption and general 
imports, 79-5555 

U.S. imports for consumption and general 
imports. TSUSA commodity by country 
of origin., 79-5555 

U.S. imports for consumption & general im- 
ports; SIC-based product classification by 
area, 79-3569 

U.S. imports SIC-based products, 

U.S. industrial outlook., 79-9510 
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U.S. industrial R&D spending aboard, 79- 
14105 

U.S. industry participation in construction 
of Alaskan natural gas pipeline : hearing 
before the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ... April 24, 1978., 79-10508 

U.S. international air freight traffic., 
3635, 79-3681 

U.S. International Trade Commission au- 
thorization for fiscal year 1979 and ap- 
proval of subcommittee report on matters 
under its jurisdiction relative to the 
March 15 report to the Committee on the 
Budget : hearing before the Subcommit- 
tee on Trade of the Committee on Ways 
and Means, House of Representatives, 
Ninety-fifth Congress, second session, 
February 21, 1978., 79-15921 

U.S. international trade document standard- 
ization : use of aligned forms in export 
and import trade /, 79-14197 

U.S. Marines in Vietnam : the landing and 
the buildup, 1965 /, 79-12971 

U.S. marshals‘ transportation expenses act : 
report to accompany S. 2411., 79-6858 

U.S. merchant marine data sheet., 79-321 

U.S. military equipment prepositioned in 
Europe—significant improvements made 
but some problems remain : report /, 
79-7845 

U.S. Mission to the United Nations., 
17127 

U.S. motor tankship Sealift China Sea ram- 
ming of the Italian motor cargo vessel 
Lorenzo D‘Amico, Los Angeles Harbor, 
California, January 15, 1978., 79-23091 

U.S. munitions export controls need im- 
provement : report to the Congress /, 
79-15108 

U.S. naval forces : the peacetime presence 
mission /, 79-9175 

U.S. Navy manual of the medical depart- 
ment /, 79-7512, 79-7513 

U.S. Navy medicine., 79-738 

U.S. Nuclear Regulatory Commission func- 
tional organization charts., 79-18858 

U.S. Nuclear Regulatory Commission publi- 
cations., 79-1683 

U.S. ocean policy in the 1970s : status and 
issues., 79-1801 

U.S. ocean policy in the 1970s : status and 
issues : policy overview., 79-1800 

The U.S. Office of Education models to 
evaluate E.S.E.A. Title I : experiences 
after one year of use /, 79-2491 

U.S. Office of Education programs assisting 
Hispanic Americans, 79-9908 

U.S. parliamentary exchange program with 
Japan : report to accompany S.J. Res. 
111., 79-3386 

U.S. participation in multilateral develop- 
ment institutions : hearings before the 
Subcommittee on International Develop- 
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ment Institutions and Finance of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-8800 

U.S. participation in parliamentary confer- 
ence with Japan : hearing before the Sub- 
committee on East Asian and Pacific Af- 
fairs of the Committee on Foreign Rela- 
tions, United States Senate, Ninety-fifth 
Congress, second session, on S.J. Res. III 
... August 11, 1978., 79-3069 

U.S. participation in the multilateral devel- 
opment banks /, 79-18922 

U.S. participation in the UN; report by the 
President to the Congress., 79-8398 

U.S. participation in the United Nations and 
U.N. reform : hearing before the Sub- 
committee on International Organizations 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session., 79-21536 

U.S. policy in Asia : changing perspectives 
/, 79-8406 

U.S. policy in Southern Africa /, 79-8400 

U.S. policy toward China : July 15, 1971- 
January 15, 1979., 79-20959 

U.S. policy toward Eastern Europe : hear- 
ings before the Subcommittee on Europe 
and the Middle East of the Committee on 
International Relations, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, September 7 and 12, 1978., 79- 
10525 

U.S. policy toward Iran, January 1979 : 
hearing before the Subcommittee on 
Europe and the Middle East of the Com- 
mittee on Foreign Affairs, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, January 17, 1979., 79-14408 

U.S. policy toward Uganda : hearing before 
the Subcommittee on Africa of the Com- 
mittee on Foreign Affairs, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, April 26, 1979., 79-21535 

U.S. position on international fisheries 
policy : statement /, 79-20985 

U.S. production of fish fillets and steaks; 
annual summary., 79-7312 

U.S. proposal for Sahel development 
speech /, 79-8425 

U.S. refining capacity how much is 
enough? : report to the Congress /, 79- 
11513 

U.S. responsibilities in a changing world 
economy : statement /, 79-8428 

U.S. security relationship with the Republic 
of Korea /, 79-8420 

U.S. service industries in world markets : 
current problems and future policy devel- 
opment., 79-12662 

U.S. statistics on international technology 
transfer, need for additional measures : 
report by the Comptroller General of the 
United States., 79-2437 

U.S. sugar and sweetener policy : hearings 
before the Committee on Agriculture, 


Do not order from index; see indicated entry 





House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 2172 and 
similar bills, February 27, March 1, and 
6, 1979., 79-15830 

U.S. tankship SS Marine Floridian collision 
with Benjamin Harrison Memorial 
Bridge, Hopewell, Virginia, February 24, 
1977., 79-15637 

U.S. Tax Court, judges* retirement pay : [an 
act to amend section 7447 of the Internal 
Revenue Code of 1954 with respect to 
the revocation of an election to receive 
retired pay as a judge of the Tax Courtf., 
79-7005 

U.S. trade policy and the Tokyo Round of 
multilateral trade negotiations /, 79- 
14484 

U.S. trade status with Communist coun- 
tries., 79-523 

U.S. trade status with socialist countries, 
79-523 

U.S. trade with Puerto Rico and U.S. pos- 
sessions., 79-263, 79-19456 

U.S. troop withdrawal from the Republic of 
Korea : a report to the Committee on 
Foreign Relations, United States Senate / 
, 79-8899 

U.S. Virgin Islands : 1976 patterns of for- 
eign travel in the United States. 79- 
12745 

U.S. waterborne exports and general im- 
ports, 79-22113 

U.S. waterborne exports and general im- 
ports. Trade area, district, port, type 
service, and U.S. flag., 79-266, 79- 
22113 

U.S. wheat industry /, 79-19098 

The U.S. wine market /, 79-7165 

Uganda : post report., 79-2850 

Uganda, the human rights situation : hear- 
ings before the Subcommittee on Foreign 
Economic Policy of the Committee on 
Foreign Relations, United States Senate, 
Ninety-fifth Congress, second session ... 
June 15, 21, 26, 1978., 79-8900 

Uinta County, Wyoming, unincorporated 
areas., 79-2627 

Ultrasonic flaw detection and characteriza- 
tion in structural materials by spectral 
analysis /, 79-14973 

The ultrasonic inspection of cast explosive 
billets /, 79-7496 

Umberto Ruffolo : report to accompany 
H.R. 1420., 79-5336 

UMTTA abstract., 79-1594 

UN decade for women, 
17129 

An unclassified version of a classified report 
entitled *"The Navy’‘s strategic communi- 
cations systems—need for 
attention and decisionmaking : 
79-15122 

Unconformities, correlation, and nomencla- 
ture of some Triassic and Jurassic rocks, 
western interior United States. 79- 
11813, 79-16917 
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Unconventional viruses causing the spongiform virus encephalopathies : a fruitless 


Unconventional viruses causing the spongi- 
form virus encephalopathies : a fruitless 
search for the coat and core /, 79-16709 

UNCTAD IV : expanding cooperation for 
global economic development : speech /, 
79-8424 

Undergraduate pilot training : visual dis- 
crimination pretraining for landing task /, 
79-12987 

Underground coal gasification., 79-22493 

Underground gasification for steeply dip- 
ping coal beds : Phase 1 report : feasibil- 
ity study and program plan, Septgember 
30, 1977-February 28, 1978 /, 79-13316 

Underground storage of natural gas by in- 
terstate pipeline companies., 79-13398, 
79-15020 

Undergrouund coal conversion : program 
description /, 79-16401 

Understanding classification., 79-11121 

Understanding neurotic disorder /, 79- 
13748 

Understanding the employment of actors : a 
condensation of a report /, 79-10193 

Understanding your cooperatives /, 79- 
12657, 79-19190 

Underutilizaton of small business in the 
nation‘s effects to encourage industrial in- 
novation : a report of the Subcommittee 
on Antitrust, Consumers and Employ- 
ment of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
fifth Congress, second session., 79-10618 

Undocumented workers : implications for 
U.S. policy in the Western Hemisphere : 
hearings before the Subcommittee on 
Inter-American Affairs of the Committee 
on International Relations, House of Rep- 
resentatives,  Ninety-fifth Congress, 
second session ..., 79-6704 

Undue lead absorption and lead poisoning 
in children — an overview /, 79-20411 

Unemployment and crime : hearings before 
the Subcommittee on Crime of the Com- 
mittee on the Judiciary, House of Repre- 
sentatives, Ninety-fifth Congress, first and 
second session ..., 79-5121 

Unemployment compensation cost equaliza- 
tion : hearings before the Subcommittee 
on Public Assistance and Unemployment 
Compensation of the Committee on Ways 
and Means, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 8291 ... and title I and III of H.R. 
8453 ... August 10 and 11, 1978, 79- 
5161 

Unemployment insurance : how it works 
for you /, 79-17046 

Unemployment insurance claims., 

Unemployment 
1331 

Unemployment statistics in the United 
States and the Republic of Germany : 
problems of international comparisons /, 
79-23231 

The unenforced law : Title IX activity by 
Federal agencies other than HEW : 
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report of the National Advisory Council 
on Women‘s Educational Programs /, 
79-21275 

Unfair trade practices : addendum to rec- 
ommendations submitted by interested in- 
dividuals and organizations on amend- 
ments in U.S. laws to provide relief from 
unfair trade practices /, 79-14473 

Unfair trade practices : recommendations 
submitted by interested individuals and 
organizations on amendments in U.S. 
laws to provide relief from unfair trade 
practices /, 79-6746 

A unified treatment of edge-guided waves / 

79-11062 

Uniform crime reports., 79-1273 

Uniform crime reports for the United 
States, 79-1273, 79-4592 

Uniform Law Commissioners‘ model sen- 
tencing and corrections act /, 79-20831 

Uniform methods and rules : bovine tuber- 
culosis eradication., 79-16141 

Uniform plan : basic plus major coverage 
benefits., 79-3703 

Uniform system of accounts and reports for 
certified air carriers in accordance with 
section 407 of the Federal aviation act., 
79-312, 79-10827, 79-22249 

Uniform system of accounts prescribed for 
electric borrowers of the Rural Electrifi- 
cation Administration., 79-16137 

Uniform system of accounts prescribed for 
natural gas companies, 79-871 

Uniform system of accounts prescribed for 
natural gas companies; subject to the pro- 
visions of the Natural Gas Act., 79-871, 
79-13483 

Uniform system of accounts prescribed for 
public utilities and licensees, 79-872 

Uniform system of accounts prescribed for 
public utilities and licensees; subject to 
the provisions of the Federal Power Act., 
79-872 

Uniform system of accounts prescribed for 
public utilities and licensees subject to the 
provisions of the Federal Power Act., 
79-13484 

Uniformed Services University of the 
Health Sciences., 79-21416, 79-21417 

The Union City, Oklahoma, tornado of 24 
May, 1973 /, 79-1836 

Union conventions, 79-20880 

Union List of Serials, 79-1339 

Union of Soviet Socialist Republics, 
4709 

Union recognition in the Federal govern- 
ment., 79-17100 

Union Station improvement act of 1978 : 
hearing before the Subcommittee on Sur- 
face Transportation, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 2995 ... June 8, 1978., 79- 
5044 

Union Station, Nashville, Tenn. : hearing 
before the Committee on Environment 
and Public Works, United States Senate, 


79- 
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Ninety-fifth Congress, 
June 21, 1978., 79-3118 

Union wages and hours. Building trades., 
79-11893 

Union wages and hours. Printing trades., 
79-18602 

Union wages and hours: local truckdrivers 
and helpers., 79-11895 

Union wages and hours. Printing industry, 
79-18602 

Unique analysis of test 500., 79-19638 

Unique helium resources are wasting : a 
new conservation policy is needed 
report to the Congress /, 79-13517 

Unit and organization supplyman /, 79- 
12885 

Unit level procedures., 79-3816 

United Airlines, inc., McDonnell-Douglas, 
DC-8-61, N8082U, Portland, Oregon, De- 
cember 28, 1978., 79-15630 

United Arab Emirates : post report., 
10249 

United Kingdom : post report., 

United Nations, 79-4707 

United Nations Conference on Science and 
Technology for Development : a back- 
ground paper /, 79-18914 

United Nations finances : hearing before the 
Subcommittees on International Oper- 
ations and on International Organizations 
of the Committee on Foreign Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session, June 27, 1979., 
79-21537 

United Nations special session on disarma- 
ment : a forum for international participa- 
tion : report /, 79-20176 

United Soviet Socialist Republics interrup- 
tion of United States mail : a report /, 
79-9073 

United States Air Force history., 79-17878 

United States Air Force JAG law review, 
79-779 

United States Air Force manuals., 79-7873 

United States, Alaska, including the Aleu- 
tian Islands, 79-10845 

The United States and Africa : guide to 
U.S. official documents and government- 
sponsored publications on Africa, 1785- 
1975 /, 79-2686 

The United States and international energy 
issues : report to the Congress /, 79- 
7828 

The United States and Mexico /, 79-20970 

United States-Angolan relations : hearing 
before the Subcommittee on Africa of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, May 25, 1978., 
79-6695 

United States arms sale policy and recent 
sales to Europe and the Middle East : 
hearing before the Subcommittee on 
Europe and the Middle East of the Com- 
mittee on International Relations, House 
of Representatives, Ninety-fifth Congress, 


second session, 


79- 


79-2851 
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second session, October 5, 
9003 

United States Army aviation digest., 
702 

The United States Army Field Band and 
Soldiers‘ Chorus, Washington, D.C., 79- 
9557 

United States Army Reserve officers per- 
sonnel development and utilization., 79- 
2054 


1978., 79- 


79- 


United States Attorneys‘ Offices statistical 
report., 79-11864, 79-11865 

The United States budget in brief., 
8387 

United States/Canada electricity exchanges 
/, 79-13405 

United States civil notice to airmen 
(NOTAM) system handbook., 79-17249 

United States civilian space programs : an 
overview : report /, 79-9108 

United States coal production and utiliza- 
tion : oversight hearings before the Sub- 
committee on Mines and Mining of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, Ninety- 
fifth Congress, second session ... May 16 
and 18, and July 27, 1978., 79-12384 

The United States Coast Guard Auxiliary : 
national safe boating week guide., 79- 
4904 

United States Coast Guard publications., 
79-7885 

United States coast pilot. Atlantic coast. 
Section A. St. Croix River to Cape Cod, 
79-7315 

United States coast pilot, Atlantic coast, 
section B, Cape Cod to Sandy Hook, 
79-9505 

United States coast pilot. Atlantic coast. 
Section C. Sandy Hook to Cape Henry, 
79-19590 

United States coast pilot, Gulf coast, Puerto 
Rico, and Virgin Islands, 79-16259 

United States coast pilot 1. Atlantic coast. 
Eastport to Cape Cod., 79-7315 

United States coast pilot 2. Atlantic coast, 
Cape Cod to Sandy Hook., 79-9505 

United States coast pilot 3. Atlantic coast. 
Sandy Hook to Cape Henry., 79-19590 

United States coast pilot 4. Atlantic coast, 
Cape Henry to Key West., 79-16258 

United States coast pilot 4. Atlantic coast, 
Cape Henry to Key West, 79-16258 

United States coast pilot 5: Atlantic coast, 
Gulf of Mexico, Puerto Rico, and Virgin 
Islands., 79-16259 

United States coast pilot 6: Great Lakes, 
Lakes Ontario, Erie, Huron, Michigan, 
and Superior and St. Lawrence River., 
79-10850 

United States coast pilot 7. Pacific Coast. 
California, Oregon, Washington, and 
Hawaii., 79-16260 

United States coast pilot 7: Pacific coast. 
California, Oregon, Washington, and 
Hawaii, 79-16260 


79- 





U.S. Marshals Service then ... and now / 


United States coast pilot 8. Pacific coast, 
Alaska. Dixon entrance to Cape Spencer., 
79-5582 

United States coast pilot 8. Pacific coast, 
Alaska. Dixon entrance to Cape Spencer, 
79-5582 

United States coast pilot 9. Pacific and 
Arctic coasts, Alaska, Cape Spencer to 
Beaufort Sea., 79-5583, 79-7316 

United States coast pilot 9. Pacific and 
Arctic coasts Alaska. Cape Spencer to 
Beaufort Sea, 79-7316 

United States code., 79-4944, 79-4945, 
79-6524, 79-8632, 79-10319, 79-10320, 
79-18817 

United States Code. 
18817 

United States code : Title 14., 79-4902 

United States code [erratat., 79-10321 

United States Code. Title 5: Government 
organization and employees, 79-9072 

United States Code, 1976., 79-7879, 79- 
16628 

United States collective defense arrange- 
ments., 79-20966 

The United States Commission on Civil 
Rights., 79-19615 

United States contributions to international 
organizations., 79-15583 

United States conventions and trade shows, 
79-5622 

United States cotton quality report for gin- 
nings., 79-78 

United States court directory., 
79-17004 

United States courts design guide., 
15200 

United States Customs Court reports; cases 
adjudged in the United States Customs 
Court., 79-4610, 79-15521 

United States Customs hints for visitors 
(nonresidents), 79-17194 

The United States Department of Com- 
merce publications catalog & index., 79- 
10764 

The United States Department of Com- 
merce serving the nation., 79-3519 

United States Department of Commerce 
telephone directory., 79-540 

United States Department of Justice func- 
tion and organization., 79-4586 

United States Department of Labor annual 
report., 79-4614, 79-17006 

The United States Department of the Interi- 
or : America‘s guardian of natural re- 
sources., 79-13877 

United States Department of the Interior 
conservation yearbook series, 79-11788 

United States District Courts sentences im- 
posed chart., 79-18590 

United States earthquakes., 
19583 

United States embargo of trade with South 
Vietnam and Cambodia : hearing before 
the Subcommittee on International Trade 
and Commerce of the Committee on In- 
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Supplement., 79- 


79-17003, 


79- 


79-5640, 79- 





ternational Relations, House of Repre- 
sentatives, Ninety-fourth Congress, first 
session, June 4, 1975., 79-17509 

United States Embassy operations—Rio de 
Janeiro : hearing before a subcommittee 
of the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
fifth Congress, second session, April 1, 
1978., 79-3072 

United States exports of aluminum, by 
product and country., 79-10852 

United States foreign policy objectives and 
Overseas military installations /, 79- 
18920 

United States foreign trade : schedule D, 
classification of U.S. Custom Districts 
and ports for U.S. foreign trade statistics., 
79-1840 

United States foreign trade annual, 79- 
19593 

United States foreign trade; export and 
import merchandise trade, 79-265 

United States foreign trade; waterborne ex- 
ports and general imports, 79-266 

United States Geological Survey Alaska 
program, 79-4483 

United States Geological Survey annual 
report, 79-18515 

The United States Geological Survey in 
Alaska: accomplishments., 79-4483 

United States Geological Survey yearbook., 
79-18515 

United States Government flight informa- 
tion publication, 79-668, 79-669, 79- 
670 

United States Government manual., 79- 
16662 

United States Government 
manual, 79-16662 

United States government publications, a 
monthly catalog, 79-932 

United States, Great Lakes and adjacent 
waterways, 79-10846 

United States Great Lakes pilot, 79-10850 

United States immigration laws : general 
information., 79-4598, 79-22934 

United States import duties, 79-1522 

The United States, India, and South Asia : 
interests, trends, and issues for congres- 
sional concern /, 79-6703 

United States Indian Claims Commission, 
August 13, 1946, September 30, 1978 : 
final report., 79-23239 

United States intelligence activities., 
13595 

United States-Japan security relationship : 
the key to East Asian security and stabil- 
ity : report of the Pacific Study Group to 
the Committee on Armed Services, 
United States Senate, March 22, 1979., 
79-14369 

The United States magnetic fusion energy 
program /, 79-3890 

United States Marshals Service then ... and 
now /, 79-13988 


organization 


79- 
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U.S. Military Academy Preparatory School. 


United States Military Academy Preparato- 
ry School., 79-5752 

United States military posture., 79-14772 

United States Naval Academy catalog, 79- 
16390 

United States naval history., 79-4200 

United States Nuclear Regulatory Commis- 
sion rules and regulations., 79-1674, 
79-17351 

United States Nuclear Regulatory Commis- 
sion staff practice and procedure digest., 
79-1684 

United States oceanborne foreign trade 
routes., 79-5618 

United States of America AIP, aeronautical 
information publication., 79-12200 

United States of America before Federal 
Trade Commission., 79-13492 

United States of America [6 3/4 percentt 
Treasury notes of June 30, 1981 series J- 
1981 : dated and bearing interest from 
June 3, 1977 : due June 30, 1981., 79- 
21101 

United States Pacific coast, including 
Hawaii, Guam and Samoa Islands, 79- 
10844 

The United States Park Police, 1976., 
20776 

United States-Philippine base negotiations : 
staff report to the Subcommittee on For- 
eign Assistance of the Committee on For- 
eign Relations, United States Senate., 
79-21540 

United States policy toward Rhodesia : 
hearing before the Subcommittee on 
Africa of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, first session, June 
8, 1977., 79-6701 

United States policy toward Rhodesia : 
hearings before the Subcommittee on 
Africa of the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session ...., 79-23387 

United States policy toward South Africa : 
hearing before the Subcommittees on 
Africa and on International Organizations 
of the Committee on International Rela- 
tions, House of Representatives, Ninety- 
fifth Congress, second session, January 
31, 1978., 79-5117 

United States population projections for 
OASDHI cost estimates., 79-20298, 
79-20299 

United States postage stamps., 79-2456 

United States postage stamps : an illustrated 
description of all United States postage 
and special service stamps /, 79-14107 

United States private investment in South 
Africa : hearings before the Subcommit- 
tees on Africa and on International Eco- 
nomic Policy and Trade of the Commit- 
tee on International Relations, House of 
Representatives, Ninety-fifth Congress, 
second session ..., 79-9011 

United States Railway Association authori- 
zation for fiscal year 1980 : hearing 
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before the Subcommittee on Transporta- 
tion and Commerce of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 2419 ... Feb- 
ruary 27, 1979., 79-21582 

The United States refining policy in a 
changing world oil environment : report 
to the Congress /, 79-20147 

United States reports, 79-1285, 79-11883, 
79-17001, 79-18588, 79-22957 

United States savings bonds issued and re- 
deemed., 79-1510 

United States Sinai Field Mission : 
report., 79-20993 

United States-South Africa relations : inter- 
nal change in South Africa : hearing 
before the Subcommittee on Africa of the 
Committee on International Relations, 
Ninety-fifth Congress, first session, June 
3, 1977., 79-9010 

United States-Soviet relations, 1978 : hear- 
ings before the Subcommittee on Europe 
and the Middle East of the Committee on 
International Relations, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, August 9; September 19 and 26, 
1978., 79-9013 

United States Space Observance : report to 
accompany H.J. Res. 353., 79-17629 

United States Space Observance : report to 
accompany S.J. Res. 77., 79-17698 

United States standard flight inspection 
manual /, 79-23136, 79-23137, 79- 
23138 

United States standards for grades of 
canned clingstone peaches effective 
June 1, 1978., 79-17761 

United States statutes at large., 79-15197 

United States-Taiwan relations act : report 
together with additional views to accom- 
pany H.R. 2479., 79-12496 

United States Tax Court reports, 
79-11884 

United States tax guide for aliens /, 79- 
17201 

United States trade in merchandise and 
gold and silver with United States terri- 
tories and possessions, except Alaska and 
Hawaii, 79-19456 

United States trade in merchandise in gold 
and silver with United States territories 
and possessions, except Alaska and 
Hawaii, 79-263 

United States trade with Japan, Public lands 
timber export bill (H.R. 7972) : hearings 
before the Subcommittee on International 
Economic Policy and Trade of the Com- 
mittee on International Relations, House 
of Representatives, Ninety-fifth Congress, 
second session, April 4 and 21, 1978., 
79-9005 

United States trade with major trading part- 
ners, 79-9509 

United States trade with major world areas, 
79-3671 


post 


79-4612, 
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United States Travel Service authorization 
for fiscal year 1980 : hearing before the 
Subcommittee on Transportation and 
Commerce of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2795 ... S. 233 ... 
March 15, 1979., 79-21584 

United States treaties and other internation- 
al agreements., 79-2874, 79-4803, 79- 
8495, 79-8496, 79-10256, 79-12103, 
79-15602 

United States women in aviation through 
World WarI/, 79-4812 

Universal plotting facility /, 79-14958 

University/DOE laboratory cooperative 


programs for professional manpower de- 
velopment, faculty and student research 
participation, and other assistance., 
4023 


79- 


University of Washington electrostatic 
scrubber tests at a steel plant, 79-13465 

University research, 79-8542 

Unmasking problems in rural health plan- 
ning /, 79-12659 

Unmet needs and unresolved issues of voca- 
tional-technical education in the United 
States : as reported by State Advisory 
Councils on Vocational Education for 
1973., 79-21379 

Unregulated diesel emissions and their po- 
tential health effects., 79-6493 

Unstable ground in western North Dakota 
/, 7179-20715 

Unsteady two dimensional airloads acting 
on oscillating thin airfoils in subsonic 
ventilated wind tunnels /, 79-2716 

Unusual resistance to ionizing radiation of 
the viruses of kuru, Creutzfeldt-Jakob dis- 
ease, and scrapie /, 79-16701 

Unveiling of a portrait of the Honorable Al 
Ullman, a representative in Congress 
from the Second District of Oregon since 
January 1957 ... : preceedings before the 
Committee on Ways and Means 
August 2, 1978., 79-10612 

Unvented gas space heaters /, 79-12233 

Update., 79-1365 

Update (Washington. 1977), 79-1365 

Update to five-year budget projections : 
fiscal years 1978-1982 /, 79-10605 

Updated analysis of the President's April 5, 
1979 crude oil pricing plan /, 79-17499 

Updated design equation for swelling of 
20% CW AISI 316 SS /, 79-9736 

Updated project conserve audit system /, 
79-9741 

Updating the Kalman filter in terms of cor- 
relation coefficients and standard devi- 
ations /, 79-11092 

Upgrading of coal liquids /, 79-17981 

Upholstered household furniture, SIC 2512., 
79-19277 

Upper Cenozoic deposits of the central Del- 
marva Peninsula, Maryland and Dela- 
ware /, 79-16919 





January — December 1979 The US Army Signal School apprenticeship program for the trade of electronics 


Upper Cenozoic sediments of the lower 
Delaware Valley and the northern Del- 
marva Peninsula, New Jersey, Pennsylva- 
nia, Delaware, and Maryland /, 79- 
16922 

Upper Chattahoochee River above Lake 
Sidney Lanier, Georgia, special flood 
hazard information report., 79-7453 

Upper gastrointestinal tumors., 79-1083 

Upper Gila - San Simon grazing environ- 
mental statement, final., 79-2636 

Upper Pointe Coupee Loop Area and 
Public Law 566 Johnson Bayou water- 
shed project, Pointe Coupee Parish, Lou- 
isiana /, 79-9585 

Upper Volta, 79-14153 

Upper Volta : post report., 79-10250 

Uranium enrichment, 79-7703 

Uranium enrichment : alternatives for meet- 
ing the nation’s needs and their implica- 
tions for the Federal budget., 79-9176 

Uranium lode mining claims on federal 
lands : report together with separate 
views /, 79-6685 

Uranium mill site restoration act and Resid- 
ual radioactive materials act : hearings 
before the Subcommittee on Energy Pro- 
duction and Supply of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 3008 ... S. 3078 ... S. 
3253 ... July 24 and 25, 1978. 79-8861 

Uranium mill tailings control : hearings 


before the Subcommittee on Energy and 
the Environment of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-fifth Congress, 


second session ..., 79-3098 

Uranium mill tailings control act of 1978 : 
hearings before the Subcommittee on 
Energy and Power of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session ... June 19, 20, and August 
2, 1978., 79-10515 

Uranium mill tailings radiation control act 
of 1978., 79-3225 

Uranium mining, milling, and conversion, 
79-22495 

Uranium-radium-vanadium ores, SIC 1094., 
79-22134 

Uranium supply and demand : hearing 
before the Subcommittee on Energy Re- 
search and Production of the Committee 
on Science and Technology, U.S. House 
of Representatives, Ninety-sixth Con- 
gress, first session, May 31, 1979., 79- 
21641 

Urban & regional technology & develop- 
ment., 79-333 

Urban CATV distribution plant : current 
cost and technology /, 79-19200 

Urban CETA-based guidance services /, 
79-13620 

Urban crime policy : hearing before the 
Subcommittee on Economic Growth and 
Stabilization of the Joint Economic Com- 





mittee, Congress of the United States, 
Ninety-fifth Congress, second session, 
May 17, 1978., 79-10448 

Urban development action grant., 
18381 

Urban development action grant program, 
annual report., 79-20533 

The Urban grant university act of 1977 : 
hearings before the Subcommittee on 
Postsecondary Education of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-fifth Co: 
second session, on H.R. 7328 ..., 
12341 

Urban homesteading., 79-18380 

Urban Mass Transportation Act of 1964, as 
amended through December 1978, and 
related laws., 79-21217 

Urban noise survey methodology /, 79- 
6100 

Urban park and recreation recovery act : 
hearings before the Subcommittee on 
Parks and Recreation of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 3163 ... June 
26 and 27, 1978., 79-8869 

Urban policy : hearings before the Subcom- 
mittee on Housing and Community De- 
velopment of the Committee on Banking, 
Finance and Urban Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 12858 ... H.R. 
12859 .. H.R. 12893 ... August 8, 9, and 
10, 1978., 79-6619 

Urban policy in America : hearings before 
the Subcommittee on Intergovernmental 
Relations of the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-fifth Congress, second session ..., 
79-8920 

Urban policy initiatives : hearings before 
the Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 3209 ... S. 3210 ... S. 3211 July 11 and 
12, 1978., 79-8809 

Urban recreation : oversight hearing before 
the Subcommittee on National Parks and 
Insular Affairs of the Committee on Inte- 
rior and Insular Affairs, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ... New York, N.Y., August 21, 
1978., 79-10519 

Urban renewal handbook., 
6112 

Urban runoff characteristics /, 79-22569 

Urban runoff control planning /, 79-9846 

Urban-rural insulation correlation study., 
79-17892 

Urban Stormwater Management Workshop 
proceedings, Edison, New Jersey, De- 
cember 1, 1977 /, 79-4083 

Urban technology, 79-333 

Urban traffic control system first generation 
FORTRAN IV overlay software (ex- 
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tended version) : 
79-15672 

Urban transportation planning for goods 
and services : a reference guide /, 79- 


23102 
a bibliography, 


Urban water planning : 
volume 2., 79-4465 

Urgent grain inspection supplemental ap- 
propriations : report to accompany HJ. 
Res. 944., 79-5181 

Urgent supplemental appropriations for the 
Department of Agriculture : report to ac- 
company H. J. Res. 1024., 79-3196, 79- 
3373 

Uruguay : post report., 79-2852 

US and the South Pacific, 79-18729 

The US Army Air Defense School appren- 
ticeship program for the trade of electro- 
mechanical technician (weapons sys- 
tems)., 79-2065 

The US Army Air Defense School appren- 
ticeship program for the trade of elec- 
tronic technician (radar)., 79-2064 

US Army Engineer School correspondence 
course catalog., 79-7424 

The US Army Field Artillery School ap- 
prenticeship program for the trade of sur- 
veyor (artillery)., 79-2062 

US Army Intelligence Center and School 
correspondence course catalog, 79- 
10991 

The US Army Intelligence School appren- 
ticeship program for the trade of elec- 
tronic communication technician. 79- 
2066 

The US Army Missile and Munitions 
Center and School apprenticeship pro- 
gram for the trade of electrical-instru- 
ment repairer., 79-2061 

US Army Signal Center correspondence 
course catalog, 79-10992 

The US Army Signal School apprenticeship 
program for the trade of aircraft electri- 
cal mechanic /, 79-12895 

The US Army Signal School apprenticeship 
program for the trade of automatic equip- 
ment technician /, 79-12896 

The US Army Signal School apprenticeship 
program for the trade of central office 
telephone installer and repairer /, 79- 
12894 

The US Army Signal School apprenticeship 
program for the trade of control room 
technician (radio and television broad- 
casting)., 79-2068 

The US Army Signal School apprenticeship 
program for the trade of electrician, radio 
/, 7179-11001 

The US Army Signal School apprenticeship 
program for the trade of electronic me- 
chanic (radar)., 79-2069 

The US Army Signal School apprenticeship 
program for the trade of electronic tech- 
nician (communication) /, 79-12904 

The US Army Signal School apprenticeship 
program for the trade of electronics me- 
chanic /, 79-11000 


executive summary /, 
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The US Army Signal School apprenticeship 
program for the trade of instrument re- 
pairer (electronic) /, 79-12899 

The US Army Signal School apprenticeship 
program for the trade of line installer- 
repairer., 79-2063 

The US Army Signal School apprenticeship 
program for the trade of office machine 
servicer /, 79-12898 

The US Army Signal School apprenticeship 
program for the trade of photographer, 
motion picture /, 79-12903 

The US Army Signal School apprenticeship 
program for the trade of photographic 
equipment maintenance technician /, 79- 
12902 

The US Army Signal School apprenticeship 
program for the trade of production co- 
ordinator (television and radio broad- 
cast)., 79-2067 

The US Army Signal School apprenticeship 
program for the trade of radio and televi- 
sion repairer /, 79-12897 

The US Army Signal School apprenticeship 
program for the trade of radio communi- 
cations technician /, 79-12893 

The US Army Signal School apprenticeship 
program for the trade of radio mechanic 
/, 79-12901 

The US Army Signal School apprenticeship 
program for the trade of radio operator / 
, 79-10999 

The US Army Signal School apprenticeship 
program for the trade of telegraphic-tele- 
typewriter operator /, 79-12900 

The US Army Transportation School Ap- 
prenticeship Program for the trade of air- 
plane mechanic., 79-3817 

US benefits form the UN system, 

US food aid, 79-17128 

US/USSR rendezvous and docking agree- 
ment., 79-20913 

USA CRREL benchnotes., 79-715 

USA: economics, politics, ideology., 
1654, 79-4968, 79-17343 

USA statistics in brief; a Statistical abstract 
supplement., 79-7230 

USA statistics in brief; a statistical abstract 
supplement, 79-7229 

USCG group control and communications 
system study /, 79-21205 

USCG register, 79-23179 

USDA., 79-1 

USDA grade standards for food and farm 
products., 79-19085 

USDA inspection of foreign meat process- 
ing plants : hearing before the Subcom- 
mittee on Agricultural Research and 
General Legislation of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2343 ... July 
27, 1978., 79-8763 

USDA telephone directory., 
21857 

USDA‘S Food Safety and Quality Service, 
79-12643 
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USDA‘s report to consumers, 79-185 

USDA‘s role in the rural clean water pro- 
gram : remarks /, 79-16073 

Use and interpretation of strong-motion rec- 
ords from highway bridges /, 79-10300 

Use characteristics of the Great Gulf Wil- 
derness /, 79-10694 

Use it again Sam : a guide for Federal 
office-paper recycling., 79-7727 

The use of antiepileptic drugs /, 79-15238 

The use of economic data in collective bar- 
gaining : report /, 79-14014 

Use of electrostatically charged fog for 
control of fugitive dust emissions /, 79- 
13448 

Use of escalation clauses for operating costs 
on all GSA leases : report /, 79-7843 

Use of evaluative data by vocational educa- 
tors /, 79-18236 

The use of evaporation to treat radioactive 
liquids in light-water-cooled nuclear reac- 
tor power plant /, 79-17359 

The use of existing and modified land use 
instruments to achieve environmental 
quality., 79-13410 

Use of export controls and export credits 
for foreign policy purposes : hearings 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ... October 10 and 11, 1978., 79- 
8805 

The use of filtration to treat radioactive liq- 
uids in light-water-cooled nuclear reactor 
power plants /, 79-17387 

Use of gas diffusion membrane electodes to 
investigate coordination species in the 
sulfur dioxide system /, 79-6191 

The use of halons as fire suppressants : a 
literature survey /, 79-11064 

Use of human cadavers in automobile crash 
testing : hearing before the Subcommittee 
on Oversight and Investigations of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
August 4, 1978., 79-6690 

Use of mixtures as working fluids in ocean 
thermal energy conversion cycles : Phase 
II /, 79-13289 

Use of physical and psychiatric examina- 
tions to determine fitness for duty : hear- 
ing before the Subcommittee on Compen- 
sation and Employee Benefits of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-fifth Congress, second session, 
February 28, 1978., 79-9074 

The use of population data in Federal assist- 
ance programs /, 79-9071 

The use of radar for studies of clouds /, 
79-10837 

Use of small otter trawls in coastal biologi- 
cal surveys /, 79-7743 

Use of solar energy to heat anaerobic di- 
gesters : part I, technical and economic 
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feasibility study : part II, economic feasi- 
bility throughout the United States /, 
79-2346 

Use of strain-range partitioning for predict- 
ing time-dependent, _ strain-controlled 
cyclic lifetimes of uniaxial spcimens of 2 
1/4 Cr-1 Mo steel, type 316 stainless 
steel, and hastelloy X /, 79-19920 

Use of the Military Aircraft Storage and 
Disposition Center could be improved : 
Departments of Defense, Army, Air 
Force, Navy : report /, 79-2448 

Used oil re-refining : hearing before the 
Subcommittee on Advanced Energy 
Technologies and Energy Conservation 
Research, Development, and Demonstra- 
tion of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, first session, 
December 12, 1977., 79-6730 

User guide for the enhanced hydrodynami- 
cal-numerical model /, 79-7740 

User guidelines for reduced visibility guid- 
ance system design., 79-17220 

User guidelines for reduced visibility system 
design /, 79-15675 

User manual for the Q-5485, 1.O-nsec fast 
preamplifier and Q-5487, 1.0-nsec fast am- 
plifier /, 79-7653 

User-oriented materials 
23186 

User‘s guide and description of the pertur- 
bation code modules DGRAD and 
TPERT /, 79-14959 

User's guide and program maintenance 
manual for the extendable computer 
system simulator, version 15, instrumenta- 
tion package /, 79-7493 

User‘s guide for identifying automatic data 
processing equipment (ADPE) require- 
ments., 79-2050, 79-2051 

User's guide for RAM /, 79-2329, 79- 
4066 


for UTPS., 79- 


User‘s guide for SFTRAN/360 /, 79-2739 

A user‘s guide to designing and mounting 
lenses and mirrors /, 79-4004 

Users guide to NCJRS services., 79-14000 

A user‘s guide to the CALVEC software 
library : a computer program for emula- 
tion of CALCOMP graphics on a Versa- 
tec printer/plotter /, 79-14977, 79- 
19909 

User‘s guide to the monthly performance 
report of the National solar data pro- 
gram., 79-9757 

Users‘ instructions for the NASA/MSFC 
Cloud-Rise Preprocessor Program - Ver- 
sion 6, and the NASA/MSFC Multilayer 
Diffusion Program - Version 6 : (research 
version for Univac 1108 System) /, 79- 
6302 

User‘s manual, FHWA level 2 highway 
traffic noise prediction model, stamina 1.0 
/, 7179-21140 

User‘s manual for a creep-test data base /, 
79-18037 
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A user‘’s manual for the BNW-IT optimiz- 
ation code for dry/wet-cooled power 
plants /, 79-13298 

User‘s manual for the Livermore economic 
modeling system /, 79-22485 

User‘s manual for TRNSM 2 /, 79-21351 

Uses of national economic models by Fed- 
eral agencies : report /, 79-15118 

Uses of state administered Federal educa- 
tion funds; annual report of the U.S. 
Commissioner of Education to the Senate 
Committee on Human Resources, House 
Committee on Education and Labor., 
79-4253 

USGS, 79-18515 

Usher Transport, Inc., tractor-cargo-tank- 
semitrailer overturn and fire, State Route 
11., 79-14211 

Using a TEM cell for EMC measurements 
of electronic equipment /, 79-19556 

Using biofeedback with the elderly /, 79- 
16738 

Using civilian personnel for military admin- 
istrative and support positions, can more 
be done? : report /, 79-2424 

Using pheromone traps to detect and evalu- 
ate populations of the gypsy moth., 79- 
21854 

Using photography for recreation research 
/, 7179-10702 

Using volunteers in your agency /, 79- 
15309 

Using volunteers in your social agency : 
session outline cards /, 79-8110 

Using zinc cathodes for zinc electrowinning 
/, 7179-18529 

USPHS/NIOSH membrane filter method 
for evaluating airborne asbestos fibers /, 
79-18306 

USPS stamp poster., 79-1433 

USRR scientific abstracts. Materials science 
and metallurgy, 79-8688, 79-17346 

USSR : Ministry of Foreign Trade., 
17114 

USSR and Eastern Europe scientific ab- 
stracts. Biomedical and behavioral sci- 
ences., 79-1664, 79-4969, 79-17344 

USSR and Eastern Europe scientific ab- 
stracts. Chemistry., 79-1665, 79-17345 

USSR and Eastern Europe scientific ab- 
stracts. Cybernetics, computers, and auto- 
mation technology., 79-1666, 79-8686, 
79-23264 

USSR and Eastern Europe scientific ab- 
stracts. Electronics and electrical engi- 
neering., 79-1667, 79-8687, 79-23265 

USSR and Eastern Europe scientific ab- 
stracts. Engineering and equipment., 79- 
1655, 79-2971, 79-23266 

USSR and Eastern Europe scientific ab- 
stracts. Geophysics, astronomy, and 
space., 79-1668, 79-2972, 79-12254, 
79-18856, 79-23267 

USSR and Eastern Europe scientific ab- 
stracts. Materials science and metallurgy., 
79-1669, 79-8688, 79-17346 
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USSR and Eastern Europe scientific ab- 
stracts. Physics., 79-1633, 79-17347 
USSR and Eastern Europe scientific ab- 
stracts. Biomedical sciences, 79-1664, 

79-4969, 79-17344 

USSR and Eastern Europe scientific ab- 
stracts. Physics and mathematics, 79- 
1633, 79-17347, 79-23268 

USSR and Eastern scientific abstracts. 
Physics., 79-23268 

USSR Council of Ministers., 79-14130 

The USSR leadership, party and govern- 
ment., 79-14132 

USSR scientific abstracts. Chemistry, 
1665, 79-17345 

USSR scientific abstracts. Cybernetics, 
computers, and automation technology, 
79-1666, 79-8686 

USSR scientific abstracts. Cybernetics, 
computers,and automation technology, 
79-23264 

USSR scientific abstracts. Electronics and 
electrical engineering, 79-1667, 79- 
8687, 79-23265 

USSR scientific abstracts. Engineering and 
equipment, 79-1655, 79-2971, 79- 
23266 

USSR scientific abstracts. Materials science 
and metallurgy, 79-1669 

USSR, toward a reconciliation of Marxist 
and Western measures of national income 
: a research paper., 79-23024 

Utah : Bureau of Reclamation projects., 
79-22904 

Utah exports., 79-16310 

Utica-Rome, New York, metropolitan area, 
79-4634 

Utility airports - air access to national trans- 
portation., 79-18786 

Utility and use of large-scale mathematical 
models : proceedings of a workshop, held 
at the National Bureau of Standards, 
Gaithersburg, Maryland, April 28-29, 
1977 /, 79-14750, 79-22238 

Utility boiler design/cost comparison : flui- 
dized-bed combustion versus flue gas de- 
sulfurization /, 79-2378 

The utility of peripheral vision to motor 
vehicle drivers /, 79-18812 

Utility sponsored home insulation programs 
/, 79-18017 

Utility usage in small slaughter plants /, 
79-21914 

Utilization and management of alder : pro- 
ceedings of a symposium, held at Ocean 
Shores, Washington, April 25-27, 1977 /, 
79-1771 

The utilization of coal conversion process 
by-products /, 79-14894 

Utilization of fly ash and coal mine refuse 
as a road base material /, 79-22566 

Utilization of short-stay hospitals : annual 
summary of the United States, 1977 /, 
79-18289 

Utilization of short-stay hospitals; annual 
summary for the United States., 79-4360 
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Utilization of short-stay hospitals. Summary 
of non-medical statistics. United States, 
79-4360 

Utilizing the packaged hazardous materials 
regulations : 49 CFR., 79-4907 

The Uyaijah ring structure, Kingdom of 
Saudi Arabia /, 79-11809 
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VA administrative procedure and judicial 
review act : hearings before the Commit- 
tee on Veterans‘ Affairs, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, on S. 364 and related bills ..., 79- 
3134 

VA catalog of recurring publication code 
numbers : your "need-to-know“ require- 
ments., 79-8611, 79-8612 

VA film catalog., 79-6517, 79-8616 

The VA health manpower assistance pro- 
gram : goals, progress, and shortcomings 
: report /, 79-16600 

Vacancy rates and characteristics of hous- 
ing in the United States: annual statistics, 
79-12696 

Vacation travel by Canadians in the United 
States., 79-10830 

Vacuum pumps., 79-2021, 
19786 

Vacuum technology requirements for fly- 
wheel energy storage /, 79-22432 

Vacuum transfer system increases sugar 
maple sap yield /, 79-1761 

Valencia /, 79-9598 

Validating the conveyance of certain land 
in the State of California by the Southern 
Pacific Transportation Co. : report to ac- 
company H.R. 7971., 79-3147 

Validation and application of the wrecker 
nonlinear finite element program in ana- 
lyzing vehicle side structures /, 79- 
17283 

Validation of a flexible aircraft take-off and 
landing analysis (FATOLA) /, 79-2742 

Validation of an expert estimate technique 
for predicting manpower, maintenance, 
and training requirements for proposed 
Air Force systems /, 79-7547 

Validation of an invariant embedding 
method for Fredholm integral equations / 
» 79-7679 

Validation of ASVAB-2 against civilian vo- 
cational-technical high school criteria /, 
79-12975, 79-12982 

Validation of non-verbal measures for selec- 
tion and classification of enlisted person- 
nel /, 79-3866 

A validation of the structure of combat in- 
telligence ratings /, 79-11004 

Validity and reliability of detection of de- 
ception /, 79-4605 

Validity generalization and cooperative 
testing : approaches and prospects /, 79- 
19637 

Valley Forge National Historical Park, 
Pennsylvania., 79-20781 
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Valproic acid : a classified bibliography 
with keyword and author indexes /, 79- 
8005 

Valuation of donated property /, 79-8522 

Value engineering study of bridge painting 
/, 1719-23126 

Value engineering study of highway shoul- 
der maintenance /, 79-21146 

Value engineering study of sign mainte- 
nance /, 79-23124 

Value engineering study of traffic striping / 

79-23127 

Value of new construction put in place., 
79-282 

Value of new construction put in place, 
1947-1974., 79-1807 

Value of products, value of sales group, 
other income, 79-3529 

The value of special training and job aids 
for improving unattended ground sensor 
operator performance /, 79-11005 

Valve seats., 79-2022, 79-7400, 79- 
19787, 79-19788 

Valves and pipe fittings, SIC 3494., 
22046 

Valves, general purpose, and drain cocks., 
79-2023, 79-14804 

Valves, regulating /, 79-5738, 79-12864 

The Van Norman reservoirs area, northern 
San Fernando Valley, California. 79- 
6173 

Vanadium., 79-1227 

Vanpool implementation handbook., 
19844 

Variability of fracture toughness in A514/ 
517 plate, final report /, 79-4860 

Variable oakleaf caterpillar /, 79-16096 

Variable radius plot and 3P timber sam- 
pling, 79-13974 

Variables in press drying pulps from sweet- 
gum and red oak /, 79-9433 

Variation in suckering capacity among and 
within lateral roots of an aspen clone /, 
79-21872 

Variation in the reproductive parameters of 
three neotropical snakes, Coniophanes fis- 
sidens, Dipsas catesbyi, and Imantodes 
cenchoa /, 79-23071 

Variations in Federal criminal sentences : a 
statistical assessment at the national level 
/, 79-14003 

Variations in the detonation velocity of the 
high explosive LX-04-1 /, 79-13375 

Various resource protection bills : hearing 
before the Subcommittee on Resource 
Protection of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-fifth Congress, second ses- 
sion, on S. 691 ... H.R. 2329 ... H.R. 8394 
.. August 15, 1978., 79-3117 

Vasilios Georgios Valcanos : report to ac- 
company H.R. 7419., 79-3455 

Vatican City, 79-15587 

Vegetable fibers, 79-64 

Vegetable oil mills, N.E.C., SIC 2076., 
21979 
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Vegetable seed report, 79-12651 

Vegetable seed stocks., 79-16140 

Vegetable seeds., 79-12651 

Vegetable situation., 79-161 

Vegetables., 79-162 

Vegetables. Annual summary., 79-14691 

Vegetables for the hot, humid tropics /, 
79-3514 

Vegetables, fresh market, 79-162 

Vegetables, fresh market. Annual summary, 
79-14691 

Vegetables, processing, 79-162 

Vegetables, processing. Annual summary, 
79-14691 

Vegetation management with herbicides in 
the Eastern Region : final environmental 
statement., 79-1777 

Vehicle detection phase III : passive bus 
detector/intersection priority system de- 
velopment : option II, manufacturing 
drawings and protytpe development /, 
79-6450, 79-6451, 79-6452 

Vehicle detection, phase III : passive bus 
detector/intersectionpriority system de- 
velopment : option II : manufacturing 
drawings and prototype development /, 
79-6453 

Vehicle integration and evaluation of ad- 
vanced restraint systems /, 79-4932 

Vehicles and trailers., 79-22314 

Vehicular and aircraft furniture and acces- 
sories., 79-12865, 79-19789 

Vehicular cab, body, frame, and miscella- 
neous structural components /, 79-9554 

Vehicular lighting equipment, SIC 3647., 
79-19409 

Vehicular power transmission components., 
79-7401 

Veneer-reinforced structural composition 
board /, 79-17729 

Venezuela : post report., 

Ventilation., 79-10308 

Ventura Harbor : report to accompany 
H.R. 11241., 79-3155 

A venture capital primer for small business 
/, 19-4806 

Verde River and tributaries; vicinity of 
Clarkdale and Cottonwood, Yavapai 
County, Arizona., 79-7440 

Verfication of SALT II agreement., 
20998 

The verification of Landsat data in the geo- 
graphical analysis of wetlands in west 
Tennessee /, 79-2734 

Vermejo reclamation project hearing 
before the Subcommittee on Public 
Lands and Resources of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 876 ... Sep- 
tember 8, 1978., 79-8860 

Vermiculite /, 79-2655, 79-20772 

Vermilion Harbor, Erie County, OH., 
9587 

Vermillion proposed grazing management., 
79-18514 
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Vermont exports., 79-16311 

Veronica Judith Hudson : report to accom- 
pany H.R. 7795., 79-3458 

Vertical sections of semimonthly mean tem- 
perature on the San Francisco-Honolulu 
route : from expendable bathythermo- 
graph observations, June 1966-December 
1974 /, 79-17835 

Very small aspect ratio tokamaks /, 79- 
11319 

Vessel entrances and clearances; annual 
report., 79-3571, 79-19457 

Vessel inventory report., 79-17821 

Vessel inventory report : United States flag, 
dry cargo and tanker fleets, 1,000 gross 
tons and over, 79-17821 

Veteran administration cancer patient sur- 
vival /, 79-6521 

Veteran senior citizen health act of 1979 : 
report to accompany H.R. 4015., 79- 
18985 

Veterans Administration activities., 
1736 

Veterans‘ Administration adjudication pro- 
cedure and judicial review act : hearings 
before the Committee on Veterans‘ Af- 
fairs, United States Senate, Ninety-sixth 
Congress, first session, on S. 330, Febru- 
ary 22 and March 22, 1979., 79-21656 

Veterans‘ Administration adjudication pro- 
cedure and judicial review act : report of 
the Committee on Veterans‘ Affairs, 
United States Senate, together with mi- 
nority views to accompany S. 330., 79- 
17675 

Veterans‘ Administration analysis and eval- 
uation of the non-service-connected pen- 
sion program : a report /, 79-3133 

Veterans Administration benefits programs 
in the Republic of the Philippines : hear- 
ing before a subcommittee of the Com- 
mittee on Appropriations, United States 
Senate, Ninety-fifth Congress, first ses- 
sion., 79-8776 

Veterans‘ Administration health resources 
and programs extension act of 1979 : 
report of the Committee on Veterans‘ Af- 
fairs, United States Senate, together with 
minority views to accompany S. 1039., 
79-16047 

Veterans Administration mobile home loan 
guaranty program : hearings before the 
Subcommittee on Housing of the Com- 
mittee on Veterans‘ Affairs, House of 
Representatives, Ninety-fifth Congress, 
first sesson, September 28, 1977., 79- 
9148 

Veterans‘ Administration plans to imple- 
ment recommendations in the study of 
health care for American veterans : a 
report /, 79-14469 

Veterans‘ Administration programs exten- 
sion act of 1978 : [an act to amend title 
38, United States Code, to extend certain 
expiring programs of the Veterans‘ Ad- 
ministration, to extend and improve the 
program of veterans readjustment ap- 
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pointments in the Federal Government, 
and for other purposes{., 79-9327 

Veterans‘ Administration proposal for im- 
plementing recommendations accepted by 
the Veterans‘ Administration from the 
National Academy of Sciences report en- 
titled "Health care for American veter- 
ans., 79-9149 

Veterans Administration recruitment bulle- 
tin : nationwide opportunities; an equal 
opportunity employer., 79-8600 

Veterans Administration supply catalog., 
79-8614, 79-8615 

Veterans Administration supply catalog : 
index., 79-8613 

Veterans affairs and benefits, 79-4175, 
79-20197 

Veterans‘ and survivors‘ benefits adjustment 
act of 1979 : report of the Committee on 
Veterans‘ Affairs, United States Senate, 
to accompany S. 689., 79-21816 

Veterans‘ and survivors‘ benefits adjustment 
act of 1979 : report to accompany S. 689., 
79-21825 

Veterans and survivors pension adjustment 
act of 1977 : report to accompany H.R. 
7345., 79-21698 

Veterans‘ and survivors‘ pension improve- 
ment act of 1978 : conference report to 
accompany H.R. 10173., 79-3300, 79- 
3423 

Veterans‘ and survivors‘ pension improve- 
ment act of 1978 : hearing before the 
Committee on Veterans‘ Affairs, United 
States Senate, Ninety-fifth Congress, 
second session, on S. 2384, February 3, 
1978., 79-9156 

Veterans, Army ROTC has a lot going for 
it : for you it has even more., 79-9559 

Veterans‘ benefits, 79-14468 

Veterans benefits under current educational 
programs., 79-6518 

Veteran's Day ceremonies 
nation remembers., 79-6512 

Veterans‘ disability compensation and survi- 
vors‘ benefits act of 1978 : [an act to 
amend title 38, United States Code, to 
provide increases in the rates of disability 
and dependency and indemnity compen- 
sation for disabled veterans and their sur- 
vivors ...f., 79-9317 

Veterans‘ disability compensation and survi- 
vors‘ benefits act of 1978 : hearing before 
the Subcommittee on Compensation and 
Pension of the Committee on Veterans‘ 
Affairs, United States Senate, Ninety-fifth 
Congress, second session ... June 30, 
1978., 79-12425 

Veterans‘ disability compensation and survi- 
vors‘ benefits amendments of 1979 
report to accompany H.R. 2282., 79- 
17625 

Veterans education, 79-1602 

Veterans education newsletter., 79-1602 

Veterans‘ educational benefits : issues con- 
cerning the G.I. bill /, 79-6756 
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Veterans‘ employment and training pro- 
grams administered by the Department of 
Labor, Newark, New Jersey : hearing 
before the Subcommittee on Education 
and Training of the Committee on Veter- 
ans‘ Affairs, House of Representatives, 
Ninety-fifth Congress, second session, 
July 28, 1978., 79-10589 

Veterans‘ health care amendments of 1979 : 
conference report to accompany S. 7., 
79-19016, 79-19071 

Veterans‘ health care amendments of 1979 : 
report of the Committee on Veterans‘ Af- 
fairs, United States Senate, to accompany 
S.7., 79-14615 

Veterans‘ health care amendments of 1979 : 
report together with separate views to 
accompany H.R. 1608., 79-18981 

Veterans‘ housing, burial and cemetery pro- 
grams : hearing before the Subcommittee 
on Housing, Insurance, and Cemeteries of 
the Committee on Veterans‘ Affairs, 
United States, Ninety-fifth Congress, 
second session ... June 15, 1978., 79-9152 

Veterans insurance programs hearing 
before the Subcommittee on Compensa- 
tion, Pension, and Insurance of the Com- 
mittee on Veterans Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session, June 14, 1978., 79-5153 

Veterans organizations legislative recom- 
mendations : hearing before the Commit- 
tee on Veterans‘ Affairs, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... February 27, 1979., 79-17545 

Veterans‘ programs extension act of 1978 : 
hearing before the Committee on Veter- 
ans‘ Affairs, United States Senate, 
Ninety-fifth Congress, second session, on 
S. 2398 and H.R. 5029 and related bills ... 
Mar. 16, 1978., 79-10592 

Veterans readjustment appointments : ques- 
tions and answers about a program of 
assistance to returning veterans., 79- 
20940 

Veterans services by the U.S. Department 
of Labor., 79-20851 

Veterans Services Division operations., 
79-8606 

Veterans special life insurance : information 
about conversion and premium rates for 
W policies., 79-8609 

Veto of H.R. 3161 : message from the 
President of the United States ..., 79- 
6777 

Veto of H.R. 10929 : message from the 
President of the United States ..., 79- 
9200 

Veto of Sikes act amendments of 1978 : 
message from the President of the United 
States ..., 79-9196 

Veto of the Energy and water development 
appropriation act : message /, 79-6792 

VFR aeronautical charts, 79-502 

VFR supplement, United States, 79-668, 
79-669, 79-670, 79-672 
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VFR supplement, United States. Military 
aviation notice, 79-672 

VHF communications usage by U.S. rail- 
roads /, 79-2905 

VHF-UHF aircraft antenna /, 79-9600 

Vibration isolation : use and characteriza- 
tion /, 79-16240 

Vibratory spiral blancher-cooler /, 79- 
7779 

Victim/witness assistance /, 79-22953 

Victim/witness assistance : a selected bib- 
liography /, 79-11877 

Victim/witness services : 
literature /, 79-15500 

Victim/witness services : 
model /, 79-15501 

Victimization surveys and criminal justice 
planning /, 79-16991 

Victims of crime act of 1978 : conference 
report to accompany H.R. 7010., 79- 
3296 

Victims of crime compensation : hearings 
before the Subcommittee on Criminal 
Justice of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
fifth Congress, first session, on H.R. 7010 
and related bills ..., 79-10532 

Victims of unfair business practices get lim- 
ited help from the Federal Trade Com- 
mission : report to the Congress /, 79- 
5963 

A video monitoring system for enriched 
uranium casting furnaces /, 79-13387 

Vietnam-Cambodia conflict : report pre- 
pared at the request of the Subcommittee 
on Asian and Pacific Affairs of the Com- 
mittee on International Relations /, 79- 
3102 

Vietnam era veterans : message /, 79-6793 

Vietnamese legal materials, 1954-1975 : a 
selected, annotated bibliography /, 79- 
20901 

A view of general clinical research centers 
from the pages of four medical center 
publications., 79-16698 

Viewpoints and guidelines on court ap- 
pointed citizens monitoring commissions 
in school desegregation : from a sympo- 
sium held May 31 - June 1, 1977 /, 79- 
2668 

Views and estimates of committees of the 
House and joint committees, together 
with supplemental and minority views, on 
the congressional budget., 79-12326 

Views and estimates of committees of the 
House and the Joint Economic Commit- 
tee; (together with separate, minority, ad- 
ditional, dissenting and supplemental 
views) on the Congressional budget, 79- 
12326 

Views and estimates of the Committee on 
Foreign Affairs on the budget., 79- 
18912 

Views and estimates of the Committee on 
Interior and Insular Affairs, House of 
Representatives, 79-12383 
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Views and estimates of the Committee on 
International Relations on the budget, 
79-18912 

Views and estimates on the budget pro- 
posed, 79-12298, 79-12299 

Views of the Committee on Appropriations, 
United States Senate, on the first concur- 
rent resolution on the budget., 79-18891 

Views on employment statistics from the 
press, business, labor and Congress : re- 
ports /, 79-15810 

Viking dynamics experience with applica- 
tion to future payload design /, 79- 
10174 

Village development project : agreement 
between the United States of America 
and Jordan, signed at Amman June 28, 
1975 and amending agreement signed at 
Washington June 9, 1977., 79-12083 

Village of Addison, Illinois, Du Page 
County., 79-8153 

Village of Andover, New York, Allegany 
County., 79-8156 

Village of Argyle, Wisconsin, Lafayette 
County., 79-16818 

Village of Aroma Park, Illinois, Kankakee 
County., 79-20541 

Village of Ashwaubenon, 
Brown County., 79-20542 

Village of Bellwood, Illinois, 
County., 79-22725 

Village of Beverly Hills, Michigan, Oakland 
County., 79-18401 

Village of Birmingham, 
County., 79-8160 

Village of Blanchardville, Wisconsin, La- 
fayette County., 79-15339 

Village of Bridgeport, Ohio, 
County., 79-6120 

Village of Buffalo Grove, Illinois, Cook 
and Lake Counties., 79-20558 

Village of Casco, Wisconsin, Kewaunee 
County., 79-15344 

Village of Deposit, New York, Broome and 
Delaware Counties., 79-6123 

Village of Dobbs Ferry, New York, West- 
chester County., 79-10015 

Village of Dryden, New York, Tompkins 
County., 79-2604 

Village of East Alton, Illinois, Madison 
County., 79-11764 

Village of Elk Grove Village, Illinois, Cook 
and DuPage Counties., 79-18411 

Village of Elmsford, New York, Westchest- 
er County., 79-13805 

Village of Fairfax, Ohio, Hamilton County., 
79-22750 

Village of Fairport Harbor, Ohio, Lake 
County., 79-15358 

Village of Frankfort, Illinois, Will County., 
79-22755 

Village of Geneva-on-the-Lake, Ohio, Ash- 
tabula County., 79-22756 

Village of Glen Ellyn, Illinois, DuPage 
County., 79-4441 
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Village of Glenview, Illinois, Cook 
County., 79-13809 

Village of Golf, Illinois, Cook County., 
79-22758 

Village of Grand River, 
County., 79-18419 

Village of Greenwood Lake, New York, 
Orange County., 79-13813 

Village of Hales Corners, Wisconsin, Mil- 
waukee County., 79-13814 

Village of Hartford, Illinois, 
County., 79-11766 

Village of Hastings-on-Hudson, New York, 
Westchester County., 79-8183 

Village of Hewlett Harbor, New York, 
Nassau County., 79-13818 

Village of Hodgkins, Illinois, 
County., 79-20605 

Village of Indian Head Park, Illinois, Cook 
County., 79-22769 

Village of Irvington, New York, Westchest- 
er County., 79-8188 

Village of Itasca, Illinois, Du Page County., 
79-20613 

Village of Jefferson, 
County., 79-16855 

Village of Lancaster, New York, Erie 
County., 79-15370 

Village of Loch Arbour, New Jersey, Mon- 
mouth County., 79-8191 

Village of Lordstown, 
County., 79-8192 

Village of Lyons, Illinois, Cook County., 
79-22786 

Village of Madison, Ohio, Lake County., 
79-22788 

Village of Midlothian, 
County., 79-18449 

Village of Mokena, Illinois, Will County., 
79-18453 

Village of Montgomery, Illinois, Kane and 
Kendall Counties., 79-16867 

Village of Morton Grove, Illinois, Cook 
County., 79-13837 

Village of New Richmond, Ohio, Clermont 
County., 79-11774 

Village of Niles, Illinois, Cook County., 
79-13842 

Village of North Fond du Lac, Wisconsin, 
Fond du Lac County., 79-22811 

Village of North Perry, Ohio, 
County., 79-18463 

Village of Northbrook, 
County., 79-4447 

Village of Ottawa, Ohio, Putnam County., 
79-6141 

Village of Pelham, New York, Westchester 
County., 79-10028 

Village of Peoria Heights, Illinois, Peoria 
County., 79-22818 

Village of Pleasantville, New York, West- 
chester County., 79-6142 

Village of Rosemont, 
County., 79-22829 

Village of Roxana, 
County., 79-11777 


Ohio, Lake 


Madison 


Cook 


Ohio, Ashtabula 


Ohio, Trumbull 


Illinois, Cook 


Lake 


Illinois, Cook 


Illinois, Cook 


Illinois, Madison 
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Village of Schaumburg, Cook 
County., 79-6148 

Village of Shorewood, 
County., 79-22835 

Village of Sinclairville, 
County, New York., 

Village of Snyder, 
County., 79-22836 

Village of Sodus Point, New York, Wayne 
County., 79-20670 

Village of South Bloomfield, 
Pickaway County., 79-13859 

Village of Tangipahoa, Louisian, Tangipa- 
hoa Parish., 79-20678 

Village of Tinley Park, Illinois, Cook and 
Will Counties., 79-22846 

Village of Valleyview, Ohio, 
County., 79-13864 

Village of Waite Hill, Ohio, Lake County., 
79-15403 

Village of Washington Park, Illinois, St. 
Clair County., 79-13867 

Village of Willow Springs, Illinois, Cook 
County., 79-13872 

Village of Winfield, 
County., 79-6155 

Village of Winslow, Nebraska, 
County., 79-22867 

Village of Woodridge, Illinois, DuPage 
County., 79-13874 

Vinyl chloride : an information resource /, 
79-2519 

Vinyl flouride and vinyl bromide : industri- 
al hygiene survey report /, 79-15286 

Violence in the home is a crime against the 
whole family : the Family Violence Pro- 
gram, Law Enforcement Assistance Ad- 
ministration, U.S. Department of Justice., 
79-18571 

Violent crime against the elderly : a brief- 
ing /, 79-6594 

Viral and bacterial levels resulting from the 
land application of digested sludge /, 
79-18148 

Viral hepatitis /, 79-20367 

Viral immunology., 79-1016 

The Virgin Islands coastal management 
program and draft environmental impact 
statement /, 79-12764 

Virginia exports., 79-16312 

Virginia landings., 79-472 

Virginia landings, annual summary., 
16254 

Virginia‘’s selected service industries 
showed a 88.6 percent increase in receipts 
between 1972 and 1977, Census report 
shows., 79-22236 

Virology : NIAID Task Force report., 
4312, 79-7994 

Virology ; abridged summary and recom- 
mendations., 79-11641 

Virus-induced subacute slow infections of 
the brain associated with a cerebellar- 
type ataxia /, 79-20379 

Virus sensitivity to chlorine disinfection of 
water supplies /, 79-4070 


Illinois, 
Illinois, Will 
Chautauqua 
79-20669 

Nebraska, Dodge 


Ohio, 


Franklin 


Illinois, DuPage 


Dodge 
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Virus studies in humans and other pri- 
mates., 79-1001 

Viruses in waste, renovated, and other 
waters., 79-9825 

Visa facilitation : agreement between the 
United States of America and the Social- 
ist Republic of Romania, effected by ex- 
change of notes dated at Bucharest Sep- 
tember 1 and October 10, 1977., 79- 
12074 

Visa requirements of foreign governments., 
79-23030 

The viscosity of molten aluminum /, 79- 
13043 

Viscosity reduction of coal liquids by dis- 
solved carbon dioxide /, 79-22466 

Visibility tests of 1978 model cars /, 
6500 

Vision impairment among older Americans 
: hearing before the Special Committee 
on Aging, United States Senate, Ninety- 
fifth Congress, second session ... August 
3, 1978., 79-8732 

Vision research - a national plan: 1978-1982 
: the 1977 report of the National Adviso- 
ry Eye Council., 79-4337 

Visit to Eastern Europe and the Middle 
East by the Senate Delegation to the 
Twenty-fourth Meeting of the North At- 
lantic Assembly : a report to the Commit- 
tee on Foreign Relations, United States 
Senate /, 79-15882 

Visiting scholar program : history of energy 
: I, curriculum development, II, research 
projects., 79-11117 

Visitor guide to Palomar Ranger District, 
Cleveland National Forest : Guia para el 
visitante, Palomar Ranger District, 
Cleveland National Forest., 79-7171 

Visitor guide to Trabuco Ranger District, 
Cleveland National Forest : Guia para el 
visitante, Trabuco Ranger District, 
Cleveland National Forest., 79-7172 

Visitors guide to NIH., 79-7980 

Visual arts., 79-10191 

Visual arts program, 79-10191 

A visual investigation of turbulence in stag- 
nation flow about a circular cylinder /, 
79-11993 

Visual masking and carbon monoxide toxic- 
ity /, 79-2128 

Visual simulation of power plant emissions 
/, 79-18026 

Visuals distress signals., 79-8589 

Vital and health statistics., 79-4188 

Vital statistics of the United States., 79- 
2539, 79-4363, 79-4364, 79-9962, 79- 
9963, 79-11692, 79-13719, 79-16766, 
79-18290 

Vitalize your life : discover seafood : your 
guide to nutrition form the sea., 79-7307 

Vitamins /, 79-17072 

Vitreous china food utensils, SIC 3262., 
79-19201 

Vitreous plumbing fixtures, SIC 3261., 
19329 


79- 


79- 





Waiver of section 402(a) of the Congressional budget act with respect to 


Vivienda justa U.S.A. /, 79-13770 

Vocational and career education., 79-4186 

Vocational education : sex equity strategies 
/, 7179-15228 

Vocational education and career education : 
a symbiotic relationship /, 79-20310 

Vocational educator‘s role, outlines and 
participant‘s materials., 79-4265 

Vocational interest-career examination : use 
and application in counseling and job 
placement /, 79-7557 

Vocational rehabilitation in the treatment 
setting : trainee‘s manual /, 79-15305 

Volume and composition of individuals‘ 
saving., 79-912 

Volume and value of sawtimber stumpage 
sold from National forests, by species and 
region, 79-11 

Volume reduction of low-level contaminat- 
ed metal waste by melting, selection of 
method and conceptual plan /, 79-13276 

Volume reduction system for solid and 
liquid TRU waste from the nuclear fuel 
cycle., 79-2276 

Volume relationships in slicing northern red 
oak and black cherry logs /, 79-10689 

Voluntary business energy conservation 
program; progress report., 79-11366 

Voluntary foreign aid programs., 79-21084 

Voluntary health agencies working to 
combat neurological and communicative 
disorders., 79-15265 

Voluntary hospital cost containment act of 
1978 : report together with supplemental 
and additional views to accompany H.R. 
6575 /, 79-6902 

Voluntary industrial energy conservation 
progress report., 79-510 

Voluntary inhalation of industrial solvents / 

79-18318 

Voluntary tax methods to help finance po- 
litcal campaigns., 79-6416 

Volunteer in child child abuse and neglect 
programs., 79-22695 

Volunteer news, 79-1365 

Volunteer program development guide /, 
79-8117 

Volunteer services /, 79-15502 

Volunteer, Tennessee, SO0kV substation and 
transmission line connections., 79-6588 

Volunteers in child abuse and neglect pro- 
grams : a special report from the National 
Center on Child Abuse and Neglect /, 
79-20285 

Volunteers who produce books : 
tape, large type., 79-8309 

Voting and elections., 79-2473 

Voting and registration in the election of 
November 1978 (advance report), 79- 
10780 

Voting rights in major corporations : a staff 
study /, 79-3366 

Voting systems /, 79-10341 

Voting systems in agricultural cooperatives 
/, 7179-14697 
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Voyager., 79-20912 

Voyager : journey to the outer planets., 
79-11943 

Voyager : mission to the outer planets., 
79-10159 

Voyager 1-7., 

Voyager 1-9., 

Voyager 1-17., 

Voyager 1-130., 

Voyager 1-140., 

Voyager 1-141., 

Voyager 1-149., 

Voyager 2-15., 

Voyager 2-16., 

Voyager 2-22., 

Voyager 2-23., 

Voyager 2-32., 

Voyager 2-34., 79-23007 

Voyager 2-41., 79-23008 

Voyager 2-46, 79-23003 

Voyager 2-46A., 79-22999 

Voyager 2-47., 79-23000 

Voyageurs., 79-20779 

Voyageurs National Park, Minnesota., 
20779 


79-12019 
79-14059 
79-18638 
79-18637 
79-18636 
79-18635 
79-23006 
79-23002 
79-23001 
79-23004 
79-22998 
79-23005 


79- 


Ww 


W.R. "Bob“ Poage Pecan Field Station and 
Roman L. Hruska Meat Animal Research 
Center : report to accompany S. 3467., 
79-5354 

A wafer chuck for use between -196 and 
350C /, 79-9489 

Wage administration provisions., 79-17014 

Wage and price controls : hearing before 
the Subcommittee on Economic Growth 
and Stabilization of the Joint Economic 
Committee, Congress of the United 
States, Ninety-fifth Congress, second ses- 
sion, December 6, 1978., 79-14394 

Wage and price standards., 79-6348 

Wage calendar, 79-11891, 79-14017 

Wage chronology : Ford Motor Co. and 
the auto workers, volume II. 1973-79., 
79-2674 

Wage chronology : International Shoe Co., 
the Shoe Workers and the Boot and Shoe 
Workers, 1945-78 /, 79-20856 

Wage trends for occupational groups in 
metropolitan areas., 79-20853 

Waiver of countervailing duties on certain 
fish from Canada ; communication from 
the General Counsel of the Treasury ..., 
79-9195 

Waiver of section 303(a) of the Congres- 
sional budget act with respect to consid- 
eration of amendment no.— to H.R. 
13511 : report to accompany S. Res. 576., 
79-3414 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to consid- 
eration of H.R. 10587 : report to accom- 
pany S. Res. 567., 79-3404 
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Waiver of section 402(a) of the Congressional budget act with respect to 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to consid- 
eration of S. 11 : report to accompany S. 
Res. 163., 79-21692 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to consid- 
eration of S. 3392 : report to accompany 
S. Res. 566., 79-3403 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to consid- 
eration of S. 3309 : report to accompany 
S. Res. 572., 79-3405 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to consid- 
eration of S. 857 : report to accompany 
S. Res. 574., 79-3471 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to consid- 
eration of S. 349 : report together with 
minority views to accompany S. Res. 
105., 79-14600 

Waiver of usury provisions for veterans 
loan guaranty benefits : report to accom- 
pany H.R. 411., 79-18979 

Waiving all points of order against the con- 
ference report on H.R. 13511 : report to 
accompany H. Res. 1444., 79-6907 

Waiving certain points of order against 
H.R. 4289 : report to accompany H. Res. 
298., 79-15980 

Waiving certain points of order against 
H.R. 4388 : report to accompany H. Res. 
311., 79-17595 

Waiving certain points of order against 
H.R. 4389 : report to accompany H. Res. 
335., 79-21733 

Waiving certain points of order against 
H.R. 4390 : report to accompany H. Res. 
312., 79-17596 

Waiving certain points of order against 
H.R. 4391 : report to accompany H. Res. 
313., 79-17597 

Waiving certain points of order against 
H.R. 4392 : report to accompany H. Res. 
314., 79-17598 

Waiving certain points of order against 
H.R. 4394 : report to accompany H. Res. 
315., 79-17599 

Waiving certain points of order against 
H.R. 4440 : report to accompany H. Res. 
322., 79-17609 

Waiving certain points of order against 
H.R. 4473 : report to accompany H. Res. 
353., 79-17634 

Waiving certain points of order against 
H.R. 4930 : report to accompany H. Res. 
389., 79-21774 

Waiving points of order against the confer- 
ence report on H.R. 13750 : report to 
accompany H. Res. 1448., 79-6909 

Wake County, North Carolina, unincorpor- 
ated areas., 79-2629 

Walker County, Georgia, unincoporated 
area., 79-22855 

Wallowa-Whitman National Forest, Oregon 
: North half /, 79-16094 
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Wallowa-Whitman National Forest, Oregon 
: South half /, 79-14644 

Wallowa-Whitman National Forest (South 
half), Oregon., 79-12570 

Walnut Branch, Seguin, Texas., 79-3825 

Walnut Creek channel improvement proj- 
ect, Contra Costa County, California : 
hydraulic model investigation /, 79- 
12951 

Walter Bouldin Dam failure and reconstruc- 
tion., 79-2323 

Walton County, Florida, unincorporated 
areas., 79-20691 

Wanted and unwanted childbearing in the 
United States : 1968, 1969, and 1972 na- 
tional natality surveys /, 79-4362 

War in the Horn of Africa : a firsthand 
report on the challenges for United States 
policy : report of a Factfinding Mission 
to Egypt, Sudan, Ethiopia, Somalia, and 
Kenya, December 12 to 22, 1977, to the 
Committee on International Relations, 
U.S. House of Representatives., 79-6694 

The war on crime in the District of Colum- 
bia, 1955-1975 /, 79-4603 

War on hunger, 79-1475 

Warheads, rockets, launchers, and compo- 
nents., 79-3773, 79-10959, 79-12866, 
79-19790 

Warp knit fabric mills, SIC 2258., 
19236 

Washers /, 79-2024, 79-2025 

Washington : Bureau of Reclamation pro- 
jects., 79-20735 

Washington, D.C. : public attitudes about 
crime., 79-18584 

Washington, D.C.-Maryland-Virginia met- 
ropolitan area, 79-20859 

Washington exports., 79-16313 

Washington Metropolitan Area Transit Au- 
thority : oversight hearings before the 
Subcommittee on Economic Develop- 
ment and Regional Affairs of the Com- 
mittee on the District of Columbia, 
House of Representatives, Ninety-fifth 
Congress session ... May 24 and June 9, 
1978., 79-6637 

Washington proposed initial inventory : 
roadless areas and islands which do not 
have wilderness characteristics., 79- 
13956 

Waste isolation pilot plant : draft environ- 
mental impact statement., 79-13020 

Waste isolation pilot plant : hearing before 
the Procurement and Military Nuclear 
Systems Subcommittee of the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, July 18, 1979., 79-23328 

Waste isolation projects : fy 1977 /, 
3990 

Waste management technical support proj- 
ect, FY 78 end-of-year report /, 79- 
17355 

Waste stabilization lagoon microorganism 
removal efficiency and effluent disinfec- 
tion with chlorine /, 79-22540 
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Wastewater demineralization by tubular re- 
verse osmosis process /, 79-7760 

Wastewater stabilization pond linings /, 
79-20114 

Wastewater treatment facilities for the met- 
ropolitan area, Columbus, Ohio., 79- 
15065 

Wastewater treatment systems for safety 
rest areas /, 79-2895 

Watch out for lead paint poisoning for rent- 
ers., 79-20486 

Watches, clocks, 
3873., 79-19431 

Water : a resource you can help restore /, 
79-2388 

Water & land resource accomplishments, 
79-13900 

Water & land resource accomplishments: 
statistical appendix 2, 79-13902 

Water & land resource accomplishments. 
Statistical appendix 3, 79-15432 

Water & land resource accomplishments, 
accomplishments, statistical appendix 1, 
79-13901 

Water bank program : report to accompany 
H.R. 2043., 79-21715 

Water consumption and costs for various 
steam electric power plant cooling sys- 
tems /, 79-13460 

Water for energy /, 79-23310 

Water hammer in nuclear power plants., 
79-21309 

Water levels in artesian and nonartesian 
aquifers of Florida, 1973-74 /, 79-4498 

Water operation and maintenance bulletin., 
79-1196 

Water pollution abatement technology, ca- 
pabilities and costs, inorganic chemical 
industry., 79-21380 

Water pollution and water resources., 
4163 

Water purification equipment., 79-7403 

Water quality and moliuscan shellfish : an 
overview of the problems and the nature 
of appropriate Federal laws., 79-19585 

Water quality management directory., 79- 
13419 

Water quality management five year strat- 
egy, fy 80-baseline., 79-22519 

Water quality management planning is not 
comprehensive and may not be effective 
for many years: report /, 79-7820 

Water quality of selected streams in the 
coal area of east-central Montana /, 79- 
16927 

Water quality records in Idaho and Nevada, 
79-10050 

Water quality renovation of animal waste 
lagoons utilizing aquatic plants /, 79- 
2363 

Water reactor safety research; status sum- 
mary report., 79-1681 

Water recycle/reuse alternatives in coal- 
fired steam-electric power plants /, 79- 
15057 


and watchcases, SIC 


79- 





January — December 1Witer supply outlook for Western U.S., including Columbia River drainage in Canada. 


Water recycle/reuse alternatives in coal- 
fires steam-electric power plants /, 79- 
2383 

Water-related environmental effects in fuel 
conversion /, 79-13471, 79-16439 

Water resources abstracts, 79-1176 

Water resources data for California., 
4501, 79-10045 

Water resources data for Colorado., 79- 
8243, 79-10046, 79-15430, 79-16929, 
79-20725 

Water resources data for Georgia., 
4502 

Water resources data for Hawaii and other 
Pacific areas., 79-4503 

Water resources data for Idaho., 79-18519 

Water resources data for Illinois., 79- 
13894 

Water resources data for Indiana., 79-8244 

Water resources data for Maryland and 
Delaware., 79-10047, 79-13895 

Water resources data for Michigan., 
4504 

Water resources data for Mississippi., 
10048 

Water resources data for Montana., 
8245, 79-10049 

Water resources data for Nebraska., 
4506 

Water resources data for Nevada., 
10050 

Water resources data for New Mexico., 
79-8246 

Water resources data for North Dakota., 
79-4505 

Water resources data for North Dakota and 
South Dakota, 79-4505, 79-10052 

Water resources data for Ohio., 79-10051 

Water resources data for Oregon., 79- 
20726 

Water resources data for Pennsylvania., 
79-4507 

Water resources data for South Dakota., 
79-10052 

Water resources data for Tennessee., 
4508, 79-11823 

Water resources data for Texas., 79-4509 

Water resources data for Utah., 79-4510 

Water resources data for Washington., 79- 
4511, 79-10053, 79-22902, 79-22903 

Water resources data for Wisconsin., 
4512, 79-16930 

Water resources data for Wyoming., 
8247, 79-11824 

Water resources development act of 1978 : 
hearings before the Subcommittee on 
Water Resources of the Committee on 
Public Works and Transportation, House 
of Representatives, Ninety-fifth Congress, 
second session, on H.R. 13059., 79-6726 

Water resources development act of 1978 : 
report together with minority views to 
accompany H.R. 13059., 79-5196 

Water resources development, Arizona., 
79-16385 


79- 


79- 


79- 


79- 


79- 


79- 


79- 


79- 


79- 


79- 





Water resources development by the U. S. 
Army Corps of Engineers in Alabama., 
79-14840 

Water-resources development by the U.S. 
Army Corps of Engineers in Arizona., 
79-16385 

Water resources development by the U.S. 
Army Corps of Engineers in Georgia, 
79-19808 

Water resources development by the U.S. 
Army Corps of Engineers in Idaho., 79- 
19809 

Water resources development by the U.S. 
Army Corps of Engineers in Indiana., 
79-14841 

Water resources development by the U.S. 
Army Corps of Engineers in Iowa., 79- 
12961 

Water resources development by the U.S. 
Army Corps of Engineers in Michigan., 
79-14842 

Water resources development by the U.S. 
Army Corps of Engineers in Minnesota., 
79-14843 

Water resources development by the U.S. 
Army Corps of Engineers in Navada., 
79-16386 

Water resources development by the U.S. 
Army Corps of Engineers in Wisconsin., 
79-14844 

Water resources development, Idaho, 
19809 

Water resources development in Georgia, 
79-19808 

Water resources development in Idaho by 
the U.S. Army Corps of Engineers, 79- 
19809 

Water resources development, Michigan, 
79-14842 

Water resources development, Minnesota, 
79-14843 

Water resources development, 
79-16386 

Water resources development project, Saint 
John River basin., 79-11011, 79-11012, 
79-11013, 79-11014, 79-11015 

Water resources development, United 
States Army Corps of Engineers, in 
Georgia., 79-19808 

Water resources development, Wisconsin, 
79-14844 

Water-resources investigations in the Fort 
Union Coal region, North Dakota, 1975- 
76 /, 79-6165 

Water-resources investigations of the U.S. 
Geological Survey in Wyoming., 79- 
8249 

Water-resources investigations of the U.S. 
Geological Survey New Mexico District., 
79-15431 

Water resources of the Satus Creek basin, 
Yakima Indian Reservation, Washington 
/, 79-6168 

Water resources planning act amendments., 
79-17582 

Water resources review., 


79- 


Nevada, 


79-1181 
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Water resources review, United States and 
Canada, 79-1181 

Water reuse; a_ bibliography., 
79-4457 

Water reuse in a wet process hardboard 
manufacturing plant /, 79-2362 

Water, sewer, pipe line, communication and 
power line construction contractors, SIC 
1623., 79-19507 

Water spectrum., 79-717 

Water supply for urban areas : problems in 
meeting future demand : report to the 
Congress /, 79-16566 

Water supply needs of rural America : 
hearing before the Subcommittee on 
Water Resources of the Committee on 
Environment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session, December 6, 1978, Polk 
City, Iowa., 79-12403 

Water supply outlook and Federal-State- 
private cooperative snow surveys for 
Oregon, 79-28 

Water supply outlook and Federal-State- 
private cooperative snow surveys for 
Western United States including Colum- 
bia River drainage in Canada, 79-34 

Water supply outlook for Arizona, 79-25 

Water supply outlook for Arizona and Fed- 
eral-State-private cooperative snow sur- 
veys., 79-25 

Water supply outlook for Colorado and 
New Mexico and Federal-State-private 
cooperative snow surveys., 79-31 

Water supply outlook for Idaho, 79-33 

Water supply outlook for Idaho and Feder- 
al-State-private cooperative snow sur- 
veys., 79-33 

Water supply outlook for Montana, 79-26 

Water supply outlook for Montana and 
Federal-State-private cooperative snow 
surveys., 79-26 

Water supply outlook for Nevada, 79-27 

Water supply outlook for Nevada and Fed- 
eral-State-private cooperative snow sur- 
veys., 79-27 

Water supply outlook for Oregon, 79-28 

Water supply outlook for Oregon and Fed- 
eral-State-private cooperative snow sur- 
veys., 79-28 

Water supply outlook for the Northeastern 
United States., 79-361 

Water supply outlook for the Western 
United States., 79-360 

Water supply outlook for Utah, 79-29 

Water supply outlook for Utah and Feder- 
al-State-private cooperative snow sur- 
veys., 79-29 

Water supply outlook for Washington, 
30 


79-4455, 


79- 


Water supply outlook for Washington and 
Federal-State-private cooperative snow 
surveys., 79-30 

Water supply outlook for Western United 
States, including Columbia River drain- 
age in Canada., 79-34 
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Water supply outlook for Wyoming 


Water supply outlook for Wyoming, 79-32 

Water supply outlook for Wyoming and 
Federal-State-private cooperative snow 
surveys., 79-32 

Water supply policy and programs in the 
Washington metropolitan region : over- 
sight hearings before the Subcommittee 
on Economic Development and Regional 
Affairs of the Committee on the District 
of Columbia, House of Representatives, 
Ninety-fifth Congress, second session ... 
January 25, 30, and February 1, 1978., 
79-8839 

Water supply sources for the farmstead and 
rural home /, 79-3472 

Water supply summary and outlook for 
Wyoming, 79-32 

Water treatment and plumbing systems spe- 
cialist., 79-3786, 79-3787, 79-9561 

Water use and management project : agree- 
ment between the United States of Amer- 
ica and Egypt, amending the agreement 
of June 30, 1976, signed at Cairo, Decem- 
ber 29, 1977., 79-21016 

Water use in the United States., 79-4477 

Water/wastewater survey guidelines /, 79- 
2101 

Water well drilling special trade contrac- 
tors, SIC 1781., 79-19517 

Waterborne transmission of Giardiasis : pro- 
ceedings of a symposium, September 18- 
20, 1978 /, 79-20050 

Watershed and point source enrichment and 
lake trophic state index /, 79-20085 

Watershed erosion and sediment transport 
model /, 79-20082 

Watershed projects : hearing before the 
Subcommittee on Water Resources of the 
Committee on Public Works and Trans- 
portation, House of Representatives, 
Ninety-fifth Congress, second session ... 
September 21, 1978., 79-6727 

Waterton-Glacier backcountry 
grounds., 79-16957 

Waterton/Glacier International Peace Park, 
Alberta and Montana., 79-16958 

Watts Bar Lake recreation map /, 79- 
21373 

Watts Bar Nuclear Plant, Units nos. 1 and 
2., 79-6574 

A wave-envelope analysis of sound propa- 
gation in nonuniform circular ducts with 
compressible mean flows /, 79-18634 

Waveguide /, 79-2026 

We Americans have seen the light..., 
13659 

We can prevent crime : a report of commu- 
nity crime prevention programs support- 
ed by the Office of Community Anti- 
Crime Programs of the Law Enforce- 
ment Assistance Administration. 79- 
22944 

We have a sporting chance : the decision to 
go to the moon : an exhibition at the 
Library of Congress, July 16 - September 
16, 1979 /, 79-17070 
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We want you to know about comestics., 
79-8011 

We want you to know about today‘s FDA., 
79-8012 

Weaknesses persist in Defense overseas cash 
management program : report /, 79- 
13530 

Wear of single-crystal silicon carbide in 
contact with various metals in vacuum /, 
79-8326 

Wearing rings., 79-10949 

Weather., 79-4199 

The weather decision /, 79-6469 

Weather for aircrews /, 79-9604 

Weather forecasting, past, present, and 
future : hearings (including report) before 
the Subcommittee on Space, Science and 
Applications and the Subcommittee on 
the Environment and the Atmosphere of 
the Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-fifth Congress, second session, 
July 25, 26, 27, 1978., 79-9122 

Weather modification : programs, problems, 
policy, and potential /, 79-14386 

Weather service for merchant shipping, 
79-12767 

Weather stations : agreement between the 
United States of America and Chile ef- 
fected by exchange of notes dated at San- 
tiago February 23, June 2, and September 
7, 1977 with memorandum of agreement., 
79-2867, 79-17156 

Weaving and finishing mills, wool, SIC 
2231., 79-19232 

Weaving mills and cotton, SIC 2211., 
19230 

Weaving mills, manmade fiber and silk, SIC 
2221., 79-19231 

WEEA, Women'‘s educational equity act : 
projects /, 79-21276 

Weekly anthracite report, 79-1172 

Weekly business statistics, 79-539 

Weekly coal report., 79-808 

Weekly compilation of Presidential docu- 
ments., 79-952 

Weekly condition report of large commer- 
cial banks and domestic subsidiaries., 79- 
883 

Weekly cotton market review., 79-79 

Weekly government abstracts. Administra- 
tion, 79-325 

Weekly government abstracts. Agriculture 
& food, 79-338 

Weekly government abstracts. Behavior & 
society, 79-331 

Weekly government abstracts. Biomedical 
technology & human factors engineering, 
79-332 

Weekly government abstracts. Building in- 
dustry technology, 79-329 

Weekly government abstracts. Business & 
economics, 79-336 

Weekly government abstracts. Chemistry, 
79-339 


79- 
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Weekly government abstracts. Civil engi- 
neering, 79-340 

Weekly government abstracts. Communica- 
tion, 79-347 

Weekly government abstracts. Computers, 
control and information theory, 79-327 

Weekly government abstracts. Electrotech- 
nology, 79-341 

Weekly government abstracts. Energy, 79- 

Weekly government abstracts. Environmen- 
tal pollution & control, 79-324 

Weekly government abstracts. Government 
inventions for licensing, 79-342 

Weekly government abstracts. Health plan- 
ning, 79-348 

Weekly government abstracts. Industrial & 
mechanical engineering, 79-335 

Weekly government abstracts. Library and 
information sciences, 79-334 

Weekly government abstracts. Materials sci- 
ences, 79-326 

Weekly government abstracts. Medicine & 
biology, 79-343 

Weekly government abstracts. NASA earth 
resources survey program, 79-330 

Weekly government abstracts. Natural re- 
sources & earth sciences, 79-344 

Weekly government abstracts. Ocean tech- 
nology & engineering, 79-345 

Weekly government abstracts. Physics, 
346 

Weekly government abstracts. Problem- 
solving information for state & local gov- 
ernments, 79-349 

Weekly government abstracts. Transporta- 
tion, 79-328 

Weekly government abstracts. Urban & re- 
gional technology & development, 79- 
333 

Weekly news summary, 79-1154 

Weekly peanut report, 79-77 

Weekly petroleum situation report, 79-818 

Weekly petroleum statistics report, 79-818 

Weekly retail sales. Supplement., 79-5541 

Weekly summary of banking and credit 
measures., 79-910 

Weekly summary of NLRB cases., 
1387 

Weekly summary of orders and regula- 
tions., 79-313 

Weekly weather and crop bulletin., 79-363 

Weight and balance : an important safety 
consideration for pilots., 79-2911 

Weight and height of adults 18-74 years of 
age, United States, 1971-74 /, 79-15275 

"Weight bumping“—falsifying household 
moving weights to increase charges— 
what the ICC needs to do: report /, 79- 
16569 

Weight study : 1978 Chrysler Omni /, 79- 
23202 

Weights 
20201 

Welcome to Los Alamos /, 79-18025 


79- 


79- 
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Welding and heat treating equipment., 79- 
3774, 79-10960, 79-19792 

Welding apparatus, electric, SIC 3623., 79- 
19404 


Weldon Spring dose calculations /, 79- 
18043 


Welfare block grant/fiscal relief proposal : 
hearing before the Subcommittee on 
Public Assistance of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 3470 
... September 12, 1978., 79-8888 

Welfare payments reduced : an improved 
method for detecting erroneous welfare 
payments : report /, 79-11523 

Welfare reform proposals : hearings before 
the Subcommittee on Public Assistance 
of the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session ..., 79-3068 

Welfare research and experimentation 
hearings before the Subcommittee on 
Public Assistance of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, November 
15, 16, and 17, 1978., 79-10468 

The West Bank : a key element in the 
search for peace in the Middle East : a 
report to the Committee on Foreign Re- 
lations, United States Senate /, 79-5073 

West-central North Dakota regional envi- 
ronmental impact study., 79-13880, 79- 
13881, 79-13883 

West Germany'‘s political response to ter- 
rorism : hearing before the Subcommittee 
on Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session, April 26, 1978., 79-9053 

The West Hackberry strategic petroleum 
reserve salt dome storage site fire : hear- 
ing before the Subcommittee on Energy 
Production and Supply of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session ... Lake Charles, 
La., October 7, 1978., 79-18908 

West Virginia annual report., 79-19180 

West Virginia exports., 79-16314 

The Westchester experiment /, 79-4877 

Western coal, boom or bust? : grades 9-11 / 

79-22385 

Western Europe, 79-1451 

Western Europe agricu!tural situation, 
21927 

Western Europe agricultural 
review and outlook, 79-21927 

Western Europe in 1978 : political trends 
and U.S. policy : hearings before the Sub- 
committee on Europe and the Middle 
East of the Committee on International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session, 
July 12, 17, and August 3, 1978., 79- 
10524 

Western Hemisphere agricultural situation, 
79-16147 
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What you need to know about non-Hodgkin‘s lymphoma. 


Western Hemisphere agricultural situation; 
review and outlook., 79-16147 

Western LNG Project : draft environmental 
impact statement., 79-4027, 79-4028 

Western New York Nuclear Service Center 
study., 79-5889 

Western reservoir and stream habitat im- 
provements handbook : guide to the per- 
formance of fish and wildlife habitat and 
population improvement measures ac- 
companying water resource development 
/, 79-13949 

Western Samoa, 79-17126 

Western water laws and irrigation return 
flow /, 79-9834 

Wet corn milling, SIC 2046., 79-19210 

Wet/dry cooling and cooling tower blow- 
down disposal in synthetic fuel and 
steam-electric power plants /, 79-18176 

Whaling : amendments to the schedule to 
the International Whaling Convention of 
1946, adopted at the twenty-ninth meet- 
ing of the International Whaling Commis- 
sion, London June 20-24, 1977., 79-4740, 
79-17133 

Whaling : international observer scheme : 
agreement between the United States of 
America and Australia, effected by ex- 
change of notes dated at Canberra Octo- 
ber 25 and November 18, 1977., 79-6387 

Whaling : international observer scheme : 
agreement between the United States of 
America and Japan extending the agree- 
ment of May 2, 1975, as extended effect- 
ed by exchange of notes signed at Tokyo 
April 27, 1977., 79-2859, 79-21032 

Whaling : international observer scheme : 
arrangement between the United States 
of America and Australia, effected by ex- 
change of notes, dated at Canberra, Janu- 
ary 26 and April 3, 1978., 79-17179 

What are the capabilities of the Selective 
Service System? report to the Congress / 
» 79-7834 

What black Americans should know about 
cancer., 79-6025 

What can state and regional health planners 
learn from the Canadian experience in 
regulating hospital services /, 79-11679 

What causes food prices to rise? : what can 
be done about it? : report to the Congress 
/, 79-2410 

What every employer needs to know about 
OSHA recordkeeping /, 79-10135 

What everyone solving differential equa- 
tions numerically should know /, 79- 
22424 

What happened : an examination of recently 
terminated anti-fencing operations, a spe- 
cial report to the administrator., 79- 
13992 

What happens after you quit?, 79-18261 

What is a small business? : the Small Busi- 
ness Administration needs to reexamine 
its answer : report /, 79-2404 

What price shall we pay for lead poisoning 
in children? /, 79-20410 
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What program managers and project lead- 
ers should know about publications but 
usually learn the hard way /, 79-12603 

What research shows about birth order, 
personality, and 1.Q. /, 79-13745 

What rules should apply to post-Federal 
employment and how should they be en- 
forced? : report to the Congress /, 79- 
2421 

What should be the energy policy of the 
United States? : national debate topic for 
high schools, 1978-1979, pursuant to 
Public Law 88-246 /, 79-9386 

What to look for in selecting insulation., 
79-21941 

What truth in lending means to you., 
2395 

What was the effect of the emergency 
housing program on single-family housing 
construction? : report to the Congress /, 
79-7818, 79-11507 

What you need to know about adult leuke- 
mia., 79-13676 

What you need to know about cancer., 
79-13673 

What you need to know about cancer of 
the bladder /, 79-13670 

What you need to know about cancer 
the breast., 79-9933 

What you need to know about cancer 
the colon and rectum., 79-2517 

What you need to know about cancer 
the esophagus., 79-13674 

What you need to know about 
the larynx /, 79-16715 

What you need to know about 
the lung /, 79-18260 

What you need to know about 
the mouth., 79-13680 

What you need to know about 
the ovary., 79-13682 

What you need to know about 
the pancreas., 79-13683 

What you need to know about cancer 
the prostate and other male genito-uri- 
nary organs., 79-13684 

What you need to know about cancer of 
the skin., 79-13685 

What you need to know about cancer of 
the testis /, 79-7988 

What you need to know about cancer of 
the uterus /, 79-18262 

What you need to know about cancers of 
the bone., 79-13671 

What you need to know about cancers of 
the brain and spinal cord., 79-13672 

What you need to know about childhood 
leukemia., 79-13677 

What you need to know about Hodgkin‘s 
disease., 79-13675 

What you need to know about melanoma., 
79-13679 

What you need to know about multiple 
myeloma., 79-13681 

What you need to know about 
Hodgkin‘s lymphoma., 79-13678 
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What you should know about home fire safety. 


What you should know about home fire 
safety., 79-17301 

What you should know about smoke detec- 
tors., 79-21251 

What you should know about stroke and 
stroke prevention /, 79-20377 

What's wrong with the United Nations— 
and what's right /, 79-8417 

Wheat, 79-136 

Wheat and wheat foods nutrition education 
act : hearing before the Subcommittee on 
Livestock and Grains of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-fifth Congress, first session, 
on H.R. 5481 and H.R. 5155, March 24, 
1977., 79-21395 

Wheat ground and wheat milling products, 
79-212, 79-3537, 79-10768 

Wheat situation., 79-154 

Wheat situation (Washington), 79-154 

Wheel vehicle mechanic /, 79-7413 

Wheeler and Wilson Lakes recreation map 
/, 1719-21374 

When you work at a job., 
20292 

Where are women and blacks? : patterns of 
employment in Alabama government : a 
report /, 79-10870 

Where can you obtain ... government speci- 
fications, Federal standards, drawings, 
and the indexes which list these specifica- 
tions?, 79-7881 

Where do we go from here?, 79-16964 

Where mules outrate men : migrant and 
seasonal farmworkers in North Carolina : 
areport /, 79-14762 

Where the drug films are : a guide to evalu- 
ation services and distributors., 79-20458 

Where to find information about solar 
energy., 79-11136 

Where to get Federal help during an 
energy emergency., 79-3776 

Where women work : an analysis by indus- 
try and occupation /, 79-20869 

White and red fir cone production in north- 
eastern California : report of a 16-year 
study /, 79-19147 

White-collar crime : hearings before the 
Subcommittee on Crime of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ..., 79-14443 

White House Conference on Balanced Na- 
tional Growth and Economic Develop- 
ment : message from the President of the 
United States ..., 79-10637 

The White House Conference on Balanced 
Nutritional Growth and Economic De- 
velopment., 79-4996 

White House Conference on Families, 1978 
: joint hearings before the Subcommittee 
on Child and Human Development of the 
Committee on Human Resources, United 
States Senate, and the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of Repre- 
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sentatives, Ninety-fifth Congress, second 
session ... February 2 and 3, 1978., 79- 
6677 

The White House Conference on Handi- 
capped Individuals : held Washington, 
D.C., May 23-27, 1977., 79-23312 

The White House Conference on Handi- 
capped Individuals : summary : final 
report., 79-23311 

White House fellows, 79-17110 

The White House fellowships., 

White Mesa Uranium project., 
79-18863 

White Oak Creek, Montgomery County, 
Texas., 79-7456 

Whitman Mission National Historic Site, 
Washington., 79-6204 

Who, adult, what, learning, where, commu- 
nity, when, today, why, self-growth., 
79-23228 

Who are the unemployed? : a chartbook /, 
79-17015 

Who is GSA?, 79-5984 

Who owns the land? : a preliminary report 
of the U.S. landownership survey., 79- 
21934 

Who pays for highways : is a new study of 
highway cost allocation needed? /, 79- 
9177 

Who, what, where, when, why : adult, 
learning, community, today, self-growth., 
79-23228 

Wholesale and retail trade industries., 79- 
20879 

Wholesale distribution center, railroad spur 
project, Detroit, Michigan., 79-9501 

Wholesale price index, 79-1309 

The wholesale price index, review and 
evaluation : Council report., 79-20958 

Wholesale prices and price indexes, 79- 
1307, 79-18604 

Wholesale prices of fresh fruits and vegeta- 
bles and auction prices of fresh fruits at 
New York City and Chicago and F.O.B. 
prices at leading shipping points, by 
months, 79-17712 

Wholesale trade in Delaware rose 107.6 
percent between 1972 and 1977, Census 
Bureau says., 79-22223 

Wholesale trade in Iowa rose 101.4 percent 
between 1972 and 1977, Census Bureau 
says., 79-22225 

Wholesale trade in Missouri rose 69.7 per- 
cent between 1972 and 1977, Census 
Bureau says., 79-22226 

Wholesale trade in New Jersey rose 73.8 
percent between 1972 and 1977, Census 
Bureau says., 79-22227 

Wholesale trade in Pennsylvania rose 66.2 
percent between 1972 and 1977, Census 
Bureau says., 79-22228 

Wholesale trade in the District of Columbia 
rose 24.5 percent between 1972 and 1977, 
Census Bureau says., 79-22224 
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Wholesale trade in Wisconsin rose 81.3 per- 
cent between 1972 and 1977, Census 
Bureau says., 79-22229 

Wholesale trade report; sales and inven- 
tories, 79-201 

Who's not filing income tax returns? : IRS 
needs better ways to find them and col- 
lect their taxes : report to the Congress /, 
79-20164 

Who's organizing the neighborhood? : com- 
munity organizations : a report on their 
structure, accountability, finance, person- 
nel, issues and strategies /, 79-15496 

Why do you smoke?, 79-13686 

Why energy prices should be deregulated : 
areport /, 79-6683 

Why the National Park Service‘s appropri- 
ation request process makes Congression- 
al oversight difficult : report /, 79-13526 

Why weatherize your home?, 79-21942 

Why young people become antisocial /, 
79-13744 

Wichita, Kansas, metropolitan area, 79- 
22968 

WIC's guide for retailers, 79-16078 

Wide area detection system : conceptual 
design study /, 79-4849 

A wide range of subjects is covered in gov- 
ernment publications for sale by the Su- 
perintendent of Documents., 79-7851 

Widening horizons : prospects for black 
employment : a commencement address / 
» 79-2396 

Widespread conspiracy to obstruct probes 
of alleged Nazi war criminals not sup- 
ported by available evidence : controver- 
sy may continue : report /, 79-5954 

Wifeline; the magazine for Navy families., 
79-730 

Wild and scenic, Santa Monica Mountains, 
Friendship Hill National Historic Site : 
hearing before the Subcommittees on 
Parks and Recreation of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session ... May 5, 1978., 
79-6648 

The Wildcat experiment : an early test of 
supported work in drug abuse rehabilita- 
tion /, 79-8107 

Wilderness management /, 79-5461 

Wilderness recommendation, Zion National 
Park, Utah., 79-20782 

Wildfire effects on a ponderosa pine ecosys- 
tem : an Arizona case study /, 79-9447 

Wildfire statistics, 79-12577, 79-19102 

Wildlife and America : contributions to an 
understanding of American wildlife and 
its conservation /, 79-14136 

Wildlife and fisheries, 79-15195 

Wildlife habitats in managed rangelands : 
the Great Basin of southeastern Oregon : 
manmade habitats /, 79-19159 

Wildlife habitats in managed rangelands : 
the Great Basin of southeastern Oregon : 
riparian zones /, 79-14672 
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Wildlife management., 79-7861 

Wildlife review; an abstracting service for 
wildlife management., 79-1253 

Wildlife review (Fort Collins), 79-1253 

Wildlife update., 79-1259 

Willamette National Forest, Oregon /, 79- 
12571 

William H. Zimmer Nuclear Power Sta- 
tion., 79-12268 

William L. Springer Building : report to 
accompany H.R. 7305., 79-5199 

The WIN handbook., 79-20894 

WIN, the record in ‘77, 79-18591 

Win, 1968-1978; a report at 10 years, 79- 
17012 

Wind and seismic effects; proceedings of 
the joint panel conference of the U.S.- 
Japan Cooperative Program in Natural 
Resources., 79-3631 

Wind characteristics at the VAWT test fa- 
cility /, 79-22429 

Wind energy /, 79-20000 

Wind energy : legal issues and institutional 
barriers /, 79-19942 

Wind energy conversion, 79-20004 

Wind energy conversion systems : work- 
shop sponsored by the National Science 
Foundation, RANN - Research Applied 
to National Needs, and the National 
Aeronautics and Space Administration, 
and held in Washington, D.C., June 11- 
13, 1973 /, 79-3915 

Wind energy systems; program summary., 
79-17893 

Wind energy utilization : a bibliography 
with abstracts : cumulative volume 1944- 
1974., 79-3917 

Wind power /, 79-11373, 79-16495 

Wind-powered hydrogen electric systems 
for farm and rural use : final report for 
the period May-December 1975 /, 79- 
9743 

Wind-tunnel investigation at supersonic 
speeds of a canard-controlled missile with 
fixed and free-rolling tail fins /, 79- 
14073 

Wind tunnel investigation of the controlla- 
ble twist rotor performance and dynamic 
behavior : final report for period June 
1972-March 1976., 79-3841 

Wind tunnel measurements of the tower 
shadow on models of the ERDA/NASA 
100 kW wind turbine tower /, 79-9690 

Wind tunnel performance test of coannular 
plug nozzles /, 79-2724 

Wind velocity integrator /, 79-19100 

Window dressing on the set : an update., 
79-10869 

Windshield wiper component parts., 79- 
10961 

Wines, 79-1517 

Wines, brandy, and brandy spirits, SIC 
2084., 79-21981 

Wing analysis using a transonic potential 
flow computational method /, 79-17081 





Wing failure of Boeing 747-131 near 
Madrid, Spain, May 9, 1976., 79-6438 
Winners, all! : 41 outstanding education 
projects that help disadvantaged children 
/, 79-2494 

Winning cadet speeches : 1973-1975 inter- 
collegiate competition /, 79-5824 

Winter recreation safety guide /, 79-5465 

Winter storms : terms to know/how to sur- 
vive., 79-22257 

Winter wheat and rye seedings., 

Wire springs, SIC 3495., 79-19381 

Wire systems installer/operator /, 79-9571 

Wiring devices and supplies., 79-5550 

Wisconsin exports., 79-16315 

Wise home buying., 79-8134 

With a little help from our friends : a col- 
lection of readings for Foster parenting 
an adolescent., 79-4422 

Withholding and declaration of estimated 
tax /, 79-10270 

Withholding of tax on nonresident aliens 
and foreign corporations /, 79-12128 

Witness fees : report to accompany S. 
2049., 79-3242 

Witness protection program : hearings 
before the Subcommittee on Administra- 
tive Practice and Procedure of the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-fifth Congress, second ses- 
sion ... March 20, 23, and April 14, 1978., 
79-5125 

Wolf ecology and prey relationships on Isle 
Royale /, 79-6205 

A woman‘s choice : deciding about drugs., 
79-15300 

A woman‘s guide to social security., 
20297, 79-22620 

Women., 79-22601 

Women alcohol abusers., 79-18332 

Women and minorities in health fields : a 
trend analysis of college freshmen., 79- 
20440 

Women & work., 79-1292 

Women business owners., 79-10264 

Women/consumer calendar of events., 
16548 

Women in action., 79-625 

Women in midlife, security and fulfillment : 
a compendium of papers /, 79-8747, 
79-10405 

Women in non-traditional aviation and 
space careers : an overview /, 79-15730 

Women in nontraditional jobs, a conference 
guide : increasing job options for women 
/, 79-10137 

Women in the Department of State : their 
role in American foreign affairs /, 79- 
18715 

Women in the mortgage market : a study 
appraising the growth and stability of 
women's income as it relates to mortgage 
credit., 79-22712 

Women in traditionally male jobs : the ex- 
periences of ten public utility companies 
/, 79-10142 
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Women private household workers : a sta- 
tistical and legislative profile., 79-2679 
Women rights in the United States of 
America: a report /, 79-12783 

Women, still in poverty /, 79-14766 

Women‘s American ORT and career educa- 
tion /, 79-15221 

Women‘s bureaus and commissions on the 
status of women : avoiding an obstacle 
course., 79-2680 

Women‘s educational equity act, 79-4255 

Women‘s educational equity act; annual 
report., 79-4255 

Women‘s educational equity act program, 
annual report, 79-4255 

Women's educational equity act, projects., 
79-21276 

Women'‘s educational equity research grants 
announcement., 79-9921 

Women's footwear, except athletic, SIC 
3144., 79-19318 

A women‘s guide to apprenticeship., 
20889 

Women's handbags and purses, SIC 3171., 
79-22024 

Women's handbook : how SBA can help 
you go into business /, 79-2875 

Women's, misses‘, and juniors’ apparel., 
79-220 

Women‘s, misses‘, and juniors’ outwear, 
79-220 

Women‘s worlds : NIMH supported re- 
search on women /, 79-13750 

Wood anatomy of the neotropical Sapota- 
ceae /, 79-12579 

Wood and coal burning heating stoves., 
79-21266 

Wood chips for dust control on surface- 
mine haul roads /, 79-14658 

Wood combustion., 79-22391 

Wood finishing water repellents and 
water-repellent preservatives /, 79- 
21866 

Wood from land clearing and noncommer- 
cial silvicultural operations in the south- 
east /, 79-7193 

Wood fuel fired electric power generating 
plants /, 79-18090 

Wood fuel plentiful in West Virginia /, 
79-14660 

Wood household furniture, SIC 2511., 
19276 

Wood pallets and skids, SIC 2448., 
19272 

Wood partitions and fixtures, SIC 2541., 
79-19282 

Wood performance in doorways of single- 
family houses /, 79-7194 

Wood preserving, SIC 2491., 79-19273 

Wood residue utilization act of 1978 : hear- 
ing before the Subcommittee on Forests 
of the Committee on Agriculture, House 
of Representatives, Ninety-fifth 
second session, on H.R. 13324, August 8, 
1978., 79-10410 


79- 


79- 


79- 


Page I-1073 





Wood TV and radio cabinets, SIC 2517. 


Wood TV and radio cabinets, SIC 2517., 
79-19279 

Wood usage trends in the furniture and fix- 
tures industry /, 79-21868 

Woodwind group leader /, 79-10978 

Woodworking and building trades., 
20224 

Woodworking machinery, SIC 3553., 
19391 

Woody plant trials at six mine reclamation 
sites in Wyoming and Colorado /, 79- 
10675 

Wool, 

Wool 
3563 

Wool consumption and stocks, 79-217 

Wool situation, 79-109 

Wool yarn mills, SIC 2283., 79-19245 

Worcester County, Maryland (unincorpor- 
ated areas)., 79-6157 

Word processing management system., 
21170 

Work and how to get it., 79-20947 

Work attitudes and work experience /, 79- 
15544 

Work experience internship program, 
15568 

Work experience perspectives : CETA pro- 
gram models /, 79-11926 

The work incentive program., 
79-18591 

The work of the Securities and Exchange 
Commission., 79-14182 

Work stoppages., 79-1311 

Work stoppages in government., 79-20877 

Work time and employment : a conference 
report /, 79-21287 

Workbook for determining your disaster 
losss /, 79-10283 

Worker adjustment assistance under the 
Trade act of 1974 to New England work- 
ers has been primarily income mainte- 
nance : report to the Congresss /, 79- 
5964 

Worker safety in pesticide production : 
hearings before the Subcommittee on Ag- 
ricultural Research and General Legisla- 
tion of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, first ses- 
sion, December 13 and 14, 1977., 79- 
10412 

Workers‘ compensation., 
20200 

Workers‘ compensation payments and costs, 
1977, 79-16667 

Workers who drink : their treatment in an 
industrial setting /, 79-18608 

Working for the USA., 79-20938 

Working relationships between the Bureau 
of Radiological Health and the Bureau of 
Medical Devices using the Medical 
device amendments of 1976., 79-16749 

Working safely with anhydrous ammonia., 
79-13725 
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79- 


79-65 
broadwoven goods, 79-245, 79- 


79- 


79- 


79-17012, 


79-11561, 79- 





Working safely with flammable and com- 
bustible liquids., 79-9975 
Working with older people : 

practice., 79-2578 
Working with your school., 79-3692 
Working with your schools., 79-5663 
A working woman‘s guide to her job rights 

/, 79-14028 
Workplace inspection program weak in de- 

tecting and correcting serious hazards : 

report to the Congress /, 79-5960 
Works of art, 79-1349, 79-4662, 79- 

10147 
Workshop — what is the Federal role in 

state and local government productivity 

improvements? /, 79-20936 
Workshop in constructive conflict resolu- 

tion : student manual., 79-19624 
Workshop on Antiepileptic Drug Develop- 

ment : summary, tables, and appendices., 

79-4323 
Workshop on Appropriate Technology for 

the National Science Foundation 

Harper‘s Ferry, West Virginia, January 

23-25, 1978 : final report and proceedings 

/, 79-14103 
Workshop on cardiomyopathies, /, 79- 

20361 
Workshop on dosimetry for radon and 

radon daughters, Oak Ridge National 

Laboratory, April 12-13, 1977 /, 79- 

16454 
Workshop on Early Hospital Discharge of 

Patients With Uncomplicated Acute 

Myocardial Infarction., 79-16722 
Workshop on Genitourinary Cancer Immu- 

nology., 79-11658 
Workshop on More Uniform Animal 

Models and Protocols for Assessment of 

Interventions to Protect Ischemic Myo- 

cardium., 79-11659 
Workshop on planning, design, construction 

and maintenance of rock slopes for high- 

ways and railways /, 79-10292 
Workshop on the Neurobological Basis of 

Autism : February 26 and 27, 1976 /, 

79-16731 
Workshop on Two-Dimensional Mathemat- 

ical Models for Use in Hydraulic Prob- 

lems., 79-21137 
Workshop on Unregulated Diesel Emissions 

and Their Potential Health Effects : 
edited transcript of proceedings, April 

27-28, 1978 /, 79-6493 
Workshops on transportation-air quality re- 

search needs for state, regional, and local 

government officials /, 79-2889 
Workstoppages caused by labor-manage- 

ment disputes, 79-4621 
World Administrative Radio Conference, 

79-20994 
World agricultural situation., 79-127, 79- 

14689, 79-16147, 79-17765, 79-17766, 

79-21927, 79-21928 
World cotton production and use : projec- 

tions for 1985 and 1990 /, 79-16149 
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World economic conditions in relation to 
agricultural trade : the developed coun- 
tries ; economic situation and outlook /, 
79-10732 

World epidemiology review., 79-1671, 
79-2973, 79-8689, 79-12255, 79-17342, 
79-18857 

World fertilizer market review and outlook 
: [prepared for Agency for International 
Development /, 79-3021 

World food situation., 79-127 

World food situation and prospects : U.S. 
role and programs /, 79-14692 

World hunger and malnutrition : improving 
the U.S. response /, 79-6334 

World hunger and malnutrition : improving 
the U.S. response : errata., 79-18707 

World military expenditures and arms trans- 
fers, 1967-1976-., 79-5528 

A world of opportunity : programs of the 
Public Health Service., 79-6019 

The world of tomorrow, aerospace activi- 
ties for 8-to 10-years olds : a guide for 
leaders of children‘s groups and teachers 
of lower grades., 79-11982 

The world oil market in the years ahead : a 
research paper., 79-23027 

World population, 79-10803, 79-10804 

World population; recent demographic esti- 
mates for the countries and regions of the 
world., 79-10803 

World population: a global perspective : 
hearings before the Select Committee on 
Populaltion, Ninety-fifth Congress, 
second session, February 7, 8, 9, 1978., 
79-5129 

World population [errata sheett., 79-5577 

World population, 1973 : recent demo- 
graphic estimates for the countries and 
regions of the world., 79-1841 

World trade and wheat : remarks /, 79- 
21848 

World trade outlook for Africa, 79-3661 

World trade outlook for Eastern Europe, 
Union of Soviet Socialist Republics and 
People's Republic of China, 79-3664, 
7179-22265 

World trade outlook for Latin America, 
79-3662, 79-22266 

World trade outlook for Near East and 
North Africa, 79-3666, 79-12776, 79- 
22268 

World trade outlook for the Far East and 
South Asia, 79-3663, 79-22267 

World trade outlook for Western Europe 
and Canada, 79-3665, 79-22264 

World-wide space activities ... : report /, 
79-9191 

Worldwide ceiling on immigration : report 
to accompany H.R. 12443., 79-3169 

Worldwide marine weather broadcasts., 
79-12767 

Worldwide placement of IMV TV series., 
79-15472 

The WorldWide Strategic Mobility Confer- 
ence 1977 : sponsored by the Organiza- 
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tion of the Joint Chiefs of Staff - the 
Logistics Directorate, hosted by the Na- 
tional Defense University., 79-5679 

Woven carpets and rugs, SIC 2271., 
19240 

Woven fabrics: production, inventories, and 
unfilled orders., 79-216 

WRAMC training catalog, 79-7474 

Wrecking and demolition work special 
trade contractors, SIC code 1795., 79- 
19499 

Wrecking and demolition work special 
trade contractors, SIC 1975., 79-19520 

Wrenches and components, hand, 
nonpowered /, 79-2028, 79-5739, 79- 
12868, 79-12869 

Write/rewrite: an assessment of revision 
skills: selected results from the second na- 
tional assessment of writing., 79-20322 

The writers guide to NASA., 79-10158 

WUW-—the Washington Union Women‘s 
group ; a model for replication., 79-2681 

Wyant nomination : joint hearing before the 
Committee on Labor and Human Re- 
sources and Committee on Veterans‘ Af- 
fairs, United States Senate, Ninety-sixth 
Congress, first session, on nomination of 
Dennis R. Wyant, of Maryland, to be 
Deputy Assistant Secretary of Labor for 
Veterans‘ Employment, March 12, 1979., 
79-14448 

Wyoming : Bureau of Reclamation pro- 
jects., 79-20736 

Wyoming exports., 79-16316 

Wythe County, Virginia (unincorporated 
areas)., 79-6158 


79- 


xX 


X-ray, electromedical, and electrotherapeu- 
tic apparatus, SIC 3963., 79-19412 

X-ray equipment and supplies : medical, 
dental, and veterinary., 79-2029 

X-ray equipment and supplies: medical, 
dental, and veterinary., 79-12870 

X-ray measurements of stresses and defects 
in EFG and large grained polycrystalline 
silicon ribbons., 79-7614 

X-ray pole figure analysis : final report /, 
79-13050 

X-rays., 79-13591 

The Xenia, Ohio model transit service dem- 
onstration project : transit and paratransit 
services for a small urban area /, 79- 
23195 


Y 


Yaeko Howell : report to accompany S. 
404., 79-17683 

Yang Soo Ko : 
2841., 79-5389 

Yarn mills, except wool, SIC 2281., 
19243 

Yazoo County, Mississippi, unincorporated 
areas., 79-20707 


report to accompany S. 


79- 





YCC at work., 79-10682 

Ye news letter, 79-1287 

Year-end report, 1978 : the Republican 
report for the second session, Ninety-fifth 
Congress, of Senator Howard H. Baker 
of Tennessee, Republican leader., 79- 
9395 

Yearbook of Agriculture, 79-5463, 79- 
10650 

Yearly summary of the NRL air quality 
data, 79-11100 

YEDPA and career education /, 79-6014 

Yellow-poplar rooting habits /, 79-12606 

Yellowstone grizzly bear investigations; 
annual report of the Interagency Study 
Team., 79-11858 

YF-12 Experiments Symposium : a confer- 
ence held at Dryden Flight Research 
Center, Edwards, California, September 
13-15, 1978 /, 79-15565 

Yields of unthinned loblolly pine plantations 
on cutover sites in the west Gulf Region 
/, 7179-19139 

Yields of unthinned slash pine plantations 
on cutover sites in the west gulf region /, 
79-17728 

Yom, Chong Ok : report to accompany 
H.R. 12431., 79-5267 

Yom Chong Ok : report to accompany S. 
3066., 79-5391 

York, Pennsylvania, metropolitan area, 79- 
20861 

Yorktown Battlefield : Colonial National 
Historical Park, Virginia /, 79-22924 

You and forest fires., 79-3478 

You and your passport., 79-8395 

You can reduce your risk of heart disease, 
cancer, stroke., 79-4271 

You can save precious silver., 79-1866 

You could spot the next tussock moth out- 
break!, 79-5471 

You, youth, and prevention /, 79-18331 

You, youth, and prevention : session outline 
cards /, 79-11728 

Young Gun Kim : report to accompany 
H.R. 2553., 79-3433 

Young-Shik Kim : report to accompany S. 
973., 79-3259 

Young women and employment : what we 
know and need to know about the 
school-to-work transition : report of a 
conference., 79-2678 

Your exemptions and exemptions for de- 
pendents /, 79-10269 

Your Federal disaster assistance center : 
how to apply for help after disaster., 79- 
20710 


Your Federal income tax /, 79-6401 

Your guaranteed pension., 79-15323 

Your guide to better forest management /, 
79-14343 

Your home could be full of poisons : but 
you can poison proof it., 79-17302 

Your housing rights : live where you want 
to live., 79-8143, 79-20493 
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Zaire, a country study / 


Your medicare handbook., 79-7942 

Your money‘s worth in foods /, 79-17717 

Your National Library of Medicine /, 79- 
22634 

Your position, your pay : under the Classifi- 
cation act for Equal Employment Oppor- 
tunity Commission employees and super- 
visors., 79-23234 

Your responsibilities to disabled persons as 
a school or college administrator., 79- 
7937 

Your social security., 79-20294 

Your social security check — su cheque del 
seguro social., 79-20290 

Your social security earnings record., 79- 
20295, 79-20296 

Your social security rights and responsibil- 
ities, disability benefits, 79-13618 

Your sterilization operation., 79-7969, 79- 
7970 

Your sterilization operation : tubal ligation., 
79-20333 

Your trip aboard., 79-20963 

Your world, your environment., 79-18120 

Yours, mine & ours : tips for stepparents /, 
79-9983 

Youth camp compendium of state laws & 
regulations /, 79-13734 

Youth employment and training act of 1977 
: hearings before the Subcommittee on 
Employment, Poverty, and Migratory 
Labor of the Committee on Human Re- 
sources, United States Senate, Ninety- 
fifth Congress, first session, on S. 1242 ... 
H.R. 2992 ... April 20, 21, 22, 1977., 79- 
6679 

Youth hostels : hearing before the Subcom- 
mittee on National Parks and Insular Af- 
fairs of the Committee on Interior and 
Insular Affairs, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 13557 ... August 14, 1978. 79- 
10522 

The youth labor market : a dynamic over- 
view /, 79-22971 

Youth physical fitness : suggestions for 
school programs., 79-18247 

Youth programs models and innovations / 
Department of Labor, Employment and 
Training Administration., 79-14034 

Youth serving the community : realistic 
public service roles for young workers /, 
79-20896 

Youth unemployment, 1978 : hearing before 
the Committee on Human Resources, 
United States Senate, Ninety-fifth Con- 
gress second session ... July 31, 1978., 
79-10498 

Yugoslav law on maritime inland naviga- 
tion., 79-6554 

Yugoslavia : post report., 79-10252 


Z 


Zaire : post report., 79-10253 
Zaire, a country study /, 79-22368 
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Zambia, 79-20991 

Zambia : post report., 79-2853 

Zanzibar‘s Afro-Shirazi Party, 1957-1977 : a 
bibliography /, 79-6270 

Zinc., 79-10063 

Zinc halide hydrocracking process for dis- 
tillate fuels from coal /, 79-11228, 79- 
17943 

Zinc industry., 79-1220 

Zinc, mine production, smelter production, 
79-1213 

Zinc oxide, 79-1220 

Zinc production., 79-1213 

Zion and Fort Calhoun Stations., 79-21339 

Zion National Park, Utah /, 79-20782 

Zion Station., 79-21335 

Zip code & post office directory, 

Zoology., 79-4189 

Zoonoses surveillance. Rabies., 79-1121 

Zora Singh Sunga : report to accompany 
H.R. 2433., 79-21758 


0-9 


79-12040 


0.20-m (8-in.) primary burner development 
report /, 79-13211 

1.1 micrometer and visible emission semi- 
conductor diode lasers /, 79-8321 

I &N reporter, 79-1278 

2 lesson plan : monitor; training program 
for CB radio emergency monitors., 79- 
10310 

2nd status report on anadromous fish runs 
of the Columbia River : an updating 
report for 1972 and 1973 /, 79-23303 

3-P random numbers and a handheld pro- 
grammable calculator, 79-13968 

3D/4D area navigation system design, de- 
velopment, and implementation /, 79- 
2922, 79-6483 

3P or not 3P, 79-13958 

4-H and career education /, 79-4248 

4-H and Red Cross working together., 
10752 

A 10-year analysis of South Carolina‘s in- 
dustrial timber products output /, 79- 
16116 

12th Informal Conference on Photochemis- 
try : proceedings of the 12th Informal 
Conference on Photochemistry, held at 
the National Bureau of Standards, Gaith- 
ersburg, Maryland, June 28-July 1, 1976 / 
, 79-5597 

16 air and water pollution issues facing the 
nation : appendix to report : report to the 
Congress /, 79-11506 

23rd National Conference of Bargaining 
and Marketing Cooperatives, January 6-7, 
1979, Las Vegas, Nevada., 79-21930 

27 energy films-16 mm color : on coal, con- 
servation, environment, fusion for 
schools, colleges, libraries, industry /, 
79-9632 

30 years of progress for the people in heart, 
lung, and blood disease, 79-15263 
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40 KW of solar cell modules for th large 
scale production task, a low cost silicon 
solar array project : final technical report 
/, 79-9672 

49 C.F.R. 1207, uniform system of accounts 
:, 79-2666 

52nd Colloid and Surface Science Sympo- 
sium, June 12-14, 1978 : proceedings 
volume /, 79-9618 

55 — judge for yourself., 79-23078 

55 mph fact book., 79-6495 

55 mph model plan for public communica- 
tions., 79-14277 

66-mm heat rocket M72Al and M72A2 
(LAW) /, 79-14828 

The 94th Congress and the energy record : 
a progress report /, 79-21588 

The 95th Congress and energy policy : a 
study /, 79-8951 

A 100 kW experimental wind turbine : sim- 
ulation of starting, overspeed, and shut- 
down characteristics /, 79-11211 

100-kW metal wind turbine blade basic 
date, loads and stress analysis /, 79-7630 

102 monitor., 79-846 

The 140-food harbor tugboat : does the 
Coast guard need it on the east coast? : 
report /, 79-13574 

200-mile fishery : hearings before the Sub- 
committee on Fisheries and Wildlife Con- 
servation and the Environment of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, second session ..., 
79-6715 

200 years young, America and our bicen- 
tennial., 79-4947 

208 bulletin., 79-845 

$798 billion public debt : hearing before the 
Subcommittee on Taxation and Debt 
Management Generally of the Committee 
on Finance, United States Senate, Ninety- 
fifth Congress, second session, July 11, 
1978., 79-5067 

900 MHz trunked communications system 
functional requirements development 
the identification of the specific oper- 
ational capabilities that should be incor- 
porated in a demonstration trunked com- 
munication system for law enforcement 
agencies /, 79-15490 

1890 land-grant university agricultural re- 
search funding formula : report to accom- 
pany H.R. 13989., 79-6838 

1969 census of agriculture, 
Valley counties., 79-23305 

1970 census of population : population and 
land area of urbanized ares for the United 
States, 1970 and 1960., 79-22146 

The 1975 amendments to the Older Ameri- 
cans act—little effect on spending for pri- 
ority services : report /, 79-13551 

1975 recommendatons., 79-21274 

The 1976 Ceratium tripos bloom in the 
New York Bight : causes and conse- 
quences /, 79-5633 


Tennessee 
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1976 energy resource alternatives II compe- 
tition : the final report /, 79-7608 

1976 patterns of foreign travel in the U.S., 
79-12719, 79-12740, 79-12741 

1976 patterns of foreign travel in the US. : 
age and length of stay., 79-12716 

1976 patterns of foreign travel in the U.S. : 
Australia., 79-12718 

1976 patterns of foreign travel in the US. : 
Brazil., 79-12720 

1976 patterns of foreign travel in the U.S. : 
eastern gateway., 79-12723 

1976 patterns of foreign travel in the US. : 
Far West., 79-17825 

1976 patterns of foreign travel in the US. : 
France., 79-12724 

1976 patterns of foreign travel in the U.S. : 
Frontier West., 79-17826 

1976 patterns of foreign travel in the U.S. : 
George Washington country., 79-12746 

1976 patterns of foreign travel in the U.S. : 
Germany., 79-12726 

1976 patterns of foreign travel in the US. : 
Great Lakes country., 79-17827 

1976 patterns of foreign travel in the US. : 
Italy., 79-12727 

1976 patterns of foreign travel in the U.S. : 
Japan., 79-12728 

1976 patterns of foreign travel in the US. : 
Mexico., 79-12731 

1976 patterns of foreign travel in the U.S. : 
Mountain West., 79-17828 

1976 patterns of foreign travel in the U.S. : 
Netherlands., 79-12733 

1976 patterns of foreign travel in the U.S. : 
New England., 79-17829 

1976 patterns of foreign travel in the US. : 
New York City., 79-12736 

1976 patterns of foreign travel in the U.S. : 
New Zealand., 79-12737 

1976 patterns of foreign travel in the U.S. : 
the South., 79-17830 

1976 patterns of foreign travel in the U.S. : 
United Kingdom., 79-12743 

1976 patterns of foreign travel in the U.S. : 
Venezuela., 79-12744 

1976 patterns of foreign travel in the U.S. 
Travel Service,, 79-17832 

1976 patterns of foreign travel in the United 
States., 79-12717, 79-12722, 79-12725, 
79-12730, 79-12732, 79-12734, 79- 
12735, 79-12738, 79-12739, 79-12742, 
79-12745 

1976 population estimates and 1975 and re- 
vised 197 per capita income estimates for 
counties, incorporated places, and select- 
ed minor civil divisions in Vermont, 79- 
10790 

1976 population estimates and 1975 and re- 
vised 1974 per capita estimates for coun- 
ties and incorporated places in Tennessee, 
79-10788 

1976 population estimates and 1975 and re- 
vised 1974 per capita income estimates 
for census divisions, boroughs, and incor- 
porated places in Alaska, 79-7237, 79- 
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7238, 
7242, 
7246, 
7250, 
7254, 
7258, 
7262, 
7266, 


79-7239, 
79-7243, 
79-7247, 
79-7251, 
79-7255, 
79-7259, 
79-7263, 
79-7267, 


79-7240, 
79-7244, 
79-7248, 
79-7252, 
79-7256, 
79-7260, 
79-7264, 
79-7268, 
79-7272, 


79-7241, 79- 

79-7245, 79- 

79-7249, 79- 

79-7253, 79- 

79-7257, 79- 

79-7261, 79- 

79-7265, 79- 

79-7269, 79- 
7270, 79-7271, 79-9484, 79- 
9485, 79-9486, 79-10784, 79-10785, 
79-10786, 79-10787, 79-10789, 79- 
10791, 79-10792, 79-10793, 79-17789 

1976 report of closed meeting of the Elec- 
tromagnetic Radiation Management Ad- 
visory Council, under Section 10(d) of 
the Federal Advisory Committee act., 
79-14137 

1977 census of construction industries : in- 
dustry series, bridge, tunnel, and elevated 
highway construction contractors, SIC 
1622., 79-19506 

1977 census of construction industries : in- 
dustry series, carpentering special trade 
contractors, SIC 1751., 79-19514 

1977 census of construction industries : in- 
dustry series, electrical work special trade 
contractors, SIC 1731., 79-19511 

1977 census of construction industries : in- 
dustry series, excavating and foundation 
work special trade contractors, SIC 
1794., 79-19519 

1977 census of construction industries : in- 
dustry series, floor laying and other floor- 
work special trade contractors, N.E.C. 
SIC 1752., 79-19515 

1977 census of construction industries : in- 
dustry series, general contractors—indus- 
trial buildings and warehouses, SIC 1541., 
79-19503 

1977 census of construction industries : in- 
dustry series, general contractors—nonre- 
sidential buildings, other than industrial 
buildings and warehouses, SIC 1542., 
79-19504 

1977 census of construction industries : in- 
dustry series, general contractors—single- 
family houses, SIC 1521., 79-19500 

1977 census of construction industries : in- 
dustry series, general contractors-residen- 
tial buildings, other than single family, 
SIC 1522., 79-19501 

1977 census of construction industries : in- 
dustry series, heavy construction contrac- 
tors, N.E.C, SIC 1629., 79-19508 

1977 census of construction industries : in- 
dustry series, installation or erection of 
building equipment special trade contrac- 
tors, N.E.C., SIC 1796., 79-19521 

1977 census of construction industries : in- 
dustry series, masonry, stone setting, and 
other stonework special trade contrac- 
tors, SIC code 1741., 79-22158 

1977 census of construction industries : in- 
dustry series, operative builders, SIC 
1531., 79-19502 

1977 census of construction industries : in- 
dustry series, painting, paper hanging, 





and decorating special trade contractors, 
SIC 1721., 79-19497, 79-19510 

1977 census of construction industries : in- 
dustry series, plastering, drywall, acousti- 
cal and insulation work special trade con- 
tractors, SIC 1742., 79-19512, 79-22159 

1977 census of construction industries : in- 
dustry series, plumbing, heating (except 
electric), and air conditioning special 
trade contractors, SIC 1711., 79-19509 

1977 census of construction industries : in- 
dustry series, roofing and sheet metal 
work special trade contractors, SIC 
1761., 79-19516, 79-22160 

1977 census of construction industries : in- 
dustry series, special trade contractors, 
N.E.C., SIC 1799., 79-19522 

1977 census of construction industries : in- 
dustry series, terrazzo, tile, marble, and 
mosaic work special trade contractors, 
SIC code 1743., 79-19498, 79-19513 

1977 census of construction industries : in- 
dustry series, water, sewer, pipe line, 
communication and power line construc- 
tion contractors, SIC 1623., 79-19507 

1977 census of construction industries : in- 
dustry series, water well drilling special 
trade contractors, SIC 1781., 79-19517 

1977 census of construction industries : in- 
dustry series, wrecking and demolition 
work special trade contractors, SIC code 
1795., 79-19499, 79-19520 

1977 census of construction industries : pre- 
liminary industry statistics, glass and glaz- 
ing work special trade contractors, SIC 
1793., 79-19518 

1977 census of governments. 
governmental organization : 
governmental organization /, 79-9479 

1977 census of governments : volume 2, 
taxable property values and assessment, 
sales price ratios /, 79-9480 

1977 census of governments : volume 3, 
public employment : number 1, employ- 
ment of major local governments /, 79- 
19452 

1977 census of governments : volume 4, 
governmental finances : number 1, fi- 
nances of school districts /, 79-22104, 
79-22105, 79-22106, 79-22107 

1977 census of governments : volume 6, 
topical studies : number 1, employee-re- 
tirement systems of state and local gov- 
ernments /, 79-9481, 79-9482, 79-9483 

1977 census of manufactures : animal and 
marine fats and oils, SIC 2077., 79- 
21980 

1977 census of manufactures : elevators and 
moving stairways, SIC 3534., 79-19386 

1977 census of manufactures : food prod- 
ucts machinery, SIC 3551., 79-19390 

1977 census of manufactures : geographic 
area series, Arizona., 79-21947 

1977 census of manufactures : geographic 
area series, Arkansas., 79-21948 

1977 census of manufactures : geographic 
area series, Colorado., 79-21949 


volume 1, 
number 1, 
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1977 census of manufactures : industry series, aluminum rolling and drawing, 


1977 census of manufactures : geographic 
area series, Georgia., 79-21950 

1977 census of manufactures : geographic 
area series, Hawaii., 79-21951 

1977 census of manufactures : geographic 
area series, Illinois., 79-21952 

1977 census of manufactures : geographic 
area series, Indiana., 79-21953 

1977 census of manufactures : geographic 
area series, lowa., 79-21954 

1977 census of manufactures : geographic 
area series, Kansas., 79-21955 

1977 census of manufactures : geographic 
area series, Louisiana., 79-21956 

1977 census of manufactures : geographic 
area series, Maine., 79-21957 

1977 census of manufactures : geographic 
area series, Missouri., 79-21958 

1977 census of manufactures : geographic 
area series, Nebraska., 79-21959 

1977 census of manufactures : geographic 
area series, Nevada., 79-21960 

1977 census of manufactures : geographic 
area series, New Mexico., 79-21961 

1977 census of manufactures : geographic 
area series, Oregon., 79-21962 

1977 census of manufactures : geographic 
area series, South Dakota., 79-21963 

1977 census of manufactures : geographic 
area series, Washington., 79-21964 

1977 census of manufactures : geographic 
area series, Wisconsin., 79-21965 

1977 census of manufactures : geographic 
area series, Wyoming, 79-21966 

1977 census of manufactures : industry 
series, abrasive products, SIC 3291., 79- 
19338 

1977 census of manufactures : industry 
series, adhesives and sealants, SIC 2891., 
79-19307 

1977 census of manufactures : industry 
series, agricultural chemicals, N.E.C., 
SIC 2879., 79-22016 

1977 census of manufactures : industry 
series, air and gas compressors, SIC 
3563., 79-22061 

1977 census of manufactures : industry 
series, aircraft engines and engine parts, 
SIC 3724., 79-22093 

1977 census of manufactures industry 
series, aircraft equipment, N.E.C., SIC 
3728., 79-19416 

1977 census of manufactures : industry 
series, aircraft, SIC 3721., 79-19415 

1977 census of manufactures : industry 
series, alkalies and chlorine, SIC 2812., 
79-22009 

1977 census of manufactures : industry 
series, aluminum extruded products, SIC 
3354., 79-19359 

1977 census of manufactures industry 
series, aluminum foundries, SIC 3361., 
79-19349 

1977 census of manufactures : industry 
series, aluminum rolling and drawing, 
N.E.C., SIC 3355., 79-22032 
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1977 census of manufactures : industry series, aluminum sheet, plate, and foil, SIC 


1977 census of manufactures : industry 
series, aluminum sheet, plate, and foil, 
SIC 3353., 79-19358 

1977 census of manufactures : industry 
series, ammunition, except for small arms, 
N.E.C., SIC 3483., 79-22045 

1977 census of manufactures : industry 
series, apparel and accessories, N.E.C., 
SIC 2389., 79-19261 

1977 census of manufactures 
series, apparel belts, SIC 2387., 79-21985 

1977 census of manufactures : industry 
series, architectural metal work, SIC 
3446., 79-22041 

1977 census of manufactures : industry 
series, artificial flowers, SIC 3962., 79- 
19443 

1977 census of manufactures : industry 
series, asbestos products, SIC 3292., 79- 
19339 

1977 census of manufactures : industry 
series, automatic merchandising machines, 
SIC 3581., 79-19400 

1977 census of manufactures : industry 
series, automotive stampings, SIC 3425., 
79-19371 

1977 census of manufactures : industry 
series, bags, except teztile bags, SIC 
2643., 79-21996 

1977 census of manufactures : industry 
series, ball and roller bearings, SIC 3562., 
79-19394 

1977 census of manufactures : 
series, beet sugar, SIC 2063., 79-19215 

1977 census of manufactures : industry 
series, biological products, SIC 2831., 
79-19299 

1977 census of manufactures : industry 
series, blankbooks and looseleaf binders, 
SIC 2782., 79-22006 

1977 census of manufactures : industry 
series, boat building and repairing, SIC 
3732., 79-19420 

1977 census of manufactures : industry 
series, bolts, nuts, rivets, and washers, 
SIC 3452., 79-19369 

1977 census of manufactures : industry 
series, book publishing, SIC 2731., 79- 
19289 

1977 census of manufactures : industry 
series, bookbinding and related work, 
SIC 2789., 79-19293 

1977 census of manufactures : industry 
series, booking printing, SIC 2732., 79- 
22002 

1977 census of manufactures : industry 
series, boot and shoe cut stock and find- 
ings, SIC 3131., 79-19315 

1977 census of manufactures : industry 
series, brass, bronze, and copper found- 
ries, SIC 3362., 79-19350 

1977 census of manufactures : industry 
series, brassieres and allied garments, SIC 
2342., 79-19255 

1977 census of manufactures : industry 
series, bread, cake, and related products, 
SIC 2051., 79-19211 


: industry 


industry 
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1977 census of manufactures : industry 
series, brick and structural clay tile, SIC 
3251., 79-22026 

1977 census of manufactures : industry 
series, brooms and brushes, SIC 3991., 
79-19446 

1977 census of manufactures : industry 
series, burial caskets, SIC 3995., 79- 
19447 

1977 census of manufactures : industry 
series, buttons, SIC 3963., 79-19444 

1977 census of manufactures : industry 
series, calculating and accounting ma- 
chines, SIC 3574., 79-22063 

1977 census of manufactures : industry 
series, cane sugar refining SIC 2062., 
79-19214 

1977 census of manufactures : industry 
series, canned and cured seafoods, SIC 
2091., 79-19221 

1977 census of manufactures : industry 
series, canned fruits and vegetables, SIC 
2033., 79-19206 

1977 census of manufactures : industry 
series, canned specialties, SIC 2032., 79- 
21970 

1977 census of manufactures : industry 
series, canvas and related products, SIC 
2394., 79-19265 

1977 census of manufactures : industry 
series, carbon and graphite products, SIC 
3624., 79-19405 

1977 census of manufactures : industry 
series, carbon paper and inked ribbons, 
SIC 3955., 79-19441 

1977 census of manufactures : industry 
series, carpets and rugs, N.E.C., SIC 
2279., 79-19242 

1977 census of manufactures 
series, cellulosic manmade fibers, SIC 
2823., 79-19298 

1977 census of manufactures : industry 
series, cement, hydraulic, SIC 3241., 79- 
19326 

1977 census of manufactures : industry 
series, ceramic wall and flood title, SIC 
3253., 79-19327 

1977 census of manufactures : industry 
series, cereal breakfast foods, SIC 2043., 
79-19208 

1977 census of manufactures : industry 
series, cheese, natural and processed. SIC 
2022., 79-19202 

1977 census of manufactures : industry 
series, chemical preparations, N.E.C., 
SIC 2899., 79-22018 

1977 census of manufactures : industry 
series, chewing and smoking tobacco, 
SIC 2131., 79-19228 

1977 census of manufactures : industry 
series, chewing gum, SIC 2067., 79- 
19216 

1977 census of manufactures 
series, cigarettes, SIC 2111., 79-19226 

1977 census of manufactures : industry 
series, cigars, SIC 2121., 79-19227 


: industry 


: industry 
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1977 census of manufactures : industry 
series, circular knit fabric mills, SIC 
2257., 79-19235 

1977 census of manufactures : industry 
series, clay refractories, SIC 3255., 79- 
19328 

1977 census of manufactures : industry 
series, coated fabrics, not rubberized, SIC 
2295., 79-19250 

1977 census of manufactures : industry 
series, cold finishing of steel shapes, SIC 
3316., 79-22030 

1977 census of manufactures : industry 
series, commercial lighting fixtures, SIC 
3646., 79-22079 

1977 census of manufactures : industry 
series, commercial printing, letterpress, 
SIC 2751., 79-22003 

1977 census of manufactures : industry 
series, commerical laundry equipment, 
SIC 3582., 79-19401 

1977 census of manufactures : industry 
series, commerical printing, gravure, SIC 
2754., 79-22005 

1977 census of manufactures : industry 
series, commerical printing, lithographic, 
SIC 2752., 79-22004 

1977 census of manufactures : industry 
series, concrete block and brick, SIC 
3271., 79-19333 

1977 census of manufactures : industry 
series, concrete products, N.E.C., SIC 
3272., 79-19334 

1977 census of manufactures : industry 
series, condensed and evaporated milk, 
SIC 2023., 79-19203 

1977 census of manufactures : industry 
series, confectionery products, chocolate 
and cocoa products, SIC 2065, SIC 2066., 
79-21976 

1977 census of manufactures : industry 
series, construction machinery, SIC 3531., 
79-22051 

1977 census of manufactures : industry 
series, converted paper products, N.E.C., 
SIC 2649., 79-21998 

1977 census of manufactures : industry 
series, conveyers and conveying equip- 
ment, SIC 3535., 79-19387 

1977 census of manufactures : industry 
series, cookies and crackers, SIC 2052., 
79-19212 

1977 census of manufactures : industry 
series, cordage and twine, SIC 2298., 
79-19253 

1977 census of manufactures : industry 
series, corrugated and solid fiber boxes, 
SIC 2653., 79-21999 

1977 census of manufactures : industry 
series, costume jewelry, SIC 3961., 79- 
19442 

1977 census of manufactures : industry 
series, cottonseed oil mills, SIC 2074., 
7179-21977 

1977 census of manufactures : industry 
series, creamery butter, SIC 2021., 79- 
21969 





January — December 1979 


1977 census of manufactures : industry 
series, crown and closures, SIC 3466., 
79-19372 

1977 census of manufactures : industry 
series, curtains and draperies, SIC 2391., 
79-19262 

1977 census of manufactures : industry 
series, cut stone and stone products, SIC 
3281., 79-19337 

1977 census of manufactures : industry 
series, cutlery, SIC 3421., 79-19361 

1977 census of manufactures : industry 
series, cyclic crudes and intermediates, 
SIC 2865., 79-22012 

1977 census of manufactures : industry 
series, dehydrated fruits, vegetables, and 
soups, SIC 2034., 79-19207 

1977 census of manufactures : industry 
series, dental equipment and supplies, SIC 
3843., 79-19429 

1977 census of manufactures : industry 
series, die-cut paper and board, SIC 
2645., 79-19284 

1977 census of manufactures : industry 
series, distilled liquior, expect brandy, 
SIC 2085., 79-21982 

1977 census of manufactures : industry 
series, dog, cat, and other pet food, SIC 
2047., 79-21975 

1977 census of manufactures : industry 
series, dolls, SIC 3942., 79-19436 

1977 census of manufactures : industry 
series, drapery hardware and window 
blinds and shades, SIC 2591., 79-21993 

1977 census of manufactures : industry 
series, electric housewares and fans, SIC 
3634., 79-22075 

1977 census of manufactures : industry 
series, electric lamps, SIC 3641., 79- 
19407 

1977 census of manufactures : industry 
series, electrical equipment and supplies 
N.E.C., SIC 3699., 79-19414 

1977 census of manufactures 
series, electrical industrial 
N.E.C., SIC 3629., 79-22071 

1977 census of manufactures : industry 
series, electrometallurgical products, SIC 
3313., 79-22028 

1977 census of manufactures industry 
series, electron tubes, all types, SIC 
3671., 79-22084 

1977 census of manufactures : industry 
series, electronic capacitors, SIC 3675., 
79-19410 

1977 census of manufactures : industry 
series, electronic coils and transformers, 
SIC 3677., 79-19411 

1977 census of manufactures : 
series, electronic components, 
SIC 3679., 79-22087 

1977 census of manufactures : industry 
series, electronic connectors, SIC 3678., 
79-22086 

1977 census of manufactures 
series, electronic resistors, 
79-22085 


: industry 
apparatus, 


industry 
N.E.C., 


: industry 
SIC 3676., 





1977 census of manufactures : industry 
series, electrotyping and stereotyping, 
SIC 2794., 79-19295 

1977 census of manufactures : industry 
series, engine electrical equipment, SIC 
3694., 79-19413 

1977 census of manufactures : industry 
series, engraving and plate printing, SIC 
2753., 79-19291 

1977 census of manufactures : industry 
series, envelopes, SIC 2642., 79-19283 

1977 census of manufactures : industry 
series, environmental controls, SIC 3822., 
79-19425 

1977 census of manufactures : industry 
series, explosives, SIC 2892., 79-19308 

1977 census of manufactures : industry 
series, fabric dress and work gloves, SIC 
2381., 79-19259 

1977 census of manufactures : industry 
series, fabricated metal products, N.E.C., 
SIC 3499., 79-22049 

1977 census of manufactures : industry 
series, fabricated pipe and fittings, SIC 
3498., 79-19382 

1977 census of manufactures : industry 
series, fabricated plate work (boiler 
shops), SIC 3443., 79-22039 

1977 census of manufactures 
series, fabricated rubber 
N.E.C., SIC 3069., 79-19314 

1977 census of manufactures : industry 
series, fabricated structural metal, SIC 
3441., 79-22037 

1977 census of manufactures industry 
series, fabricated textile products, N.E.C., 
SIC 2399., 79-19268 

1977 census of manufactures : industry 
series, farm machinery and equipment, 
SIC 3523., 79-22050 

1977 census of manufactures : industry 
series, felt goods, except woven felts and 
hats, SIC 2291., 79-19247 

1977 census of manufactures : industry 
series, fertilizers, mixing only, SIC 2875., 
79-22015 

1977 census of manufactures : industry 
series, fiber cans, drams, and similar prod- 
ucts, SIC 2655., 79-19287 

1977 census of manufactures : industry 
series, fine earthenware food utensils, SIC 
3263., 79-19330 

1977 census of manufactures : industry 
series, finishing plants, cotton, SIC 2261., 
79-19237 

1977 census of manufactures industry 
series, finishing plants, N.E.C., SIC 2269., 
79-19239 

1977 census of manufactures : industry 
series, finishing plants, synthetics, SIC 
2262., 79-19238 

1977 census of manufactures : industry 
series, flat glass, SIC 3211., 79-19322 

1977 census of manufactures : industry 
series, flavoring extracts and _sirups, 
N.E.C., SIC 2087., 79-19220 


: industry 
products , 
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1977 census of manufactures : industry series, hard surface floor coverings, SIC 


1977 census of manufactures : industry 
series, flour and other grain mill prod- 
ucts, blended and prepared flour, SIC 
2041, SIC 2045., 79-21974 

1977 census of manufactures : industry 
series, fluid meters and counting devices, 
SIC 3824., 79-22096 

1977 census of manufactures : industry 
series, fluid milk, SIC 2026., 79-19205 

1977 census of manufactures : industry 
series, food preparations, N.E.C., SIC 
2099., 79-21983 

1977 census of manufactures : industry 
series, footwear, except rubber, N.E.C., 
SIC 3149., 79-19319 

1977 census of manufactures : industry 
series, fresh or frozen package fish, SIC 
2092., 79-19222 

1977 census of manufactures : industry 
series, frozen fruits and vegetables, SIC 
2037., 79-21972 

1977 census of manufactures : industry 
series, frozen specialities, SIC 2038., 79- 
21973 

1977 census of manufactures : industry 
series, fur goods, SIC 2371., 79-19258 

1977 census of manufactures : industry 
series, furniture and fixtures, N.E.C., SIC 
2599., 79-21994 

1977 census of manufactures : industry 
series, games, toys, and children‘s vehi- 
cles, SIC 3944., 79-19437 

1977 census of manufactures : industry 
series, gaskets, packing, and sealing de- 
vices, SIC 3293., 79-19340 

1977 census of manufactures : industry 
series, general industrial machinery , 
N.E.C., SIC 3569., 79-19398 

1977 census of manufactures : industry 
series, glass containers, SIC 3221., 79- 
19323 

1977 census of manufactures : industry 
series, gray iron foundries, SIC 3321., 
79-22031 

1977 census of manufactures : industry 
series, greeting card publishing, SIC 
2771., 79-19292 

1977 census of manufactures : industry 
series, guided missiles and space vehicles, 
SIC 3761., 79-19417 

1977 census of manufactures : industry 
series, gum and wood chemicals, SIC 
2861., 79-19305 

1977 census of manufactures : industry 
series, gypsum products, SIC 3275., 79- 
19336 

1977 census of manufactures : industry 
series, hand and edge tools, N.E.C., SIC 
3423., 79-19362 

1977 census of manufactures : industry 
series, hand saws and saw blades, SIC 
3425., 79-19363 

1977 census of manufactures : industry 
series, hard surface floor coverings, SIC 
3996., 79-22102 
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1977 census of manufactures : industry series, hardware, N.E.C., SIC 3429, 


1977 census of manufactures : industry 
series, hardware, N.E.C., SIC 3429., 79- 
19364 

1977 census of manufactures : industry 
series, hats and caps, except millinery, 
SIC 2352., 79-19257 

1977 census of manufactures : industry 
series, heating equipment, expect electric, 
SIC 3433., 79-22036 

1977 census of manufactures : industry 
series, hoists, cranes, and monorails, SIC 
3536., 79-19388 

1977 census of manufactures : industry 
series, hosiery, N.E.C., SIC 2252., 79- 
19234 

1977 census of manufactures : industry 
series, house slippers, SIC 3142., 79- 
19316 

1977 census of manufactures : industry 
series, housefurnishings, N.E.C., SIC 
2392., 79-19263 

1977 census of manufactures : industry 
series, household appliances, N.E.C., SIC 
- sg loan 

1977 census of manufactures : industry 
series, household cooking equipment, SIC 
3631., 79-22072 

1977 census of manufactures : industry 
series, household furniture, N.E.C., SIC 
2519., 79-21991 

1977 census of manufactures : industry 
series, household laundry equipment, SIC 
3633., 79-22074 

1977 census of manufactures : industry 
series, household refrigerators and freez- 
ers, SIC 3632., 79-22073 

1977 census of manufactures : industry 
series, household vacuum cleansers, SIC 
3635., 79-19406 

1977 census of manufactures : industry 
series, ice cream and frozen desserts, SIC 
2024., 79-19204 

1977 census of manufactures : industry 
series, industrial controls, SIC 3622., 79- 
19403 

1977 census of manufactures : industry 
series, industrial furnaces and ovens, SIC 
3567., 79-19397 

1977 census of manufactures 
series, industrial organic 
N.E.C., SIC 2869., 79-22013 

1977 census of manufactures : industry 
series, industrial patterns, SIC 3656., 79- 
19395 

1977 census of manufactures : industry 
series, industrial trucks and tractors, SIC 
3537., 79-19432 

1977 census of manufactures : industry 
series, instruments to measure electricity, 
SIC 3825., 79-22097 

1977 census of manufactures : 
series, internal combustion 
N.E.C., SIC 3519., 79-19384 

1977 census of manufactures : industry 
series, iron and steel forgings, SIC 3462., 
79-22044 
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1977 census of manufactures : industry 
series, jewelers‘ materials and lapidary 
work, SIC 3915., 79-19435 

1977 census of manufactures : industry 
series, jewelry, precious metal, SIC 3911., 
79-19433 

1977 census of manufactures : 
series, lace goods, SIC 2292., 79-19248 

1977 census of manufactures : industry 
series, lead pencils and art goods, SIC 
3952., 79-19439 

1977 census of manufactures : industry 
series, leather gloves and mittens, SIC 
3151., 79-22023 

1977 census of manufactures : industry 
series, leather goods, N.E.C., SIC 3199., 
79-22025 

1977 census of manufactures : industry 
series, leather tanning and finishing, SIC 
3111., 79-22022 

1977 census of manufactures : industry 
series, lighting equipment, N.E.C., SIC 
3648., 79-22080 

1977 census of manufactures : industry 
series, lime, SIC 3274., 79-22027 

1977 census of manufactures : industry 
series, lithographic platemaking services, 
SIC 2795, 79-22008 

1977 census of manufactures : industry 
series, logging camps and logging con- 
tractors, SIC 2411., 79-21986 

1977 census of manufactures : industry 
series, luggage, SIC 3161., 79-19320 

1977 census of manufactures : industry 
series, macaroni and spaghetti, SIC 2098., 
79-19225 

1977 census of manufactures : 
series, machine tool accessories, SIC 
3545., 79-22055 

1977 census of manufactures : industry 
series, machine tools, metal cutting types, 
SIC 3541., 79-22053 

1977 census of manufactures : 
series, machine tools, metal forming 
types, SIC 3542., 79-22054 

1977 census of manufactures : 
series, machinery, except 
N.E.C., SIC 3599., 79-19402 

1977 census of manufactures 
series, malleable 
3322., 79-19346 

1977 census of manufactures : industry 
series, malt beverages, SIC 2082., 79- 
19218 

1977 census of manufactures : 
series, malt, SIC 2083., 79-19219 

1977 census of manufactures : industry 
series, manufactured ice, SIC 2097., 79- 
19224 

1977 census of manufactures : industry 
series, manufacturing industries, N.E.C., 
SIC 3999., 79-22103 

1977 census of manufactures : industry 
series, marking devices, SIC 3953., 79- 
19440 


industry 


industry 


industry 


industry 
electrical, 


: industry 
iron foundries, SIC 


industry 
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1977 census of manufactures : industry 
series, mattresses and bedsprings, SIC 
2515., 79-21990 

1977 census of manufactures : industry 
series, measuring and dispensing pumps, 
SIC 3586., 79-22066 

1977 census of manufactures : industry 
series, meat packing plants, sausages and 
other prepared meats, SIC 2011, SIC 
2013., 79-21967 

1977 census of manufactures : industry 
series, medicinal and botanicals, SIC 
2833., 79-19300 

1977 census of manufactures : industry 
series, men‘s and boy‘s neckwear, SIC 
2323., 79-19254 

1977 census of manufactures : industry 
series, men‘s footwear, except athletic, 
SIC 3143., 79-19317 

1977 census of manufactures : industry 
series, metal barrels, drums, and pails, 
SIC 3412., 79-22035 

1977 census of manufactures : 
series, metal cans, SIC 3411., 79-19360 

1977 census of manufactures : industry 
series, metal coating and allied services, 
SIC 3479., 79-19376 

1977 census of manufactures : industry 
series, metal doors, sash and trim, SIC 
3442., 79-22038 

1977 census of manufactures : industry 
series, metal foil and leaf, SIC 3497., 79- 
22048 

1977 census of manufactures : industry 
series, metal household furniture, SIC 
2514., 79-19278 

1977 census of manufactures : industry 
series, metal office furniture, SIC 2522, 
79-19280 

1977 census of manufactures : industry 
series, metal partitions and fixtures, SIC 
2542., 79-21992 

1977 census of manufactures : industry 
series, metal sanitary ware, SIC 3431., 
79-19365 

1977 census of manufactures : industry 
series, metal stampings, N.E.C., SIC 
3469., 79-19373 

1977 census of manufactures : 
series, millinery, SIC 2351., 

1977 census of manufactures : industry 
series, millwork, SIC 2431., 79-19270 

1977 census of manufactures : industry 
series, mineral wool, SIC 3296. 79- 
19342 

1977 census of manufactures : industry 
series, minerals, ground or treated, SIC 
3295., 79-19341 

1977 census of manufactures : industry 
series, mining machinery , SIC 3532., 
79-22052 

1977 census of manufactures : industry 
series, miscellaneous fabricated wire 
products, SIC 3496., 79-22047 

1977 census of manufactures : industry 
series, miscellaneous metal work, SIC 
3449., 79-22043 


industry 
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79-19256 
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1977 census of manufactures : 


industry 

series, miscellaneous plastics products, 

SIC 3079., 79-22021 

1977 census of manufactures : industry 
series, miscellaneous publishing, SIC 
2741., 79-19290 

1977 census of manufactures : industry 
series, mobile homes, SIC 2451. 79- 
19275 

1977 census of manufactures : industry 
series, motor vehicles and car bodies, SIC 
3711., 79-22090 

1977 census of manufactures : industry 
series, motorcycles, bicycles, and parts, 
SIC 3751., 79-19422 

1977 census of manufactures : industry 
series, motors and generators, SIC 3621., 
79-22070 

1977 census of manufactures : industry 
series, narrow fabric mills, SIC 2241., 
79-19233 

1977 census of manufactures : industry 
series, needles, pins, and fasteners, SIC 
3964., 79-19445 

1977 census of manufactures : 
series, newspapers, SIC 2711., 79-22001 

1977 census of manufactures : industry 
series, nitrogenous fertilizers, SIC 2873., 
79-22014 

1977 census of manufactures : industry 
series, nonclay refractories, SIC 3297., 
79-19343 

1977 census of manufactures : industry 
series, noncurrent-carrying wiring de- 
vices, SIC 3644., 79-19408 

1977 census of manufactures : industry 
series, nonferrous forgings, SIC 3463., 
79-19370 

1977 census of manufactures : industry 
series, nonferrous foundries, N.E.C., SIC 
3369., 79-19351 

1977 census of manufactures : industry 
series, nonferrous rolling and drawing, 
N.E.C., SIC 3356., 79-22033 

1977 census of manufactures : industry 
series, nonmetallic mineral products, 
N.E.C., SIC 3299., 79-19344 

1977 census of manufactures : industry 
series, nonwoven fabrics, SIC 2297., 79- 
19252 

1977 census of manufactures : industry 
series, office machines, N.E.C. and type- 
writers, SIC 3579 and SIC 3572., 79- 
22064 

1977 census of manufactures : industry 
series, oil field machinery, SIC 3533., 
79-19367 

1977 census of manufactures : industry 
series, opthalmic goods, SIC 3851., 79- 
19430 

1977 census of manufactures : industry 
series, optical instruments and lenses, SIC 
3822., 79-22098 

1977 census of manufactures : industry 
series, ordnance and accessories, N.E.C., 
SIC 3489., 79-19379 


industry 





1977 census of manufactures : industry 
series, organic fibers, noncellulosic, SIC 
2824., 79-22010 

1977 census of manufactures : industry 
series, paints and allied products, SIC 
2851., 79-22011 

1977 census of manufactures : industry 
series, paper coating and glazing, SIC 
2641., 79-21995 

1977 census of manufactures : industry 
series, paper industries machinery, SIC 
3554., 79-19392 

1977 census of manufactures : industry 
series, particleboard, SIC 2492., 79- 
19274 

1977 census of manufactures : industry 
series, pens and mechanical pencils, SIC 
3951., 79-19310 

1977 census of manufactures : 
series, periodicals, SIC 2721., 79-19288 

1977 census of manufactures : industry 
series, personal leather goods, SIC 3172., 
79-19321 

1977 census of manufactures : industry 
series, petroleum and coal products, 
N.E.C., SIC 2999., 79-22020 

1977 census of manufactures : industry 
series, petroleum refining, lubricating oils 
and greases, SIC 2911, SIC 2992., 79- 
22019 

1977 census of manufactures : industry 
series, phosphatic fertilizers, SIC 2874., 
79-19306 

1977 census of manufactures : industry 
series, photoengraving, SIC 2793., 79- 
19294 

1977 census of manufactures : industry 
series, photographic equipment and sup- 
plies, SIC 3861., 79-22099 

1977 census of manufactures : industry 
series, pickles, sauces, and salad dressings, 
SIC 2035., 79-21971 

1977 census of manufactures : industry 
series, plastics materials, and resins, SIC 
2821., 79-19296 

1977 census of manufactures : industry 
series, plating and polishing, SIC 3471, 
79-19374, 79-19375 

1977 census of manufactures : industry 
series, pleating and stitching, SIC 2395., 
79-19266 

1977 census of manufactures : industry 
series, plumbing fittings and brass goods, 
SIC 3432., 79-19366 

1977 census of manufactures : industry 
series, polishes and sanitation goods, SIC 
2842., 79-19302 

1977 census of manufactures : industry 
series, porcelain electrical supplies, SIC 
3264., 79-19331 

1977 census of manufactures : industry 
series, pottery products, N.E.C., SIC 
3269., 79-19332 

1977 census of manufactures : industry 
series, poultry dressing plants, poultry 
and egg processing, SIC 2016, 2017., 79- 
21968 
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1977 census of manufactures : industry series, radio and TV receiving sets, SIC 


1977 census of manufactures : industry 
series, power driven hand tools, SIC 
3546., 79-22056 

1977 census of manufactures : industry 
series, power transmission equipment, 
N.E.C., SIC 3568., 79-22062 

1977 census of manufactures : industry 
series, prefabricated metal buildings, SIC 
3448., 79-22042 

1977 census of manufactures : industry 
series, prefabricated wood buildings, SIC 
2452., 79-21989 

1977 census of manufactures : industry 
series, pressed and blown glass, N.E.C., 
SIC 3229., 79-19324 

1977 census of manufactures : industry 
series, pressed and molded pulp goods, 
SIC 2646., 79-19285 

1977 census of manufactures : industry 
Series, primary aluminum, SIC 3334., 
79-19355 

1977 census of manufactures : industry 
series, primary batteries, dry and wet, 
SIC 3692., 79-22089 

1977 census of manufactures : industry 
series, primary copper, SIC 3331., 79- 
19352 

1977 census of manufactures : industry 
series, primary lead, SIC 3332., 79- 
19353 

1977 census of manufactures : industry 
series, primary metal products, N.E.C., 
SIC 3399., 79-22034 

1977 census of manufactures : industry 
series, primary nonferrous metals, N.E.C., 
SIC 3339, 79-19356 

1977 census of manufactures : industry 
series, primary zinc, SIC 3333., 79- 
19354 

1977 census of manufactures : industry 
series, printing ink, SIC 2893., 79-19309 

1977 census of manufactures : industry 
series, printing trades machinery, SIC 
3555., 79-19393 

1977 census of manufactures : industry 
series, process control instruments, SIC 
3823., 79-19426 

1977 census of manufactures : industry 
series, processed textile waste, SIC 2294., 
79-19249 

1977 census of manufactures : industry 
series, products of purchased glass, SIC 
3231., 79-19325 

1977 census of manufactures : industry 
series, public building and related furni- 
ture, SIC 2531., 79-19281 

1977 census of manufactures : industry 
series, pumps and pumping equipment, 
SIC 3561., 79-22060 

1977 census of manufactures : industry 
series, radio and TV communication 
equipment, SIC 3662., 79-22083 

1977 census of manufactures : industry 
series, radio and TV receiving sets, SIC 
3651., 79-22081 
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1977 census of manufactures : industry series, railroad equipment, SIC 3743. 


1977 census of manufactures : industry 
series, railroad equipment, SIC 3743., 
79-19421 

1977 census of manufactures : industry 
series, raw cane sugar, SIC 2061., 79- 
19213 

1977 census of manufactures : industry 
series, ready-mixed concrete, SIC 3273., 
79-19335 

1977 census of manufactures : industry 
series, reclaimed rubber, SIC 3031., 79- 
19313 

1977 census of manufactures : industry 
series, refrigeration and heating equip- 
ment, SIC 3585., 79-22065 

1977 census of manufactures : industry 
series, residential lighting fixtures, SIC 
3645., 79-22078 

1977 census of manufactures : 
series, rice milling, SIC 2044., 79-19209 

1977 census of manufactures : industry 
series, robes and dressing gowns, SIC 
2384., 79-19260 

1977 census of manufactures : industry 
series, rolling mill machinery, SIC 3547., 
79-22057 

1977 census of manufactures : industry 
series, rubber and plastics footwear, SIC 
3021., 79-19312 

1977 census of manufactures : 
series, sanitary food containers, 
2654., 79-22000 

1977 census of manufactures : industry 
series, sanitary paper products, SIC 2647., 
79-21997 

1977 census of manufactures : industry 
series, sawmills and planing mills, gener- 
al, SIC 2421., 79-21987 

1977 census of manufactures : industry 
series, scales and balances, except labora- 
tory, SIC 3576., 79-19399 

1977 census of manufactures : industry 
series, Schiffli machine embroderies, SIC 
2397., 79-19267 

1977 census of manufactures : 
series, screw machine products, SIC 
3451., 79-19368 

1977 census of manufactures : industry 
series, secondary nonferrous metals, SIC 
3341., 79-19357 

1977 census of manufactures : industry 
series, service industry machinery, 
N.E.C., SIC 3589., 79-22067 

1977 census of manufactures : industry 
series, setup paperboard boxes, SIC 2652., 
79-19286 

1977 census of manufactures : industry 
series, sheet metal work, SIC 3444., 79- 
22040 

1977 census of manufactures : industry 
series, ship building and repairing, SIC 
3731., 79-19419 

1977 census of manufactures : industry 
series, shortening and cooking oils, SIC 
2079., 79-19217 
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1977 census of manufactures : industry 
series, signs and advertising displays, SIC 
3993., 79-22101 

1977 census of manufactures : industry 
series, silverware and plated ware, SIC 
3914., 79-19434 

1977 census of manufactures : industry 
series, small arms ammunition, SIC 3482., 
79-19377 

1977 census of manufactures : 
series, small arms, SIC 3484., 79-19378 

1977 census of manufactures : industry 
series, soap and other detergents, SIC 
2841., 79-19301 

1977 census of manufactures : industry 
series, softwood veneer and plywood, 
SIC 2436., 79-21988 

1977 census of manufactures : industry 
series, soybean oil mills, SIC 2075., 79- 
21978 

1977 census of manufactures : industry 
series, space propulsion units and parts, 
SIC 3764., 79-19418 

1977 census of manufactures : industry 
series, space vehicle equipment, N.E.C., 
SIC 3769., 79-22094 

1977 census of manufactures : industry 
series, special dies, tools, jigs, and fix- 
tures, SIC 3544., 79-19389 

1977 census of manufactures 
series, special industry 
N.E.C., SIC 3559., 79-22059 

1977 census of manufactures : industry 
series, special product sawmills, N.E.C., 
SIC 2429., 79-19269 

1977 census of manufactures : industry 
series, speed changers, drives, and gears, 
SIC 3566., 79-19396 

1977 census of manufactures 
series, sporting and athletic goods, 
N.E.C., SIC 3949., 79-19438 

1977 census of manufactures : industry 
series, steel foundries , N.E.C., SIC 3325., 
79-19348 

1977 census of manufactures : industry 
series, steel investment foundries, SIC 
3324., 79-19347 

1977 census of manufactures : industry 
series, steel springs, except wire, SIC 
3493., 79-19380 

1977 census of manufactures : industry 
series, steel wire and related products, 
SIC 3315., 79-22029 

1977 census of manufactures : industry 
series, storage batteries, SIC 3691., 79- 
22088 

1977 census of manufactures : industry 
series, structural wood members, N.E.C., 
SIC 2439., 79-19271 

1977 census of manufactures : industry 
series, surface active agents, SIC 2843., 
79-19303 

1977 census of manufactures : industry 
series, surgical and medical instruments, 
SIC 3841., 79-19427 


industry 


: industry 
machinery, 


: industry 
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1977 census of manufactures : industry 
series, surgical appliances and supplies, 
SIC 3842., 79-19428 

1977 census of manufactures : industry 
series, switchgear and swithcboard appa- 
ratus, SIC 3613., 79-22069 

1977 census of manufactures : industry 
series, synthetic rubber, SIC 2822., 79- 
19297 

1977 census of manufactures : industry 
series, tanks and tank components, SIC 
3795., 79-19424 

1977 census of manufactures : industry 
series, telephone and telegraph apparatus, 
SIC 3661., 79-22082 

1977 census of manufactures 
series, textile bags, SIC 2393., 79-19264 

1977 census of manufactures : industry 
series, textile goods, N.E.C., SIC 2299., 
79-21984 

1977 census of manufactures : industry 
series, textile machinery, SIC 3552., 79- 
22058 

1977 census of manufactures 
series, thread mills, SEC 2284., 79-19246 

1977 census of manufactures : industry 
series, throwing and winding mills, SIC 
2282., 79-19244 

1977 census of manufactures : industry 
series, tire, cord and fabric, SIC 2296., 
79-19251 

1977 census of manufactures 
series, tires and inner tubes, 
79-19311 

1977 census of manufactures industry 
series, tobacco stemming and redrying, 
SIC 2141., 79-19229 

1977 census of manufactures : industry 
series, toilet preparations, SIC 2844., 79- 
19304 

1977 census of manufactures : 
series, transformers, SIC 3612., 79-22068 

1977 census of manufactures : industry 
series, travel trailers and campers, SIC 
3792., 79-22095 

1977 census of manufactures : industry 
series, truck and bus bodies, SIC 3713., 
79-22091 

1977 census of manufactures : industry 
series, truck trailers, SIC 3715., 79- 
22092 

1977 census of manufactures : industry 
series, tufted carpets and rugs, SIC 2272., 
79-19241 

1977 census of manufactures : industry 
series, turbines and turbine generator sets, 
SIC 3511., 79-19383 

1977 census of manufactures 
series, typesetting, SIC 2791., 79-22007 

1977 census of manufactures : industry 
series, upholstered household furniture, 
SIC 2512., 79-19277 

1977 census of manufactures : industry 
series, valves and pipe fittings, SIC 3494., 
79-22046 


: industry 


industry 


: industry 
SIC 3011., 


industry 


: industry 





January — December 1979 


1977 census of manufactures : industry 
series, vegetable oil mills, N.E.C., SIC 
2076., 79-21979 

1977 census of manufactures : industry 
series, vehicular lighting equipment, SIC 
3647., 79-19409 

1977 census of manufactures : industry 
series, vitreous china food utensils, SIC 
3262., 79-19201 

1977 census of manufactures : industry 
series, vitreous plumbing fixtures, SIC 
3261., 79-19329 

1977 census of manufactures : industry 
series, warp knit fabric mills, SIC 2258., 
79-19236 

1977 census of manufactures : industry 
series, watches, clocks, and watchcases, 
SIC 3873., 79-19431 

1977 census of manufactures : industry 
series, weaving and finishing mills, wool, 
SIC 2231., 79-19232 

1977 census of manufactures : industry 
series, weaving mills, cotton, SIC 2211., 
79-19230 

1977 census of manufactures : industry 
series, weaving mills, manmade fiber and 
silk, SIC 2221., 79-19231 

1977 census of manufactures : industry 
series, welding apparatus, electric, SIC 
3623., 79-19404 

1977 census of manufactures : industry 
series, wet corn milling, SIC 2046., 79- 
19210 

1977 census of manufactures : industry 
series, wines, brandy, and brandy spirits, 
SIC 2084., 79-21981 

1977 census of manufactures : 
series, wire springs, SIC 3495., 79-19381 

1977 census of manufactures : industry 
series, women‘s footwear, except athletic, 
SIC 3144., 79-19318 

1977 census of manufactures : industry 
series, women‘s handbags and purses, SIC 
3171., 79-22024 

1977 census of manufactures : industry 
series, wood household furniture, SIC 
2511., 79-19276 

1977 census of manufactures : industry 
series, wood pallets and skids, SIC 2448., 
79-19272 

1977 census of manufactures : industry 
series, wood partitions and fixtures, SIC 
2541., 79-19282 

1977 census of manufactures : industry 
series, wood preserving, SIC 2491., 79- 
19273 

1977 census of manufactures : industry 
series, wood TV and radio cabinets, SIC 
2517., 79-19279 

1977 census of manufactures : industry 
series, woodworking machinery, SIC 
3553., 79-19391 

1977 census of manufactures : industry 
series, wool yarn mills, SIC 2283., 79- 
19245 


industry 





1977 census of retail trade : 


1977 census of manufactures : industry 
series, woven carpets and rugs, SIC 
2272., 79-19240 

1977 census of manufactures : industry 
series, X-ray, electromedical, and elec- 
trotherapeutic apparatus, SIC 3693., 79- 
19412 

1977 census of manufactures : industry 
series, yarn mills, except wool, SIC 2281., 
79-19243 

1977 census of manufactures : lawn and 
garden equipment, SIC 3524., 79-19385 

1977 census of manufactures : preliminary 
industry statistics, carbon black, SIC 
2895., 79-22017 

1977 census of manufactures : preliminary 
industry statistics, musical instruments, 
SIC 3931., 79-22100 

1977 census of manufactures : preliminary 
industry statistics, sewing machines, SIC 
3636., 79-22076 

1977 census of manufactures 
coffee, SIC 2095., 79-19223 

1977 census of manufactures : steel pipe and 
tubes, SIC 3317., 79-19345 

1977 census of mineral industries : industry 
series, barite, SIC 1472., 79-22139 

1977 census of mineral industries : industry 
series, bauxite and other aluminum ores, 
SIC 1051., 79-22131 

1977 census of mineral industries : industry 
series, Bentonite, SIC 1452., 79-22137 

1977 census of mineral industries : industry 
series, chemical and fertilizer mineral 
mining, N.E.C., SIC 1479., 79-22142 

1977 census of mineral industries : industry 
series, crushed and broken stone, includ- 
ing riprap, SIC 1422, 1423, and 1429., 
79-22126 

1977 census of mineral industries : industry 
series, ferroalloy ores, except vanadium, 
SIC 1061., 79-22132 

1977 census of mineral industries : industry 
series, hardwood veneer and plywod, 
SIC 2435., 79-22145 

1977 census of mineral industries : industry 
series, iron ores, SIC 1011., 79-22129 

1977 census of mineral industries : industry 
series, mercury ores and metal ores, 
N.E.C., SIC 1092 and SIC 1099., 79- 
22133 

1977 census of mineral industries : industry 
series, natural gas liquids, SIC 1321., 79- 
22135 

1977 census of mineral industries : industry 
series, nonmetallic minerals, N.E.C., SIC 
1499., 79-22144 

1977 census of mineral industries : industry 
series, oil and gas field services, N.E.C., 
SIC 1389., 79-22136 

1977 census of mineral industries : industry 
series, rock salt, SIC 1476., 79-22127, 
79-22140 

1977 census of mineral industries : industry 
series, silver ores, SIC 1044., 79-22130 

1977 census of mineral industries : industry 
series, sulfur, SIC 1477., 79-22141 
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geographic area series, New York. 


1977 census of mineral industries : industry 
series, talc, me, and pyrophyllite, 
SIC 1496., 79-22128, 79-22143 


1977 census of mineral industries : industry 


series, uranium-radium-vanadium ores, 
SIC 1094., 79-22134 

1977 census of minerals industries : industry 
series, Fuller's earth, SIC 1454. 79- 
22138 

1977 census of retail trade : geographic area 
series, Alaska., 79-16210 

1977 census of retail trade : geographic area 
series, Arizona., 79-16211 

1977 census of retail trade : geographic area 
series, California., 79-16212 

1977 census of retail trade : geographic area 
series, Colorado., 79-16213 

1977 census of retail trade : geographic area 
series, Connecticut., 79-16214 

1977 census of retail trade : geographic area 
series, Delaware., 79-19523 

1977 census of retail trade : geographic area 
series, District of Columbia., 79-19524 

1977 census of retail trade : geographic area 
series, Hawaii, 79-16215 

1977 census of retail trade : geographic area 
series, Idaho., 79-16216 

1977 census of retail trade : geographic area 
series, Illinois., 79-16217 

1977 census of retail trade : geographic area 
series, Indiana., 79-19525 

1977 census of retail trade : geographic area 
series, lowa., 79-19526 

1977 census of retail trade : geographic area 
series, Kansas., 79-16218 

1977 census of retail trade : geographic area 
series, Kentucky., 79-19527 

1977 census of retail trade : geographic area 
series, Louisiana., 79-19535, 79-22163 

1977 census of retail trade : geographic area 
series, Maine., 79-16219 

1977 census of retail trade : geographic area 
series, Massachusetts., 79-16220 

1977 census of retail trade : geographic area 
series, Michigan., 79-19528 

1977 census of retail trade : geographic area 
series, Minnesota., 79-19529 

1977 census of retail trade : geographic area 
series, Mississippi., 79-22164 

1977 census of retail trade : geographic area 
series, Missouri., 79-16221 

1977 census of retail trade : geographic area 
series, Montana., 79-16222 

1977 census of retail trade : geographic area 
series, Nebraska., 79-16223 

1977 census of retail trade : geographic area 
series, Nevada., 79-16224 

1977 census of retail trade : geographic area 
series, New Hampshire., 79-16225 

1977 census of retail trade : geographic area 
series, New Jersey., 79-22165 

1977 census of retail trade : geographic area 
series, New Mexico., 79-16226 

1977 census of retail trade : geographic area 
series, New York., 79-19530 
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1977 census of retail trade : geographic area series, North Carolina. 


1977 census of retail trade : geographic area 
series, North Carolina., 79-22166 

1977 census of retail trade : geographic area 
series, North Dakota., 79-16227 

1977 census of retail trade : geographic area 
series, Ohio., 79-22167 

1977 census of retail trade : geographic area 
series, Oklahoma., 79-22168 

1977 census of retail trade : geographic area 
series, Oregon., 79-16228 

1977 census of retail trade : geographic area 
series, Pennsylvania., 79-22169 

1977 census of retail trade : geographic area 
series, Rhode Island., 79-16229 

1977 census of retail trade : geographic area 
series, South Carolina., 79-22170 

1977 census of retail trade : geographic area 
series, South Dakota., 79-16230 

1977 census of retail trade : geographic area 
series, Tennessee., 79-19531 

1977 census of retail trade : geographic area 
series, Utah., 79-16231 

1977 census of retail trade : geographic area 
series, Vermont., 79-16232 

1977 census of retail trade : geographic area 
series, Virginia., 79-22171 

1977 census of retail trade : geographic area 
series, Washington., 79-16233 

1977 census of retail trade : geographic area 
series, West Virginia., 79-16234 

1977 census of retail trade : geographic area 
series, Wisconsin., 79-19532 

1977 census of retail trade : geographic area 
series, Wyoming., 79-16235 

1977 census of retail trade : major retail 
centers in standard metropolitan statisti- 
cal areas, New Hampshire., 79-19533 

1977 census of service industries : geo- 
graphic area series, Arizona., 79-19537 

1977 census of service industries : geo- 
graphic area series, Colorado., 79-22230 

1977 census of service industries : geo- 
graphic area series, Idaho., 79-22231 

1977 census of service industries : geo- 
graphic area series, Montana., 79-19538 

1977 census of service industries : geo- 
graphic area series, Utah., 79-22232 

1977 census of the construction industries : 
industry series, highway and street con- 
struction contractors, SIC 1611., 79- 
19505 

1977 census of transportation : truck and 
use survey, Arizona., 79-16199 

1977 census of transportation : truck 
use survey, Arkansas., 79-16200 

1977 census of transportation : truck 
use survey, Idaho., 79-16201 

1977 census of transportation : truck 
use survey, Kentucky., 79-16202 

1977 census of transportation : truck 
use survey, Michigan., 79-16203 

1977 census of transportation : truck 
use survey, New Mexico., 79-16205 

1977 census of transportation : truck 
use survey, New York., 79-16206 
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1977 census of transportation : truck and 
use survey, North Dakota., 79-16207 

1977 census of transportation : truck and 
use survey, Oregon., 79-19494 

1977 census of transportation : truck and 
use survey, Rhode Island., 79-16208 

1977 census of transportation : truck and 
use survey, Wisconsin., 79-16209 

1977 census of transportation : truck inven- 
tory and use survey, Alabama., 79-16198 

1977 census of transportation : truck inven- 
tory and use survey, Alaska., 79-22147 

1977 census of transportation : truck inven- 
tory and use survey, Colorado., 79- 
22148 

1977 census of transportation : truck inven- 
tory and use survey, Delaware., 79- 
19491 

1977 census of transportation : truck inven- 
tory and use survey, Georgia., 79-22149 

1977 census of transportation : truck inven- 
tory and use survey, Iowa., 79-22150 

1977 census of transportation : truck inven- 
tory and use survey, Kansas., 79-22151 

1977 census of transportation : truck inven- 
tory and use survey, Louisiana. 79- 
22152 

1977 census of transportation : truck inven- 
tory and use survey, Maryland., 79- 
19492 

1977 census of transportation : truck inven- 
tory and use survey, Messachusetts., 79- 
22153 

1977 census of transportation : truck inven- 
tory and use survey, Montana., 79-22154 

1977 census of transportation : truck inven- 
tory and use survey, Nevada., 79-16204 

1977 census of transportation : truck inven- 
tory and use survey, New Hampshire., 
79-19493 

1977 census of transportation : truck inven- 
tory and use survey, Pennsylvania., 79- 
22155 

1977 census of transportation : truck inven- 
tory and use survey, South Carolina., 
79-19495 

1977 census of transportation : truck inven- 
tory and use survey, Tennessee., 79- 
22156 

1977 census of transportation : truck inven- 
tory and use survey, Texas., 79-19496 

1977 census of transportation : truck inven- 
tory and use survey, Wyoming., 79- 
22157 

1977 census of wholesale trade : geographic 
area series, Alaska., 79-19534 

1977 census of wholesale trade : geographic 
area series, Hawaii., 79-22221 

1977 census of wholesale trade : geographic 
area series, Maine., 79-19536 

1977 census of wholesale trade : geographic 
area series, Nevada., 79-22222 

1977 census of wholesale trade : geographic 
area series, Vermont., 79-16236 
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1977 economic census of outlying areas : 
construction industries, Puerto Rico., 
79-22162 

1977 economic censuses /, 79-22161 

1977 economic censuses : publication pro- 
gram., 79-22112 

1977 Flywheel Technology Symposium : 
proceedings, October 5-7, 1977, San 
Francisco, California /, 79-7575 

1977 midwest forest mensurationists meet- 
ing., 79-5494 

1977 report of random sample egg produc- 
tion tests, United States and Canada : 
two-year combined summary, 1975-76 
and 1976-77, range group rankings, 1976- 
77., 79-21912 

1977 supplement to alcoholism and problem 
drinking, 1970-1975 : a statistical analysis 
of VA hospital patients /, 79-23212 

The 1977 surface ozone study of eastern 
Virginia /, 79-11980 

1978 amendments to the Local public 
works capital development and invest- 
ment act and the Public works and eco- 
nomic development act : hearings before 
the Subcommittee on Economic Devel- 
opment of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
second session, on H.R. 11610, H.R. 
12993 and related bills., 79-12404 

1978 budget revisions., 79-6339 

1978 budgets of bank regulatory agencies : 
hearings before the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-fifth Congress, 
second session ... Februrary 7 and 8, 
1978., 79-8804 

1978 compendium of tax research. 79- 
6400 

1978 Compressed Air Energy Storage Sym- 
posium proceedings, May 15-18, 1978, 
Asilomar Conference Grounds, Pacific 
Grove California /, 79-7580, 79-17883 

The 1978 economic report of the President 
: hearing before the Joint Economic 
Committee, Congress of the United 
States, Ninety-fifth Congress, second ses- 
sion ..., 79-5053 

The 1978 HUD survey on the quality of 
community life : a data book., 79-6094, 
79-20492 

1978 IMCO protocols : hearing before the 
Committee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth, second session ... April 5, 
1978., 79-8817 

1978 instructions for fire and other hazard- 
ous emergencies : Clinical Center tele- 
phone ext. 116. Protection and Security 
Management Branch, DAS National In- 
stitutes of Health., 79-13666 

The 1978 midyear review of the economy : 
hearings before the Joint Economic Com- 
mittee, Congress of the United States, 
Ninety-fifth Congress, second session., 
79-8846, 79-10446, 79-12336 





January — December 1979 


1978 needs survey : continuous stormwater 
pollution simulation survey, users manual 
/, 7179-13479 

1978 peanut program : hearings before the 
Subcommittee on Oilseeds and Rice of 
the Committee on Agriculture, House of 
Representatives, Ninety-fifth Congress, 
second session, November 9, 1978, Eliza- 
bethtown, N.C., November 14, 1978, 
Durant, Okla, November 15, 1978, 
Tifton, Ga., 79-8755 

1978 review and evaluation of the Nuclear 
Regulatory Commission safety research 
program : a report to the Congress of the 
United States of America., 79-10356 

The 1979 activity guide for National 
Employ the Handicapped Week, October 
7-13, 1979 and all yearlong., 79-18708 

1979 authorization for the Office of Re- 
search and Development, Environmental 
Protection Agency : hearings before the 
Subcommittee on the Environment and 
the Atmosphere of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-fifth Congress, 
second session, February 7, 8, and 9, 
1978., 79-9125 

1979 budgets of bank regulatory agencies : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, first 
session ... January 26, 1979., 79-17442 

1979 buyers guide to products manufac- 
tured on American Indian reservations /, 
79-19568 

1979 Department of Energy authorization : 
hearing before the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-fifth Congress, second 
session ..., 79-9110, 79-9113, 79-10571 

1979 DOE authorization., 79-10571 

The 1979 economic report of the President 
: hearings before the Joint Economic 
Committee, Congress of the United 
States, Ninety-sixth Congress, first session 
wey 79-21479, 79-23363 

1979 gas mileage guide., 79-11407 

1979 gas mileage guide : California /, 79- 
13421 

1979 high blood pressure month kit. 79- 
7990 

1979 International Year of the Child : com- 
mitment celebration., 79-21245 

1979 International Year of the Child : par- 
ticipating national organizations, as of 3/ 
1/79., 79-21246 

1979 NASA authorization : index for hear- 
ings before the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-fifth Congress, second 
session, on H.R. 10664 (superseded by 
H.R. 11401)., 79-18938 

1979 NASA authorization (program 
review) : hearings before the Subcommit- 
tee on Space Science and Applications of 
the Committee on Science and Technol- 
ogy, U.S. House of Representatives, 





Ninety-fifth Congresss, first session., 79- 
9112 

1979 special report on the NIE compensa- 
tory education study., 79-18824 

1979 study of American attitudes toward 
pensions and retirement., 79-17401 

1979 summer humanitites seminars for law 
teachers., 79-8375 

1979 summer humanitites seminars for 
medical and health care teachers., 79- 
8374 

1980 authorization for the Office of Re- 
search and Development, Environmental 
Protection Agency : hearings before the 
Subcommittee on Natural Resources and 
Environment of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-sixth Congress, 
first session, February 13 and 15, 1979., 
79-21638 

1980 Department of Energy authorization : 
hearing before the Committee on Science 
and Technology, U.S. House of Repre- 
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in addition to the mail-order service provided by the 
Office of the Superintendent of Documents, U.S. Gov- 
ernment Printing Office, there are retail bookstores in 
Washington, D.C., and several cities throughout the 
United States, each of which has in stock approximately 
1,500 of our most popular titles. You are invited to stop 
in any time. The locations of these stores are shown 
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